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The  work  of  Tredgold  on  the  Steam  Engine,  from  its  first  appearance 
in  the  year  1827  up  to  the  present  time,  has  maintained  the  highest 
reputation,  both  in  this  country  and  on  the  continent.  Since  the  pub- 
lication of  the  first  edition,  the  boundless  resources  of  steam  power 
have  been  directed,  on  the  most  enlarged  scale,  to  almost  every  im- 
portant purpose  of  mankind,  and  the  steam  engine  has  achieved  the 
greatest  triumphs  of  human  ingenuity.  The  present  edition  contains 
several  valuable  contributions  from  professional  gentlemen  of  acknow- 
ledged ability  and  experience;  and,  with  these  and  the  many  revisions 
and  additions  which  the  work  has  undergone,  it  is  hoped  that  it  will  be 
found  suited  to  the  present  advanced  state  of  the  science,  and  that  it 
may  continue  to  occupy  the  same  favorable  position  which  it  has  hitherto 
enjoyed.  A considerable  number  of  errors  have  been  corrected  which 
appeared  in  the  first  edition ; and,  amongst  many  other  improvements, 
the  principles  of  parallel  motion,  so  important  to  the  manufacturer, 
have  been  put  in  a complete  form. 

The  Appendix  consists  of  the  following  original  papers : 

I.  On  the  practical  nature  and  general  management  of  marine  boilers, 
by  Mr.  Dinnen. 
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II.  A form  of  steam  journal  for  keeping  a proper  record  of  the 
operations  of  the  engines  in  all  steam  vessels,  by  Lieut.  Baldock,  R.N. 

III.  On  the  motion  of  steam  vessels  and  the  principles  of  paddle 
wheels,  by  Mr.  P.  W.  Barlow. 

IV.  Time  and  traverse  table  for  ascertaining  the  effects  obtained 
with  a steam  vessel  upon  an  oblique  course  assisted  with  canvas,  com- 
pared with  the  same  vessel  upon  a direct  course  without  canvas,  and 
with  a diminished  velocity,  by  Captain  Oliver,  R.N. 

V.  Memoir  of  Her  Majesty's  steam  ship  the  ‘ Medea,’  by  Lieutenant 
Baldock,  R.N. 

VI.  On  the  present  state  of  steam  navigation  in  the  United  States, 
by  Professor  Renwick,  of  Columbia  College,  New  York. 

VII.  Theory  of  the  motion  and  action  of  paddle  wheels,  with  a 
comparison  of  the  principal  inventions  that  have  appeared  for  the  pro- 
pelling of  steam  vessels,  by  Mr.  Moiinav. 

VIII.  On  the  indicator,  with  practical  illustrations  of  its  nature  and 
use,  by  Mr.  Glynn. 

IX.  Account  of  Mr.  Howard's  new  principle  of  vaporization. 

X.  On  the  general  theory  of  the  steam  engine,  in  which  the  theory  of 
the  crank,  the  transmission  of  effect  through  the  boiler  and  cylinder, 
the  general  principles  of  action,  the  theory  of  paddle  wheels,  and  the 
nature  of  the  resistance  of  fluids,  are  succinctly  treated. 
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The  scientific  and  practical  paper  by  Mr.  Barlow,  the  ingenious 
theoretical  investigations  of  Mr.  Momay,  together  with  the  article  con- 
tained in  this  last  paper,  constitute  a very  extended,  and,  perhaps, 
complete  discussion  of  the  interesting  subject  of  paddle  wheels. 

XI.  Practical  rules  for  calculating  the  steam  engine,  illustrated  by 
numerous  examples.  To  a person  engaged  in  actual  practice,  even 
though  he  be  a first-rate  mathematician,  a rule  and  example  put  down 
exactly  in  the  order  of  work  is  much  superior,  in  every  respect,  to 
any  mathematical  formula;  that  can  be  set  before  him ; and  this  becomes 
a matter  of  indispensable  necessity  and  importance  to  such  as  are, 
exclusively,  practical  men.  It  is  hoped  that  these  rules  and  examples, 
and  the  copious  index,  prepared  by  Mr.  Hann,  a gentleman  intimately 
acquainted,  both  theoretically  and  practically,  with  the  principles  of 
the  steam  engine,  will  add  greatly  to  the  utility  of  the  edition  now 
offered  to  the  public. 

In  the  explanation  of  the  plates  will  be  found  a very  lucid  and 
elaborate  description,  still  further  illustrated  by  the  aid  of  numerous 
wood-cuts  in  the  text,  of  Stephensons’  newest  patented  locomotive 
engine ; and  for  this  very  able,  complete,  and  popular  account,  we  are 
indebted  to  the  liberality  of  Mr.  Stephenson,  engineer  of  the  London 
and  Birmingham  and  other  Railways  : — also,  an  account  of  Mr.  Samuel 
Hall's  condenser,  now  much  used  in  sea-bound  vessels. 

To  render  the  work  of  still  greater  utility,  the  Publisher  has,  after 
much  painful  opposition,  succeeded  in  producing  examples  of  the 
best  sea  and  river  vessels,  practically  illustrating  the  application  of 
steam-machinery  to  the  purposes  of  navigation,  in  reference  to  the 
principles  of  naval  architecture ; and  the  Editor  is  indebted  to  Mr. 
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Oliver  Lang,  of  Her  Majesty’s  Dock-yard,  Woolwich;  Mr.  Fincham,  of 
Her  Majesty’s  Dock-yard,  Sheerness ; and  Mr.  Ditchburn,  of  Limehouse ; 
for  the  able  scientific  descriptions  which  accompany  these  subjects. 

It  is  due  to  the  eminent  individuals  who  have  mainly  assisted  the 
undertaking,  to  state  that  the  Publisher  and  Editor  are  most  grateful 
to  those  whose  names  appear  in  the  work  as  contributors,  as  well  as 
to  others  for  many  valuable  communications  and  services. 

Mr.  Weale,  the  Publisher  and  Proprietor  of  the  work,  has,  for 
nearly  two  years,  held  in  communication  some  of  the  most  scientific 
men  in  this  and  other  countries,  for  the  purpose  of  obtaining  the  most 
extensive  and  valuable  information ; and  it  will  at  once  be  observed, 
that  no  expense  has  been  spared,  and  that  neither  taste  nor  skill  has 
been  wanting  in  the  getting  up  of  the  volumes,  to  make  the  present 
a splendid  national  work.  The  Editor,  however,  cannot  presume  to 
suppose  that  he  has  similarly  succeeded  in  the  execution  of  his  task ; 
and  he  will,  at  all  times,  through  the  Publisher,  be  most  thankful  to 
receive  and  acknowledge  any  suggestion  or  amendment. 


Digitized  by  Google 


PREFACE. 


Of  the  various  books  published  on  that  important  and  national  subject  the 
Steam  Engine,  there  is  not  one  in  our  own  or  any  foreign  language,  which  1 
consider  as  a fully  satisfactory  illustration  of  its  principles ; it  is  therefore  only 
requisite  for  me  to  state  this  fact  to  render  any  apology  unnecessary  for  the  work 
I now  offer  to  the  notice  of  the  Public.  I have  frequently  and  successfully 
claimed  attention  as  an  author ; and  in  this  case  I hope  to  meet  with  equal 
success,  and  to  show  by  the  lalmur  and  attention  I have  bestowed  on  this  im- 
portant subject,  how  highly  I value  the  ostensible  character  1 have  acquired, 
and1  the  extensive  encouragement  I have  received. 

It  has  been  too  common  of  late  for  mathematicians  to  complain  of  want  of 
patronage,  and  to  censure  official  authorities  for  not  encouraging  science,  for- 
getting that  research  will  always  be  estimated  by  its  intermediate  utility  ; and 
while  they  continue  to  confine  their  attention  to  abstract  knowledge,  while  they 
do  not  devote  a greater  part  of  their  time  to  its  application  to  the  wants  and 
the  welfare  of  society,  they  must  be  contented  with  a small  share  of  those  ad- 
vantages, which  result  from  combining  with  practical  skill  the  power  afforded 
by  abstract  reasoning.  They  should  recollect  that  a Watt  could  have  earned  no 
fame,  in  an  age  or  in  a country  where  the  value  of  mechanical  power  was  unknown. 
In  following  the  application  of  science  to  art,  I have  not,  however,  I hope,  been 
unsuccessful  in  adding  also  to  the  stores  of  pure  science ; and,  so  far  from  being 
insensible  to  the  value  of  abstract  research,  I wish  it  to  be  pursued  with  redoubled 
vigour  by  those  who  have  spirit  to  break  through  the  prejudices  of  existing 
systems,  and  study  from  nature  : but  it  should  be  cultivated  with  a desire  to 
promote  the  great  end  of  human  research,  that  is,  the  improvement  of  the  con- 
dition of  man ; otherwise  the  fantasies  of  the  Greek  philosophers  might  with 
equal  force  claim  the  student's  regard. 
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I hope  these  remarks  will  tend  to  encourage  those  who  pursue  knowledge, 
whether  with  the  energy  of  youth  or  the  more  steady  enthusiasm  of  riper  years  ; 
and  as  all  nature,  so  all  art,  must  ever  be  the  result  of  those  immutable  pro- 
portions and  laws  of  action  which  it  has  pleased  our  Creator  to  impress  on  matter, 
its  objects  are  truly  boundless.  Our  imperfection  consists  generally  in  not  being 
able  to  foresee  all  the  circumstances  which  have  an  influence  on  the  effects  of 
causes  ; but  in  proportion  as  we  proceed  in  knowledge,  we  also  acquire  greater 
powers  of  perception : that  which  was  at  first  difficult  becomes  easy,  and  the 
mind  is  often  roused  by  the  bright  gleam  of  truth,  breaking  as  it  were  accidentally 
upon  a mass  of  obscure  ideas,  and  rendering  the  true  solution  of  the  difficulty  at 
once  obvious ; and  as  my  gifted  countryman  Emerson  has  remarked,  “ the  labour 
and  fatigue  of  seeking  after  it  instantly  vanishes.” 

I proceed  now  to  give  some  idea  of  this  work.  It  appears  to  be  large  for  its 
object ; but,  though  confined  to  a single  source  of  power,  that  power  is  gigantic, 
and  involves  bo  many  new  and  important  doctrines  in  mechanical  science  and 
practice,  that  it  was  impossible  in  justice  to  comprise  it  in  less  space.  The  work 
is  in  Ten  Sections. 

In  the  Fret,  the  history  of  the  progressive  improvement  of  the  steam  engine 
is  traced,  from  the  period  of  its  first  suggestion  by  the  Marquis  of  Worcester,  to 
its  present  state  of  high  perfection. 

The  Second  Section  presents  an  analysis  of  the  nature  of  steam  and  of  other 
species  of  vapour ; the  laws  of  their  combination  with  heat,  and  of  their  elastic 
force,  density,  and  comparative  power ; with  the  principles  of  calculating  their 
velocity  when  in  .motion,  loss  of  force  by  cooling,  &c.  In  this  section  it  is  shown 
that  water  is  of  all  other  known  fluids  that  best  adapted  for  producing  steam. 

The  Third  Section  treats  of  the  laws  of  combustion,  and  of  the  effect  of  different 
species  of  fuel  in  producing  steam  ; the  proportions  of  fire  places  and  chimneys 
of  boilers,  and  the  precautions  necessary  for  their  security  and  effect : the  nature 
and  application  of  safety  apparatus  is  fully  discussed.  The  section  closes  with  a 
developemcnt  of  the  principles  of  condensing  steam. 

In  the  Fourth  Section,  the  power  afforded  by  a given  quantity  of  steam,  and 
all  the  methods  of  developing  it,  are  illustrated  both  in  a popular  and  scientific 
manner ; and  the  theoretical  defect  of  the  rotary  action  of  steam  is  investigated. 
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The  various  modes  of  applying  the  power  of  steam  are  shown,  with  a classification 
of  engines ; and  the  velocity  and  proportions  which  give  a maximum  of  effect  in 
engines,  as  well  as  the  nature  and  office,  and  the  power  lost  in  working  the  air 
pumps  of  engines,  are  investigated. 

The  Fifth  Section  treats  of  the  construction  of  the  essentially  different  varieties 
of  noncondensing  steam  engines : these  engines  are  all  of  the  high  pressure  kind ; 
and  the  causes  of  loss  of  power,  and  means  of  employing  steam  to  the  best  ad- 
vantage, and  the  mode  of  calculating  the  power  and  proportion  of  the  parts,  arc 
given  in  detail  for  each  species. 

The  Sixth  Section  treats,  in  like  manner,  of  the  construction,  proportions, 
power,  and  economy  of  condensing  engines : in  these  sections,  for  the  first  time, 
those  minute  causes  which  affect  the  action  of  steam  are  not  only  stated,  but  are 
reduced  to  measure  ; and  I trust  in  such  a manner  as  to  be  most  useful,  both  to 
those  who  wish  to  apply,  and  to  those  who  wish  to  improve,  the  steam  engine. 

In  the  Seventh  Section  the  proportions  and  construction  of  the  parts  of  steam 
engines  are  considered,  as  of  cocks,  valves,  slides,  pistons,  stuffing  boxes,  &c.  ; 
also  the  modes  of  opening  and  closing  valves,  and  the  like ; followed  by  a de- 
scription of  the  different  kinds  of  piston-rod  guides,  and  an  investigation  of  crank 
motions,  and  of  the  combinations  for  producing  (mrallel  motion : also  practical 
rules  for  the  strength  of  the  various  parts  of  steam  engines  arc  added,  and 
especially  for  boilers  of  different  kinds. 

The  Eighth  Section  treats, — first,  of  the  modes  of  equalizing  the  action  of  the 
steam  engine,  as  by  fly  wheels,  or  counter  weights ; secondly,  of  regulating  the 
power  of  engines,  as  by  valves,  governors,  regulators,  &c. ; thirdly,  the  method  of 
ascertaining  the  state  and  intensity  of  the  forces  in  engines,  and  the  means  of 
measuring  their  effective  power ; and,  fourthly,  of  the  mode  of  working  a steam 
engine. 

The  Ninth  Section  illustrates  the  application  of  steam  power  to  raising  water, 
to  the  drainage  and  business  of  mining,  to  ini|>c!ling  machinery  for  manufacturing 
and  for  agricultural  purposes,  and  its  application  to  land  carriage  by  means  of 
railways. 

The  Tenth  Section  is  on  steam  navigation  ; and  the  stability  of  vessels,  their 
resistance  to  motion  in  fluids,  the  means  of  propelling  them,  and  the  inodes  of 
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proportioning  the  power  to  the  effect,  are  investigations  altogether  new ; and  of 
necessity  so,  for  the  theory  of  the  resistance  of  fluids  hitherto  taught  in  schools 
is  erroneous  and  cannot  he  applied.  I have  therefore  endeavoured  to  explain  the 
methods  of  my  own  researches  in  popular  rather  than  strictly  scientific  discussions, 
reserving  for  a separate  work  the  fiill  developement  of  my  views  on  this  im- 
portant branch  of  science. 

The  tables  will  be  useful  in  practice ; and  the  plates  are  accompanied  by 

descriptions,  so  as  to  render  them  of  easy  reference,  and  also  to  enable  me  to 

refer  to  the  parts  of  the  work  which  they  tend  to  illustrate. 

I am  indebted  to  the  friendly  assistance  of  some  of  my  professional  brethren 
for  access  to  information,  which  otherwise  I could  not  have  obtained : in  a few 
instances  their  favours  arrived  too  late,  except  for  my  own  satisfaction  in  finding 
that  they  conformed  to  the  principles  laid  down  in  this  treatise.  Of  Mr.  Bevan's 
interesting  experiments  on  the  resistance  of  boats  I have  given  only  part,  because 
the  others  were  evidently  affected  by  the  limited  section  of  the  canal.  One  of 
the  plates  (xm.)  was  furnished  by  Mr.  White,  engineer;  and  a few  of  the  others 
are  selected  from  the  very  accurate  plates  drawn  by  Clement,  and  published  in 

Partington’s  ‘ History  of  the  Steam  Engine : ’ the  rest  are  engraved  from  my  own 

drawings,  and  arc  aided  by  a great  number  of  wood  engravings  on  the  pages. 

My  great  object  has  been  to  lead  the  reader  to  study  the  principles  of  the 
steam  engine,  and  to  furnish  him  not  only  with  materials  for  study,  but  also  with 
methods  of  reasoning,  and  in  sufficient  variety  to  enable  him  to  examine  any  new 
case  likely  to  occur ; and  in  proportion  to  the  care  and  pains  he  bestows  on  the 
inquiry,  he  will  feel  the  advantage  of  the  few  steps  I have  taken  in  this  interesting 
and  important  subject. 

I shall  conclude  in  the  language  of  Sir  Isaac  Newton  on  a greater  occasion : — 
“ I heartily  beg  that  what  I have  here  done  may  be  read  with  candour,  and  that 
the  defects  I have  been  guilty  of  upon  this  difficult  subject  may  not  be  so  much 
reprehended  as  kindly  supplied  and  investigated  by  new  endeavours  of  my  readers.” 


IS,  Gsovc  Place, 

Lisbon  Ghotb,  London. 
August  13,  1837. 


THOMAS  TREDGOLD. 
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MEASURES,  WEIGHTS,  Ac.  USED  IN  THIS  WORK. 


Temperature  is  measured  by  degrees  of  Fahrenheit's  scale,  of  which  the  freezing  point  is 
32°,  and  the  boiling  point  212°. 

Heat  is  commonly  measured  by  the  number  of  degrees  it  would  increase  the  temperature  of 
a given  quantity  of  water  at  60°,  with  the  barometer  at  30  inches.1 

Mechanical  power  is  measured  by  the  elementary  horse  power,  as  settled  by  Watt.  A 
horse  power  is  = 33,000  lbs.  raised  one  foot  high  per  minute,  or  = 550  tbs.  raised  one 
foot  high  per  second  ; and  a day's  work  of  a horse  is  this  power  acting  8 hours. 

This  horse  power  is,  in  French  measures,  4661  kilogrammes  raised  one  metre  high  per 
minute. 

The  pound  is  the  avoirdupois  pound,  = 7000  troy  grains,  = ’4535  French  kilogrammes. 

The  foot  is  = -3048  French  metre. 

An  atmosphere  is  = { ^i"mcTre  } of  mercur)'- 
= 14*70  lbs.  per  square  inch. 

= 11*55  „ circular  „ 

* It  it  more  properly  measured  by  ilie  volume  of  water  at  60*.  which  it  would  raise  Marti  v one  degree ; this  measurement 

twin;  strictly  proportional  to  the  absolute  quantity  of  heat. — Ed. 
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AN  ACCOUNT  OF  THE  INVENTION  AND  PROGRESSIVE  IMPROVEMENT  OF 
THE  STEAM  ENGINE. 


Art.  1.  When  an  efficient  mechanical  power  is  produced  by  the  generation,  or 
generation  and  condensation,  of  the  steam  or  vapour  of  any  liquid,  the  combination 
of  vessels  and  machinery  for  that  purpose  is  called  a Steam  Engine.  This  engine 
was  for  a considerable  time  after  its  invention  called  a Fire  Engine,  and  not 
improperly,  for  the  active  agent  is  heat  or  fire.  The  liquid  almost  universally 
employed  for  obtaining  steam  is  water,  but  it  may  be  obtained  from  alcohol,  ether, 
and  other  fluids;  fortunately,  however,  water,  the  most  easily  procured,  is  equal 
if  not  superior  to  any  other. 

2.  That  the  application  of  heat  would  generate  steam  from  water,  and  that 
the  steam  so  generated  would  issue  with  much  force  from  a small  aperture  in  the 
vessel  employed  to  generate  it  in,  must  have  been  known  at  a very  early  period. 
The  eolipile,  and  some  other  similar  instruments  for  illustrating  natural  pheno- 
mena, were  well  known  among  the  Egyptians,  Greeks,  and  Romans.  Vitruvius, 
who  wrote  during  the  reign  of  Augustus  Csesar,  refers  to  the  eolipile  as  an  illus- 
tration of  the  effect  of  heat  in  producing  winds;'  but  he  clearly  had  no  idea  of 
steam  being  rendered  useful  as  a mechanical  power.  Philibert  de  l’Orme  pro- 
posed placing  an  eolipile  over  a fire  as  a means  of  impelling  smoke  up  a chimney,  ‘ 
and  several  applications  of  this  instrument  arc  described  in  the  works  of  Solomon  de 
Caus,  Brancas,  Van  Drebbel,  and  various  other  writere,  the  greater  part  of  whom 
are  mentioned  by  M.  Montgcry,3  an  author  who  has  been  at  considerable  trouble 
to  show  that  the  invention  of  the  steam  engine  is  not  of  English  origin. 

3.  But  unless  it  be  shown  that  an  engine  had  been  actually  invented,  and  was 
undoubtedly  applicable  to  some  of  the  purposes  for  which  the  steam  engine  is  now 

1 Vitruvius,  lib.  i.  cap.  vi.  • Traite  d’ Architecture,  folio,  Paris,  15157. 

3 Notice  Historique  sur  l'lnvention  des  Machines  a Vapeur. 
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employed,  and  for  which  alone  it  has  become  valuable,  it  appears  to  be  mere 
trifling  to  search  for  authorities,  and  absolutely  unworthy  of  occupying  the  time 
or  attention  of  a man  of  real  science.  The  blast  of  an  eolipilc  is  certainly  not  a 
mode  of  employing  steam  capable  of  producing  the  species  of  useful  effect  which  is 
obtained  by  a steam  engine,  and,  as  a proof  of  its  inefficiency,  the  same  principle 
of  action  (that  is,  by  impulse)  has  never  been  rendered  applicable  to  produce 
mechanical  power  for  useful  purposes  in  a steam  engine. 

It  is  not  my  object,  therefore,  to  inquire  when  it  was  first  ascertained  that  steam 
has  force ; but,  to  endeavour  to  trace  the  history  of  its  suggestion  in  a practical 
form,  and  of  its  employment  in  the  arts  and  manufactures;  to  develop  the  various 
changes  and  improvements  the  steam  engine  has  received  ; and  to  exhibit,  among 
the  host  of  projectors,  those  who  have  really  advanced  our  knowledge,  either 
regarding  the  principles,  the  construction,  or  the  arrangement  of  this  powerful 
prime  mover. 

It  is  easy  to  perceive  that  I have  assigned  myself  a difficult  task,  but  it  is  equally 
evident  that  if  it  be  accomplished  in  a judicious  and  candid  manner,  it  will  form 
a valuable  addition  to  an  interesting  and  useful  branch  of  mechanical  science ; 
hence,  1 am  eucouraged  to  proceed,  and  trust  to  leave  my  reader  with  an  impres- 
sion, that  I have  been  just  in  deciding  between  the  claimants  of  the  invention  of 
each  of  the  parts  of  the  steam  engine. 

1663.  Marquis  of  Worcester,  died  1667. 

4.  The  idea  of  employing  the  impulsive  force  of  the  colipile  seems  to  be  the 
only  one  which  had  been  formed  for  using  steam  as  a source  of  motion  before  the 
time  of  the  Marquis  of  Worcester ; and  he,  in  a little  work  entitled  * A Century  of 
the  Names  and  Scantlings  of  Inventions,’  undoubtedly  descrifies  a method  of 
employing  the  pressure  of  steam  for  raising  water  to  great  heights.'  His  work  was 
first  published  in  1663,  and  tinder  the  sixtv-eighth  invention  we  have  the  following 
name  and  scantling : — 

“ i.xviu.  A Fire  Water  Work. — An  admirable  and  most  forcible  way  to  drive 
up  water  by  fire,  not  by  drawing  or  sucking  it  upwards;  for  that  must  be,  as  the 
philosopher  calleth  it,  infra  tphteram  activitatis,  which  is  but  at  such  a distance. 
But  this  way  hath  no  bounder  if  the  vessels  be  strong  enough  ; for  I have  taken  a 
piece  of  a whole  cannon,  whereof  the  end  was  burst,  and  filled  it  three-quarters 
full  of  water,  stopping  and  screwing  up  the  broken  end,  as  also  the  touchhole,  and, 

1 Another  engine,  which  the  mareju in  terms  a “ Water-commanding  Engine,”  seem*  to  have  been 
the  one  for  which  he  obtained  an  act  of  parliament,  allowing  him  the  monnjioly  of  the  profits 
arising  from  it*  u*e. 
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making  a constant  fire  under  it ; within  twenty-four  hours  it  hurst  and  made  a 
great  crack ; so  that  having  a way  to  make  my  vessels  so  that  they  are  strengthened 
by  the  force  within  them,  and  the  one  to  fill  after  the  other,  1 have  seen  the  water 
ruu  like  a constant  fountain  stream  forty  feet  high.  One  vessel  of  water  rarefied 
by  fire  driveth  up  forty  of  cold  water.  And  a man  that  tends  the  work  is  but  to 
turn  two  cocks,  that,  one  vessel  of  water  being  consumed,  another  begins  to  force 
and  refill  with  cold  water,  and  so  successively,  the  fire  being  tended  and  kept 
constant ; which  the  selfsame  person  may  likewise  abundantly  perform  in  the 
interim  between  the  necessity'  of  turning  the  said  cocks.” 

This  description  puts  it  beyond  a doubt  that  the  Marquis  of  Worcester  knew  that 
steam,  heated  in  a close  vessel,  acquires  an  immense  degree  of  force,  and  that  this 
force  could  be  effectively  applied  to  raise  water.  The  effect  of  condensation  fie  does 
not  appear  to  have  been  at  all  acquainted  with,  and  therefore  his  mode  of  operation 
must  have  been  exceedingly  simple,  and  probably,  of  the  nature  exhibited  in  the 
annexed  figure : — where  B is  the  boiler ; C,  one  of  the  vessels  with  a pipe  to  deliver 
the  water  to  an  elevated  cistern  D. 


Now  suppose  the  vessel  C to  lie  supplied  from  a cistern  of  cold  water  A by  a pipe,  so 
that  it  would  be  filled  on  opening  the  cock  E,  and  afterwards  closing  it ; if,  when 
the  steam  in  the  boiler  is  of  sufficient  strength,  the  cock  F be  opened,  the  pressure 
of  the  steam  on  the  water  in  C would  cause  it  to  ascend  from  C,  through  the  pipe  a 
into  the  cistern  D.  The  vessel  C being  emptied,  and  the  cock  F being  shut,  it  would 
refill  with  water  on  again  opening  the  cock  E.  Another  vessel  C,  and  its  cocks  and 
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pipes,  are  necessary  to  complete  the  species  of  water  engine  indicated  by  the 
description,  and  these  may  be  on  the  other  side  of  the  boiler. 

Such  a mode  of  raising  water  would  be  most  expensive  from  the  quantity  of 
condensation  when  the  steam  came  in  contact  with  cold  water,  but  it  was  fully 
capable  of  producing  the  quantity  of  effect  mentioned,  for  it  is  only  equivalent  to 
raising  20  cubic  feet  of  water  or  1250  lbs.  one  foot  high  by  one  pound  of  coal, 
or  about  the  200th  part  of  the  effect  of  a good  steam  engine.  Hence,  it  appears, 
that  to  tlie  Marquis  of  Worcester  must  be  ascribed  the  first  invention  and  trial  of 
a practical  mode  of  applying  steam  as  a prime  mover,  and  of  applying  it  to  one  of 
those  great  purposes  for  which  it  has  been  so  useful  to  society. 

1663.  Sir  Samuel  Morland,  died  1695. 

5.  From  a part  of  a manuscript  in  the  Harleian  collection  in  the  British 
Museum,  it  appears  that  a mode  of  raising  water  by  steam,  similar  to  that  of  the 
Marquis  of  Worcester’s,  was  proposed,  among  other  methods,  to  Louis  XIV.  of 
France,  by  Sir  Samuel  Morland.  It  contains  no  description  of  the  method  he 
intended  to  employ,  but  there  is  sufficient  to  indicate  that  its  author  was  not  with- 
out knowledge  of  his  subject. 

The  title  of  the  part  which  treats  of  the  power  of  steam  is,  • The  Principles  of 
the  New  Force  of  Fire,  invented  by  Chev.  Morland  in  1682,  and  presented  to  his 
most  Christian  Majesty  in  1683;’  and  thcse.principles  are  explained  as  follows: — 
“Water  being  converted  into  vapour  by  the  force  of  fire,  these  vapours  shortly 
require  a greater  space  (about  2000  times)  than  the  water  before  occupied,  and, 
sooner  than  be  constantly  confined,  would  split  a piece  of  cannon.  But  being 
duly  regulated  according  to  the  rules  of  statics,  and  by  science  reduced  to  measure, 
weight,  and  balance,  then  they  bear  their  load  peaceably  (like  good  horses)  and 
thus  become  of  great  use  to  mankind,  particularly  for  raising  water,  according  to 
the  following  table,  which  shews  the  number  of  pounds  that  may  be  raised  1600 
times  per  hour,  to  a height  of  six  inches,  by  cylinders  half  filled  with  water,  as 
well  as  the  different  diameters  and  depths  of  the  said  cylinders.” 


Cylinder*. 

Weight  of  the  Load  to  be  raiaed. 
in  pound*. 

Diana,  io  feet. 

Depth  in  feet. 

1 

2 

15 

2 

4 

120 

3 

6 

405 

4 

8 

900 

5 

10 

1875 

6 

1 

12 

3240 

Digitized  by  Google 


S1CT.  I.J 


THE  STEAM  ENGINE. 


These  numbers  are  obviously  proportional  to  the  capacity  of  the  cylinders. 

The  table  is  continued  in  the  original  to  show  the  effect  or  a number  of  cylinders 
of  the  largest  of  the  above  sizes,  each  one  being  capable  of  raising  3240  lbs. 

Morland  has  given  the  increase  of  volume,  which  water  occupies  in  the  state  of 
vapour  at  common  pressures,  so  nearly,  that  wc  may  suppose  it  to  be  the  result  of 
experiment ; while  his  allusion  to  the  force  of  steam  being  sufficient  to  burst  a 
cannon,  and  his  proposal  of  the  method  to  a foreign  prince,  render  it  probable  that 
he  was  not  a stranger  to  the  volume  the  Marquis  of  Worcester  had  published 
twenty  years  before. 

Morland's  researches  seem  to  have  had  little  influence  on  the  progress  of  the 
practical  application  of  steam. 

6.  In  1695,  Dr.  Papin  suggested  the  idea  of  employing  the  expansion  and 
contraction  of  steam  to  form  a partial  vacuum  under  a piston  for  raising  water,  and 
making  the  pressure  of  the  atmosphere  on  the  upper  side  of  the  piston  the  moving 
power.*"  The  real  authors  of  the  atmospheric  engine  were  very  likely  indebted  to 
this  suggestion  ; but  neither  Papin  himself,  nor  his  rival  Savery,  discovered  how  to 
turn  this  suggestion  to  advantage.  Indeed,  it  was  proposed  in  a form  which  was 
not  practicable : the  fire  was  to  be  alternately  applied  to,  and  removed  from,  the 
cylinder,  and  the  expansion  of  the  water  in  it,  by  heat,  was  to  raise  the  piston,  and 
its  contraction,  by  cooling,  when  the  fire  was  removed,  was  to  cause  a partial 
vacuum,  and,  consequently,  the  descent  of  the  piston  was  to  be  produced  by  the 
pressure  of  the  atmosphere.  If  such  a scheme  was  ever  tried,  the  result  must  have 
been  sufficiently  discouraging  for  Papin  to  abandon  it,  and  adopt  a new  one,  which 
it  will  be  found  he  actually  did,  after  seeing  an  engraving  of  Savery’s  engine. 

• 

1698.  Thomas  Savery. 

7.  These  projects  were  speedily  followed  by  a direct  practical  application  of  the 
steam  engine  to  raising  water,  for  which  " letters  patent”  were  granted  to  Captain 
Thomas  Savery,  in  July,  1698,  (these  being  the  first  on  record  granted  for  a steam 
engine) ; and,  Dr.  Robison  says,  it  was  “ after  having  actually  erected  several 
machines,”  of  which  Savery  gave  a description  in  a pamphlet  he  published  in 
1699,*  called  ‘The  Miner’s  Friend,’  which  was  republished  with  additions  in  1702. 

In  June,  1699,  Captain  Savery  exhibited  a model  of  his  engine  before  the  Royal 
Society  ; and  the  experiments  he  made  with  it  succeeded  to  their  satisfaction.’  It 

1 Phil.  Trans.  Abridg.  iv.  150. 1097. 

' Robison  makes  it  1006,  but  this  does  not  appear  to  be  correct.  Swilzen's  date,  1090,  is  taken 
as  likely  to  be  the  right  one,  from  his  8ystem  of  Hydroetntics,  ii.  320. 

1 Phil.  Trans.  Abridg.  iv.  196.  1000. 
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consisted  of  a furnace  and  boiler  B ; from  the  latter  two  pipes,  provided  with  cocks 
C,  proceeded  to  two  steam  vessels  S,  which  had  branch  pipes  from  a descending 


main  D,  and  also  to  a rising  main  pipe  A ; each  pair  of  branch  pipes  had  valves 
a , b,  to  prevent  the  descent  of  the  water  raised  by  the  condensation  or  by  the  force 
of  steam.  Only  one  vessel,  S,  is  shown,  the  other  being  immediately  behind  it. 
One  of  the  steam  vessels  being  filled  with  steam,  condensation  was  produced  by 
projecting  cold  water,  from  a small  cistern  E,  against  the  vessel ; and  into  the 
partial  vacuum  made  by  that  means,  the  water,  by  the  pressure  of  the  atmosphere, 
was  forced  up  the  descending  main  D,  from  a depth  of  about  twenty  feet ; and,  on 
the  steam  being  let  into  the  vessels  again,  the  valve  b closed,  and  prevented  the 
descent  of  the  water,  while  the  steam  having  acquired  force  in  the  boiler,  its 
pressure  caused  the  water  to  raise  the  valve  a,  and  ascend  to  a height  pro]mrtional 
to  the  excess  of  the  elastic  force  of  the  steam  above  the  pressure  of  the  air. 

Captain  Savery  afterwards  simplified  this  engine  considerably,  by  using  only  one 
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steam  vessel.  To  prevent  the  risk  of  bursting  the  boiler,  he  applied  the  steelyard 
safety  valve  V ; invented  by  Papin  for  his  digester.  The  cocks  were  managed  by 
hand  ; and,  to  supply  the  boiler  with  water,  he  had  a small  boiler  adjoining  to 
heat  water  for  the  use  of  the  large  one,  and  thus  prevent  the  loss  of  time  wliieh 
must  have  occurred  on  refilling  it  with  cold  water. 

Several  engines  for  raising  water  appear  to  have  been  erected  according  to 
Savely’s  plan,  and  to  have  succeeded  tolerably  where  the  water  had  not  to  be 
raised  more  than  forty  feet ; but  this  was  not  sufficient  for  mines,  where  a new  and 
powerful  machine  was  most  wanted. 

The  new  principles,  introduced  into  the  steam  engine  by  Savery,  consist  of  the 
use  of  condensation  in  the  steam  vessel  by  cold  applied  externally.  He  also  used  a 
method  of  supplying  the  boiler  with  hot  water,  contrived  a mode  of  ascertaining 
the  quantity  of  water  in  the  boiler,  by  inserting  the  cock  g,  called  a gauge  cook, 
and  applied  the  safety  valve  of  Papin's  digester  as  a means  of  preventing  accidents. 

Tlie  defects  of  his  engine  are  obvious.  A cold  vessel  and  cold  fluid  must  at  each 
0[>eration  condense,  and  therefore  waste  a great  quantity  of  steam  ; and  the  height 
to  which  water  could  be  raised,  unless  by  the  use  of  such  powerful  steam  us  to 
render  it  dangerous,  was  too  limited  to  be  applicable  to  mining  purposes.  Its 
effect  would  however  lie  vastly  superior  to  that  of  the  Marquis  of  Worcester’s. 
Whether  Captain  Savery  did  or  did  not  know  of  the  previous  schemes,  his  claims 
to  original  invention  are  certainly  considerable ; and  to  his  enthusiasm  and  talent 
we  undoubtedly  ow'c  the  first  effective  steam  engine. 

1698.  Dr.  D r.NN is  Paim.v. 

8.  Dr.  Papin,  professor  of  mathematics  at  Marbourg,  whose  former  project  1 
have  noticed  (art.  6),  is  said  to  have  made  many  experiments  on  raising  water  bv 
the  force  of  fire,  in  1698,  by  the  order  of  Charles,  ljindgrave  of  Hesse ; and  in 
1707  he  published  a small  treatise  on  the  subject,  in  which  he  ascribes  to  the  land- 
grave the  whole  merit  of  the  first  idea  of  a steam  engine.  Papin’s  trials  in  1698, 
whatever  they  were,  did  not  end  in  producing  any  thing  in  a useful  shape ; and, 
while  he  candidly  acknowledges  that  Savory’s  scheme  was  not  borrowed  from  any 
tiling  done  in  Germany,  it  appears  that  he  did  not  follow  up  his  experiments  till 
after  he  had  seen  an  engraving  of  Savery ’s  engine,  in  June,  1705 ; a prettv  con- 
clusive argument,  that  no  satisfactory  results  had  been  arrived  at  in  these  experi- 
ments ; and  there  is  a wide  distinction  between  unsuccessful  experiments  and 
invention. 

To  do  justice  to  the  claims  of  Papin,  it  will  be  sufficient  to  describe  his  engine 
in  its  most  improved  state,  and  as  he  gives  it  after  knowing  what  Savery  had 
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effected.  It  consisted  of  a boiler  B,  provided  with  a safety  valve  V ; and  a cylinder 
G H,  connected  to  the  boiler  by  a steam  pipe  S.  The  cylinder  was  closed  at  the 


top,  and  contained  a floating  piston  P ; and  the  base  of  the  cylinder  terminated  in 
a curved  tube  T,  which  ascended  into  a cylinder  M ; the  bent,  tube  had  a pipe  V , 
from  a reservoir  of  water  communicating  with  it,  and  it  was  provided  witli  a valve 
at  r.  Now  suppose  the  cylinder  G H,  to  be  filled  with  cold  water  by  the  pipe  V, 
from  the  reservoir,  and  the  boiler  to  contain  strong  steam  ; by  opening  the  cock  E, 
the  steam  would  be  admitted,  and,  pressing  on  the  floating  piston  P,  cause  the 
water  to  ascend  into  the  cylinder  M : its  return  is  prevented  by  the  valve  K,  and 
the  steam  cock  E being  shut,  and  the  cock  R opened,  to  let  the  condensed  steam 
escape  at  the  pipe  R,  the  water  from  the  reservoir  refills  the  steam  cylinder  through 
the  pipe  V,  and  it  is  ready  for  repeating  the  operation.  The  water  raised  to  be 
directed  to  any  useful  object  by  the  pipe  D.1 

A reference  to  the  Marquis  of  Worcester's  plan  will  show,  that  Papin  did  no 
more  than  repeat  his  experiments.  The  scheme  of  adding  to  the  effect  by  the 
introduction  of  red  hot  irons  into  the  cylinder  G H,  is  too  absurd  to  insert ; but  it  is 
in  some  measure  redeemed  by  the  suggestion,  that  the  water  raised  by  the  engine 
might  be  applied  to  drive  a water  wheel ; thus  giving  the  idea  of  a steam  engine 
being  applicable  to  impel  machinery. 

9.  In  1(199,  Mr.  Amontons  published  a description  of  a machine,  designed  to 
be  moved  by  the  spring  of  air  when  expanded  by  heat,  and  afterwards  condensed 
by  contact  with  cold  water.*  The  continual  access  of  heated  air  to  water  would 


1 Belidor's  Archi.  Hydrati.  ii.  p.  328. 

* Prony’s  Nouvelfe  Archi.  ijydnui.  ii.  p.  89  (mite),  where  it  is  described. 
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ultimately  render  the  air  saturated  with  vapour ; hut  even  then  it  would  not  be 
more  than  an  air  engine,  and  a very  indifferent  one,  being  exceedingly  complex. 


1705.  Thomas  Newcomen. 

10.  The  trials  of  Savery's  engines  made  known  their  defects,  yet  evidently 
strengthened  the  idea  that  steam  could  be  effectively  applied  to  raise  water ; and 
the  immense  expense  of  raising  water  from  deep  mines  so  embarrassed  their  pro- 
prietors, that  there  were  most  powerful  incentives  at  that  period  to  engage  in 
further  researches  on  the  subject.  To  this  stimulus  we  are  indebted  for  another 
construction  of  the  steam  engine,  by  Thomas  Newcomen,  a smith,  of  Dartmouth, 
who,  in  conjunction  with  John  Cawley,  a plumber  of  the  same  place,  and  Captain 
Savety,  obtained  letters  patent  for  the  invention  in  1705.'  The  novelty  of  this 
construction  consists  entirely  in  condensing  the  steam  below  an  air-tight,  piston,  in 
a cylindrical  vessel  having  an  open  top ; and  the  idea  was  very  probably  taken 
from  the  project  of  Papin  in  1605  (see  art.  6)  ; for  it  appears  that  Newcomen  was 
in  correspondence  w ith  Dr.  Hook  on  the  subject,  to  whom  the  speculations  of  Papin 
were  well  known  ; but  the  mode  of  effecting  the  object  was  entirely  different  from 
Papin’s.  It  consists  in  admitting  steam  below  a piston  ; and,  at  first,  the  steam 
was  condensed  by  applying  cold  water  to  the  outside  of  the  cylinder  ; but  injection 
of  cold  water  by  a jet  into  the  interior  was  soon  found  to  be  a more  effective 
method,  and  is  said  to  have  been  discovered  by  accident.*  The  following  is  a 
description  of  the  engine,  as  far  as  it  was  improved  by  Newcomen.  B represents 
the  boiler  with  its  furnace  for  producing  steam  ; and  at  a small  height  above  the 
boiler  is  a steam  cylinder,  C,  of  metal,  bored  to  a regular  diameter,  and  closed  at 
the  bottom,  the  top  remaining  open.  A communication  is  formed  between  the 
boiler  and  the  bottom  of  the  cylinder,  by  means  of  a short  steam  pipe,  S.  The 
lower  aperture  of  this  pipe  is  shut  by  the  plate  p,  which  is  ground  flat,  so  as  to 
apply  very  accurately  to  the  whole  circumfcreuce  of  the  orifice.  This  plate  is  called 
the  regulator,  or  steam  cock,  and  it  turns  horizontally  on  an  axis  a,  which  passes 
through  the  top  of  the  boiler,  and  is  fitted  steam-tight;  and  has  a handle  to 
open  and  shut  it. 

> Switzer  says,  on  report,  that  Newcomen  was  as  early  in  his  invention  as  Savery.  Sys.  of 
Hydros  ii.  342. 

* Desagulicrs1  Experimental  Philosophy,  ii.  p.  533.  The  piston  was  kept  tight  by  a quantity 
of  water  on  the  top  of  it ; and  as  they  were  working  by  condensing  front  tile  outside,  they  were 
surprised  to  see  the  engine  make  several  strokes  very  quickly,  and  found  that  it  was  oaring  to  a 
hole  in  the  piston  letting  doarn  water  to  condense  the  steam.  This  suggested  the  idea  of  injection. 

■ 
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A piston  P is  fitted  to  the  cylinder,  and  rendered  air-tight  by  a packing,  round 
its  edge,  of  soft  rope  well  filled  with  tallow  to  reduce  the  friction,  and  its  upper 
surface  is  kept  covered  with  water  to  render  it  steam-tight.  The  piston  is  con- 
nected to  a rod  P A,  which  is  suspended  by  a chain  from  the  upper  extremity  D of 
the  arched  head  of  the  lever,  or  working  beam,  which  turns  on  the  gudgeon  G. 
This  beam  has  a similar  arched  head  E F,  at  its  other  end,  for  the  pump  rod  H, 
which  receives  the  water  from  the  mine.  The  cud  of  the  beam  to  which  the  pump 
rod  is  attached,  is  made  to  exceed  the  weight  and  friction  of  the  piston  in  the  steam 
cylinder ; and  when  the  water  is  drawn  from  such  a depth,  that  the  steam  piston 
is  too  heavy  for  this  purpose,  counterpoise  weights  must  be  added  at  1,  till  the  piston 
will  rise  in  the  steam  cylinder  at  the  proper  speed.  At  some  height  above  the  top 
of  the  cylinder  is  a cistern  L,  called  the  injection  cistern,  supplied  with  water  from 
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the  forcing  pump  R.  From  this  descends  the  injection  pipe  M,  which  enters  the 
cylinder  through  its  bottom,  and  terminates  in  one  or  more  small  holes  at  N.  This 
pipe  has  at  O a cock,  called  the  injection  cock,  fitted  with  a handle.  At  the 
opposite  side  of  the  cylinder,  a little  above  its  bottom,  there  is  a lateral  pipe, 
turning  upwards  at  the  extremity,  and  provided  with  a valve  at  V,  called  the 
sniffing  valve,  which  has  a little  dish  round  it  to  hold  water  for  keeping  it 
air-tight. 

There  proceeds  also  from  the  bottom  of  the  cylinder  a pipe  Q,  of  which  the  lower 
end  is  turned  upwards,  and  is  covered  with  a valve  v : this  part  is  immersed  in  a 
cistern  of  water  called  the  hot  well,  and  the  pipe  itself  is  called  the  eduction  pipe. 
To  regulate  the  strength  of  the  steam  in  the  boiler,  it  is  furnished  with  a safetv 
valve.  constructed  and  used  in  the  same  manner  as  that  of  Savory's  engine,  but  not 
loaded  with  more,  than  one  or  two  pounds  on  the  square  inch. 

The  mode  of  operation  remains  to  be  described.  Let  the  piston  be  pulled  down 
to  the  bottom  of  the  steam  cylinder,  and  shut  the  regulator  or  steam  valve  p. 
Then  the  piston  will  be  kept  at  the  bottom  by  the  pressure  of  the  atmosphere. 
Apply  the  fire  to  the  boiler  till  the  steam  escapes  from  the  safety  valve,  and  then, 
on  opening  the  steam  regulator,  the  piston  will  rise  by  the  joint  effect  of  the 
strength  of  the  steam,  and  action  of  the  excess  of  weight  on  the  other  end  of  the 
beam.  When  it  arrives  at  the  top  of  the  cylinder,  close  the  regulator  p,  and,  by 
turning  the  injection  cock  O,  admit  a jet  of  cold  water,  which  condenses  the  steam 
in  the  cylinder,  forming  a partial  vacuum,  and  the  piston  descends  by  the  pressure 
of  the  atmosphere,  raising  water  by  the  pump  rod  H from  the  mine.  The  air 
which  the  steam  and  the  injection  water  contain,  is  impelled  out  of  the  snifting 
valve  V,  by  the  force  of  descent,  and  the  injection  water  flows  out  at  the  eduction 
pipe  Q ; and  by  repetition  of  the  operations  of  alternately  admitting  steam  and 
injecting  water,  the  work  of  raising  water  is  effected. 

These  operations  were  done  by  hand,  till  a boy,  named  Humphrey  Potter,  con- 
trived to  attach  strings  and  catches  to  the  working  beam,  for  opening  and  shutting 
them  while  he  was  at  play  ; 1 after  which,  more  permanent  ap]>endages  were  added 
to  answer  the  purpose,  and  the  engine  became  a step  nearer  to  a self-regulating 
machine. 

Tiie  engine  in  this  simple  and  efficient  state  was  termed  the  Atmospheric 
Engine.  It  was  brought  to  this  degree  of  perfection  about  1712;  aud  such 
engines  were  erected  in  various  places. 

The  novelty  of  this  engine  is  chiefly  in  its  mechanism  ; but  as  this  mechanism 
produces  all  the  difference  between  an  efficient  and  an  inefficient  engine,  I am 

1 Desaguliers'  Experimental  Philosophy,  ii.  533. 
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inclined  to  set  a higher  value  upon  it  than  on  the  fortuitous  discover)'  of  a new 
principle.  To  point  out  what  is  actually  due  to  Newcomen  would  be  difficult,  and 
for  want  of  evidence  we  must  be  content  with  examining  the  state  of  the  engine. 
The  admission  of  steam  below  an  air-tight  piston,  attached  to  the  impelled  point  of 
a lever  properly  counterpoised  ; its  rapid  condensation  by  injection  of  water,  which 
is  essential  to  gain  effect ; and  the  mode  of  clearing  the  cylinder  of  air  and  water 
after  the  stroke,  are  all  additional  to  the  principles  and  mechanism  before  in  use  ; 
and  these  are  wholly  due  to  Newcomen,  or  those  connected  with  him. 

1718.  Henry  Beighton,  F.R.S. ; 1 died  1743. 

1 1 . The  arrangement  of  the  parts  of  the  atmospheric  engine,  the  mode  of 
fixing,  and  the  mechanism  for  opening  and  shutting  the  valves,  were  greatly 
improved  by  Mr.  Henry  Beighton,  an  engineer,  of  Newcastle-upon-Tyne.  He  also 
seems  to  have  been  the  first  to  reduce  the  calculation  of  the  powers  of  engines  to  a 
regular  system,  and  published  a ‘ Tabic  of  the  Dimensions  and  Power  of  the 
Steam  Engine,1  in  1717,  which  has  been  found  to  accord  with  practice;2  and  he 
directed  the  construction  of  several  large  engines.  He  also  remarked  the  fact  of 
steam  heating  a very  large  proportion  of  water  in  condensing,  and  communicated 
to  Dr.  Desaguliers  some  experiments  on  the  bulk  of  steam  formed  by  a given 
quantity  of  water,  the  result  of  which  was  erroneously  stated,  in  consequence  of  a 
singular  mistake  in  the  calculation  ; and  it  is  also  obvious,  that  the  mere  quantity 
of  water,  and  bulk  of  the  cylinder,  could  not  possibly  give  the  result  he  expected, 
even  on  the  supposition  that  the  cylinder  was  maintained  at  21*2°  during  the 
experiment.’  I cannot  leave  the  memory  of  Beighton  without  the  remark,  that 

1 Dr.  Hutton  remarks,  it  is  probable  that  Mr.  Beighton  died  in  1743  or  1744,  as  it  appears  that 
he  conducted  the  Ladies’  Diary  for  the  Stationers’  Company,  from  1714  to  1744  inclusively ; 
discharging  that  trust  with  such  satisfaction  to  the  Company,  that  they  permitted  his  widow  to 
enjoy  it  for  many  years  afterward,  by  employing  a deputy  to  compile  that  very  useful  annual  little 
book.  In  that  almanack,  for  the  year  1721,  Mr.  Beighton  inserted  a curious  table  of  calculations 
on  the  steam  engine.  Phil.  Trans.  Abrid.  vii.  p.  442. 

- Desaguliers*  Course  of  Experimental  Philosophy,  ii.  534. 

* In  Mr.  Beighton's  experiment  (Desaguliers’  Ex.  Phil.  ii.  533.)  made  on  the  steam  engine,  to 
know  what  quantity  of  steam  a given  quantity  of  water  produces,  he  found  by  several  trials  with  a 
divided  steelyard  on  the  safety  valve  on  the  lop  of  the  boilers  at  Griff  and  Wasington,  that  when 
the  elasticity  of  the  steam  was  just  one  pound  on  a square  inch,  it  was  sufficient  to  work  the 
engine  ; and  that  about  5 pints  in  a minute  would  feed  the  boiler,  as  fast  as  it  was  consumed  in 
producing  steam  for  the  cylinder  at  16  strokes  per  minute.  Griff’s  cylinder  held  113  gallon* 
of  steam  every  stroke;  hence  113x16=1808  gallons— 14464  pints;  therefore  5 pints  of  water 
produced  14464  pints  of  steam;  consequently,  1 pint  would  produce  2893  pints  of  steam  of  that 
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though  he  was  not  distinguished  by  the  novelty  of  his  views,  yet  the  sound 
knowledge  he  had  of  science  seems  to  have  been  of  more  real  advantage  to  those 
who  sought  benefit  from  the  steam  engine,  than  the  undirected  efforts  of  his 
predecessors. 

1720.  Leupold. 

12.  About  tliis  period  various  writers  gave  notices  of  the  different  engines 
that  had  appeared ; but  those  who  added  nothing,  either  in  theory,  experiment,  or 
construction,  it  would  be  as  tedious  ns  useless  to  notice.  But  in  this  class,  Leopold, 
the  industrious  German  collector  of  mechanical  inventions,  ought  not  to  be  placed, 
he  having  given  the  first  sketch  for  a high-pressure  engine  with  a piston;  it  is 
further  remarkable  as  having  a four- passage  cock  for  the  admission  and  emission  of 
steam. 

The  scheme  of  Leupold  is  simple : over  a boiler  B,  he  placed  two  cylinders  C C, 
fitted  with  steam-tight  pistons,  p p.  A four-way  steam-cock,  S,  is  placed  between 


the  boiler  and  cylinders,  so  as  to  alternately  admit  steam  into  one  cylinder,  and  let 
it  out  from  the  other.  The  piston,  by  the  admission  of  strong  steam  from  the 

density  and  temperature  which  it  had  in  the  cylinder  at  the  termination  of  the  stroke  ; but  thin  tem- 
perature and  density  not  being  ascertained,  the  experiment  does  not  show  the  bulk  corresponding 
to  the  atmospheric  pressure ; for  the  elastic  force  in  the  boiler  differs  considerably  from  that  in 
the  cylinder. 
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boiler  below  it,  is  raised,  and  depresses  the  other  end  of  a lever  connected  to  the 
rod  of  a plunger  of  a pump,  which  causes  the  water  to  rise  through  the  pipe,  and 
by  the  alternate  action  of  the  steam  in  the  two  cylinders  a continual  stream  of 
water  is  raised.  Tints  the  first  rude  notice  of  the  principle  of  employing  high- 
pressure  steam  under  a piston  was  given. 

13.  It  does  not  appear  that  any  thing  was  added  to  the  existing  knowledge 
of  the  steam  engine  by  Dr.  Desaguliers,  though,  from  his  fondness  for  experimental 
philosophy,  we  are  led  to  expect  he  would  have  taken  an  important  place  in 
reducing  to  fixed  principles  the  phenomena  he  was  daily  called  upon  to  witness 
and  make  known  to  the  world.  This  was  not  the  case ; and,  for  historical  inform- 
ation, he  was  evidently  too  prejudiced  in  favour  of  particular  individuals  to  allow 
him  to  detail  facts  with  candour  and  fairness ; therefore,  the  matter  he  collected, 
in  his  ‘Experimental  Philosophy,’  is  no  further  valuable,  than  by  making  the  state 
of  the  engine  at  that  period,  and  part  of  the  researches  of  Brighton,  known. 


173G.  Jonathan  Hills. 

14.  The  atmospherical  steam  engine,  as  improved  by  Brighton,  lagan  to  be 
very  generally  adopted  in  the  coal  works  and  copper  mines;  and  it  does  not  seem 
to  have  required  any  great  stretch  of  invention  to  direct  such  an  efficient  power 
to  other  purposes,  besides  that  of  raising  water. 

The  first  attempt,  however,  on  record,  was  one  to  apply  steam  to  navigation, 
and  was  made  by  Jonathan  Hulls,  who,  on  the  21st  of  December,  173G,  obtained 
a patent,  for  what  may  strictly  be  considered  a steam  boat. 

The  letters  patent,  and  a description  of  this  boat,  illustrated  by  a plate,  was 
published  in  a tract,  by  Hulls,  in  1737,  under  the  following  title: — 'A  Descrip- 
tion and  Draught  of  a new-invented  Machine  for  carrying  Vessels  or  Ships  out  of 
or  into  any  Harbour,  Port,  or  River,  against  Wind  or  Tide,  or  in  a Calm.’ 
As  the  origin  of  the  invention  of  steam  boats  has  been  strongly  contested,  this 
pamphlet,  which  it  is  now  very  difficult  to  obtain  on  account  of  its  rarity,  has  been 
brought  forward  to  prove  that  Jonathan  Hulls  was  the  first  person  who  suggested 
the  power  of  steam  as  a means  of  propelling  paddle  wheels.  His  mode  of  con- 
verting the  reciprocating  motion  of  the  engine  into  a rotatory  one,  is  less  simple 
than  the  crank,  but  it  appears  to  have  been  the  first  attempt,  and  was  doue  in  the 
following  manner : Let  a,  b,  c,  be  three  wheels  on  one  axis,  and  d,  c,  two  w heels 
loose  on  another  axis  A,  with  ratchets,  so  as  to  move  the  axis  only  when  they  move 
forward ; J,  g,  h,  are  three  ropes,  and  P is  the  piston  of  the  engine.  When  the 
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piston  descends,  the  wheels  a,  b , c,  move  forward,  and  the  ropes  g,  A,  cause  the 
wheels  e,  d,  to  move,  the  wheel  e forward,  and  the  wheel  d backward,  and  the 
latter  raises  the  weight  O,  which  moves  the  wheel  d forward  during  the  ascent  of 
the  piston ; consequently,  the  axis  A B,  with  the  paddle  wheels,  would  be  constantly 
moved  round  in  the  same  direction  and  by  an  equable  force.  This  is  certainly 
a beautiful  contrivance  for  rendering  so  irregular  a first  mover  equable ; and,  con- 
sidering the  object  it  was  intended  for,  it  is  not  a complex  arrangement  ; for 
besides  equalizing  the  power,  it  gives  a means  of  increasing  or  diminishing  the 
velocity  in  the  ratios  of  the  diameters  of  the  wheels.  The  pamphlet  of  Hulls  bears 
evidence  of  being  the  work  of  an  ingenious  and  well-informed  mind ; and  we  must 
regret  the  causes  which  prevented  his  views  meeting  the  encouragement  they 
merited. 1 


1739.  Bernard  Beudor;  bom  1698,  died  1761. 

15.  Belidor,  so  eminently  distinguished  as  a writer  on  the  theory  and  practice 
both  of  civil  and  military  engineering,  treated  of  the  steam  engine  in  1739,  and 
undoubtedly  presented  the  most  accurate  information  then  existing  in  France  on 
the  subject. ! He  gives  a slight  sketch  of  its  history ; and  infers,  from  his  in- 
quiries, that  the  three  nations  of  Europe  most  advanced  in  the  pursuit  of  know- 

1 Halls’s  pamphlet  may  be  seen  at  the  British  Museum  or  the  London  Institution  ; and  many 
civil  engineers  have  succeeded  in  adding  it  to  their  own  collections. 
s Architecture  Hydraulique,  tom.  ii.  p.  300 — 331. 
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ledge,  each  furnished  a man  of  science  to  participate  in  the  glory  of  the  important 
discovery : that  Papin  in  Germany,  Savery  in  England,  and  Amontons  in  France, 
were  each  occupied  in  studying  the  means  of  making  use  of  the  action  of  fire  for 
moving  machines ; but  the  first  suggestion  of  the  idea,  in  an  intelligible  form,  he 
acknowledges  to  be  due  to  the  Marquis  of  Worcester.  Belidor  closes  his  historical 
notice,  by  remarking,  that  all  the  fire  engines  that  had  been  constructed  out  of 
Great  Britain,  had  been  executed  by  English  workmen ; and  then  proceeds  to 
describe  the  atmospheric  engine  at  Fresnes,  near  Conde,  in  that  minute,  clear,  and 
practical  manner,  which  renders  his  writings  so  valuable.  To  the  theory  of  the 
action  of  steam  Belidor  added  nothing ; and  the  formula'  he  has  given  for  calcu- 
lating the  load  to  be  lifted  by  an  engine  are  neither  very  simple  nor  accurate  : like 
those  of  Beighton,  they  apply  only  to  the  statical  equilibrium  of  the  machine. 

1741.  John  Payne. 

16.  The  first  direct  experiment  to  determine  the  density  of  steam  was  made 
by  John  Payne.  ’ His  process  was  well  devised,  but  wanted  the  addition  of  a 
thermometer.  He  took  a copper  globe  twelve  inches  in  diameter,  having  two 
cocks  fitted  to  it,  and  a small  valve.  The  vessel  thus  prepared  was  hung  over  a 
large  vessel,  in  which  water  was  rarefied  into  steam,  and  by  a pipe  the  steam  was 
admitted  at  one  of  the  cocks  into  the  globe,  and  the  other  being  also  open,  the 
steam  being  allowed  to  blow  through,  forced  out  the  air  that  was  in  the  globe,  and 
supplied  its  place ; when  both  cocks  were  suddenly  shut,  and  the  globe  taken  down 
and  hung  over  a vessel  of  cold  water  with  the  lower  cock  immersed  in  water.  The 
cock  was  opened  under  water,  on  which  the  water  rushed  violently  into  the  globe 
till  it  had  supplied  the  vacuum,  when  the  cock  was  again  shut,  and  the  globe, 
with  the  water,  was  put  in  the  scales,  and  found  to  weigh  7 13  oz.,  which  taken 
from  727  oz.  the  whole  weight  before,  there  remains  only  14  oz.  for  the  dif- 
ference ; from  which  he  inferred  that  all  the  air  was  nearly  excluded  out  of  the 
globe  by  the  steam.  He  again  excluded  the  air  out  of  the  globe  with  steam  as 
before,  and  both  the  cocks  being  closed,  with  the  globe  full  of  steam,  he  put  the 
globe  in  the  scales,  and  it  weighed  202’5  oz.  He  then  opened  one  of  the  cocks 
and  let  in  the  air,  and  by  adding  weight  in  the  other  scale  it  wTas  found  to  weigh 
203  oz.,  which  showed  that  the  weight  of  the  air  the  globe  contained  was  -5  oz. 
or  21875  grains.  The  globe  being  filled  with  steam  as  before,  and  condensed 
with  cold  water  on  the  outside  of  the  globe,  and  the  metal  again  made  very  dry, 
and  the  air  let  into  the  globe,  the  water  from  the  condensed  steam  was  found  to 
weigh  90  grains.  It  is  worthy  of  remark  here,  that  this  gives  the  density 

1 Phil  Trans,  vol.  xli.  p.  821-  or  Ab.  rot.  riii.  p.  518. 
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of  steam  at  212°  to  that  of  air  at  60°,  as  96  : 218'75,  or  as  0'44  : 1.  The  true 
density  of  steam  at  212°  is  nearly  as  0 48  : 1. 

The  globe  was  filled  with  steam  as  before ; only,  not  knowing  the  effect  of 
temperature,  he  continued  the  globe  longer  with  the  steam  passing  through  it,  by 
yrhich  it  acquired  a greater  degree  of  heat ; for  he  found  by  these  experiments, 
that  the  least  degree  of  cold  less  than  the  steam  would  condense  a part  of  it  again 
into  water,  and  hence  the  quantity  could  not  be  ascertained  which  would  exclude 
the  air  out  of  a given  space,  which  was  the  chief  end  of  the  experiment.  In  this 
experiment  he  succeeded  in  excluding  the  air  with  less  steam ; for,  on  weighing 
the  globe,  when  the  steam  was  condensed,  the  air  let  in,  and  all  cold,  it  was  found 
that  the  weight  of  the  water  condensed  from  the  steam  was  only  about  forty-eight 
grains,  which  filled,  when  converted  into  steam,  925  cubic  inches  of  space,  so  as 
to  exclude  nearly  all  the  air.  From  which  he  concluded  that  one  cubic  inch  of 
water  will  form  4000  inches  of  steam.  To  admit  of  comparison,  the  temperature 
should  have  been  observed,  as  I have  little  doubt  that  the  steam  was  so  rarefied  by 
heat  as  to  cause  this  result. 

17.  Mr.  Payne  also  attempted  to  introduce  a new  mode  of  generating  steam  ; 
his  apparatus  consisted  of  a cast  iron  vessel  of  the  figure  of  a frustrum  of  a cone, 
its  diameter  at  the  bottom  being  four  feet,  with  a semi-globular  end  of  copper  of 
about  five  feet  and  a half  diameter.  In  the  inside  a small  vessel  was  inserted, 
which  Payne  calls  a disperser,  which  vessel  had  pipes  round  the  sides  fixed  to  it; 
the  bottom  rested  on  a central  pin,  on  which  it  revolved,  so  as  to  spread  the  water 
it  received  from  above,  through  an  iron  pipe.  The  end  of  this  pipe  passed  up 
through  the  head,  and  was  enclosed  very  tightly,  but  so  as  to  be  easily  moved 
with  a circular  motiun,  so  that  the  water  might  be  dispersed  or  showered  round 
on  the  sides  of  the  red  hot  cone,  or  ignited  vessel,  in  a very  exact  manner.  From 
experiment  he  states  that  a pot  or  vessel,  of  the  she  and  shape  here  mentioned, 
will,  being  kept  to  a dark  red  heat  and  the  water  regularly  dispersed,  convert  6‘5 
cubic  feet  of  water  into  steam  in  an  hour.  And  that,  by  experiments  made  at 
Wednesbury  and  Newcastle-upon-Tyne,  1 12  lbs.  of  pit  coal  will  by  this  method 
convert  twelve  cubic  feet  of  water  into  steam.  This  is  near  the  truth  of  what  may 
be  done ; but  the  method  has  no  advantages,  and  the  apparatus  soon  fails.  It  is 
a duty,  however,  to  an  ingenious  man  to  record  his  attempts  to  establish  useful 
truths,  even  when  he  fails  in  his  object : it  shows  the  state  of  knowledge  at  the 
time  on  these  subjects ; and  it  saves  others  from  repeating  useless  experiments.  The 
mode  of  generating  steam,  just  described,  has  been  more  than  once  revived  lately. 1 

18.  The  engine  of  Savery  had  hitherto  required  the  attendance  of  a person 

1 [This  is  the  recorded  opinion  of  Tredgold.  Since  his  time,  however,  Mr.  Howard  has  adopted 
a similar  principle  with  success,  an  account  of  which  is  given  in  the  Appendix. — Ed.] 
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to  open  and  shut  the  cocks.  This  defect  appears  to  have  been  first  removed  by 
Gensanne,  a Frenchman,  who  contrived  a self-acting  apparatus  for  the  purpose  in 
1744;  and  afterwards  De  Moura,  a Portuguese,  sent  a model  of  another  method 
to  the  Royal  Society,  which  is  ably  described  by  Smeaton,  in  the  Transactions  for 
1751. 1 His  general  description  is  sufficient  for  the  purpose  of  showing  how  the 
action  is  obtained.  The  engine  consists  of  a receiver  with  a steam  and  an  injec- 
tion cock.  It  has  a suction  and  a forcing  pipe,  each  furnished  with  a valve,  and 
a boiler,  which  may  be  of  the  common  globular  shape.  Having  nothing  particular 
in  its  construction,  a description  of  it  will  not  be  necessary : also  the  rest  of  the 
parts  already  mentioned  being  essential  to  every  machine  of  this  kind,  a further 
account  of  them  may  be  dispensed  with.  What  is  peculiar  to  this  engine  is  a float 
within  the  receiver,  composed  of  a light  ball  of  copper,  which  is  not  loose  in  it,  but 
fastened  to  the  end  of  an  arm  made  to  rise  and  fall  by  the  float,  while  the  other 
end  of  the  ann  is  fastened  to  an  axis ; and,  consequently,  as  the  float  moves  up 
and  down,  the  axis  is  turned  round  one  way  or  the  other.  The  axis  is  made 
conical,  and  passes  through  a conical  socket,  which  last  is  fixed  to  the  side  of  the 
receiver.  On  one  of  the  ends  of  the  axis,  which  projects  beyond  the  socket,  is 
fitted  a second  arm,  which  is  also  moved  backwards  and  forwards  by  the  axis  as 
the  float  rises  or  falls.  By  these  means,  the  rising  or  falling  of  the  surface  of  the 
water  within  the  receiver  communicates  a corresponding  motion  to  the  outside, 
in  order  to  give  the  proper  motions  to  the  rest  of  the  apparatus  which  regulates 
the  opening  and  shutting  of  the  steam  and  injection  cocks,  and  serves  the  same 
purpose  as  the  plug  frames,  See.  in  Newcomen’s  engine. 

1751.  Fraxcis  Blake,  F.R.S. 

19.  A paper  on  the  best  proportions  for  steam  engine  cylinders,  by  Mr.  Francis 
Blake,  was  published  in  1751  ;*  which  merits  attention  both  as  one  of  the  first 
steps  in  theoretical  inquiry  respecting  the  proportions  of  engines,  and  on  account 
of  tlie  result  he  obtained.  It  is  evident,  he  remarks,  from  the  principles  of 
mechanics,  that  the  contents  of  the  cylinder  remaining  the  same,  the  quantity  of 
water  discharged  at  each  lift  will  in  all  cases  be  equal ; and  this  equality  is  obtained 
by  only  adjusting  the  distance  of  the  centre  of  the  piston  from  the  fulcrum  of  the 
beam.  It  will  be  granted  also,  that  the  excess  of  the  column  of  atmosphere  above 
that  of  water,  is  equivalent  to  a weight  on  the  piston,  driving  it  to  a depth  of 
about  five  feet  within  the  cylinder  with  an  accelerated  motion,  till  friction  and 
resistance  from  the  uncondenscd  steam  which  remains  in  the  cylinder  even  after 
the  injection,  and  which  is  increased  in  elasticity  while  its  bounds  are  dimi- 

* Phil.  Trans,  vol.  xlvii.  p.  436.  or  Abridg.  vol.  x.  p.  253. 

* Phil.  Trans,  vol.  xlvii.  p.  197.  or  Abridg.  vol.  x.  p.  187. 
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nished,  shall  equal  the  accelerative  force ; and  that  then  again  the  piston  may  be 
retarded  the  rest  of  the  way.  But,  independent  of  friction,  we  can,  notwithstand- 
ing this  diminution  of  force  by  the  remainder  of  steam  within  the  cavity  of  the 
cylinder,  demonstrate  the  ratio  of  the  velocities,  and  the  times  of  descent  of  the 
pistons  in  cylinders  of  unequal  altitudes,  to  be  exactly  the  same  as  if  the  resistance 
were  nothing ; whence  we  shall  without  difficulty  arrive  at  some  conclusion  in  this 
matter.  Let  M N be  the  working  part  of  a steam  engine  cylinder  of  the  usual 
height,  equal  in  diameter  to  a shorter  one  m n and  the  rarefaction  in  both  of  them 
being  supposed  the  same,  A Q =a  q may  represent  the  excess  of  the  atmosphere's 
weight  above  the  column  of  water;  RQ=ry,  the  resistances  to  the  pistons  from 
the  remainder  of  the  steam,  and  A R=a  r the  effective  forces.  Make  a k : A K : 


x 


an  : AN,  and  at  all  similar  positions,  the  resistance  b c of  m n,  and  forec  k c on 
its  piston,  will  be  equal  to  the  resistance  B C of  M N,  and  force  K C on  its  piston  ; 
and  (by  Newton's  Princip.  prop.  39. ) in  the  descent  of  bodies,  wc  have  Jakcr; 
yAKCR  : : celerity  in  k : celerity  in  K.  But  these  areas  being  evidently  as 
tlie  corresponding  parallelograms  k q and  K Q,  and  these  again  as  their  heights, 
the  celerities  generated  are  in  the  subduplicate  ratio  of  a k to  A K,  as  if  the  resist- 
ance had  been  invariable. 

To  apply  this  to  steam  engines,  if  T W be  a cylinder  of  equal  content  with  the 
cylinder  M N,  the  quantity  of  water  delivered  by  both  will,  as  observed  above, 
be  the  same  at  each  lift ; but  the  cylinder  T W is  no  higher  than  m n,  and  their 
rarefactions  are  supposed  equal ; therefore,  by  what  has  been  proved  with  regard 
to  the  times,  the  time  of  the  piston's  descent  in  T W will  be  to  that  of  the  piston's 
descent  in  m n : : </EW  ; -J K N ; whence,  in  any  given  time,  the  short  cylinder 
T W will  perform  more  than  the  longer  one  M N of  equal  content,  and  that  in 
the  ratio  of  their  diameters ; for  as  T E!  * E W=M  A’  * A N ; and  EW  : AN:: 
M A* : TE*i  therefore,  «/E  W : ■/A  N : : M A : T E.  And  he  further  remarks, 
the  friction  is  diminished  with  the  slowness  of  the  motion,  because  the  periphery 
of  the  piston  increases  in  a less  ratio  than  its  area. 

The  result  of  his  whole  reasoning  is  in  favour  of  a short  cylinder,  and  it  must 
be  allowed  to  be  ingenious ; but  the  proper  question  is,  What  form  of  the  cylinder 
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will  enable  us  to  do  the  most  work  with  the  least  steam,  and  not  the  most  work 
iu  the  least  time  w'ith  a cylinder  of  a given  capacity  ? (Sect,  iv.) 

Mr.  Blake  also  investigated  the  relation  between  the  power  and  resistance  which 
gives  a maximum  effect  in  a given  time  when  the  motion  accelerates  from  rest, 
both  when  the  force  is  uniform,  and  when  variable,  increasing  as  the  distance.1 
(See  Sect,  iv.) 


1757.  Keane  Fitzgerald,  F.  R.S. 

20.  It  was  natural  to  expect,  that  the  atmospheric  engine  being  now  in  con- 
siderable use,  the  means  of  saving  fuel  would  be  considered,  in  places  where  it  was 
expensive.  Mr,  Keane  Fitzgerald,  in  1757,*  proposed,  with  this  object,  to  agitate 
the  water  in  the  boiler  by  a stream  of  air,  on  Dr.  Hales’  plan  for  evaporating ; not 
perceiving  the  difference  between  forming  steam  and  accelerating  evaporation. 
But  in  consequence,  Dr.  Hales  applied  to  him  respecting  w orking  ventilators  for 
mines  by  steam  engines ; and  a rotary  motion  being  necessary  to  that  end,  Fitz- 
gerald contrived  one  to  render  the  steam  engine  applicable  to  the  purpose.  The 
method  he  adopted  nearly  resembled,  in  principle,  that  before  contrived  by  Hulls  for 
his  steam  boat,  (art.  14.)  ; but  instead  of  regulating  it  by  a weight,  Fitzgerald  pro- 
posed to  use  a Jfy  wheel ; and  remarks,  that  the  steam  engine  by  such  means  may 
be.  applied  to  corn  mills,  raising  coals,  &c.  Fitzgerald  also  showed  the  impropriety 
of  the  then  usual  mode  of  constructing  the  working  beam  with  its  axis  below'  its 
centre  of  gravity,  and  altered  the  place  of  the  axis  of  the  engine  beam  of  the  York 
water-w'orks  engine,  with  much  advantage  to  its  effect. 

1758.  William  Emerson  ; bom  1701,  died  1782. 

21.  A brief  but  clear  description  of  the  atmospheric  engine  was  published  by 
Emerson  in  his  1 Mechanics,’  with  the  mode  of  computing  its  jiower,  as  far  as 
statical  equilibrium  between  the  power  and  resistance  is  concerned.  He  also,  in 
his  ‘ Miscellanies,’  gives  a solution  of  a problem,  which  has  for  its  object  to  deter- 
mine the  relation  between  the  power  and  resistance  when  the  effect  is  greatest.  It 
may  be  stated  as  follows  : — In  a steam  engine  there  is  given  the  effective  pressure 
of  the  atmosphere  upon  the  piston,  and  the  length  of  the  stroke,  to  find  the  water 
to  lie  drawn  at  a stroke,  so  that  the  greatest  quantity  shall  be  drawn  in  a given 
time,  supposing  the  force  uniform,  and  the  arms  of  the  beam  of  equal  length. 
Emerson’s  solution  differs  from  Blake's  (art  19.),  in  taking  the  whole  time  of  the 

1 Phil.  Trues,  vol.  li.  p.  i.  or  Abridg,  vol.  xi.  p.  317. 

* Phil.  Trans,  vol.  I.  p.  53  and  357. 
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ascending  and  descending  strokes  into  the  account;  and  in  not  considering  the 
moving  power  as  a gravitating  mass  of  matter.  It  xb,  therefore,  more  strictly 
applicable  to  the  question,  though  still  not  perfectly  so,  as  the  space,  not  the  time, 
should  be  given.  (See  Sect,  iv.) 

22.  The  celebrated  practical  engineer,  James  Brindley,  attempted  to  improve 
the  construction  of  the  steam  engine  boiler  by  forming  it  of  wood  and  stone,  and 
inserting  a fire  place  and  cliimney  of  cast  iron  in  the  internal  part  of  the  boiler,  so 
as  to  surround  both  us  far  as  possible,  on  all  sides,  by  the  water  of  the  boiler. 
This  plan  he  expected  would  render  more  of  the  heat  of  the  fuel  effective ; and 
therefore  obtained  a patent,  in  1759,  for  the  arrangement.  That  it  was  founded  on 
mistakcu  views  of  the  nature  of  combustion,  and  of  the  quantity  of  the  loss  of  heat, 
would  not  be  difficult  to  prove,  (see  art.  190.);  and,  accordingly,  it  never  was 
adopted  in  general  practice. 

1762.  Dr.  Joseph  Black  ; horn  1723,  died  1799. 

23.  The  relation  between  the  quantity  of  fuel  and  the  effect  of  steam  in  an 
engine  became  now  an  important  subject ; hut  the  different  quantities  of  heat  com- 
bined with  the  same  body  according  as  it  was  in  a solid,  a liquid,  or  gaseous  state, 
or  with  different  bodies  at  the  same  temperatures,  had  not  yet  been  determined,  or 
rather  the  fact  was  not  distinctly  known  ; and  therefore  crude  opinion  must  have 
directed  the  wisest,  as  it  now  directs  the  ignorant  man,  in  his  attempts  to  improve 
the  steam  engine.  To  Dr.  Black  we  owe  the  first  investigation  of  the  combination 
of  heat  with  bodies  in  the  solid,  liquid,  and  gaseous  state,  which  he  began  to  teach 
publicly  in  1762  : the  heat  so  combining  with  them,  he  showed  was  insensible  to 
the  thermometer,  and  hence  he  called  it  latent  heat. 

The  quantity  of  heat  required  to  convert  boiling  hot  water  into  steam,  he  found 
exceeded  five  times  the  quantity  which  made  water  boil.  Dr.  Black  also  showed 
that  different  bodies  required  different  quantities  of  heat  to  produce  the  same 
change  of  temperature,  and  denoted  the  property  by  the  phrase,  capacity  for  heat ; 
the  term  now  usually  employed  is  specific  heat.  (See  Sect.  it.  art.  70.) 

The  principles  of  managing  confined  fires,  aud  the  nature  and  effect  of  fuel, 
were  also  taught  by  Dr.  Black. 

In  the  inquiries  respecting  heat  he  was  followed  by  Dr.  Irvine  and  Dr.  Craw- 
ford, who  made  experiments  to  determine  the  specific  heat  and  latent  heat  of 
various  substances. 

1765.  John  Smf.aton,  F.  R.  S. ; bom  1724,  died  1792. 

24.  Smcaton  was  not  of  a cast  of  mind  likely  to  seize  the  views  of  Dr.  Black, 
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and  turn  thorn  to  account  in  managing  the  action  of  steam  ; his  talent  was  chiefly 
confined  to  improving  the  construction  and  proportions  of  existing  machines,  bv 
selecting  the  best  methods  known,  and  making  experiments : accordingly,  we  find 
he  designed  a portable  atmospheric  engine  to  make  trials  upon,  in  1765  ; and  these 
experiments  he  was  preparing  for  in  1769.'  Smeaton  afterwards  directed  the 
erection  of  several  large  atmospheric  engines,  and  brought  them  to  a degree  of 
perfection  which  has  not  been  exceeded  in  later  times.  1 propose  briefly  to  follow 
through  the  most,  interesting  of  his  inquiries ; commencing  with  his  portable 
engine.  This  seems  to  have  been  the  first  attempt  to  make  an  engine  capable  of 
being  removed  from  place  to  place.  The  fire  place  was  formed  entirely  within  the 
hoiler ; and  in  the  place  of  an  ordinary  beam,  a wheel  6'2  feet  in  diameter,  with  a 
chain,  communicated  the  motion  from  the  piston  to  the  pump  rod. 

The  diameter  of  the  cylinder  was  eighteen  inches,  its  area,  in  circular  inches,  324 
inches ; and  allowing  seven  pounds  to  the  inch,  which  such  a cylinder,  he  remarks, 
would  very  well  carry,  we  have  2268  lbs.  The  number  of  strokes  per  minute 
is  stated  to  be  ten  of  six  feet  each  ; hence  the  effect,  is  2268  * 10*6=136080  lbs. 
raised  one  foot,  or  four  horses’  power : he  reckoned  it  equivalent  to  six  horses  ; and 
therefore  his  value  of  the  horse  power  is  22680  lbs.  raised  one  foot  high  per 
minute,  instead  of  the  usual  standard  of  33000  lbs. 

Respecting  fuel,  he  remarks,  it  has  been  found  by  experience  that  a two  feet 
cylinder  requires  174  lbs.  of  Newcastle  coal  per  hour ; which,  reduced  in  the  ratio 
of  the  capacity,  gives  ninety-seven  pounds  and  a half  per  hour  for  the  eighteen 
inch  cylinder,  or  a four  horse  engine,  according  to  the  common  application  of  fire ; 
but  he  had  reason  to  think  an  engine  constructed  like  his  would  not  require  above 
sixty-five  pounds  per  hour  for  a four  horse  engine. 

The  fire  place  was  of  a spherical  figure,  of  cast  iron,  and  entirely  within  the 
boiler ; the  coals  wen'  introduced  by  a large  pipe  from  the  outside  of  the  boiler  to 
the  fire  place,  and  the  smoke  passed  off  by  a curved  pipe  with  an  iron  funnel  to 
promote  a sufficient  draught.  The  ashes  fell  through  a pipe  covered  by  a grate 
eighteen  inches  diameter,  the  whole  being  joined  to  the  boiler  by  proper  flanches, 
and  always  covered  with  water.  In  so  short  a flue  the  force  of  the  fire  cannot  be 
wholly  exhausted  within  the  compass  of  the  boiler,  therefore  the  curved  pipe  was 
surrounded  by  a copper  vessel  adapted  to  its  shape,  into  which  was  brought  the 
feeding  water,  that  it  might  be  raised  to  a greater  degree  of  heat  than  if  brought 
immediately  from  the  hot  well  into  the  boiler.  It  is  also  obvious,  that  by  this 
arrangement  the  coolest  part  of  the  water  comes  in  contact  with  the  flue,  to  take 
the  heat  from  the  smoke  before  it  ascends  the  chimney.  The  bars  of  the  grate 

1 Reports,  vol.  i.  p.  223.  and  ii,  338. 
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were  cast  into  a loose  ring  capable  of  being  taken  out,  and  replaced  when  occasion 
required.  On  the  large  scale  also,  Smeaton’s  boilers  were  admirably  adapted  for 
generating  steam,  little  inferior  to  any  that  have  since  been  contrived. 

In  a report  to  the  London  bridge  water  works,  in  1771,  Smeaton  proposed  to 
regulate  the  power  of  the  engine  by  the  injection,  whereby  the  engine-keeper 
would  he  enabled,  while  the  engine  was  working,  to  vary  the  quantity  in  propor- 
tion to  the  column  to  he  lifted,  and  avoid  the  ill  effects  arising  from  a variation  of 
the  column,  and  save  fuel. 

Smeatou's  first  effective  introduction  of  the  improvements  resulting  from  his  expe- 
riments on  the  engine  seems  to  have  been  in  the  early  part  of  1774  ; 1 and  by  these 
improvements  he  appears  to  have  reduced  the  expenditure  of  fuel  about  one-third. 
In  1775,  he  designed  the  Chase  Water  Engine,  the  cylinder  of  which  was  seventy- 
two  inches  in  diameter,  and  the  stroke  nine  feet.  Its  power  was  equivalent  to  the 
exertion  of  108  horses,  and  its  consumption  of  fuel  was  estimated  at  1136  lbs.  of 
Newcastle  coal  per  hour.  At  its  full  power  it  was  proposed  to  make  nine  strokes 
per  minute,  but  to  be  regulated  by  the  cataract  to  four  strokes  and  a half  per 
minute.  The  construction  of  the  beam,  and  other  parts  of  the  engine,  are 
sufficiently  curious  to  entitle  it  to  the  strict  attention  of  the  student.’ 

There  seemed  to  he  few  practical  circumstances  that  escaped  Smeaton’s  inquiry 
respecting  the  atmospheric  engine ; and  he  drew  up  for  his  own  use  a table  of  the 
proportions  of  the  |>art3  for  different  sized  engines,  which  still  exists  in  the  col- 
lection of  his  papers,  purchased  by  Sir  Joseph  Banks.  But  the  most  important  of 
his  researches  relate  to  the  load  upon  the  piston,  on  which  he  remarks  he  had 
found  engines  calculated  to  carrv  a load,  varying  from  under  five  pounds  to 
upwards  of  ten  pounds  to  the  square  inch,  those  lightly  loaded  lieing  expected  to 
go  with  the  greatest  velocity,  so  that  an  engine  carrying  five  pounds  to  the  inch 
must  go  with  double  the  velocity  of  one  loaded  to  ten  pounds,  the  cylinders  being 
of  equal  area,  in  order  that  the  effects  of  the  power  might  be  equal.  He  further  adds, 
that  in  engines,  however,  as  in  other  machines,  there  is  a maximum,  which,  with- 
out new  principles  of  (lower,  cannot  be  exceeded  : had  proportions  of  the  parts,  and 
had  workmanship,  may  make  an  engine,  fall  short,  in  any  degree,  of  what  it  should 
do,  but  its  maximum  cannot  be  exceeded  by  the  most  accomplished  artists. 

Experience  had,  however,  suggested  the  idea  of  a mean  burden.  The 
original  patentees  (Newcomen  and  Co.),  from  some  of  their  first  performances,  laid 
it  down  as  a rule  to  load  the  piston,  so  as  hut  little  to  exceed  eight  pounds  to  the 
inch  ; hut,  on  more  experience,  they  diminished  that  load,  and  amongst  the  best 
engines  previous  to  Smeaton’s  time  the  load  was  made  about  seven  pounds  to 
the  square  inch. 

1 Reports,  vol.  ii.  p.  337.  a Smeaton',  Reports,  vol.  ii.  p.  350. 
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He  further  states,  that  any  load  will  do  if  the  parts  be  properly  proportioned ; 
but,  from  a long  course  of  very  laborious  experiments,  he  had  fixed  his  scale 
near  upon,  but  somewhat  under,  eight  pounds  to  the  inch,  including  raising 
the  injection  water. 

The  labours  of  Smeaton  show  the  imperfect  state  of  mechanical  science,  as 
applied  to  practice,  in  a remarkable  degree.  He  actually  designed  an  engine,  to  lie 
erected  at  Long  Benton,  to  raise  water  for  turning  a water  wheel  to  draw  coals 
from  a pit;1  and  in  1781  proposed  one  of  Boulton  and  Watt’s  engines  to  be 
erected  for  raising  water  for  driving  a coni  mill  ;s  using  such  arguments  as  these 
in  support  of  his  opinion.  “ It  is  to  bo  apprehended  that  no  motion  communicated 
from  the  reciprocating  beam  of  an  engine  can  ever  act  with  perfect  equality  and 
steadiness  in  producing  a circular  motion  like  the  regular  efflux  of  water  in  turning 
a water  wheel ; and  much  of  the  good  effect  of  a water  mill  is  well  known  to 
depend  upon  the  motion  communicated  to  the  millstones  being  perfectly  equable 
and  smooth  : the  least  tremor  or  agitation  takes  off  from  the  complete  performance. 
Secondly,  all  the  engines  he  had  seen  were  liable  to  stoppages,  and  so  suddenly, 
that  in  making  a single  stroke  the  machine  is  capable  of  passing  from  nearly  its 
full  power  and  motion  to  rest ; for  whenever  the  steam  gets  lowered  in  its  heat 
below  a certain  degree,  for  want  of  renewing  of  the  fire  in  due  time  or  otherwise, 
the  engine  is  then  incapable  of  performing  its  functions.  In  the  raising  of  water, 
(a  business  for  which  the  fire  engine  seems  peculiarly  adapted,)  the  stuppage  of  the 
engine  is  of  no  other  ill  consequence  than  the  loss  of  so  much  time ; but  in  the 
motion  of  millstones  grinding  com,  such  stoppages  would  have  had  a particularly 
bad  effect." 

It  was  certainly  not  a gratifying  circumstance  to  Smeaton  to  find  that  his  tedious 
inquiries  had  been  rendered  nearly  useless  by  a new  mode  of  operation ; — to  find 
that  his  cautious  system  of  analysis  was  not  in  all  cases  the  best  mode  of  rendering 
the  powers  of  nature  useful  to  man.  Vet  if  it  were  his  labours  on  the  steam  engine 
alone  on  which  his  fame  rested,  there  would  he  sufficient  to  command  our  esteem 
and  respect : its  further  improvements,  its  close  cylinder,  its  double  action,  un- 
doubtedly owed  much  of  their  perfection  to  the  use  of  the  modes  of  construction 
applied  by  Smeaton  to  the  air  pump. 


1766.  John  Blakey. 

25.  Though  there  are  so  many  circumstances  in  the  mode  of  action  which 
reduce  the  effect  of  an  engine  of  Savery's  construction,  these  defects  seem  only  to 

1 Smoa  ton's  Report*,  vol.  ii.  p.  435.  * Reports,  vol.  ii.  p.  378. 
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hold  out  an  inducement  to  speculative  men  to  attempt  to  remove  them,  and  among 
these  Blakey  was  one  of  the  most  sanguine.  He  obtained,  in  1766,  a patent  for  a 
new  mode  of  constructing  Savory's  engine,  by  using  two  receivers,  one  placed  over 
the  other,  with  a pipe;  of  communication  between  them.  The  contact  of  the  steam 
and  water  was  to  be  prevented  by  a stratum  of  oil,  forming  a species  of  fluid 
floating  piston.  He  further  proposed  to  admit  air  to  occupy  the  place  between  the 
steam  and  water,  so  ns  to  prevent  condensation  during  the  process  of  forcing : both 
methods  inferior  to  the  floating  piston  of  Papin.  Blakey  had,  however,  sufficient 
art  to  persuade  the  public  that  he  had  made  a valuable  discovery,  and  to  get 
Ferguson,  the  lecturer,  to  show  off  its  advantages  by  a steam  fountain.1  In  practice 
his  method  was  found  to  be  worthless. 

In  generating  steam,  Blakey  seems  to  have  first  proposed  cylindrical  tubes  for 
boilers,  the  description  of  which  he  published  in  1774.  He  was  also  the  author  of 
a pamphlet  entitled,  ‘ A Short  Historical  Account  of  the  Invention,  Theory,  and 
Practice  of  Fire  Machinery,’  printed  in  London  in  1793,  which  was  chiefly  filled 
with  short  notices  of  his  own  labours  on  the  subject,  now  of  no  interest. 

1769.  James  Watt,  LL.D.  F.R.S. ; bom  1735,  died  1819. 

26.  The  commencement  of  the  researches  of  Mr.  Watt  appears  to  have  been 
in  1764,  two  years  after  Dr.  Black  began  to  teach  his  doctrines  regarding  heat. 
Mr.  Watt  began  by  making  experiments  on  the  elastic  force  and  bulk  of  steam, 
and  gradually  developed  those  principles  which  form  the  basis  of  his  valuable 
improvements  on  the  steam  engine  ; but  he  did  not  so  far  mature  his  plans  as  to 
apply  for  a patent  till  1768,  which  was  enrolled  in  1769.  The  specification  is  brief, 
and  not  illustrated  by  figures ; hence  I will  give  it  entire,  and  then  distinguish  the 
principles  and  methods  of  construction  which  had  not  been  anticipated. 

Mr.  Watt’s  patent  of  1769  was  for  his  ‘ Methods  of  Lessening  the  Consumption 
of  Steam,  and  consequently  of  Fuel  in  Fire  Engines;’  and  his  specification  is  as 
follows : — “ First ; that  vessel  in  which  the  powers  of  steam  are  to  be  employed  to 
work  the  engine,  which  is  called  the  cylinder  in  common  fire  engines,  and  which  I 
call  the  steam  vessel,  must,  during  the  whole  time  the  engine  is  at  work,  be  kept 
as  hot  as  the  steam  that  enters  it ; first,  by  enclosing  it  in  a case  of  wood,  or  any 
other  materials  that  transmit  heat  slowly  ; secondly,  by  surrounding  it  with  steam, 
or  other  heated  bodies ; and,  thirdly,  by  suffering  neither  water,  nor  any  other 
substance  colder  than  the  steam,  to  enter  or  touch  it  during  that  time.  Secondly ; 
in  engines  that  are  to  be  worked  wholly  or  partially  by  condensation  of  steam,  the 

1 Ferguson's  Lectures,  vol.  i.  p.  312. 
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steam  is  to  be  condensed  in  vessels  distinct  from  the  steam  vessels  or  cylinders, 
although  occasionally  communicating  with  them  : these  vessels  1 call  condensers  ; 
and,  whilst  the  engines  are  working,  these  condensers  ought  at  least  to  be  kept  as 
cold  as  the  air  in  the  neighbourhood  of  the  engines,  by  application  of  water  or 
other  cold  bodies.  Thirdly ; whatever  air  or  other  elastic  vapour  is  not  condensed 
by  the  cold  of  the  condenser,  and  may  impede  the  working  of  the  engine,  is  to  be 
drawn  out  of  the  steam  vessels  or  condensers  by  means  of  pumps  wrought  by  the 
engines  themselves  or  otherwise.  Fourthly  ; I intend  in  many  cases  to  employ  the 
expansive  force  (pressure)  of  steam  to  press  on  the  pistons,  or  whatever  may  be 
used  instead  of  them,  in  the  same  manner  as  the  pressure  of  the  atmosphere  is  now 
employed  in  common  fire  engines.  In  cases  where  cold  water  cannot  be  had  in 
plenty,  the  engines  may  be  w rought  by  this  force  of  steam  only,  by  discharging  the 
steam  into  the  open  air  after  it  has  done  its  office.  Fifthly ; where  motions  round 
an  axis  are  required,  I make  the  steam  vessels  in  form  of  hollow  rings  or  circular 
channels,  with  proper  inlets  and  outlets  for  the  steam,  mounted  on  horizontal  axles 
like  the  wheels  of  a water  mill ; within  them  arc  placed  a number  of  valves  that 
suffer  any  body  to  go  round  the  channel  in  one  direction  only:  in  these  steam 
vessels  are  placed  weights  so  fitted  to  them,  as  entirely  to  fill  up  a part  or  portion 
of  their  channels,  yet  rendered  capable  of  moving  freely  in  them  by  the  means 
hereinafter  mentioned  or  specified.  When  the  steam  is  admitted  in  these  engines 
tie  tween  these  weights  and  the  valves,  it  acts  equally  on  both,  so  as  to  raise  the 
weight  to  one  side  of  the  wheel,  and  by  the  re-action  on  the  valves  successively, 
to  give  a circular  motion  to  the  wheel,  the  valves  opening  in  the  direction  in  which 
the  weights  are  pressed,  but  not  in  the  contrary ; as  the  steam  vessel  moves  round, 
it  is  supplied  with  steam  from  the  boiler ; and  that  which  has  performed  its  office 
may  either  be  discharged  by  means  of  condensers,  or  into  the  open  air.  Sixthly, 
1 intend  in  some  cases  to  apply  a degree  of  cold  not  capable  of  reducing  the  steam 
to  water,  but  of  contracting  it  considerably,  so  that  the  engines  shall  be  worked  by 
the  alternate  expansion  and  contraction  of  the  steam.  Lastly;  instead  of  using 
water  to  render  the  piston  or  other  parts  of  the  engines  air  and  steam-tight,  I 
employ  oils,  wax,  resinous  bodies,  fat  of  animals,  quicksilver,  and  other  metals,  in 
their  fluid  state. 

“ Be  it  remembered,  that  the  said  James  Watt  doth  not  intend  that  any  thing  in 
the  fourth  article  shall  be  understood  to  extend  to  any  engine  where  the  water  to 
be  raised  enters  the  steam  vessel  itself,  or  any  vessel  having  an  open  communica- 
tion with  it.” 1 

The  great  and  valuable  improvement  described  in  this  specification  is  that  of 
1 Rubisou's  Mvcb.  Phil.  vol.  ii.  p,  119.  Repertory  of  Arts,  i.  217.  1794. 
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condensing  in  a separate  vessel ; and  it  necessarily  involved  a method  of  clearing 
the  condenser  of  air  and  water.  The  application  of  the  principle  could  be  ren- 
dered perfect  only  by  keeping  the  cylinder  as  hot  as  the  steam,  and  the.  condenser 
as  cold  as  it  could  be  done  with  economy ; and  the  methods  proposed  by  Mr.  Watt 
for  accomplishing  these  objects  arc  at  once  novel  and  efficient. 

The  idea  of  using  steam  pressure  was  not  new,  not  even  when  applied  to  a piston, 
(see  art.  12.)  but  the  application  of  it  in  a close  cylinder  by  means  of  a stuffing 
box,  such  as  Smeaton  had  applied  to  the  air  pump,  was  a new  mode  of  construc- 
tion, which,  it  may  be  inferred,  was  intended  in  the  eugiue  specified,  though  it  is 
not  described.  The  scheme  of  a rotary  steam  vessel,  or  steam  wheel,  was  also  first 
made  public  in  this  specification,  though  in  a very  imperfect  manner. 

27.  Mr.  Watt’s  steam  wheel  not  answering  on  trial,  his  next  object  seems  to 
have  been  to  convert  the  reciprocating  motion  of  the  piston  rod  into  a roturv  one. 
Methods  for  tliis  purpose  had  been  contrived  by  Hulls  and  Fitzgerald ; and  patents 
had  been  obtained  for  similar  ones  by  Stewart  in  1769,  and  by  Washborough  in 
1778,  also  by  Steed  in  1781,  for  the  simple  crank  motion. 

Notwithstanding  the  existence  of  these  methods,  Mr.  Watt  obtained  a patent  for 
five  others  in  1781,  oue  of  which  was  the  sun  and  planet  wheel  motion,  which  he 
used  for  some  time  on  account  of  the  crank  being  Steed’s  patent. 

In  1782  Mr.  Watt  obtained  another  patent,  embracing  various  methods  of 
applying  steam.  First,  for  an  expansive  steam  engine,  with  six  different  con- 
trivances for  equalizing  the  power;  secondly,  the  double  power  steam  engine,  in 
which  the  steam  is  alternately  applied  to  press  on  each  side  of  the  piston,  while 
a vacuum  is  formed  on  the  other ; thirdly,  a new  compound  engine,  or  method  of 
connecting  together  the  cylinders  and  condensers  of  two  or  more  distinct  engines, 
so  as  to  make  the  steam  which  has  been  employed  to  press  on  the  piston  of  the 
first,  act  expansively  upon  the  piston  of  the  second,  &c, ; and  thus  derive  an 
additional  power  to  act  either  alternately  or  conjointly  with  that  of  the  first  cylinder; 
fourthly,  the  application  of  toothed  racks  and  sectors  to  the  end  of  the  piston  or 
pump  rods,  and  to  the  arches  of  the  working  beams,  instead  of  chains ; fifthly, 
a new  reciprocating  semirotative  engine,  and  a new  rotative  engine  or  steam 
wheel. 

By  the  double  engine  the  same  cylinder  was  rendered  capable  of  doing  double 
the  quantity  of  work  in  the  same  time,  the  steam  pressure  acting,  and  condensation 
taking  place,  both  during  the  ascent  and  'descent  of  the  piston.  Simple  as  this 
change  appears,  after  being  made,  it  is  attended  with  many  striking  advantages ; 
it  renders  the  power  nearly  uniform,  diminishes  the  proportion  of  cooling  surface, 
a less  boiler  is  necessary,  and  it  reduces  the  bulk  and  weight  of  the  engine. 

Of  the  modes  of  regulating  the  power  of  steam  engines,  the  most  effective  were. 
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first,  by  limiting  the  opening  of  the  regulating  valves  which  admit  the  steam  to 
act  on  the  piston,  aud  letting  it  continue  so  open  during  the  whole  length  of  the 
stroke ; secondly,  by  letting  them  open  fully  at  first,  and  shutting  them  completely 
when  the  piston  has  proceeded  only  part  of  its  stroke ; or,  tliirdly,  by  the  use  of 
a throttle  valve  placed  in  the  steam  pipe,  which,  acting  in  the  same  manner  as  the 
floodgate  of  a mill,  admits  no  more  steam  than  gives  the  desired  power. 

The  second  of  these  methods  of  regulating  the  power  of  the  engine  is  the  best, 
and  forms  the  basis  of  Watt’s  Expansive  Engine ; which  renders  available  more  of 
the  power  of  the  steam  than  when  the  piston  is  acted  upon  by  the  whole  force  of 
the  steam  through  the  entire  length  of  the  cylinder.  This  principle  was  adopted 
in  an  engine  erected  at  Soho  manufactory,  and  some  others,  in  1776,  and  at 
Shad  well  water  works  in  1778 ; the  same  principle  was  publicly  made  known  in 
1781  by  Homblower,  though  applied  in  a different  manner. 

28.  There  yet  remained  another  step  to  complete  the  mechanism  of  the  double 
engine,  viz.  a guide  for  the  piston  rod  ; and  this  appears  to  have  I s on  first  accom- 
plished, in  1784,  by  the  invention  of  the  parallel  motion.  This  is  an  ingenious 
combination  of  levers,  one  point  of  which  describes  a line  nearly  straight,  and  to 
this  point  the  piston  rod  is  connected,  so  that  its  rectilineal  movement  causes  the 
beam  to  vibrate.  This  Mr.  Watt  secured  by  patent  in  1784,  together  with  a new 
rotative  engine,  in  which  the  steam  vessel  was  to  tum  upon  a pivot,  and  be  placed 
in  a dense  fluid,  the  resistance  of  which  to  the  action  of  the  steam  was  to  cause 
the  rotative  motion ; an  improved  method  of  applying  the  steam  engine  to  work 
pumps  or  other  alternating  machinery,  by  making  the  rods  balance  each  other; 
a new  method  of  applying  the  power  of  steam  engines  to  move  mills  which  have 
manv  wheels  required  to  move  round  in  concert ; a simplified  method  of  applying 
the  power  of  steam  engines  to  the  working  of  heavy  hammers  or  stampers  ; a new 
construction  and  mode  of  opening  the  valves,  with  an  improved  working  gear ; 
and  a portable  steam  engine  and  machinery  for  moving  wheel  carriages. 

Mr.  Watt  obtained  a patent,  in  1785,  for  a method  of  constructing  furnaces,  in 
which  the  best  principles  the  philosophy  of  the  period  could  furnish,  are  applied 
to  elicit  the  heat  and  consume  the  smoke  of  the  fuel.  He  also  applied  to  the 
steam  engine  the  conical  pendulum  as  a governor,  the  steam  gauge,  condenser 
gauge,  and  a useful  little  instrument  for  ascertaining  the  state  of  the  steam  in  the 
cylinder,  called  an  indicator. 

29.  The  principal  part  of  the  theory  of  the  action  of  steam,  which  Mr.  Watt 
has  investigated  on  scientific  principles,  is  the  power  it  aflbrds  by  expansion ; and 
this  is  done  with  great  clearness.  He  devoted  a considerable  portion  of  the  latter 
part  of  his  life  to  chemical  philosophy,  and  particularly  its  application  to  the  arts. 
As  an  author,  he  has  also  contributed  some  historical  notices  of  his  own  inventions. 
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a few  corrections  of  Dr.  Robison's  article  in  lm  ‘ Mechanical  Philosophy,'  and  several 
notes  to  it,  containing  his  experiments  on  the  latent,  heat  and  elastic  force  of  steam. 

30.  The  share  which  Boulton  had  in  the  improvement  and  introduction  of 
the  steam  engine  must  not  be  forgotten ; for  as  it  has  been  remarked  by  Baron 
Dtipin,  “ Watt’s  engine  was,  when  invented  by  him,  but  an  ingenious  speculation, 
when  Boulton,  with  as  much  courage  as  foresight,  dedicated  his  whole  fortune  to 
its  success.”  He  did  not  hesitate  even  when  Smeaton  declared  his  conviction  that 
it  could  never  be  generally  applied  as  a useful  agent.  Besides,  Boulton  rendered 
no  small  service  to  Watt  and  to  Great  Britain,  when,  by  his  extraordinary  talents 
in  manufactures  and  commerce,  he  exempted  his  partner  from  all  the  cares  of  life, 
from  all  commercial  speculations,  and  from  all  those  difficulties  which  are  the 
inevitable  consequences  of  great  enterprise  in  trade.  Boultou  did  still  more ; he 
triumphed  over  all  those  interests  and  prejudices  which  necessarily  arose  in  the 
beginning  to  retard  the  success  of  the  new  steam  engines  and  their  application. 
“ Men,”  continues  Dupin,  “ who  devote  themselves  entirely  to  the  improvement 
of  industry,  will  feel  in  all  their  force  the  services  that  Boulton  has  rendered  to  the 
arts  and  mechanical  sciences,  by  freeing  the  genius  of  Watt  from  a crowd  of  extra- 
neous difficulties,  which  would  have  cousumed  those  days  that  were  far  better 
dedicated  to  the  improvement  of  the  useful  arts.” 

31.  A curious  apparatus  for  trying  the  elastic  force  of  diO'erent  vapours  was 
invented  by  T.  H.  Zeigler,  which  he  describes  in  a memoir  published  at  Basle  iu 
1769,  with  tables  of  the  results  of  his  experiments ; but  it  appears  he  had  not  taken 
care  to  free  his  apparatus  from  air  before  the  trials ; they  are  therefore  useless. 

1781.  Jonathan  Hornblower. 

32.  In  1781,  a pateut  was  obtained  by  Mr.  Hornblower,  for  a mode  of  apply- 
ing the  expanding  power  of  steam.  For  when  steam  is  confined  on  one  side  of 
a piston,  and  a partial  vacuum  is  formed  on  the  other,  the  steam  will  move  the 
piston  till  its  force  be  in  equilibrium  with  the  friction  and  uncondensed  steam ; 
and  as  much  power  as  is  communicated  during  this  motion  is  in  addition  to  the 
ordinary  effect  of  steam  pressure.  To  gain  ]»wer  in  this  manner,  Mr.  Hornblower 
used  two  vessels  in  which  the  steam  was  to  act,  and  which,  in  other  steam  engines, 
are  called  cylinders,  employing  die  steam  after  it  had  acted  in  the  first  vessel  to 
operate  a second  time  in  the  other,  by  permitting  it  to  expand  itself,  which  he  diil 
by  connecting  the  vessels  togedier,  and  forming  proper  passages  and  apertures, 
whereby  the  steam  might  at  proper  times  go  into  and  out  of  the  said  vessels. 1 

1 Repertory  of  Arts,  vol.  iv.  p.  301.  179G. 
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The  effect  would  be  nearly  the  same  as  that  derived  from  cutting  off  the  steam 
before  the  piston  arrives  at  the  end  of  its  stroke,  as  was  afterwards  done  bv 
Mr.  Watt,  (art.  28.)  but  has  the  decided  advantage  of  being  a more  equable 
method  of  employing  steam  power ; and  in  large  engines  the  construction  of  Horn- 
blower’s  is  also  superior,  because  strong  steam  can  be  used  in  a small  cylinder  with 
less  risk : he  however  does  not  appear  to  have  intended  to  use  powerful  steam ; 
and  he  could  not  use  his  invention,  because  the  improved  mode  of  condensation 
remained  the  right  of  Boulton  and  Watt. 

Like  Watt,  many  other  engineers  imagined  that  a rotary  motion  might  be  com- 
municated with  advantage  by  the  direct  action  of  steam ; and  two  combinations 
for  that  purpose  were  made  by  Hornblowcr.  His  first  was  an  ingenious  but  com- 
plicated machine,  for  which  be  had  a patent  in  1798. 1 The  second  was  more 
simple;  it  was  secured  by  a patent  in  1805.  It  consists  of  four  vanes  revolving 
in  a cylinder  round  its  axis.  The  vanes  are  like  those  of  a smoke  jack,  but  of 
thickness  sufficient  to  form  a groove  in  their  edges,  to  hold  stuffing  for  the  purpose 
of  making  them  steam-tight  in  their  action.  They  arc  mounted  on  an  arbor,  which 
has  a hollow  nave  in  the  middle.  Into  this  nave  the  tails  of  the  vanes  are  inserted, 
and  each  opposite  vane  affected  alike  by  having  a firm  connexion  with  one 
another;  so  that  if  the  angle  of  one  of  the  vanes  with  the  arbor  be  altered,  the 
opposite  one  will  be  altered  also,  and  the  opposite  ones  are  set  at  right  angles  to 
each  other;  so  that  when  a vane  is  flatly  opposed  to  the  steam,  the  opposite  vane 
will  present  its  edge  to  it,  and  thus  they  are  constantly  doing  in  their  rotation  on 
their  common  arbor ; so  that  the  steam  acts  against  the  vane  on  its  face  for  about 
a quarter  of  a circle,  or  ninety  degrees,  in  the  cylinder  where  it  is  destined  to  act ; 
and  as  soon  as  it  has  gone  through  the  quarter  of  the  circle,  it  instantly  turns  its 
edge  to  the  steam,  while  at  the  same  instant  another  vane  has  entered  the  working 
part  of  the  revolution,  and  the  rotation  proceeds  without  interruption.  This  engine 
was  to  be  furnished  with  the  condenser  and  discharging  pump  of  Watt,  but  Horn- 
blower  added  what  he  considered  an  improved  method  of  discharging  the  air  from 
the  condenser. 

It  is  easy  to  show  that  the  friction,  and  other  sources  of  loss  of  power,  are  much 
greater  in  the  rotary  than  in  the  rectilineal  action  of  steam,  while  the  loss  by 
rendering  a reciprocating  motion  rotary  is  very  small  (Sect  iv.  and  vit.) ; but  1 
notice  this  as  one  of  the  most  simple  combinations  proposed  for  a rotary  engine. 

33.  A series  of  experiments  on  the  elastic  force  of  steam  from  32°  to  212’  was 
published  by  Mr.  Acliard  in  1782.  He  also  examined  the  elastic  force  of  the 
vapour  of  alcohol ; and  observed,  that  when  steam  and  alcohol  vapour  were  of 

1 Repertory  of  Arts,  vol.  ix.  p.  289.  Old  Series. 


Digitized  by  Google 


SECT.  I.] 


THE  STEAM  ENGINE. 


31 


equal  elastic  force,  the  temperature  of  the  latter  was  about  thirty-five  degrees 
lower,  but  that  the  difference  of  temperature  was  not  constant;  it  seemed  to  be 
greater  or  less  as  the  elastic  force  was  greater  or  less. 

1782.  Marquis  Df.  Jocffroy. 

34.  The  idea  of  employing  the  steam  engine  to  propel  vessels,  which  had 
been  suggested  by  Hulls,  (art.  14.)  was  first  tried  in  practice  by  the  Marquis  De 
Jouffroy,  who,  in  1782,  constructed  a steam  boat  to  ply  on  the  Saone,  at  Lyons; 
it  was  140  feet  long  and  15  feet  wide,  and  drew  3 2 feet  of  water.  He  made 
several  experiments  with  it,  and  it  was  in  use  fifteen  months  on  the  Sabne. 1 

35.  In  1785  M.  Perronet  gave  a very  full  description,  in  the  French  Ency- 
clopaedia, of  au  atmospheric  engine  erected  near  Saint  Guilain,  in  Hainault : this 
description  is  remarkable  for  its  clearness  and  practical  details,  and  not  less  so 
from  its  being  introduced  by  stating  Papin  to  be  the  inventor  of  the  steam  engine 
in  a most  unqualified  manner ; though  admitting  the  first  to  have  been  constructed 
in  England. 


1788.  Patrick  Miller. 

30.  About  this  time  various  competitors  for  the  application  of  steam  to  navi- 
gation appeared,  (1785-88.) ; in  America,  two  rivals,  James  Rumsey  of  Virginia, 
and  John  Fitch  of  Philadelphia.  In  Italy  the  application  of  steam  power  to  vessels 
was  proposed  by  D.  S.  Serratti,  and  in  Scotland  by  Mr.  Miller  of  Dalswinton,  who 
afterwards,  on  the  sight  of  a model  of  a steam  carriage  invented  by  Mr.  William 
Symington  of  Falkirk,  was  so  much  pleased  with  the  model,  that  he  desired  Mr. 
Symington  to  make  him  a small  steam  engine,  to  work  a twin  or  double  boat  on 
Dalswinton  Loch.  The  engine  having  been  accordingly  executed,  and  put  on 
board  the  boat,  the  experiment  was  made  at  Dalswinton  in  the  autumn  of  1788, 
and  it  succeeded  so  well,  that  Mr.  Miller  commissioned  Mr.  Symington  to  pur- 
chase a gabert,  or  large  boat,  at  Carron,  and  to  fit  up  a steam  engine  on  board  of 
it,  to  make  a trial  on  a larger  scale.  Every  tiling  being  completed,  the  trial  was 
made  on  the  Forth  and  Clyde  canal,  in  the  summer  of  1789,  Messrs.  Miller, 
Stainton,  Taylor,  Stc.  being  on  board ; and  the  result  answered  their  most  sanguine 
expectations ; but  most  unaccountably,  after  having  thus  established,  at  a consider- 
able expense,  the  practicability  of  employing  the  power  of  steam  in  navigation, 
Mr.  Miller  seems  to  have  neglected  it  entirely. ' 

1 Dictionnniro  de  Physique,  art.  Clialoupe  a Vapeur. 

* ‘Short  Narrative  of  Facts  relative  to  Stcain  Navigation,’  Edinb.  Phil.  Journal. 
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37.  The  theory  of  the  steam  engine  still  made  small  progress,  though  it 
excited  some  degree  of  attention. 

Bossut  had  described  an  atmospheric  engine  in  the  first  edition  of  his  ‘ Hydro- 
dynamique,’  in  1771,  with  some  formula  for  its  statical  equilibrium;  in  the 
edition  of  1786,  he  investigated  the  proportion  of  counterw  eight,  but  for  a particular 
case,  and  not  including  the  actual  circumstances  of  the  moving  forces. 

38.  A rotary  engine  was  proposed  in  1789  by  Cooke,  * and  a patent  was 
obtained  for  one  in  1790  by  Bramah  and  Dickinson,1  and  for  another  in  1791  by 
Sadler.  * The  peculiar  construction  of  all  these  engines  I need  not  describe,  as  the 
principle  of  a rotary  engine  will  be  shown  to  be  attended  by  a loss  of  effect,  which 
mechanical  combinations  cannot  remove.  (See  Sect,  iv.) 

39.  Bramah  and  Dickinson’s  patent  included  three  varieties ; the  most  simple 
of  which  is  designed  with  pistons  sliding  in  an  eccentric  wheel,  the  steam  to  enter 
at  s ; and  the  opening  to  the  condenser  being  at  c,  the  pressure  causes  the  smaller 
wheel  to  revolve,  and  the  pistons  to  slide  in  it.  All  the  varieties  arc  specimens  of 


that  beautiful  style  of  executing  machinery,  which  Bramah  contributed  so  much 
to  introduce  in  this  country,  and  which  has  been  carried  to  such  high  perfection 
by  his  pupil,  the  celebrated  Maudslay. 


1790.  Bettancovrt. 

40.  Chev.  Bcttancourt,  who  was  employed  by  the  Spanish  government  to 
collect  models  of  hydraulic  machines,  made  a series  of  experiments  on  the  force  of 
vapour  of  water  and  of  alcohol,  at  different  temperatures.  They  are  more  accurate 
than  those  which  were  at  that  time  before  the  public,  but  still  had  not  that  pre- 
cision which  is  necessary  to  develop  the  laws  of  the  force  of  vapour.  He  made  a 

1 Repertory  of  Arts,  vol.  iii.  p.  401.  1795.  * Idem,  vol.  ii.  p.  73. 

3 Idem,  vol.  vii.  p.  170. 
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model  of  the  double  acting  engine,  with  a new  mode  of  forming  the  valves ; and, 
Prony  says  from  merely  seeing  the  exterior  of  a double  acting  engine  when  at 
work.1 


1790.  R.  Prony. 

41.  M.  Prony  is  the  author  of  one  of  the  most  extensive  of  the  French  works 
on  the  steam  engine : it  forms  a part  of  his  * Architecture  Hydraulique,’  which 
commences  in  the  first  volume,  and  occupies  nearly  the  whole  of  the  second. 

M.  Prony  begins  with  the  properties  of  caloric,  and  the  tables  of  Bcttaneourt  on 
the  force  of  vapour ; and  from  the  latter  constructs  an  empirical  formula  for  cal- 
culating the  force  of  vapour  at  different  temperatures.  These  are  not  a little 
complex,  considering  their  want  of  conformity  with  experiment.  He  then  proceeds 
to  the  description  of  engines  as  then  constructed,  and  their  parts ; which  are  illus- 
trated by  plates  having  figures  on  a large  scale.  When  he  arrives  at  the  parallel 
motion,  the  nature  of  the  curve  described  by  the  extremity  of  the  piston  rod  is  very 
fully  investigated,  with  tables  to  show  its  variation  from  a straight  line  for  a given 
range  in  the  curve.  It  is  followed  by  the  proposal  of  a method  for  determining  the 
diameter  of  the  steam  cylinder,  which  is  little  better  than  telling  the  artist  to  guess 
at  it,  and  correct  his  guess  by  an  intricate  formula.  The  part  on  the  steam  engine 
terminates  with  a calculation  of  the  effect  produced  by  a given  quantity  of  fuel, 
where  the  time  of  combustion  is  certainly  erroneously  introduced. 

The  rest  of  the  volume  is  occupied  by  an  analytical  investigation  of  empirical 
formula:  for  the  expansive  forces  of  elastic  fluids  and  vajiours  at  different  tem- 
peratures ; which  has  been  rendered  wholly  useless  by  later  researches  having 
shown  the  experiments  to  be  inaccurate. 

It  is  remarkable  that  Prony  had  not  acquired  a knowledge  of  the  advantage  of 
steam  acting  expansively  ; though,  when  his  second  volume  appeared,  it  had  been 
fifteen  years  a contested  discovery  in  England.  Of  his  labours  it  may  be  said,  that 
they  afford  the  strongest  evidence  that  mere  mathematical  talent  is  not  sufficient 
for  the  promotion  of  mechanical  science,  otherwise  the  principles  of  the  steam 
engine  would  not  have  remained  to  be  investigated. 

1795.  John  Banks. 

42.  Mr.  Banks,  in  a work  on  mills  published  in  1795,  has  treated  of  the 
maximum  of  useful  effect  in  atmospheric  steam  engines.  He  considers  the  space, 
or  length  of  the  stroke,  the  given  quantity  ; in  which  his  investigation  differs  from 

1 Arcliit.  Hydraulique,  vol.  i.  p.  574. 
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those  of  Blake  and  Emerson.  He  has,  however,  by  considering  the  atmospheric 
pressure  as  a gravitating  weight,  failed  in  giving  a correct  solution. 

One  of  his  problems  includes  the  weight  of  the  moving  parts  of  the  engine ; and 
he  adds  some  useful  practical  formula:  for  the  statical  equilibrium  of  engines  for 
raising  water,  with  examples. 

In  1803,  Mr.  Banks  gave  some  rules  for  the  strength  of  engine  beams,  both  for 
wood  and  cast  iron  ; and  also  a description  of  a gauge  for  determining  the  state  of 
rarefaction  in  the  cylinders  and  condensers  of  steam  engines,  in  principle  the  same 
as  the  common  barometer,  and  differing  from  the  ordinary  condenser  gauge  by 
having  a cistern  instead  of  a syphon  for  the  mercury.  His  rules  for  the  strength 
of  beams  are,  to  find  the  relation  between  the  pressure  and  breaking  weight,  and  to 
let  the  breaking  weight  exceed  the  pressure  by  six,  eight,  or  ten  times.' 

1797.  Dr.  Edmund  Cartwrigut;  bom  1742,  died  1823. 

43.  Tlie  simple  and  neat  combination  of  Cartwright  next  claims  attention, 
and  on  more  grounds  than  one.  He  attempted  to  condense  the  steam  by  means  of 
cold  applied  externally  to  the  condenser ; it  consisting  of  two  metal  cylinders  lying 
one  within  the  other,  and  hating  cold  water  flowing  through  the  inner  one  and 
enclosing  the  outer  one.  By  this  construction,  a very  thin  body  of  steam  is 
exposed  to  a very  great  quantity  of  cooling  surface ; and,  by  placing  the  valve  to 
change  the  steam  in  the  piston,  a constant  communication  is  at  all  times  open 
between  the  condenser  and  the  cylinder,  so  that,  whether  the  piston  ascends  or 
descends,  the  condensation  is  always  taking  place. 

One  of  the  chief  objects  of  this  arrangement  was  the  opportunity  it  afiorded  of 
substituting  ardent  spirit  or  alcohol,  either  wholly  or  in  part,  in  the  place  of  water, 
for  working  the  engine ; for  as  the  fluid  with  which  it  is  worked  is  intended  to 
circulate  through  the  engine  without  mixture  and  very  little  loss,  the  using  alcohol, 
after  the  first  supply,  it  was  expected,  would  be  attended  with  little  or  no  expense. 
The  power  obtained  from  alcohol,  it  was  then  imagined,  would  require  only  half 
the  fuel  which  was  necessary  to  obtain  the  same  power  from  water  (see  Sect,  iv.) ; 
and  Cartwright  proposed,  in  some  cases,  to  apply  this  engine  to  a still,  to  obtain 
mechanical  power  by  the  distillation  of  ardent  spirit,  so  as  to  save  the  whole  of  the 
fuel.*  How  he  was  to  keep  the  engine  in  a workable  state,  and  yet  obtain  a pure 
spirit,  neither  he  nor  his  friends  seem  to  have  considered. 

In  order  to  reduce  the  friction  of  the  piston,  which,  when  fresh  packed  in  the 
common  way,  lays  a very  heavy  lond  upon  the  engine,  Cartwright  made  his  solely 

1 Power  of  Machines,  p.  103.  * Phil.  Msg.  vol.  i.  p.  3. 
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of  metal,  and  expansive  : by  this  method  he  further  expected  some  advantage  from 
saving  of  time  and  expense  in  the  packing,  and  from  the  piBton  fitting  more  accu- 
rately, if  possible,  the  more  it  was  worked.  (See  Sect,  vn.)  Cartwright  was  very 
desirous  of  simplifying  all  the  other  parts  of  his  engine,  having  only  two  valves, 
and  those  are  as  nearly  self-acting  as  may  he.  Cartwright's  engine  is  represented 
in  the  annexed  figure.  It  is  a single  acting  engine,  and  A is  the  cylinder ; B,  the 
piston ; 1,  the  pipe  which  conducts  the  steam  to  C,  the  condenser,  which  is  a 
double  cylinder ; the  steam  passes  between  the  inner  and  outer  one  into  the  pump 
D,  which  returns  the  condensed  fluid  back  into  the  boiler,  through  E,  the  air  box, 
with  e its  valve. 

As  the  pipe  from  the  pump,  through  which  the  condensed  fluid  is  returned  into 
the  boiler,  passes  through  the  air  box,  what  air  or  clastic  va]>our  may  be  mixed 
with  the  fluid  rises  in  the  box,  till  the  ball  which  keeps  the  valve  e shut,  falls  and 
sufl'ers  it  to  escape. 


F is  the  steam  valve  ; a the  piston  valve ; H,  H,  two  cranks,  upon  whose  axles 
are  two  equal  wheels  working  in  each  other,  for  the  purpose  of  giving  a rectilinear 
direction  to  the  piston  rod ; and  M is  the  cistern  that  contains  the  condensing 
water.  The  metallic  pistons  he  formed  of  metal  rings,  as  shown  by  the  section  of 


Digitized  by  Google 


36 


THE  HISTORY  OF 


[seer.  i. 


the  piston,  which  by  springs  arc  forced  outwardly  against  the  surface  of  the  cylinder, 
so  that  the  piston  may  adapt  itself  to  any  inequality  in  its  form.  The  piston  rod  is 
also  made  steam-tight  by  a metallic  box,  constructed  in  the  same  manner  as  shown 
at  N.  O is  the  fly  wheel  for  regulating  the  motion  of  the  engine. 

The  metallic  piston  is  the  only  part  of  the  engine  which  was  really  new  in 
principle,  and  for  its  invention  we  are  undoubtedly  Indebted  to  Cartwright ; and 
though  we  cannot  say  any  other  part  is  new  except  in  arrangement,  we  admire  the 
appearance  of  simplicity  and  originality  which  distinguish  his  design,  even  knowing 
that  both  theory  and  practice  forbid  us  attempting  to  use  the  methods  he  proposed. 

Cartwright  included  in  his  patent  a rotary  engine,  which  is  simple  in  appear- 
ance, but  in  reality  involves  many  difficulties  in  construction,  besides  the  loss  of 
effect  which  must  necessarily  follow  from  steam  acting  on  a rotary  piston. 

1797.  Jons  CtTBR. 

44.  A work  containing  the  proportions  of  the  parts  of  atmospheric  engines,  as 
they  were  executed  in  1797,  with  brief  technical  directions  for  constructing  them, 
illustrated  by  plates  showing  the  parts  on  a large  scale,  was  published  at  Sheffield, 
by  John  Curr.'  It  contains  no  general  description  of  the  engine,  and  he  assigns  no 
reasons  for  any  of  the  proportions  he  has  given,  except  when  speaking  of  the 
pressure  on  the  piston,  he  says,  that  when  the  pressure  was  increased  from  seven  to 
eight  pounds  and  a half  per  square  inch,  the  engine  did  less,  and  also  when  reduced 
to  6'1  lbs.  it  did  somewhat  less ; and  he  does  not  recommend  a greater  load  than 
six  and  a quarter  or  six  and  a half  pounds.*  The  engine  had  a sixty-one  inch 
cylinder,  and  made  twelve  strokes,  of  eight  feet  and  a half  each,  per  minute.  The 
consumption  of  coals  was  ten  hundred  weight  of  small  coal,  or  sleek,  per  hour. 
The  power  of  the  engine  would  be  nearly  equal  to  fifty-four  horses’  power ; and  as 
the  ratio  of  coal  to  sleek  is  about  as  three  is  to  four,  it  is  equivalent  to  about 
840  lbs.  of  coal  per  hour : and  at  this  ratio,  one  pound  of  sleek  raises  97, GOO  lbs. 
of  water  one  foot  high,  and  one  i>ound  of  coals  130,000  lbs.  one  foot  high. 

45.  In  1797  an  engine  on  Savery’s  principle  was  described  by  William 
Nicholson  in  his  ‘ Philosophical  Journal,’  which  Mr.  Kier  had  erected  in  1793. 
It  acted  wholly  by  condensation ; the  steum  vessel  being  raised  somewhat  above 
the  height  to  which  the  water  was  to  be  raised.  It  had  a provision  for  letting  in 
a small  portion  of  air  between  the  steam  and  the  water,  and  the  construction  was 
extremely  simple  and  judicious.  The  boiler  was  seven  feet  long,  five  feet  deep, 
and  five  feet  wide ; and  it  consumed  six  bushels  (522  lbs.)  of  good  coal  in  twelve 

1 The  Coat  Viewer  and  Engine  Builder1*  Practical  Companion.  * Idem,  p.  40. 
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hours  in  its  best  state,  and  seven  in  its  worst  state.  Under  these  circumstances 
it  made  ten  strokes  per  minute,  and  raised  seventy  cubic  feet  of  water  twenty  feet 
high  in  a minute. 

According  to  this  statement,  in  the  liest  state  of  the  engine,  87  lbs.  of  coal  were 
consumed  in  2 hours  or  120  minutes,  and  1400  cubic  feet  of  water  raised  one  foot 
high  per  minute;  or  1400x120=108,000  cubic  feet  by  87  lbs.  of  coal,  which 
multiplied  by  C2|  lbs.,  the  weight  of  a cubic  foot  of  water,  and  divided  by  87, 
gives  120,000  lbs.  for  the  load  raised  one  foot  by  one  pound  of  coal ; which  is 
about  one  half  the  effect  produced  by  an  engine  with  a piston  and  Watt's  con- 
denser, and  less  than  the  effect  of  the  common  atmospheric  engine  as  used  for  the 
coal  mines. 

An  attempt  was  also  made  by  John  Nanc  arrow,  to  improve  Savery’s  engine,  by 
condensing  in  a separate  vessel ; but  the  nature  of  the  engine  does  not  permit  of 
this  being  applied  with  much  effect. 

1709.  Matthew  Murray  ; died  1826. 

46.  In  the.  construction  and  improvement  of  some  of  the  parts  of  engines, 
much  was  done  by  Mr.  Murray,  of  the  firm  of  Fenton,  Murray,  and  Wood,  of 
Leeds.  These  improvements  were  made  the  subjects  of  patents ; and  though  it 
appeared  that  some  of  them  had  been  before  used  by  Boulton  and  Watt,  they  did 
not  become  publicly  recorded  till  Mr.  Murray  obtained  patents  for  them. 

In  liis  patent  of  1799,  in  order  to  save  fuel,  Murray  proposed  to  place  a small 
cylinder  with  a piston  on  the  top  of  the  boiler,  connected  to  a rack,  by  means  of 
which  the  force  of  the  steam  within  the  boiler  opens  or  closes  the  damper  fixed 
on  an  axis  in  the  chimney,  thus  increasing  or  decreasing  the  draught  of  the  fires, 
so  as  to  keep  up  a regular  degree  of  elastic  force  in  the  steam.  Mr.  Murrav  also 
thought  some  advantage  would  be  gained  by  placing  the  steam  cylinder  in  a 
horizontal  instead  of  a vertical  position,  with  a view  of  rendering  the  engine  more 
compact  than  the  usual  construction  ; he  also  adopted  a new  method  of  converting 
the  reciprocating  motion  of  the  piston  rod  to  a rotary  one  of  equal  power,  by  means 
of  a property  of  the  rolling  circle,  and  showed  how  to  fix  the  wheels  for  producing 
motion  alternately  in  perpendicular  and  horizontal  directions. ' 

47.  Mr.  Murray's  patent  of  1801  was  for  six  different  objects: — First,  for  a 
method  of  constructing  the  air  pump.  Second,  for  a method  of  packing  stuffing 
boxes,  See.  by  bringing  the  moveable  parts  of  each  in  immediate  contact,  which 
prevents  tlie  piston  rod  receiving  any  oblique  pressure,  by  the  lid  being  screwed 
down  more  upon  one  side  than  the  other.  The  third  and  fourth  methods  relate  to 

1 Repertory  of  Arts,  vol.  xi.  p.  311.  Old  Series. 


Digitized  by  Google 


3# 


THE  HISTORY  OF 


(sect.  I. 


the  construction  and  motion  of  the  valves.  The  fifth  was  a method  of  connecting 
the  piston  rod  to  the  parallel  motion.  And  the  last,  for  the  construction  of  fire 
places,  by  which  the  smoke  arising  from  the  fire  was  to  be  consumed.  In  most  of 
these,  however,  he  had  been  anticipated  in  practice. 

48.  Another  patent  w'as  obtained  by  Mr.  Murray,  in  1802,  for  a portable 
engine ; but  as  it  included  some  of  the  methods  for  which  Messrs.  Boulton  and 
M att  had  patents,  it  was  at  their  instance  repealed  in  the  following  year.  Boulton, 
Watt  and  Co.’s  portable  engine  was  first  constructed  in  1806. 

1799.  William  Murdoch. 

49.  Mr.  Murdoch,  a partner  in  the  firm  of  Boulton,  Watt  and  Co.,  obtained 
in  1799  a patent  for  some  new  methods  of  construction,  which  consist  of  a mode  of 
boring  the  metallic  cylinders  and  pumps  more  equably  by  means  of  an  endless 
screw,  worked  by  a toothed  wheel ; and  a method  of  simplifying  the  construction 
of  the  steam  vessel  and  steam  case,  in  engines  formed  on  Mr.  Watt’s  plan,  by 
casting  the  steam  case  of  one  entire  piece,  to  which  the  cover  and  bottom  of  the 
working  cylinder  are  to  be  attached.  He  also  proposed  to  cast  the  cylinder  and 
steam  case  in  one  piece  of  considerable  thickness,  and  bore  a cylindric  interstice 
between  the  steam  case  and  steam  vessel,  leaving  the  two  cylinders  attached  at  one 
end,  and  to  close  the  other  by  a ring  of  metal.  Another  improvement  included  in 
the  patent  was,  a plan  for  simplifying  the  construction  of  the  steam  valves  or 
regulators  of  the  double  engine,  by  connecting  together  the  upper  and  lower  valves, 
so  as  to  work  with  one  rod  or  spindle.  The  tube  which  connects  them  being 
hollow  serves  as  an  eduction  pipe  to  the  upper  end  of  the  cylinder,  and  a saving 
of  two  valves  is  effected;  and  lastly,  he  adds  a scheme  for  a rotary  engine  con- 
sisting of  two  toothed  wheels  w orking  in  an  air-tight  vessel,  which  he  imagined 
would  work  with  considerable  power.  Mr.  Murdoch’s  modes  of  moving  the  valves 
have  added  much  to  the  simplicity  and  neatness  of  the  double  engine,  and  to  kit 
skilful  superintendence  the  steam  engine  owes  many  of  its  perfections ; and  its 
success  in  Cornwall  was  greatly  aided  by  his  activity,  integrity,  and  resources  for 
overcoming  the  difficulties  which  the  drainage  of  the  mines  presented. 

1801.  Dr.  John  Robison;  bom  1739,  died  1805. 

50.  Dr.  Robison,  to  whom  the  mixed  mechanical  sciences  arc  so  much 
indebted  for  a more  judicious  combination  of  theory  with  practice  than  is  to  be 
found  in  any  preceding  author,  and  for  treating  them  in  a more  popular  style, 
seems  to  have  bestowed  much  attention  on  the  principles  and  construction  of  the 
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steam  engine.  HU  analytical  knowledge  was  ample  for  the  purpose,  and  the 
access  of  the  friend  of  Watt  to  practical  data  must  have  been  easy  in  proportion  as 
Watt  was  the  liberal  friend  of  science ; therefore,  much  is  expected  when  we  take 
up  the  volume  w hich  contains  the  articles  of  Hr.  Robison  on  the  steam  engine. 

The  first  article  contains  a rather  diffuse  statement  of  the  physical  properties  of 
steam.  The  phenomena  of  boiling,  and  the  effect  of  pressure  in  altering  the 
temperature  necessary  for  ebullition,  and  the  popular  doctrines  of  latent  heat,  are 
fully  stated.  • It  also  contains  a series  of  experiments  on  the  elastic  force  of  the 
steam  of  water,  and  of  alcohol  (see  art.  95  and  104);  and  we  have  only  here 
to  remark  on  them,  that  they  were  not  made  with  sufficient  accuracy,  even  to 
establish  the  justness  of  some  of  his  own  views  on  the  subject ; also,  the  rule  for 
the  elastic  force  of  steam  derived  from  these  experiments,  and  stated  to  be  “ suffi- 
ciently exact  for  practical  purposes,”  is  very  far  from  being  so,  and  has  had  a little 
effect  in  misleading  some  of  the  engineers  who  have  ventured  to  speculate  on  the 
improvement  of  steam  engines.  But,  on  the  whole,  Ur.  Robison's  is  the  best 
article  on  steam  I have  seen. 

The  article  on  the  steam  engine  consists  of  the  history,  mixed  with  detailed 
descriptions,  of  the  engines  of  Savery,  Newcomen,  Watt,  kc. ; and  such  theoretical 
discussion  as  he  has  given  is  also  blended  in  the  same  mass.  In  the  historical 
portion  the  memory  of  Papin  is  not  quite  so  respectfully  treated  as  we  could  have 
wished ; and  the  circumstance  of  Watt  being  the  private  friend  and  countryman 
of  the  author  has  not  been  without  its  effect  on  the  historian.  In  other  respects 
Ur.  Robison  has  been  impartial.  In  description  there  is  a want  of  system,  but 
he  is  full  and  particular ; and  he  has  been  of  unknown  value  in  giving  informa- 
tion Co  the  competitors  of  Boulton  and  Watt,  and  in  furnishing  matter  for  minor 
writers.  In  theory  he  has  reprinted  the  speculations  of  Boss ut  respecting  the 
best  velocity  for  atmospheric  engines,  with  some  additions,  and  Watt's  mode  of 
computing  the  pressure  on  the  piston  of  the  expansive  engine  ; but  neither 
of  these  inquiries  are  conducted  in  such  a manner  as  to  be  of  use  to  engine 
makers. 

Tlie  reputation  of  Ur.  Robison  has  given  much  additional  value  to  his  articles 
on  the  steam  engine : hence  their  effect,  has  been  unparalleled ; and  if  we  find 
little  of  novelty  in  his  labours,  it  was  no  small  favour  to  have  the  scattered  know- 
ledge on  the  subject  collected  with  so  much  skill,  and  treated  with  so  much  clear- 
ness and  good  taste. 

51.  A modification  of  Watt’s  manner  of  constructing  boiler  fire  places  was 
contrived  in  1800  by  Messrs.  Roberton,  of  Glasgow,  which  is  more  convenient  in 
practice,  though  the  same  in  principle.  (See  Sect,  ill.)  They  also  attempted  to 
make  the  steam  which  escapes  by  the  sides  of  pistons  useful  in  adding  to  the 
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effective  power  of  engines.  But  the  complexity  and  expense  of  apparatus  to 
obtain  so  small  an  increase  of  power,  renders  this  and  some  other  expedients  of 
that  time  of  little  if  any  value. 

1801.  Joseph  Bramah;  born  1749,  died  1814. 

52.  The  rotary  engine,  the  joint  product  of  Messrs.  Bramah  and  Dickinson, 
has  already  been  noticed.  (Art.  39.)  In  1801  Mr.  Bramah  obtained  a patent  for 
a new  mode  of  applying  the  four-passaged  cock  to  steam  engines,  with  some  other 
variations  in  their  construction. 

The  four-passaged  cock  he  made  to  turn  continually  in  the  same  direction,  and 
yet  produce  the  same  effect  as  by  turning  it  backwards  and  forwards ; but  by  turn- 
ing constantly  the  same  way,  the  wear  is  rendered  more  equable,  and  consequently 
the  combination  is  more  durable. 

He  also  adjusted  the  movements  so  as  to  give,  at  the  proper  time,  as  instantaneous 
and  free  a passage  to  the  cylinder  and  condenser  as  possible;  and  formed  the 
apertures  so  that  the  cone  might  be  pressed  equally  into  its  seat  by  the  force  of 
the  steam. 

53.  A scries  of  tables  for  the  proportions  of  the  cylinders  of  atmospheric 
engines,  to  produce  a given  effect,  were  published  in  1801  by  Mr.  Thomas  Fen- 
wick, whose  employment  in  the  management  of  coal  works  near  Newcastle  gave 
him  a good  opportunity  of  knowing  what  would  answer  best  in  practice. 

He  infers  from  some  experiments,  that  the  whole  friction  of  the  atmospheric 
engine  is  about  four  pounds  per  square  inch,  on  the  area  of  the  piston ; and  on 
account  of  the  frequent  bad  effects  attending  designing  an  engine  with  too  small 
an  allowance  for  excess  above  its  ordinary  work,  he  makes  liis  computations  at 
five  pounds  and  a half  effective  power  for  each  square  inch  of  piston. 

In  a later  edition  of  his  work  he  gives  tables  for  an  improved  atmospheric  engine 
with  a separate  condenser,  in  which  the  ratio  of  the  effect  is  as  17  : 10,  when  the 
same  sized  cylinder  is  used.  The  saving  of  fuel  he  does  not  mention,  as  at  coal 
works  it  is  not  considered  of  much  importance  ; for  if  the  first  expense  of  an  engine 
be  small,  and  its  operation  simple  and  efficient,  it  is  of  more  value  to  a coal  owner 
than  a finer  piece  of  machinery. 

1801.  John  Dalton. 

54.  At  this  period  a knowledge  of  the  nature  and  properties  of  vapours  began 
to  become  important  in  chemical  science,  in  meteorology,  and  in  other  branches  of 
natural  philosophy ; and  therefore  a wholly  different  class  of  writers  engaged  in  the 
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investigation,  which  had  made  so  little  progress  in  the  hands  of  mechanical  people. 
The  first  chemist  who  distinguished  himself  by  attempting  a full  investigation  of 
the  theory  of  vapour,  was  Mr.  John  Dalton.  He  made  an  accurate  series  of 
experiments  on  the  expansive  force  of  steam  at  temperatures  lower  than  212°, — 
made  experiments  and  ascertained  various  phenomena  relative  to  the  expansion 
of  gases,  the  mixture  of  air  and  vapour,  the  nature  of  eva|>oration  anil  of  com- 
bustion. And  though  he  failed  in  his  attempt  to  reduce  any  of  these  to  general 
laws,  yet  he  gave  such  an  impulse  to  the  inquiry,  as  rendered  it  one  of  universal 
research  among  chemical  philosophers.  The  importance  of  Dalton's  inquiries, 
and  even  their  connexion  with  the  theory  of  the  steam  engine,  did  not  appear, 
at  first,  to  be  much  noticed.  The  idea  that  Watt  had  done  every  thing  possible 
to  be  done  respecting  the  power  of  steam  had  stopped  inquiry  among  men  of 
science,  and  left  the  manufacturers  and  capitalists  of  the  country,  who  were  wishful 
to  encourage  improvement,  to  be  guided  by  vain  and  ignorant  projectors,  or  mined 
by  pretending  knavery. 


1802.  William  Syminotox. 

55.  In  1801,  Mr.  Symington  was  encouraged  to  proceed  with  a steam  boat, 
by  Thomas,  Lord  Dundas,  of  Kerse,  who  wished  that  one  might  be  applied  to  drag 
vessels  on  the  Forth  and  Clyde  Canal  in  place  of  horses ; and  accordingly  a scries 
of  experiments  on  a large  scale,  which  cost  nearly  £3000,  were  set  on  foot  in  the 
year  1801,  and  completed  in  1802.  The  boat  Mr.  Symington  made  was  for  towing, 
and  it  had  a steam  cylinder  twenty-two  inches  in  diameter,  and  four  feet  stroke. 
A complete  model  of  it,  with  a set  of  ice-breakers  attached,  may  be  seen  at  the 
rooms  of  the  Royal  Institution  in  London.  This  tow-boat  proved  to  be  very  much 
adapted  for  the  intended  purpose,  but  no  direct  practical  application  of  steam  power 
to  this  object  resulted  from  it. 

1802.  Trevithick  and  Vivian. 

50.  The  idea  of  a high  pressure  engine  had  occurred  to  Lcupold,  (art.  12.) 
and  to  Watt, 1 (art.  26.)  but  neither  of  them  had  reduced  their  notions  to  practice ; 
and  it  was  not  till  1802  that  this  simple  mode  of  applying  steam  was  brought  into 
use  by  Messrs.  Trevithick  and  Vivian.  * Their  object  seems  to  have  been  to  form 

1 It  was  generally  understood,  that,  although  Mr,  Watt  patented  the  high  pressure  engine,  it 
was  not  his  intention  that  it  should  be  employed,  except  in  situations  where  condensing  water  could 
not  be  had.  He  considered  the  risk  too  great,  and  life  too  valuable,  to  be  endangered  for  a saving 
iu  the  mere  original  cost  of  the  engine,  there  being  none  in  respect  of  the  consumption  of  fuel. 

* Repertory  of  Arts,  vol.  iv.  p.  241.  New  Scrie*. 
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a simple  and  portable  engine  for  cases  where  water  was  scarce,  or  where  gaining 
the  whole  effect  of  the  fuel  was  of  less  consequence  than  moving  a cumbrous 
load. 

Indeed  their  high  pressure  engines  were  intended  chiefly  for  propelling 
carriages  upon  rail-roads ; and  when  used  for  this  purpose  the  boiler  was  composed 
of  cast  iron,  of  a cylindrical  form,  mounted  horizontally  upon  a frame  with  four 
wheels,  tlte  cylinder  of  the  engine  being  placed  vertically  within  the  boiler  near 
to  one  end.  The  piston  rod  moved  a cross  head,  between  two  guides ; and  by 
a connecting  rod  descending  from  each  end  oT  the  cross  head  to  two  cranks,  the 
motion  was  communicated  to  the  wheels  of  a carriage : a fly  wheel  in  this  case  is 
not  required,  because  the  momentum  of  the  carriage  supplies  its  place. 1 

The  first  trial  of  this  species  of  moving  power  for  carriages  took  place  on  a 
railway  at  Merthyr  Tidvil  in  1805.  Its  use  was  not  at  that  period  followed  up, 
but  it  is  now  with  some  slight  modifications  extensively  employed  on  rail-roads. 

Several  projects  for  trifling  variations  in  the  construction  of  engines,  and  for 
methods  of  applying  fuel,  appeared  about  this  time,  but  none  of  either  sufficient 
novelty  or  importance  to  claim  particular  attention. 

The  nature  and  application  of  heat  had  been  so  well  illustrated  by  Rumford, 
and  many  of  its  more  recondite  properties  so  ably  developed  by  Leslie,  that  there 
seemed  to  be  little  reason  to  expect  any  material  improvement  beyond  the  best 
mode  then  in  practice.  The  cylindrical  boilers  which  Blakev  projected,  and  Rum- 
ford  had  tried,  were  again  remodelled  by  Woolf;  but  in  his  practice  we  find  he 
has  reverted  to  methods  nearly  like  those  of  Rumford,  instead  of  continuing  to 
follow  his  own.  The  steam  engine  itself  had  also  apparently  obtained  its  most 
simple  and  efficient  form,  except  in  the  eyes  of  those  who  expected  to  use  its  direct 
rotary  action.  The  fact  however  was  otherwise,  for  by  a most  simple  change  of 
a previous  combination  it  had  to  be  materially  improved. 

1804.  Author  Woolf. 

57.  The  mode  of  condensation  invented  by  Watt  being  now  public  property,  and 
the  term  of  Homblower’s  patent  having  expired,  Mr.  Woolf  adopted  the  arrange- 
ment of  the  latter,  with  the  alteration  of  using  high  pressure  steam  in  the  small 
cylinder,  aud  employing  the  condensing  apparatus  of  Watt.  But  a change  of  the 
working  force  of  the  steam  would  have  been  too  slight  a ground  to  have  claimed 
a patent  upon,  and  therefore  he  commences  his  specification  with  a claim  of  the 

1 It  is  but  justice  to  observe,  that  Mr.  Munlock  made  bis  working  model  of  a locomotive  engine 
in  1782,  and  that,  as  Mr.  Trevithick  was  a pupil  of  Murdock's,  then  in  Cornwall,  it  is  natural  to 
suppose  that  he  received  many  of  his  ideas  of  locomotion  from  that  gentleman. 


Digitized  by  Google 


fitter,  i ] 


THE  STEAM  ENGINE. 


43 


discovery  of  a new  law  of  the  expansibility  of  steam.  This  law  of  expansibility  he 
stated,  with  much  confidence,  as  the  result  of  experiment;  but  no  doubt  he  had 
deceived  himself.  His  assumed  law  of  expansion  is,  that  steam  generated  at  any 
number  of  pounds  above  the  pressure  of  the  atmosphere  will  expand  to  an  equal 
number  of  times  its  volume,  and  still  be  equal  in  elastic  force  to  the  pressure  of  the 
atmosphere,  the  temperature  being  unaltered : hence  steam  generated  at  forty 
pounds  on  the  square  inch  was  expected  to  expand  to  forty  times  its  bulk,  and  yet 
be  equal  to  the  elastic  force  of  the  atmosphere.  But  it  is  a well-known  law  of  the 
expansion  of  fluids,  that  the  temperature  being  constant,  the  bulk  is  inversely  as 
the  pressure ; and  calling  the  pressure  of  the  atmosphere  fourteen  pounds,  we  have 
14  : 14+40  : : I : 4,  nearly.  Therefore  steam  generated  at  fifty-four  pounds  on 
the  square  inch,  or  forty  pounds  above  the  pressure  of  the  atmosphere,  would 
expand  only  to  four  instead  of  forty  times  its  volume.  (See  art.  120.)  And  though 
Woolfs  assertions  were  so  directly  opposed  to  the  laws  of  the  constitution  of  elastic 
fluids,  they  have  found  their  way  as  undoubted  experimental  truths  into  works 
which  ought  to  have  high  claims  to  respectability. 

The  employment  of  high  pressure  steam  to  act  expansively  by  means  of  a double 
cylinder,  gives  the  utmost  degree  of  power  in  the  most  equable  manner  and  with 
the  most  safety : hence  either  for  machinery  engines,  or  mine  engines,  it  seems 
the  most  economical  mode  of  obtaining  power.  I object  to  strong  steam  on  account 
of  its  danger,  but  my  readers  may  not  have  like  apprehensions.  Woolf s other 
patents  are  for  projects  of  little  if  any  value. 

58.  It  would  be  an  omission  to  pass  without  notice  the  exertions  made  by 
Oliver  Evans  about  this  period  to  get  into  use  the  high  pressure  steam  engine. 
His  scheme  for  employing  it  had  not  at  first  many  supporters,  and  he  had  some 
rivals.  His  engine  differs  little  from  that  of  Trevithick  and  Vivian  in  construction, 
but  from  a work  called  • The  Abortion  of  the  Young  Steam  Engineer’s  Guide,' 
it  appears,  that  the  expansive  force  of  the  steam  was  to  be  employed.  The  * Abor- 
tion’ is  a curious  work ; it  betrays  that  strange  mixture  of  absurd  speculation  and 
indistinct  perception  of  truth,  which  distinguishes  the  generality  of  enthusiastic 
projectors,  and  is  valuable  only  to  those  who  can  select  by  means  of  previous 
knowledge  or  experience.  A volcanic  steam  engine,  and  the  idea  of  employing 
the  force  of  solar  heat  by  means  of  a burning  glass  to  work  an  engine,  are  among 
his  projects. 

59.  The  claims  of  our  American  brethren  to  improvement,  and  to  judicious 
construction  and  application,  are  however  much  stronger  than  those  of  our  conti- 
nental neighbours ; and  of  American  claims  we  have  reason  to  speak  with  pride 
rather  than  with  other  feeling.  British  genius  and  industry  have  not  been  extin- 
guished by  transplanting  to  another  climate.  It  is  true  that  many  of  the 
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projects  they  have  yet  formed  are  rather  extravagant  than  novel,  being  seldom 
founded  on  the  sober  reasoning  of  science.  Time  will,  however,  check  this  evil, 
and  we  may  expect  them  to  hold  that  rank  in  the  New  World  which  Britain  has 
held  with  such  honour  for  some  centuries  in  the  older  portion.  The  chief  object 
of  their  engineers  has  been  to  render  steam  useful  in  navigation  ; and  considering 
the  importance  to  America  of  navigating  her  immense  rivers,  it  is  not  surprising 
that  the  application  of  the  power  of  Bteum  to  propelling  vessels  should  by  perse- 
vering efforts  have  been  first  carried  into  successful  practice  in  that  continent. 
This  was  achieved  through  the  activity  and  zeal  of  Mr.  Fulton,  who  appears 
evidently,  however,  to  have  derived  much  of  his  knowledge  of  the  subject  from  what 
was  done  in  Scotland.  The  first  American  steam  boat  that  completely  succeeded 
was  launched  at  New  York  on  the  3rd  of  October,  1807,  fitted  with  a steam 
engine  made  by  Boulton  and  Watt  for  Mr.  Fulton  in  1804  ; ' and  soon  afterwards 
this  vessel  plyed  between  that  city  and  Albany,  a distance  of  ICO  miles. 

60.  The  successful  introduction  of  steam  navigation  in  Britain  we  owe  to 
Mr.  Ilenrv  Bell,  who  in  1811  built  a steam  vessel  according  to  liis  own  plans, 
with  a forty  feet  keel,  and  ten  feet  six  inch  beam,  fitted  it  up  with  an  engine  and 
paddles,  and  called  it  the  Comet,  because  it  was  built  and  finished  the  same  year 
that  a large  comet  appeared. 

Since  that  time  the  progress  of  steam  navigation  has  been  exceedingly  rapid, 
and  has  had  a most  beneficial  influence  on  the  trade  of  the  country'. 

61.  An  almost  innumerable  quantity  of  schemes  for  improvements  on  the 
steam  engine  have  been  crowded  on  the  public  eye  within  the  last  ten  years ; but 
except  a few  for  improvements  in  construction,  of  small  importance,  there  has 
been  nothing  done  that  is  worthy  of  detaining  the  reader  to  notice,  towards  either 
the  improvement  of  the  engine,  or  of  the  mode  of  generating  steam,  so  as  to 
increase  the  power  of  a given  quantity  of  fuel. 

62.  Some  valuable  experiments  on  the  clastic  force,  bulk,  and  latent  heat  of 
steam,  made  by  Mr.  John  Southern  in  1803,  were  published  by  Mr.  Watt ; and 
the  experiments  of  Dr.  Ure  and  Mr.  P.  Taylor  on  the  elastic  force  of  steam  have 
led  to  a considerable  advance  in  theoretical  investigation.  The  improvements  in 
the  manufacture  of  steam  engines  have  also  been  important,  but  we  have  no 
reason  to  expect  any  material  increase  of  its  power ; it  seems  to  have  reached  its 
limit,  and  we  might  equally  hope  to  add  strength  to  a man  or  a horse.  New 
modes  of  applying  the  power  of  steam  may  be  devised,  and  new  objects  may  be 
found  to  which  it  may  be  applied  with  advantage ; and  its  theoretical  principles 
will  become  more  generally  and  more  perfectly  known. 

1 Fifth  Report  on  Holyhead  Roads’  Steam  Boats.  Mr.  Watt’s  letter,  p.  210. 
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It  may  also  be  found  that  the  vapour  of  some  other  substance  may  be  used  with 
advantage,  in  certain  cases,  instead  of  that  of  water;  of  this,  however,  there  is  not 
much  hope ; and  my  reasons  for  this  opinion  will  be  shown  in  treating  of  the 
properties  of  vapour,  (art.  1 15.)  Probably  some  other  source  of  power  will  be 
discovered  which  will  divert  the  attention  of  projectors,  and  the  only  one  in  nature 
which  appears  unemployed  by  man  seems  to  be  that  of  the  electric  fluid  ; how  far 
it  may  be  rendered  useful  is  a matter  of  curious  inquiry,  and  dangerous  in  propor- 
tion to  its  (tower  and  our  ignorance  of  its  nature. 

63.  Some  idea  of  the  rapid  progress  of  the  application  of  steam  power  may  be 
formed  front  the  circumstance,  that,  in  the  year  1789,  the  first  steam  engine  was 
erected  in  the  town  of  Manchester : before  that  time  the  manufactories  were 
dispersed  throughout  the  remotest  districts,  as  they  depended  chiefly  upon  falls  of 
water  for  (rawer,  the  more  expensive  one  of  animal  force  being  the  only  remaining 
expedient.  The  engines  of  Watt  produced  the  most  complete  revolution  in  this 
respect.  The  factories  were  transported  from  the  most  wild  and  inaccessible  places 
to  towns  and  cities,  and  furnished  with  the  means  of  uniting,  under  the  same  roof, 
the  various  branches  of  manufacture ; so  that  the  raw  material  is  now,  with 
astonishing  rapidity,  converted  into  the  most  perfect  cloth. 

In  Glasgow,  the  first  steam  engine  erected  for  spinning  cotton  was  put  up  in 
January,  1792,  by  Mr.  Robert  Muir,  at  Scott,  Stevenson  and  Co.’s  cotton  mill, 
near  Springfield.  This  was  seven  years  after  Boulton  and  Watt  put  up  their  first 
steam  engine  for  spinning  cotton  in  Messrs.  Robinsons’  mills,  at  Papplewick,  in 
Nottinghamshire. 

In  the  year  1812  (January  18)  Mr.  Henry  Bell,  of  Helensburgh,  completed  his 
vessel,  the  Comet,  of  thirty  tons’  burthen,  with  a steam  engine  of  three  horse  (rawer, 
and  launched  her  on  the  Clyde,  at  Glasgow.  This  was  the  first  vessel  successfully 
propelled  by  steam  in  Europe. 

The  number  of  steam  engines  in  Glasgow  and  its  neighbourhood  in  1825,  as 
collected  by  Dr.  Cleland,  is 


In  manufactories 

Number  of  Engiiw*. 

176 

Horve  power. 

2970 

In  collieries 

58 

1411 

In  stone  quarries 

_ 7 

39 

In  steam  boats  - 

68 

1926 

In  Clyde  iron  works 

1 

60 

Total  310 

The  average  horses’  power  of  the  engines 

6406 

is  201. 
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The  steam  engines  in  Great  Britain  and  Ireland,  employed  in  the  year  1817  in 
the  manufacture  of  cotton  yam,  amounted  to  more  than  20,000  horses’  power ; and 
such  has  been  tire  advantages  resulting  from  the  application  of  machinery,  that  one 
person  can  produce  more  yam  in  a given  time,  than  200  could  have  produced 
about  sixty  years  ago. 

lu  tlie  iron,  woollen,  and  flax  manufactures,  the  beneficial  effects  from  employing 
the  steam  engine  have  been  equally  important. 

The  total  extent  to  which  steam  power  is  applied  in  Great  Britain  was  estimated 
by  Baron  Dupin,  in  1825,  to  be  equivalent  to  the  power  of  320,000  horses  in  con- 
stant action ; and  up  to  the  present  time  it  has  prodigiously  increased,  indepen- 
dently of  our  rapidly  extending  railways.  To  this  immense  command  of  power  our 
country  owes  much  of  its  commercial  prosperity,  besides  a vast  addition  to  the 
comforts  aud  conveniences  of  life. 

The  increased  employment  of  steam  has  however  in  no  instance  been  so  great 
as  in  its  application  to  navigation  in  Britain.  A solitary  steam  boat  navigated  the 
Clyde  in  1812;  in  1825,  fifty-one  steam  boats  plyed  on  that  river:  and  from  the 
first  successful  trial  in  1812,  up  to  1822,  the  number  of  steam  vessels  in  Britain 
increased  to  about  140,  with  a power  equivalent  to  the  exertion  of  4700  horses, 
and  a tonnage  of  16,000  tons.’ 

64.  In  concluding  this  historical  sketch,  it  is  of  some  importance  to  remark, 
that  the  whole  tends  to  prove  that  the  steam  engine,  in  the  highest  state  of  perfec- 
tion it  has  yet  attained,  is  entirely  of  British  origin.  The  remark  extends  to  the 
discovery  of  physical,  principles,  as  well  as  of  mechanical  combinations.  No  new 
principle,  no  new  combination  of  principles,  has  yet  been  derived  from  a foreign 
source ; the  most  perfect  of  foreign  steam  engines  being  professedly  copied  from 
British  ones,  and  not  unfrequently  manufactured  by  British  workmen. 

1 From  tlie  establishment  of  Boulton  and  Watt  alone,  since  1814,  a power  has  been  sent  forth 
for  propelling  steam  vessels  amounting  to  9143  horses,  and  employing  a tonnage  of  27,400  tons. 
This,  and  the  streams  of  power  emanating  from  other  factories,  for  the  sonic  exclusive  purpose, 
is  immense.  It  cannot  tie  doubted  that  steam  navigation  will  bo  highly  productive  of  benefit  to 
all  civilised  countries,  and  will  contribute  even  to  the  cultivation  and  advancement  of  civilisa- 
tion itself : there  is  no  portion  of  the  habitable  globe,  however  remote,  which  may  not  in  the 
course  of  time  derive  advantage  from  the  creations  of  Walls  genius. 
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OF  THE  NATURE  AND  PROPERTIES  OF  STEAM,  ITS  ELASTIC  FORCE, 
EXPANSIVE  FORCE,  AND  POWER  OF  MOTION. 


Art.  65.  Natural  bodies  exist  in  three  states ; the  solid,  the  liquid,  and  the 
gaseous.  The  state  of  many  of  them  may  be  changed  : thus,  water  may  be  in  the 
solid  state  as  ice,  in  the  liquid  as  water,  in  the  gaseous  as  steam,  and  these 
changes  take  place  only  under  particular  degrees  of  heat  and  pressure ; but  there 
are  some  gaseous  bodies  which  cannot  be  reduced  to  the  liquid  form  by  the  means 
we  at  this  time  are  acquainted  with  ; though  there  has  been  so  much  accomplished 
as  to  render  it  tolerably  certain,  that  all  the  gases  known  would  be  reduced  to 
liquids,  were  they  exposed  to  sufficient  pressure  and  reduction  of  temperature. 

66.  Those  gases  which  are  not  changed  into  liquids  by  the  ordinary'  changes 
of  temperature  and  pressure,  are  called  permanent  gases. 

The  gases  which  condense  into  liquids  by  the  common  changes  of  temperature 
and  pressure,  are  called  vapours,  or  steams  : wc  shall  use  the  term  * steam'  in 
preference  to  ‘vapour.’ 

67.  Heat,  free  and  uncombined,  is  diffused  through  all  bodies  in  nature, 
whether  they  be  in  the  state  of  solids,  liquids,  or  gases ; and  it  constantly  tends  to 
an  equilibrium  ; so  that,  when  by  any  means  it  is  accumulated  in  particular  sub- 
stances, a portion  is  quickly  given  off  to  the  surrounding  bodies,  so  as  to  bring  the 
whole  to  one  common  temperature.  On  the  other  hand,  where  bodies  have  been 
deprived  of  a portion  of  it,  heat  is  given  off  to  them  by,  or  heat  passes  to  them 
from,  the  surrounding  bodies,  to  restore  the  equilibrium. 

68.  When  there  is  an  equilibrium  of  heat,  or  the  adjoining  bodies  are  of  the 
same  temperature,  if  it  be  destroyed  by  the  introduction  of  a fresh  quantity  of  heat, 
different  bodies  will  be  found  to  absorb  different  quantities  of  the  new  portion  of 
heat  in  restoring  the  equilibrium.  The  peculiar  quantity  which  each  body  absorbs 
under  the  some  circumstances,  is  denominated  the  specific  heat  of  that  body.  In 
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comparing  the  specific  heats  of  bodies,  that  of  water  at  60“  is  considered  to  lie 
unity,  and  therefore  becomes  a measure  of  all  the  rest.1 

69.  The  property  of  bodies  to  hold  different  quantities  of  heat  at  the  same 
temperature,  is  sometimes  called  capacity  for  heat  ; but  this  term  should  be  applied 
only  to  the  whole  quantity  of  heat  in  a body,  otherwise  it  becomes  the  same  as 
specific  heat.  Hence,  when  I speak  of  the  capacity  of  a body  for  heat,  it  must  be 
understood  as  applied  to  the  whole  quantity  of  heat  the  body  contains. 

70.  The  dimensions  of  bodies  are  enlarged  when  heat  is  poured  into  them, 
and  they  contract  when  it  is  taken  from  them : and  the  natural  consequence  of 
bodies  absorbing  different  quantities  of  heat  to  cause  an  equal  change  of  tempera- 
ture, is,  that  they  do  not  all  expand  nor  contract  alike  by  the  change. 

The  incontrovertible  fact,  that  different  substances  have  different  capacities  for 
heat,  being  established,  another  necessarily  presents  itself,  which,  though  it  could 
not  possibly  escape  observation,  has  seldom  been  properly  applied : it  is,  that  in 
every  chemical  change  we  effect,  we  are  altering  the  capacities  of  bodies  for  heat, 
and,  consequently,  deranging  the  equilibrium  of  heat ; for  the  products  differ  in 
their  capacity  from  the  ingredients. 

71.  By  the  mere  addition  of  heat  many  solids  assume  the  form  of  liquids,  and 
liquids  the  gaseous  state.  On  the  other  hand,  gases,  by  an  abstraction  of  heat, 
become  liquids,  and  liquids  solids.  But  even  this  change  of  state  is  accompanied 
by  a change  of  capacity.  The  capacity  of  steam  for  heat  is  greater  than  that  of 
water;  for  steam  requires  an  additional  quantity  of  heat;  and  that  heat  which  is 
required  to  expand  the  particles  of  a liquid  to  the  distance  they  are  apart  in  the 
state  of  steam,  docs  not  affect  the  thermometer ; that  is,  when  a given  quantity  of 
water,  after  being  heated  to  212*.  is  converted  into  steam  of  the  same  temperature, 
the  heat  necessary  to  produce  the  entire  change,  from  water  to  steam,  would  raise 
the  temperature  of  nearly  six  times  as  much  water  from  the  mean  temperature 
to  212“. 

72.  The  heat  absorbed  by  steam  or  vapour  during  its  formation,  is  called 
latent  heat  i it  is,  however,  a term  which  conveys  a false  notion  of  the  state  of  heat 
in  bodies  ; for  the  heat  is  not  latent,  it  is  simply  a difference  of  quantity,  and  not 
of  quality ; and  some  term  that  would  convey  a more  accurate  idea  of  the  pheno- 
mena would  be  better. 

i The  specific  best  of  a holly  is  the  quantity  of  heat  requisite  to  change  its  temperature  any 
stated  number  of  degrees,  compared  with  that  which  would  produce  the  same  effect  ou  water  at 
00°  ; and  it  is  therefore  expressed  by  the  fraction 

quantity  of  bent  to  change  the  temperatnre  by  any  given  amount,  say  1 
quantity  of  heat  to  change  an  equal  weight  of  water  at  Otb*  by  the  same  amount. 

An  equal  volume  of  water  may  be  taken  instead  of  an  equal  weight.  In  any  case,  therefore,  it  is 
necessary  to  understand  whether  the  term  ‘ specific  heat  ’ is  applied  to  volumes  or  weights. 
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73.  The  heat  combined  or  disengaged  by  a change  of  the  state  of  a 
body,  called  latent  heat,  is  measured  in  the  same  manner  as  specific  heat ; that  is, 
by  means  of  the  quantity  of  heat  necessary  to  raise  the  temperature  of  water 
one  degree  at  60'. 

It  was  the  eminent  Dr.  Black  who  first  discovered  (in  1762)  that  a change  of 
state  in  natural  bodies  requires  a certain  addition  or  diminution  of  heat ; and  that 
the  quantity  is  different  for  different  bodies,  and  also  different  according  to  the 
nature  of  the  change.  The  importance  of  this  discovery  to  general  science  is  great, 
and  its  finest  practical  application  is  to  the  principles  of  the  steam  engine. 

74.  The  additional  heat  in  the  vapour  or  steam  of  any  liquid  is  not  very 
easily  determined  ; but  since  the  discovery  of  Dr.  Black,  experiments  have  been 
made  by  several  philosophers,  distinguished  for  their  accuracy  and  skill  in  such 
delicate  researches.  The  method  adopted  by  Dr.  Black  is  simple  and  easily  tried, 
but  not  accurate.  Wien  a vessel  containing  water  is  placed  on  a fire,  the  water 
gradually  becomes  hotter  till  its  temperature  reaches  212”,  but  after  that  its  tempe- 
rature does  not  increase.  The  water  is  flying  off  in  steam,  and  the  heat  not  raising 
the  temperature  higher,  as  we  know  it  would  do  if  the  vessel  were  closed,  we 
must  conclude,  that  the  heat  which  would  be  communicated  to  the  water  in  a 
close  vessel  combines  with  the  steam  in  an  open  one,  and  yet  does  not  increase  the 
temperature  of  that  steam  to  more  than  that  of  boiling  water.  To  ascertain  the 
quantity  of  heat  which  is  combined  with  steam.  Dr.  Black  put  some  water  in  a tin 
plate  vessel  upon  a red  hot  iron.  The  water  was  of  the  temperature  50”;  in  four 
minutes  it  began  to  boil,  and  in  twenty  minutes  it  was  all  boiled  off.  During  the 
first  four  minutes  it  had  received  162'’  or  40£”  per  minute.  If  we  suppose  that  it 
received  as  much  per  minute  during  the  whole  process  of  boiling,  the  heat  which 
entered  into  the  water  and  converted  it  into  steam  would  amount  to  40^”  * 20  = 
610°.  This  810  degrees  of  heat  is  not  indicated  by  the  thermometer,  for  the  tem- 
perature of  steam  is  only  212”;  therefore  Dr.  Black  called  it  latent  heat. 1 But  (lie 
result  is  obviously  inaccurate,  because  steam  is  formed  during  the  heating  of  the 
water  to  the  boiling  point,  and  the  vessel  is  losing  heat  from  its  surfaces  in  un- 
equal quantities ; and  the  effect  of  the  fire  is  also  unequal,  being  less  as  the  heat  of 
the  water  increases. 

75.  The  heat  required  to  form  steam  may  be  more  accurately  determined  by 
condensing  the  steam  by  a cold  fluid,  and  the  heat  communicated  to  the  fluid  by 
a given  weight  of  steam  gives  the  additional  quantity  of  heat  contained  in  the 
steam.  Mr.  Watt  made  various  trials  in  this  manner  in  1781,  and  those  on  which 
he  placed  the  most  reliance  gave  950°  for  the  additional  heat  in  the  steam  of 

1 Dr,  Thomson’s  System  of  Chemistry,  vol.  i.  p.  101. 
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water. 1 Count  Rumford,  Mr.  Southern,  and  Dr.  Urc  also  made  experiments  on 
this  principle.  * 

Also  water  may  be  heated  in  Papin's  digester  to  400®  without  boiling ; because 
the  steam  is  forcibly  compressed,  and  prevented  from  making  its  escape.  If  when 
heated  to  400®  the  mouth  of  the  vessel  be  suddenly  opened,  part  of  the  water 
rushes  out  in  the  form  of  steam,  but  the  greater  part  still  remains  in  the  form  of 
water,  and  its  temperature  instantly  sinks  to  212°;  consequently,  188°  of  heat 
have  suddenly  disappeared.  This  heat,  must  have  been  carried  off  by  the  steam. 
Now  as  about  one-fifth  of  the  water  is  converted  into  steam,  that  steam  must  con- 

1 Watt’s  Notes  on  Robison’s  Mech.  Phil.  vol.  ii.  p.  7. 

1 Tliis  mode  of  conducting  the  experiment  has  sometimes  led  to  erroneous  results,  through  a 
want  of  attention  to  the  mode  of  calculation.  The  quantity  of  heat  being  measured  by  the  specific 
heat  of  water,  let 

W be  the  weight  of  water  used  to  condense  the  steam  ; 

/,  its  temperature  after  the  steam  has  been  condensed  in  it ; 

the  quantity  its  temperature  is  raised ; 
w,  the  weight  of  steam  ; 

$y  its  specific  heat  when  condensed ; 
and  x the  whole  heat  required  for  its  formation  into  steam. 

Then  the  heat  communicated  to  the  water  by  the  steam,  is  as  its  weight  multiplied  by  the  rise 
of  temperature,  or  W t . 

The  condensed  steam  has  the  temperature  t after  the  operation  ; and  as  its  whole  heat  was  x to 
before  condensation,  it  must  be  f i w after.  Therefore 
W t = x w — t $ *r, 

W z' 

or + / a = x die  measure  of  the  heat  that  will  form  the  weight 

v 

of  steam  r. 

If  T be  the  temperature  of  the  steam  before  condensation,  and  » its  specific  heat ; then 
W /' 

•+-  t » — T »'  = the  heat  of  conversion  into  steam ; 

K> 

and  it  appears  from  experiment  to  be  nearly  a constant  quantity  for  the  same  liquid. 

But  it  is  usual  to  suppose  the  spucific  heat  of  equal  weights  of  the  steam  and  die  liquid  which 
forms  it  to  be  tbc  same,  and  then 
W t 

— * (T  — t)  = the  heat  of  conversion. 

10 

And  for  water  where  i=l,  it  becomes 
\V  / 

+ t — T = the  hoat  of  conversion. 

w 

Hence  wo  have  this  rule  : Multiply  the  weight  of  the  water  used  to  condense  the  Bteam  by  the 
increase  of  its  temperature,  and  divide  the  product  by  the  weight  of  the  condensed  steam.  The 
quotient  will  express  the  qqpntity  of  heat  evolved  from  the  steam,  and  by  adding  to  it  the  tempi** 
nature  after  condensation,  the  sum  will  express  the  total  amount  of  heat ; from  which,  deducting  the 
temperature  of  the  steam  before  condensation,  there  will  remain  the  quantity  of  heat  due  to  the 
conversion  into  steam. 
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lain  not  only  its  own  188*.  but  also  the  188°  lost  by  each  of  the  other  four  parts; 
that  is  to  say,  it  must  contain  188°  x 5,  or  about  940°  of  heat. 

76.  The  experiments  of  Dr.  Black  are  not  greatly  different  from  the  result 
obtained  by  Schmidt,  for  the  latter  found  the  heat  of  steam  to  be  5-33  times  the 
heat  which  is  required  to  boil  water  of  the  temperature  32°,  the  barometer  being 
at  29'84  inches. 1 This  is  the  best  mode  of  expressing  the  heat,  for  there  is  reason 
to  believe  that  the  specific  heat  of  water  is  not  the  same  for  every  rise  of  tempe- 
rature. But  to  reduce  it  to  the  usual  measure  in  degrees,  there  are  180°  between 
the  boiling  and  freezing  point,  hence  180x5'33=95.9°'4  for  the  additional  heat  of 
steam. 

77.  Mr.  Southern,  and  Mr.  W.  Creighton  in  1803,  made  some  experiments 
by  condensing  steam  with  a considerable  degree  of  care ; the  steam  being  gene- 
rated at  different  temperatures  and  pressures.  The  pressure,  temperature,  heat  of 
formation,  and  bulk  of  the  steam,  from  a cubic  inch  of  water,  are  shown  in  the 
following  table : 


Prms'irr  in  inchm 
of  mercury. 

Temperature. 

Heat  required  to 
form  the  (team. 

Built  of  steam 
from  one  cubic 
inch  of  water 
at  60* 

Bulk  calculated  1 
from  the  firs?  ex- 
periment. r 

40 

220° 

1157° 

I20M 

HO 

270 

1244 

588 

G35 

295 

1256 

404 

427 

If  from  the  whole  heat  we  deduct  the  difference  of  temperature,  we  have  1 157“, 
1203",  and  1190°;  whence  it  appears  that  the  heat  to  form  steam  is  nearly  a 
constant  quantity  when  the  temperature  is  the  same,  being  independent  of  the 
density. 

Therefore  the  meet  convenient  mode  of  expressing  the  quantity  of  heat  is  that 
adopted  by  Mr.  Southern,  which  consists  in  ascertaining  the  constant  quantity  of 
heat  required  to  be  added  to  the  actual  temperature  of  the  steam  to  give  the  whole 
heat  necessary  to  form  it.  This  quantity  is 

1157-229=928°;  1244-270=974°;  and  1256-295=961”;  and  the  mean 
is  954°. 

In  another  set  of  experiments,  made  under  the  same  pressures  and  tempera- 
tures, the  quantities  of  heat  required  in  addition  to  the  temperature  were  942°,  942“ 
and  950°,  * the  mean  being  nearly  945°,  and  the  mean  of  both  seta  949°.  In  this 
set  of  experiments  an  allowance  was  made  for  the  heat  communicated  to  the 
vessel ; in  the  former  set  none  was  made. 

1 Nicholson's  Philosophical  Journal,  vol.  v.  p.  208.  octavo  Bcries. 

* Robison'*  Meehan.  Phil.  vol.  ii.  p.  ICO— 100. 
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These  experiments  are  valuable,  because  they  afford  a proof  that  the  additional 
heat  required  for  steam  is  either  accurately  or  nearly  a constant  quantity. ' 

78.  And  they  also  show  that  the  bulk  or  volume  of  steam  is  inversely  as  the 
pressure,  when  the  temperature  is  not  altered.  For  as  80  : 40  : : 1208  : G04,  which 
added  to  the  expansion  would  l>e  635,  nearly ; and  120  : 40  : : 1208  : 402,  and 
adding  the  expansion  it  is  427,  nearly ; and  conversely  the  density  is  directly 
as  the  pressure ; the  experiments  being  quite  as  near  as  could  be  expected  in  so 
extremely  delicate  an  operation. 

70.  Count  Rumford  obtained  a higher  result ; and  from  liis  known  skill  in 
such  inquiries,  much  confidence  may  be  placed  in  his  experiments.  The  heat 
was  measured  by  means  of  the  temperature  communicated  to  a copper  vessel 
filled  with  water,  which  he  called  his  calorimeter.  Within  this  calorimeter  a thin 
serpentine  pipe  of  copper  contained  the  steam  to  be  condensed j hence  the  fluids 
did  not  mix  together,  and  loss  by  the  escape  of  vapour  was  prevented. 

The  water  which  the  calorimeter  contained  was  of  a lower  temperature  than  that 
of  the  room  by  5°  or  6“ ; and  when  the  thermometer  of  the  calorimeter  announced 
an  augmentation  of  temperature  of  10*  or  12“,  an  end  was  put  to  the  experiment. 

The  water  produced  by  the  condensation  of  the  vapour  in  the  serpentine  was 
carefully  weighed,  and  from  its  quantity,  as  well  as  from  the  heat  communicated 
to  the  calorimeter,  the  heat  developed  by  the  vapour  in  its  condensation  was  deter- 
mined. 

As  a small  part  of  the  heat  communicated  to  the  calorimeter  was  produced 
from  the  cooling  of  the  water,  condensed  in  the  serpentine  pipe  after  the  vapour 
had  been  changed  into  w-ater,  an  account  was  kept  of  this  heat.  It  was  supposed 
that  the  water  at  the  moment  of  condensation  was  at  the  temperature  of  212*, 
being  that  of  trailing  water ; and  it  was  determined  by  calculation,  what  part  of 
the  heat  communicated  to  the  calorimeter  must  have  been  owing  to  the  boiling 
water. 

In  making  this  calculation.  Count  Rumford  remarks,  no  “ account  was  taken  of 
the  difference  in  the  capacity  of  water  for  heat,  which  depends  on  its  temperature : 
this  is  but  imperfectly  known  ; and  besides,  the  correction  which  would  have  been 
the  result  could  not  but  have  been  very  small.” 

The  following  are  the  details  and  results  of  two  experiments  made  on  the  21st 
of  January,  1812.  The  duration  of  each  of  the  two  experiments  was  from  ten  to 
eleven  minutes.  The  water  had  been  boiled  for  some  time  to  drive  out  the  air 
which  it  contained,  before  the  steam  was  directed  into  the  serpentine  pipe  of  the 
calorimeter. 


* M.  Despretz,  Ann.  tie  Chim.  et  de  Phvs.  xxiv.  329.  makes  it  955c-8. 
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Temperature  of 
the  room. 

State  of  the  calorimeter,  equal  in  apecific  heat  to 
42909  grain*  of  water. 

1 

1 

Temperature  at 
the  beginning. 

Temperature  at 
the  rod. 

Elevation  of  it* 
temperature. 

Quantity  of  va- 
pour condensed 
Into  water. 

Heat  of  conver- 
sion of  the  water 
into  vapour 
in  degrees. 

61° 

55]° 

57 

(574° 

87] 

14)° 

1*1 

Grains. 

457 

377 

Mean 

1029-3 

1052-3 

- 1040-8' 

The  result  of  the  second  experiment  being  compared  by  our  formula,  (note  to 
art.  75,)  we  have 

4iS0-r?7  10*+  ,i7^  = 

from  whence,  deducting  2 12”  on  the  supposition  that  the  specific  heat  of  steam  is 
equal  to  that  of  water,  we  have  1050“-5  for  the  constant  quantity  of  heat  for  con- 
version into  steam.  The  very  small  difference  between  this  and  Count  Romford's 
result,  arises  from  the  fractions  neglected  in  reducing  the  French  to  English  weights. 

80.  Count  Rumford  also  made  experiments  on  the  quantity  of  heat  developed 
in  the  condensation  of  the  vapour  of  alcohol : the  results  of  these  experiments  were 
less  regular  than  those  of  the  experiments  made  with  water,  as  might  have  been 
expected,  but  they  were  nevertheless  sufficiently  uniform  to  give  the  quantity  of 
heat  with  considerable  certainty. 

The  vapour  which  is  extricated  from  spirit  of  wine,  when  boiled,  varies  a little 
with  the  intensity  of  the  fire  used  in  boiling  it ; lie  took  care  therefore  to  note  the 
time  which  was  taken  in  every  experiment,  in  order  to  be  able  to  judge,  bv  com- 
paring the  quantity  of  vapour  condensed  with  the  time  employed  to  form  it,  of 
the  intensity  of  the  heat  employed  to  boil  the  liquid.  In  the  following  table  will 
be  found  the  details  and  results  of  five  experiments  made  on  the  same  day, 
(January  21,  1812,)  with  alcohol  of  different  degrees  of  strength.  The  specific  heat 
of  the  calorimeter  and  the  water  it  contained,  was  always  equal  to  that  of  42.900 
grains  of  water ; and  the  thermometer  employed  was  that  of  Fahrenheit. 


State  of  the  calorimeter. 

Specific  gra- 
vity of  the 
alcohol  etc- 
|4oytd. 

Time  em- 
ployed in  the 
experiment. 

Temperature 
of  the  apart- 
ment- 

Temperature 
at  the  begin- 
ning. 

Temperature 
at  the  end. 

Elevation  of 
it*  tempera- 
ture. 

Quantity  of 
alcoboJ  con- 
driioed  in  the 
calorimeter. 

Heat  of  con- 
version of  the 
liquid  into 
va|K>ur. 

81703 

44  min. 

61° 

06’ 

i<H° 

Grain* 

875 

470-92 

84714 

8 — 

m 

55} 

65} 

in 

755 

50003 

85342 

7 — 

at 

54] 

084 

14J 

107!) 

408-54 

85342 

5 — 

<n 

5ti 

00} 

10  J 

005 

47<i  83 

8534*2 

<i  - 

04 

57 

71] 

14} 

1102 

4DJH55 



^ 

Mean 

401  13 

1 Philosophical  Mag.  vol.  xliii.  p.  G5. 
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Ou  determining,  by  calculation,  the  quantity  of  water  which  may  be  heated 
one  degree,  by  the  heat  developed  in  the  condensation  of  the  vapour,  he  took  care 
to  keep  an  account  of  the  difference  of  the  capacity  of  water  for  heat  from  that  of 
alcohol. 1 

The  result  of  Count  Rumford’s  calculation  is  nearly  the  same  as  by  the  formula, 
(art.  75,  note,)  when  we  assume  the  specific  heat  of  the  alcohol  vapour  and  liquid 
to  be  the  same,  and  equal  to  58.  Thus  from  the  second  experiment 


4-KXK)  X 10 

755 — 


+ (-58  x 65-5)  = 000  -3, 


from  whence,  deducting  173  x -58  for  the  heat  due  to  the  temperature  of  the 
vapour,  we  have  00(5°  nearly,  for  the  heat  of  conversion  from  liquid  to  vapour. 
The  Count’s  number  is  500-03. 

Count  Rumford  also  ascertained  that  the  vapour  of  sulphuric  ether  afforded 
only  about  half  the  heat  in  condensation  that  alcohol  afforded,  or  one-fourth  of 
the  heat  furnished  by  condensing  the  steam  of  water. 

81.  Important  as  a knowledge  of  the  heat  of  conversion  into  vapour  is,  it  was 
not  further  investigated  till  1817,  when  I)r.  Ure  made  a few  experiments  on  diffe- 
rent bodies.'  His  mode  of  experiment  was  exceedingly  simple.  The  apparatus 
consisted  of  a glass  retort  of  very  small  dimensions,  with  a short  neck,  inserted 
into  a globular  receiver,  of  very  thin  glass,  about  three  inches  in  diameter.  The 
glass  was  fixed  steadily  in  the  centre  of  32340  grains  of  water,  at  a known  tempe- 
rature, contained  in  a glass  basin.  Of  the  liquid,  whose  vapour  was  to  be 
examined,  200  grains  were  introduced  into  the  retort,  and  rapidly  distilled  into  the 
globe  by  the  heat  of  an  Argand  lamp.  The  temperature  of  the  air  was  45°,  that 
of  the  water  in  the  basin  from  42”  to  43° ; and  the  rise  of  temperature  occasioned 
by  the  condensation  of  the  vapour  never  exceeded  that  of  the  air  by  four  degrees. 
As  the  communication  of  heat  is  very  slow  between  bodies  which  differ  little  in 
temperature,  the  air  could  exercise  no  perceptible  influence  on  the  water  in  the 
basin  during  the  experiment,  which  was  always  completed  in  five  or  six  minutes. 
A thermometer  of  great  delicacy  was  continually  moved  through  the  water,  and  its 
indications  were  read  off,  by  the  aid  of  a lens,  to  small  fractions  of  a degree. 

The  distillation  was  rapidly  performed ; and  we  are  assured  by  Dr.  Ure,  that  in 
the  numerous  repetitions  of  the  same  experiment,  the  accordances  were  excellent. 
The  following  table  gives  the  mean  result,  the  last  column  being  calculated  by  the 
formula,  (of  note  to  art.  75.) 


> Philosophical  Miu.-  vol.  xliii.  p.  07. 


* Philosophical  Transactions  for  1818. 
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Liquid. 

Specific 

F*Utjr. 

Tempera  tan 
At  the 

beginning. 

r of  the  water 
At  the  end. 

n the  basin. 
Difference. 

Boiling  paint. 

Hwt  of  coo-  , 
vernon  into  | 
vapour. 

Water 

101)0 

42° -5 

40°  • 

tr-5 

212’ 

942  * 

Alcohol 

0825 

42 

45* 

3 

175 

425*5 

Sulphuric  ether 

0-7 

42* 

44 

2- 

112 

302 'G 

Oil  of  turpentine 

0*908 

42 

48*5 

1-5 

310 

140-0 

Petroleum 

0*75 

42  5 

44 

1-5 

aoo 

1804) 

Nitric  acid 

1-494 

42- 

45-5 

35 

165 

517-0  1 

Ammonia 

0078 

42- 

47*5 

O’U 

140 

8400  1 

Vinegar 

1-007 

425 

48*5 

6 

870-0 

The  quantity  of  water  of  which  the  specific  heat  would  lie  equivalent  to  the 
heat  absorbed  by  the  vessels.  Dr.  Ure  has  not  given ; but  in  assuming  it  to  be 
about  1660  grains,  we  shall  be  not  far  distant  from  the  truth.  Hence  we  have 
32340+1660=34000  for  the  water  equivalent  to  the  specific  heat  of  the  cooling 
apparatus  ; and  by  the  formula,  (art.  75,  note) 

3-42(y  ^-?j  +49-212  = 942°,  for  water. 

200 

And  *$9*2*  3 + -05  (175-45)  = 425°-5,  for  alcohol. 

200 


The  others  being  calculated  in  the  same  manner,  afford  the  results  in  the  last 
column,  taking  the  specific  heat  from  the  usual  tables.  Through  an  oversight  in 
calculation,  Dr.  lire’s  numbers  in  the  ‘ Philosophical  Transactions’  are  erroneous. 

82.  A further  correction  might  he  applied  for  the  quantity  of  steam  remaining 
in  the  retort,  and  the  loss  of  heat  in  the  operation.  Dr.  Ure  has,  in  a recent  cor- 
rection for  loss  of  heat,  made  the  heat  of  conversion  of  water  into  steam  1000 ; and 
under  the  impression  that  Count  Rumford’s  are  the  most  accurate  experiments  on 
the  subject,  1 am  inclined  to  think  this  number  about  right.  If  for  these  sources 
of  loss  we  make  a further  allowance  in  Dr.  Urc's  experiments  of  the  specific  heat  of 
2000  grains  of  water,  we  shall  have 


30000x8-5 

■200 


+49-212 


1007- ; 


aud  correcting  the  rest  of  the  numliers  in  this  manner,  the  following  are  obtained.' 


Liquid. 

Kqoal 

weight*. 

Equal 

volume*. 

Liquid- 

Equal 

weight*. 

Ks=l 

volume*. 

Water  into  steam 

1007° 

1007° 

Petroleum  into  vapour 

165° 

124“ 

Alcohol  into  vapour 

455*5 

375 

Nitric  acid  into  vapour 

552 

830 

Sulphuric  ether  into  vapour 

322-8 

227 

Ammonia  into  vapour 

895 

875  j 

^ Oil  of  turpentine  into  vupour 

161  *0 

143 

Vinegar  into  vapour 

930 

938 

1 Ure's  Dictionary  of  Chemistry,  an.  Caloric. 
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Having  followed  through  the  best  information  hitherto  laid  before  the  public,  on 
the  heat  required  to  produce  steam,  our  next  object  must  be  to  convert  it  into  a 
form  more  directly  useful  for  our  purpose  ; for  the  quantity  of  heat  which  converts 
a liquid  into  vapour,  requires  the  additional  facta  of  the  volume  of  the  vapour, 
and  its  clastic  force,  to  render  it  valuable. 

Of  the  Elastic  Force  of  Steam. 

83.  To  obtain  a rule  for  determining  the  force  of  steam  at  any  temperature,  or 

the  temperature  corresponding  to  any  given  force,  we  must  have  recourse  to  a rule 
found  by  trial  from  the  best  experiments : it  is  not  a satisfactory  method,  but  we 
have  no  other  means  of  arriving  at  a rule  in  a case  where  the  real  causes  of  vari- 
ation are  not  understood.  We  still,  however,  may  gain  some  assistance,  from  pre- 
vious reasoning,  in  forming  our  conclusions.  In  the  first  place,  the  index  of  the 
power  representing  the  law  of  variation  must  lie  of  such  a simple  kind  as  to  render 
it  probable  that  it  is  the  true  one.  Hence  the  index  513  employed  by  Mr. 

Southern  1 is  not  likely  to  represent  the  law  of  nature : Mr.  Creighton's  index  G,' 
or  Dr.  Young’s,  which  is  7,1  are  either  of  them  more  likely  to  be  accurate.  The 
true  equation  may  lie  very  complex,  but  this  is  not  probable,  and  while  we  arc 
ignorant  of  its  nature,  and  can  represent  the  results  sufficiently  near  for  practical 
use,  by  one  index,  it  is  best  to  adopt  the  simplest  form,  and  particularly  when  it  is 
equally  as  likely  to  be  the  true  one  as  one  of  a more  complex  kind.  In  any 
attempt  to  find  the  index  by  the  usual  method  of  differences,  the  errors  of  expe- 
riment will  have  too  great  an  influence. 

84.  Secondly.  It  appears  probable  that  there  is  a degree  of  cold  at  which 
steam  cannot  exist ; * and  this  must  he  the  case  when  it  is  condensed  by  cold,  till 
the  cohesive  attraction  of  the  particles  exceeds  the  repellent  force  of  the  caloric 
interposed  between  them  ; and  the  change  from  an  elastic  fluid  to  a solid  may  then 
take  place  without  the  intermediate  stage  of  liquidity.  This  physical  circumstance 
enables  us  to  fix  another  element  in  the  calculation ; for  there  must  be  a tem- 
perature when  the  force  is  nothing. 

85.  Thirdly.  The  greatest  possible  force  of  steam  must  next  he  considered  ; 
for  wc  arc  certain  that  our  formula  must  be  in  error  if  it  exceeds  that  limit. 
Suppose  a given  quantity  of  water,  a cubic  inch  for  example,  to  be  confined  in  a 

■ Robison's  Mechanical  Phil.  vnl.  ii.  p.  172.  * Phil.  Mag.  ml.  liii.  p.  26G. 

5 Natural  Phil.  vol.  ii.  p.  400. 

4 An  interesting  paper  on  this  subject  by  Mr.  Faraday  renders  it  equally  so,  and  shows  that 
the  limit  is  different  for  different  vapours  : my  formula  had  led  me  to  the  same  conclusion ; 
hence  it  has  another  property,  justified  by  experience.  See  Phil.  Mag.  vol.  lxviii.  p.  344. 


Digitized  by  Google 


SECT.  II.] 


PROPERTIES  OF  STEAM. 


37 


close  vessel  which  it  exactly  fills ; and  that  in  this  state  it  is  exposed  to  a high  tem- 
perature. Then,  as  the  bulk  when  expanded  is  to  the  quantity  the  bulk  is  increased 
by  expansion,  without  change  of  state,  so  is  the  modulus  of  elasticity  of  water  of 
that  temperature  to  the  force  of  steam  of  the  same  density  as  water.  If  our  rule 
therefore  gives  steam  a greater  force  than  this  at  the  same  density  and  temperature, 
it  must  be  erroneous.  With  these  limitations  we  must  in  a considerable  degree  be 
guarded  against  error,  and  the  method  followed  is  next  to  be  explained. 

86.  Let  f be  the  elastic  force  of  steam,  in  inches  of  mercury,  and  t the  cor- 
responding temperature  ; and  let  a be  the  temperature  at  which  the  expansive  force 
is  0.  Consider  f the  abscissa,  and  t—a  the  ordinate  of  a curve,  of  which  the 
equation  is  Af  = (t—a)*,  whence  the  coefficient 

a = <'=-•!: . 


Let  the  abscissa  increase  to  f,  and  the  ordinate  to  (—a  ; then 

ft— )*  _ <f— )*  . or  Iny./  — log  / _ , 

/ /'  ’ log.  ((— a)  — log.  (I— m) 


Now,  if  these  points  be  near  one  extremity  of  the  range  of  experiment,  and  two 
other  points  be  taken  near  the  other  extremity,  then 


; = a,  and  consequently 


log-  /*  ~ log-  /* 

foiT(i*-»)  - log.  t/--«) ' 
log,  /*  — log-  /*  _ log.  rr— a)  — log.  O'— a) 
log./'  — log.  / log.  (»'-«)  -log.  (I — a) 


From  four  results  of  Mr.  Southern’s  experiments  on  steam  from  water,  we  find 
that  a=— 100  very  nearly  satisfies  the  conditions;  and  this  value  of  a being 
inserted,  we  find  »=6  and  A=  177,  or  its  logarithm  =2-24797. 

Therefore,  for  water, 

/ - C-^X ; or  f=177  (/)  J - 100. 

In  logarithms, 

log.  /=G  | log.  (/  + 100)  - 2-24797  } . 


87.  If  the  expansion  of  confined  water,  when  its  temperature  is  raised  to  1150 
degrees  of  heat,  be  0-9693  of  its  bulk,  the  force  necessary  to  confine  it  to  its  bulk  at 
60*,  when  exposed  to  a heat  of  1150”,  the  modulus  of  water  being  22100  atmo- 
spheres at  60”,  would  be  about  6925  atmospheres.1  Our  rule  gives  for  the  force  of 


1 The  expanding  power  of  heat,  and  the  decrease  of  the  modulus  of  elasticity,  must  be  in  the 
same  ratio  ; and  most  probably  both  vary  as  the  «]uare  of  the  central  distances  of  the  atoms,  and 
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steam  at  that  temperature  and  density  4137  atmospheres ; and  in  the  uncertainty 
both  as  to  what  the  actual  expansion  of  water  would  be  in  such  high  temperatures, 
and  the  decrease  of  its  modulus,  it  is  more  prudent  to  be  within  than  beyond  the 
limit.  But  at  or  near  the  temperature  1 1 50”,  the  rule  will  cease  to  be  of  any  use. 
because  then  it  is  simply  the  expansive  power  of  compressed  water ; and  it  varies 
as  the  quantity  of  water  expands  by  a given  change  of  temperature. 

Having  thus  far  explained  the  methods  by  which  the  rules  have  been  obtained,  it 
only  remains  to  give  them  the  most  simple  form  for  use,  with  illustrative  examples. 

88.  Rule  t.  To  find  the  force  of  steam  from  water  in  inches  of  mercury,  the 
temperature  being  given.1 


consequently  as  the  | power  of  the  volume.  Hence,  if  r be  the  expansion,  the  original  bulk  being 
unity,  and  m the  modulus,  it  must  be 

— m = the  modulus  at  anv  expansion  e c 

and  consequently  (by  art.  85.) 


1 : e : 


o+o* 


m e 


the  force  of  compression  capable  of  retaining  the  fluid  in  its  original  state  of  density. 

The  expansion  varies  os  the  expanding  power  of  heat,  and  as  the  temperature ; hence  it  will  be 
as  the  £ power  of  the  temperature  ; and  it  must  be  0 at  40°  : consequently,  A (/  — 40^=rt  and  as 
from  40°  to  212°  it  is  found  to  be  ”04333,  we  have  J log.  (f— 40)  — 5”08909sste;  which  suggests 
the  following  Rule  : — Subtract  40  from  the  temperature  ; under  the  logarithm  of  the  difference, 
write  its  one-third  part  twice  over,  and  add  all  three  up ; from  the  sum  subtract  5-08900,  and  the 
remainder  will  bo  the  logarithm  of  the  expansion. 

The  agreement  of  this  formula  and  rule  with  experiment  is  shown  in  the  following  table  : — 


Temperature. 

Expansion  by 
formula. 

Expansion  by 
experiment. 

Temperature. 

Expansion  by 
formula. 

Expansion  by 
experiment. 

40° 

000 

0-00 

400" 

0*1484 

04 

0*00189 

0*00133 

800 

0*5155 

102 

0*00791 

0*0070 

1150 

0*9693 

212 

0 0433 

0-04333 

1171 

1*0000 

In  the  equation  for  the  force  at  1150  degrees  of  temperature,  we  have 


«r  _ 22100x0003 
(1+«1*  (l-SKUB^ 


= 6925  atmospheres. 


1 Mr.  Southern's  Rule,  wrhich  applies  with  considerable  accuracy  up  to  very  high  temperatures 
and  pressures,  is  in  substance  as  follows 

Add  51°*3  to  the  temperature,  and  multiply  the  logarithm  of  the  sura  by  5-13;  from  the  pro- 
duct deduct  10”94123 ; then,  finding  the  natural  number  answering  to  the  remainder,  and 
increasing  it  by  one  tenth,  the  result  will  express  the  required  pressure  in  inches  of  mercury. 
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Add  100  to  the  temperature,  and  divide  the  sum  hy  177  ; the  sixth  power  of  the 
quotient  is  the  force  in  inches  required. 

Example.  To  find  the  force  of  steam  for  the  temperature  312*. 

812+100  _ 2.3.277 

Raise  this  to  the  sixth  power,  and  it  gives  159  inches  for  the  force  of  the  steam  in 
inches  of  mercury. 

Or  by  logarithms.  Add  100  to  the  temperature,  and  from  the  logarithm  of  this 
sum  subtract  2-24797  ; and  six  times  the  difference  is  the  logarithm  of  the  force 
in  inches  of  mercury. 

Example.  To  find  the  force  of  steam  for  the  temperature  250”. 

Log.  (250+100=350)  is  - 2-54407 
Subtract  constant  log.  - 2-24797 


Difference  - 0-29610 

6 


Log.  of  force  in  inches  of  mercury  = log.  59-79  = T77660 


89.  Rule  ii.  The  force  of  the  steam  of  water  being  given  to  determine  its 
temperature. 

Multiply  the  sixth  root  of  the  force  in  inches  by  177,  and  subtract  100  from  the 
product,  which  gives  the  temperature  required. 

Example.  Let  the  force  of  steam  be  eight  atmospheres,  or  240  inches  of  mer- 
cury, to  find  its  temperature. 

The  sixth  root  of  240  may  be  easily  found  by  a table  of  squares  and  cubes,  by 
first  finding  its  square  root,  and  then  the  cube  root  of  the  square  root.  Thus  the 
square  root  of  240  is  15-492,  and  the  cube  root  of  15-492  is  2*493 ; hence, 
(2"493  x 177)  — 10O=341"20.  Mr.  Southern’s  experiment  gives  343-6. 

Or  by  logarithms.  To  one-sixth  of  the  logarithm  of  the  force  in  inches  add 
2-24797 : the  sum  is  the  logarithm  of  a number,  from  which  100  being  subtracted 
the  remainder  will  be  the  temperature  required. 

Example.  Let  the  force  of  steam  be  equal  to  sixty  inches  of  mercury,  which  is 
nearly  fifteen  pounds  on  the  square  inch  above  the  pressure  of  the  atmosphere,  to 
find  its  temperature. 
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Log.  60  is  - 

- 177815 

and  one  sixth  is 

- 0-29636 

constant  log. 

- 2-24797 

Log.  350-2  - 

- 2-54433 

from  which  subtract  100,  anil  it  gives  250,>-2  for  the  temperature.  Mr.  Southern's 
experiment  gives  250*3. 

90.  When  sea  water  is  employed,  as  it  boils  at  a different  temperature,  the 
force  of  the  steam  is  different.  The  correction  in  the  rules  is  easily  made  by  find- 
ing the  constant  number  whicli  corresponds  to  a force  of  thirty  inches  of  mercury, 
at  the  boiling  point,  with  different  degrees  of  saturation  with  salt.  Many  of  the 
people  employed  about  boat  engines  are  not  yet  aware  that  there  is  a difference 
between  the  temperature  of  steam  from  common  water,  and  that  from  salt  water, 
when  the  force  is  the  same.  1 will  show  in  another  place  (Sect,  iv.)  the  effect  this 
has  on  the  power  of  the  steam  engine,  but  at  present  our  object  is  to  determine  the 
force  of  the  steam.  Mr.  James  Watt  was  the  only  person  who  had  made  experi- 
ments on  the  steam  of  salt  water ; they  were  made  in  1774.1  He  does  not  give 
them  as  being  very  accurate  ones,  but  they  arc  sufficient  to  establish  the  fact  that, 
there  is  a difference ; and  Mr.  Faraday  has  lately  had  occasion  to  satisfy’  himself 
on  the  same  point,  by  various  experiments.* 

91.  The  following  table  gives  the  boiling  points  of  solutions  of  different  salts 
in  water. 


Name  of  salt. 

1 Dry  ult  in  100 
| pnrtu  by  weight 
of  the  Mention. 

Boiling  point. 

Authority. 

Acetate  of  soda 

00 

250° 

Griffiths.5 

Nitrate  of  soda 

(50 

246 

Common  salt 

37 

220 

My  trials. 

Muriate  of  soda 

30 

224 

Griffiths. 

Ditto 

222*35 

Achard.4 

Sulphate  of  mat'iiesia 

57-5 

222 

Griffiths. 

Sulphate  of  lime 

4.p> 

890 

Alum 

52 

220 

Sulphate  of  iron 

m 

216 

Sulphate  of  soda 

31-5 

213 

Ditto 

217-0 

Achard. 

1 Robison's  Mechanical  Phil.  vol.  ii.  p.  34.  * Quarterly  Journal  oFScienee,  vol.  xiv,  p.  440. 

5 Quarterly  Journal  of  Science,  vol.  xviii.  p.  90.  * Thomson's  Chemistry,  vol.  ii.  p.  14. 
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92.  According  to  the  analysis  of  Dr.  John  Murray,  10,000  parts  of  sea  water, 
of  the  specific  gravity  1 '029, 1 contain 


Muriate  of  soda 

- 22001  = 

A 

Sulphate  of  soda 

- 3316  - • 

Muriate  of  magnesia 

- 4208  = 

7+1 

Muriate  of  lime 

7-84  = 

l sVff 

303-09  = A 

Or  1 part  of  sea  water  contains  ‘030309  parts  of  salts  = A of  its  weight. 


93.  Now'  as  the  salts  do  not  rise  with  the  steam,  the  water  in  a boiler  supplied 
with  sea  w'ater  becomes  gradually  more  saturated,  And  after  a certain  time  begins 
to  deposit  salt,  if  the  means  that  have  been  invented  for  that  purpose  be  not 
employed  to  prevent  it.*  (See  Sect,  in.)  And  even  then  a certain  degree  of 
saturation  must  be  allowed  to  take  place.  The  following  table,  with  the  constant 
numbers  for  different  degrees  of  saturation,  will  serve  to  illustrate  this  mutter.  The 
I toiling  point  of  water  appears  to  be  increased  one  degree  by  each  addition  of  2‘6 
parts  to  the  proportion  of  common  salt  in  100  parts  of  water ; at  least,  so  nearly, 
that  this  regular  law  does  not  materially  differ  from  the  mean  results  of  my  experi- 
ments, which  were  made  with  a considerable  degree  of  care ; but  it  is  difficult  to 
make  them,  on  account  of  the  degree  of  saturation  constantly  varying  during  the 
experiment. 


Proportion  of  salt  in  100  port*  by  weight. 

Bailing  paint. 

(.'ana taut  number. 

Constant  log.  j 

Saturated  1 30.3,  = J} 

228 

185*0 

2 20708 

33  34  = ip 

224-9 

184-3 

2*90556 

30*30  = 4U 

223  7 

183*i 

2 20390 

27-28  = ft 

222-5 

183-0 

2 20234 

24*25  = ft 

221*4 

1823 

2 20080 

21-22  = ft 

220-2 

181-0 

2-25023 

18*18  m A 

219*0 

1810 

2-25700 

1515  = ft 

217-9 

180-4 

2-25010 

1212  = ft 

210-7 

179-7 

225440 

«OB  = ft 

215-5 

179-0 

2-25281 

6-06  = ft 

214-4 

178-3 

2-25130 

Sea  water  3 03  = ^ 

213-2 

1770 

2-24950 

Common  water  o 

212- 

1770 

2-24797 

1 Philosophical  Magazine. 

* On  the  first  trip  of  the  City  of  Edinburgh  steam  ship  to  Leith,  in  1R21,  this  was  found  to  taLe 
place  to  the  detriment  of  the  boiler ; and  the  deposit  was  so  considerable  as  to  require  its  being 
cleared  out  during  the  passage,  while  the  vessel  proceeded  under  her  canvas.  This  circumstance 
led  Bonlton  and  Watt,  who  manufactured  the  engines,  to  adopt  a method  of  extracting  the  satu- 
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94.  The  next  point  is  to  compare  the  formula  with  experiment ; aud  we  shall 
commence  with  Mr.  Watt’s  experiments  on  salt  water.  The  water  was  nearly 
saturated  with  salt : it  was  more  free  from  air  than  common  water,  but  it  parted 
with  difficulty  from  that  which  it  contained.  The  results  compared  with  the 
formula  for  saturated  salt  are  shown  in  the  following  table. 


Watt’s  Experiments  on  the  Steam  from  Salt  Water. 


Fore*  in  inche*  of  mercury.  1 

Force  in  inchev  of  mercury, 

Temperature.  j 

W'att'g  obsenra- 

Formula  for  *ntu-  , 

Tci»|ieraturr. 

Wvtt’*  obvertv- 

Funmilv  for  rata* 

tians. 

rated  volution.1 

tionv. 

rated  volution.' 

vr 

0*01 

024 

105--5 

15  34 

1(5-04 

85 

0-58 

1-00 

201-5 

17-10 

18-77 

113 

1 72 

2-33 

207 

1034 

20  02 

139 

354 

400 

210 

21-8 

22-18 

ICO 

6-27 

7-72 

212 

22  74 

23-05 

ino 

8*12 

9-47 

210 

24-0 

24-87 

180  . 

10-85 

12-04 

218 

25  52 

25-84 

187 

12-67 

| 

13-01 

1 ■-*" 

96*5 

20-84 

In  these,  as  in  all  the  early  experiments  on  the  force  of  steam,  the  force  is  less 
than  it  ought  to  be  at  low  temperatures. 

Mr.  Watt’s  experiments  on  pure  w’ater  afford  a like  discrepancy,  as  will  be  found 
by  comparing  the  following  table  of  results  taken  at  random  out  of  his  series.2 

Watt’s  Experiments  on  Pure  Water. 


Temperature. 

Force  in  inches  of  mercury.  j 

Wvtt’»  obienra- 
tion*. 

By  our  Rule, 
pvife  59. 

55° 

015 

0-45 

118 

2-08 

3-59 

180 

14  73 

15-07 

225 

37 

38-32 

240 

49 

50-24 

201 

08 

72-00 

272-5 

82 

80-89 

rated  water  from  the  bottom,  or  lower  part  of  the  boiler,  by  means  of  a pump,  and  subsequently  by 
mean*  of  their  blow-off  pipe#  and  cook#,  now  generally  followed  : the  operation  of  blowing  off  is 
usually  attended  to  every  three  or  four  hour#. 

1 The  result#  in  this  column  ure  calculated  by  the  Rule  I,  by  logarithms,  given  at  page  59,  with 
this  difference,  that  instead  of  subtracting  2 24797  a#  for  common  water,  the  number  2*20703,  as 
given  in  the  preceding  table,  is  used  for  saturated  solution. 

4 Robison’s  Meehan.  Phil.  voL  ii.  p.  32 — 34. 
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The  explanation  offered  by  Mr.  Watt  himself  is  not  sufficient  to  account  for  the 
difference,  except  in  the  lower  temperatures.  He  supposes  the  stationary  baro- 
meter must  have  had  its  scale  placed  -2  of  an  inch  too  low ; and  if  so,  the  same 
addition  would  be  required  to  the  forces  in  the  preceding  table  on  salt  water. 
These  tables,  however,  are  not  selected  for  minute  accuracy,  but  to  show  the 
important  fact,  that  the  force  of  the  steam  of  water  depends  on  the  temperature  of 
the  liquid  which  produces  it,  or  which  is  in  contact  with  it.  For  this  they  are 
sufficiently  correct ; and  it  is  a circumstance  which  affects  its  clastic  force  both  in 
the  boiler  and  in  the  condenser,  and  is  peculiarly  interesting  to  those  concerned  in 
steam  vessel  engines.  The  temperatures  not  being  the  same,  the  comparison  is  not 
so  easy;  but  at  180°  the  force  of  salt  water  is  10'85 ; that  of  pure  water  1 47't 
inches  : at  212°  salt  water  has  a force  of  22-74  ; pure  water  29’56. 

95.  The  experiments  made  by  Professor  Bobison  were  tried  in  a similar 
manner ; and  as  a method  the  same  in  effect  was  used  by  Bettancourt,  whose 
results  agree  extremely  well  with  Robison's,  the  description  of  it  may  be  useful. 

Professor  Robison's  apparatus  for  determining 
the  force  of  steam. — This  apparatus,  in  the  first 
trials,  consisted  of  a small  digester  of  copper,  A B 
C D,  in  the  figure : the  top  had  a thermometer 
inserted  through  the  centre,  and  a loaded  valve  at 
V ; and  a third  hole  for  inserting  a barometer  tube 
S G F,  to  ascertain  the  force  at  lower  temperatures 
than  212°.  The  force  at  the  higher  temperatures 
than  212°  was  measured  by  the  steelyard  on  the 
valve,  a plug  being  inserted  in  the  place  of  the  tube 
S G F ; but  the  results  with  the  valve  were  irre- 
gular and  unsatisfactory.  Hence,  the  glass  tube 
M N K,  having  a cistern  L for  mercury,  was  adapted 
to  the  hole  in  the  digester ; and  instead  of  mea- 
suring the  force  by  the  valve,  it  was  measured  by 
the  ascent  of  the  mercury  in  the  tube  M N.  The 
digester  was  heated  by  a lamp. 

To  determine  the  pressure  at  temperatures  below  212°,  the  tube  SGF  was 
inserted  as  in  the  figure,  and  a basin  of  mercury  provided  at  F.  The  lamp  being 
applied,  the  water  in  the  digester  produced  steam  till  it  issued  at  both  the  valve 
and  the  pipe  F,  so  as  to  expel  the  air : the  lamp  being  removed,  and  both  the 
valve  and  tube  being  closed,  the  latter  by  immersing  it  in  the  mercury,  the  mer- 
cury rose  in  the  tube  F G as  the  apparatus  cooled,  and  the  heights  correspouding 
to  different  temperatures  were  noted  : like  observations  were  made  as  it  re-heated. 


Fio.  10. 
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To  determine  the  pressure  at  higher  temperatures  with  the  apparatus,  the  end  K 
of  the  tube  MNK  was  inserted  at  E ; and  as  the  temperature  increased,  the 
pressure  of  the  steam  in  the  cistern  L caused  the  mercury  to  ascend,  and  con- 
sequently afforded  a means  of  measuring  the  amount  of  expansive  force. 

The  objection  to  this  mode  of  trial  is,  that  the  temperature  of  the  mercury  must 
be  continually  changing  during  the  trial,  and  steam  must  be  cither  condensing  or 
generating  on  its  surface  during  the  time  of  observation.  At  each  observation  the 
temperature  of  the  whole  of  the  apparatus  ought  to  be  the  same,  and  then  the 
column  exhibiting  the  pressure  ought  to  be  reduced  to  its  equivalent  at  the  mean 
temperature.  The  only  observation  where  these  circumstances  would  have  place 
was  that  which  appears  to  have  been  made  when  the  thermometer  was  at  42" ; 
then  the  column  in  the  syphon  was  29'7,  and  the  barometer  stood  at  29'84  : the 
difference  is  the  force  of  steam  at  42",  and  is  0-14  inches.  By  cooling  down  to  32" 
the  force  was  not  perceptibly  different,  and  we  know  from  later  trials  that  this  is 
nearly  correct.  Professor  Robison,  however,  seems  to  have  thought  it  was  neces- 
sary to  have  the  force  0 at  32".’ 


Robison’s  Exferimf.nts  on  the  Force  of  Stf.am. 


1 

| Temperature  of 
| the  •team. 

Force  of  steam  in  incites  of  mercury. 

Temperature  of 
tin*  strain. 

Puree  of  atetun  in  inches  of  mercury.  I 

By  Dr.  Robison's 
experiment*. 

By  our  Rule, 

By  Dr.  Robison's 
experiment*. 

By  our  Rule, 
Wc  59. 

32°  I 

oo 

0172 

1 100° 

8*05 

10-05 

40 

01 

0-245 

170 

11  05 

12-0 

50 

0-2 

0-37 

180 

14*05 

15-07 

60 

0-33 

055 

1SX> 

1785 

1035 

70 

0-55 

0-78 

200 

22  02 

23*71 

60 

0*82 

1106 

210 

28*<W 

28-86 

90 

MB 

1 53 

220 

35*8 

34-92 

100 

10 

2-08 

230 

44  5 

42  0 

110 

225 

*279 

240 

54*9 

50-24 

120 

30 

3*68 

250 

66*8 

507!) 

130 

3 05 

481 

200 

80-3 

70-8 

140 

515 

i 6-21 

270 

941 

83-45  1 

| 150 

6-72 

7-04 

280 

105-9 

9792  1 

If  the  elastic  force  • 14,  from  which  Robison  began  to  register,  had  been  added  to 
all  the  experiments  below  212",  as  it  ought  to  have  been,  they  would  have  agreed 
extremely  near  with  the  results  of  later  experiments.  The  experiments  made  by 
Aehard  seldom  vary  more  than  a degree  or  two  from  those  in  the  above  table. 

96.  Mr.  Dalton’s  inquiries  were  conducted  by  a different  method.  He  took  a 


1 Meehan.  Phil.  vol.  ii.  p.  30. 
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barometer  tube,  made  perfectly  dry,  and  filled  it  with  mercury  just  boiled,  marking 
the  place  where  it  was  stationary  ; then  graduated  the  tube  into  inches  and  tenths 
by  means  of  a file ; into  this  tube  he  poured  a little  water,  (or  any  other  liquid  the 
subject  of  experiment,)  so  as  to  moisten  the  whole  inside ; after  this,  he  again 
poured  in  mercury,  carefully  inverting  the  tube  to  exclude  all  air.  The  baro- 
meter, by  standing,  sometimes  exhibited  a portion  of  water.  See.  of  one  eighth  or 
one  tenth  of  an  inch,  upon  the  top  of  the  mercurial  column,  because  being  lighter 
it  ascends  by  the  side  of  the  tube  ; which  may  now  be  inclined,  and  the  mercury 
will  rise  to  the  top,  manifesting  a perfect  vacuum  from  air.  He  then  took  a 
cylindrical  glass  tube,  open  at  both  ends,  of  2 inches  diameter,  and  14  inches  in 
length  ; to  each  end  of  which  a cork  was  adapted,  perforated  in  the  middle  so  as  to 
admit  the  barometer  tube,  to  be  pushed  through  and  to  be  held  fast  by  them  : the 
upper  cork  was  fixed  two  or  three  inches  below  the  top  of  the  tube,  and  half  cut 
away  so  as  to  admit  water,  &c.  to  pass  by ; its  Bervice  being  merely  to  keep  the 
tube  steady.  Things  being  thus  circumstanced,  water  of  any  temperature  may  be 
poured  into  the  wide  tube,  and  made  to  surround  the  upper  part  of  the  vacuum  of 
the  barometer;  and  the  effect  of  temperature  in  the  production  of  vapour  within  can 
be  observed  from  the  depression  of  the  mercurial  column.  In  this  way,  he  says,  he 
had  water  as  high  as  155°  surrounding  the  vacuum  ; but  as  the  high  temperature 
might  endanger  a glass  apparatus,  instead  of  it  he  used  the  following  one  for  higher 
temperatures. 

Having  procured  a tin  tube  of  four  inches  in  diameter,  and  two  feet  long,  with  a 
circular  plate  of  the  same  soldered  to  one  end,  having  a round  tube  in  the  centre, 
like  the  tube  of  a reflecting  telescope ; he  got  another  smaller  tube  of  the  same 
length  soldered  into  the  larger,  so  as  to  be  in  tbe  axis  or  centre  of  it : tbe  small 
tube  was  open  at  both  ends ; and  on  this  construction,  water  could  be  poured  into 
the  larger  vessel  to  fill  it,  whilst  the  central  tube  was  exposed  to  its  temperature. 
Into  this  central  tube  he  could  insert  the  upper  half  of  a syphon  barometer,  and  fix 
it  by  a cork,  the  top  of  the  narrow  tube  also  being  corked : thus  the  effect  of  any 
temperature  under  212”  could  be  ascertained,  the  depression  of  the  mercurial 
column  being  known  by  the  ascent  in  the  exterior  leg  of  the  syphon.  Mr.  Dalton 
also  remarks,  that  the  force  of  vapour  from  water  between  80”  and  212“  may  be 
determined  by  means  of  an  air  pump ; and  the  results  exactly  agree  with  those 
determined  as  above.  Take  a florcncc  flask  half  filled  with  hot  water,  into  which 
insert  the  bulb  of  a thermometer ; then  cover  the  whole  with  a receiver  on  one  of 
the  pump  plates,  and  place  a barometer  gauge  on  the  other : the  air  being  slowly 
exhausted,  mark  both  the  thermometer  and  barometer  at  the  moment  ebullition 
commences,  and  the  height  of  the  barometer  gauge  will  denote  the  force  of  vapour 
from  water  of  the  observed  temperature.  This  method  may  also  be  used  for  other 
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liquids.  It  may  be  proper  to  observe,  that  the  various  thermometers  used  in  these 
experiments  were  duly  adjusted  to  a good  standard  one. 

After  repeated  experiments  by  all  these  methods,  and  a careful  comparison  of 
the  results,  he  was  enabled  to  digest  a table  of  the  force  of  steam  from  water  of  all 
the  temperatures  from  32°  to  212V  The  only  experimental  results  were  the  fol- 
lowing, which  are  compared  with  our  formula. 


Dalton's  Experiments  on  the  Force  of  Steam. 


Force  In  inebea  of  mercury. 

Force  in  Inches  of  mercury. 

Temperature  of 
•team. 

D Alton’*  obser- 
vation*. 

By  Rule 

I«*»  S9. 

Temperature  of 
steam. 

Dalton'*  obser- 
vations. 

By  Rule 
page  59. 

32° 

0*2 

0172 

133°4 

4-76 

524 

431 

0297 

0281 

1444 

045 

6 95 

544 

0-435 

0442 

1554 

8-55 

910 

&H 

0 03 

0073 

107 

11-25 

11-7 

77 

091 

1-00 

178J 

140 

15-1 

884 

1-29 

1-447 

188* 

188 

1915 

99$ 

1-82 

2-05 

200? 

24  0 

24  07 

110J 

122 

254 

35 

2*85 

389 

212 

300 

300 

From  these  results  he  determined  the  ratio  belonging  to  each  interval,  and  filled  in 
the  intermediate  degrees  by  interpolation,  considering  the  forces  to  increase  in  a 
geometrical  progression.  Above  212°  he  made  no  trials  at  that  period,  though  the 
table  was  extended  to  325°,  and  has  since  been  found  to  be  erroneous  for  the 
temperatures  above  212°. 

97.  Mr.  Dalton  afterwards  re-examined  the  subject,  and  considers  from  va- 
rious trials,  that  the  force  of  steam  at  32°  cannot  be  less  than  0*2  of  an  inch  ; and 
is  most  probably  0*25 : but  with  the  advantage  of  having  seen  the  results  of 
Dr.  Ure’s  and  Mr.  Southern’s  experiments,  and  having  made  new  experiments 
himself  for  the  temperatures  between  212°  and  300°,  he  gives  the  following  table, 
formed  from  what  he  considers  the  most  correct  experiments  on  the  subject.* 


Temperature  of 
•team. 

Fore*  of  *team  in  inebea  of  mercury. 

Temperature  of 
s team. 

Force  of  (team  in  inehet  of  mercury. 

Dalton's  number*. 

By  Rule 
page  59. 

Dalton'*  number*. 

By  Rule 

paf  e 59. 

30° 

0-29 

0201 

173° 

1318 

13-40 

64 

0-75 

0*693 

220 

34*20 

34-92 

90 

1*96 

1 84 

272 

88-9 

80*2 

132 

6-07 

507 

340 

231-0 

236- 

1 ?S  ich.  Phil.  Journal,  vol.  vi.  p.  2(53,  8vo. 
f Annals  of  Philosophy,  vol.  xv.  p.  130.  for  1820. 
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It  will  appear  from  this,  that  there  is  a greater  difference  between  the  results  of 
different  trials,  than  between  the  numbers  found  by  our  rule  and  those  results ; and 
hence  it  may  be  presumed  to  be  sufficiently  exact. 

98.  For  the  further  satisfaction  of  the  reader,  the  principal  results  of  Dr.  Ure’s 
experiments  shall  be  given,  and  his  simple  and  elegant  mode  of  making  the  experi- 
ments described  ; as,  in  the  event  of  any  other  species  of  fluid  being  found  better 
adapted  than  water  for  furnishing  vapour,  the  same  mode  might  be  usefully 
adopted  to  try  its  force.’ 


Fig.  11. 


The  preceding  figure  (fig.  1 1.)  represents  the  construction  employed  for  tempe- 
ratures under  and  a little  above  the  boiling  point.  Figures  12  and  13  were  used 
for  higher  temperatures;  the  latter  is  the  more  convenient  of  the  two.  It  was 
suspended  from  a lofty  window  ceiling,  and  placed  with  the  tube  L D in  a true 
vertical  position  by  means  of  a plumbline.  One  simple  principle  pervades  the 
whole  train  of  experiments,  which  is,  that  the  progressive  increase  of  clastic  force 
developed  by  heat  from  the  liquid,  incumbent  on  the  mercury  at  /,  is  measured 
by  the  length  of  column  which  must  be  added  over  L,  in  order  to  restore 
the  quicksilver  to  its  primitive  level  at  /.  These  two  stations,  or  points  of 
departure,  are  nicely  defined  by  a ring  of  fine  platina  wire  twisted  firmly  round 
the  tube. 


1 Philosophical  Transactions  for  1818. 


Digitized  by  Google 


08  THE  NATURE  AND  [ssct.  ii. 

At  the  commencement  of  the  experiment,  after  the  liquid,  well  freed  from  air, 
has  been  let  up,  the  quicksilver  is  made  to  coincide  with  the  edge  of  the  ring  /, 
by  cautiously  pouring  mercury  in  a slender  stream  into  the  open  leg  of  the  syphon 
D.  The  level  ring  at  L is  then  carefully  adjusted. 

From  the  mode  of  conducting  the  experiments,  there  remained  always  a quantity 
of  liquid  in  contact  with  the  vapour,  a circumstance  essential  to  accuracy  in  this 
research.  Suppose  the  temperature  of  the  water,  or  the  oil  in  A (fig.  11.)  to  be 
32”,  as  denoted  by  a delicate  thermometer,  or  by  the  liquefaction  of  ice ; and  let 
L D be  a column  equal  to  the  atmospheric  pressure ; communicate  heat  to  the 
cylinder  A,  by  means  of  two  Argand  flames,  playing  gently  against  its  shoulder 
at  each  side.  When  the  thermometer  indicates  42”,  modify  the  flames,  or  remove 
them,  so  as  to  maintain  an  uniform  temperature  for  a few  minutes.  Then  the 
elasticity  will  be  faithfully  represented  and  measured,  by  the  mercurial  column 
which  must  be  added  over  D,  in  order  to  return  the  quicksilver  to  the  line  l,  its 
zero  or  initial  level. 

At  E a piece  of  cork  is  fixed,  between  the  parallel  legs  of  the  syphon,  to  sustain 
it,  and  to  serve  as  a point  by  which  the  whole  is  steadily  suspended. 

For  temperatures  above  the  boiling  point,  the  part  of  the  syphon  under  E is  evi- 
dently superfluous,  merely  containing  in  its  two  legs  a useless  weight  of  equipoised 
mercury.  Accordingly  for  high  heats,  either  the  apparatus  fig.  12  or  13  is 
employed,  and  the  same  method  of  procedure  is  adopted.  The  aperture  at  O 
(fig.  13)  admits  the  bulb  of  the  thermometer,  which  rests  against  the  tube.  The 
recurved  part  of  the  tube  is  filled  with  mercury,  and  then  a little  liquid  is  passed 
through  it  to  the  sealed  end.  Heat  is  applied  by  an  Argand  flame  to  the  bottom 
of  c,  which  is  filled  with  oil  or  water,  and  the  temperature  is  kept  steadily  at  212” 
for  some  minutes.  Then  a few  drops  of  quicksilver  may  require  to  be  added  at 
O,  till  L and  l be  in  the  same  horizontal  plane.  The  further  conduct  of  the 
experiment  differs  in  no  respect  from  what  has  already  been  described.  The  liquid 
in  c is  progressively  heated,  and  at  each  stage  mercury  is  progressively  added 
over  L to  restore  the  initial  level,  or  volume  at  /,  by  equipoising  the  progressive 
elasticity.  The  column  above  L being  the  accession  of  elastic  force.  When  this 
column  is  desired  to  be  extended  very  high,  the  vertical  tube  requires  to  be  placed 
for  support  in  the  groove  of  a long  wooden  prism. 
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Ure’s  Experiments  on  the  Force  of  Steam. 


Temperature  of 
steam. 

Force  in  inches  of  mercury. 

Temperature  of 
strain. 

Force  in  inches  of  mercury. 

Ure's  observa- 
tion*. 

By  Rule 
PV  59. 

I'rt't  observa- 
tions. 

By  Rule 
1-4' 

24° 

0-170 

0-118 

190u 

19000 

19-35 

32 

0-200 

0172 

200 

23-000 

23-71 

40 

0-250 

0*245 

210 

28-880 

28-80 

60 

0-000 

0-37 

212 

.30-000 

30*00 

ft 5 

0*416 

0 45 

220 

35-540 

34*92 

ISO 

0-510 

0-55 

826 

391 10 

38-32 

70 

0-720 

0-78 

230 

43*100 

42*00 

80 

1-010 

MOO 

240 

51*700 

50-24 

90 

1-300 

1-53 

250 

01*900 

59*79 

100 

1-800 

2*08 

900 

72*300 

70-8 

110 

2*456 

2-79 

270 

80  300 

82*45  | 

130 

3 300 

3-08 

880 

101-900 

97  92 

1,30 

4*366 

4-rtl 

290 

120*150 

114*4  | 

140 

5-770 

6*21 

296 

129*000 

1235 

160 

7-53 

7-94 

300 

139*700 

1.33*2 

160 

9(500 

10-05 

310 

101-300 

154-6 

170 

12-050 

120 

312 

107 -(XU) 

150 

180 

15-100 

15*67 

312 

105-5 

1 

If  a nice  agreement  with  a particular  set  of  observations  had  been  attempted, 
the  formula  could  have  easily  been  arranged  to  represent  these  better ; but  by  so 
doing  it  appears  to  me  that  the  elastic  forces  would  have  increased  in  a higher 
ratio  than  we  are  warranted  in  expecting  from  other  experiments,  and  the  later 
inquiries  of  Mr.  Dalton  justify  the  numbers  being  higher  at  or  about  150°  than 
Dr.  lire’s. 

99.  Mr.  Southern’s  experiments  on  high  pressure  steam  were  made  with  a 
digester,  with  a thermometer  fitted  to  a metallic  tube,  so  that  the  stem  of  the  ther- 
mometer might  be  immersed  as  far  as  it  contained  mercury.  Also,  instead  of 
measuring  the  force  of  the  steam  by  a loaded  valve,  a nicely  bored  cylinder  was 
used,  with  a piston  fitting  it  so  as  to  have  very  little  friction,  to  the  rod  of  which  a 
lever  was  applied,  constructed  to  work  on  edges  like  those  of  a scale  beam ; and 
that  no  error  might  arise  from  this  construction,  a column  of  mercury  was  substi- 
tuted, and  the  correspondence  was  within  i J n of  an  inch. 

The  observations  at  each  of  the  points  of  temperature  and  pressure  were  con- 
tinued some  minutes,  the  temperature  being  alternately  raised  and  lowered,  so 
as  to  make  the  pressure  in  excess  and  defect ; and  a mean  temperature  was  taken 
for  the  result.  This  method  seems  to  me  entitled  to  great  confidence,  and  hence 
I have  made  the  results  the  principal  data  for  my  formula.  (Sec  art.  86.) 

The  experiments  below  212°  were  conducted  nearly  as  Dr.  Robison's,  and  those 
below  62°  were  made  by  Mr.  W.  Creighton.  These  low  pressure  experiments  do 
not  seem  to  be  of  equal  value  with  the  four  high  pressure  ones. 
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Southern’s  Experiments  on  the  Force  op  Steam.' 


| Temperature  of 
i the  (team. 

Force  in  inch**  of  merenry.  j 

Force  in  inehe*  of  merenry. 

Obeerred  force.' 

1 

By  Rule 

Temperature  of 
the  (team. 

Obnerred  force-  j 

By  Rule 
P«*c  89. 

1 32° 

010 

0-172 

132° 

4-71 

507 

42 

0*23 

0200 

142 

6-10 

6-53 

52 

035 

0401 

152 

7-00 

833 

02 

052 

O' 587 

162 

1005 

10*52 

72 

0-73 

0842 

172 

1272 

1317 

82 

1*02 

1182 

182 

10-01 

16-35 

92 

142 

1-029 

212 

30*00 

30  00 

102 

1-98 

2-21 

250-3 

60-00 

00*00 

i 112 

206 

2-95 

293-4 

120-00 

120-50 

122 

3*58 

3-89 

3436 

24000 

247-80 

100.  A scale  of  the  elastic  force  of  steam  at  high  temperatures  was  published 
in  1821!  by  Mr.  Philip  Taylor,  ‘ which  was  formed  by  means  of  an  apparatus 
not  described ; but  it  appears  to  correspond  with  the  best  experiments,  and  is  likely 
to  be  near  the  effect  in  practice  where  we  may  expect  some  loss  of  elastic  force, 
compared  with  the  temperature. 


Taylor’s  Scale  op  the  Force  of  Steam. 


I Pore*  in  inches  of  mercury. 


Temper* tare  of 
the  «te*m. 

Tnyiar’*  ob*er- 
T*tiOB». 

By  our  Rule 
page  59. 

212° 

30-00 

3000 

220 

34-95 

34*92 

230 

41-51 

42-00 

340 

5(800 

50*24 

250 

50*12 

69-79 

200 

70-10 

708 

270 

82-50 

83-45 

280 

97-75 

97*92 

290 

114  50 

114-4 

300 

133*75 

133*2 

320 

179-40 

178-5 

101.  The  experiments  of  Schmidt  present  a surprising  accordance  with  the 
rule,  at  the  temperatures  from  60"  to  230°;  at  these  points  they  slowly  sepa- 
rate, the  rule  being  in  defect  in  the  highest  temperature  290”  by  11  inches, 
and  in  excess  at  43°£  by  O'  163. 1 


> Robison’s  Mechanical  Philos,  vol.  ii.  p.  173.  ! Philosophical  Mag.  vol.  ix.  p.  452. 

* Dr.  Young’s  Nat.  Phil.  vol.  ii. 
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102.  The  force  of  steam  at  liigh  temperatures  is  still  wanting  to  complete 
the  experimental  part  of  the  inquiry.  A few  experiments  have  been  made,  which 
appear  to  me  to  be  entitled  to  some  confidence,  by  Professor  Arsberger,  of  Vienna. ' 


Arsberoer’s  Experiments  on  high  Presscre  Steam. 


Temperature  of 
the  ftteften. 

Fore*  in  incite*  of  mercury. 

By  experiment. 

By  our  Rule 

!**<•  15. 

232° 

44  4 

43  50 

‘240 

50-1 

58-7 

274 

88-8 

89^0 

522 

1760 

183-6 

372 

3250 

302* 

432 

020*0 

737- 

Here  the  rule  is  in  excess  at  432°  by  more  than  one  sixth ; but  in  an  ex- 
periment reported  by  M.  Clement,  to  M.  Poisson,*  the  force  of  steam  at  419“ 
is  said  to  be  35  atmospheres,  or  1050  inches  of  mercury,  while  our  rule  gives  only 
635  inches.  I doubt  the  accuracy  of  the  statement. 

103.  M.  Cagniard  dc  la  Tour’  made  some  essays  to  ascertain  the  space  and 
temperature  in  which  a given  quantity  of  water  became  wholly  steam ; but  from 
the  frequent  rupture  of  the  glass  tubes,  and  their  loss  of  transparency,  it  was 
difficult  to  obtain  a result.  He  states,  however,  that  at  a temperature  but  little 
removed  from  the  melting  point  of  zinc,  water  could  be  converted  into  vapour  in 
a space  nearly  four  times  its  volume.  If  this  could  have  been  really  ascertained 
with  accuracy,  it  would  have  given  an  important  datum ; but  on  the  above  rude 
approximation  no  reliance  can  be  placed.  * 


‘ Bulletin  dea  Sciences  Tech.  vol.  i.  p.  294.  * Philosophical  Magazine,  vol.  Ixi.  p.  GO. 

3 Philosophical  Magazine,  vol.  Ixi.  p.  58. 

* In  a paper  on  tho  elastic  force  of  sleatn  which  has  just  been  published  by  Mr.  Ivory,  in  the 
‘ Philosophical  Magazine,'  a completely  different  process  is  followed  for  calculating  the  force  of 
steam  from  that  I have  given;  it  does  not  however  afford  results  much  nearer  to  Uib  experiments 
it  is  founded  on,  than  those  by  my  formula,  while  it  is  somewhat  more  difficult  to  apply,  and 
becomes  erroneous  in  high  temperatures. 

Counting  I the  temperature  from  212°  and/  the  clastic  force,  hie  formula  is 

log.-/  = -0087466 1 - -000015178  r*+  -000000024825 

It  is  derived  from  a comparison  of  Dr.  Ure’s  experiments;  and  the  following  table  show*  the 
results  by  those  experiments,  by  Mr.  Ivory’s  formula,  by  other  experiments,  and  by  my  formula. 
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In  the  absence  therefore  of  proper  experiments  to  ascertain  the  force  of  steam, 
it  is  difficult  to  determine  a rule  that  can  be  depended  upon  for  high  temperatures, 
aud  we  must  now  try  to  discover  if  the  force  of  other  vapours  will  atford  any 
further  insight  into  the  subject. 

Op  the  elastic  Force  op  the  Vapour  op  Alcohol. 

104.  The  elastic  force  of  the  vapour  of  alcohol,  or  spirit  of  wine,  has  been 
tried  by  several  philosophers.  The  greater  part  of  the  experiments  were  made  in 


Temperature  of 
the  steam. 

Elastic  force  of  steam  in  inches  of  memory. 

Dr.  Ure'» 

experiment*. 

Mr.  Ivory’s 
formula. 

Various  experiment*. 

By  our  Rule 
page  59. 

32° 

0-2 

0-185 

016 

Creighton 

0-172 

60 

0-36 

0-36 

0-37 

70 

0-726 

0721 

0-78 

90 

1 300 

1 378 

1-58 

no 

2-466 

2-634 

2-79 

130 

4-330 

4-408 

4 81 

160 

7-530 

7-424 

7-94 

170 

12-05 

12-05 

12-00 

100 

19-00 

18-93 

19-35 

210 

28-88 

28-81 

28-80 

2.10 

43-10 

42  63 

41-51 

Taylor 

42  00 

260 

61  00 

61-50 

000 

Southern 

50-79 

270 

86  30 

86-70 

82-5 

Taylor 

83-45 

290 

12015 

119-9 

114-5 

Taylor 

114-40 

310 

161  80 

102-8 

154-5 

337 

240 

234 

Christian  1 

226-3 

3430 

264 

240 

Southern 

247-8 

419 

714 

1050 

Clement 

635-0 

432 

1862 

620 

Arsberger 

737-0 

At  e temperature  of  about  770°  Mr.  Ivory**  formula  gives  an  elastic  force  equal  to  the 
modulus  of  elasticity  of  water  ; the  Bteara  would,  if  this  were  correct,  be  more  dense  than  water  ; 
while  La  Tour  found  it  required  a space  four  times  its  volume  to  become  steam  at  about  the  same 
heat.  Arsberger's  experiments  had  not  been  seen  by  Mr.  Ivory,  or  he  would  have  had  reason 
for  doubting  the  accuracy  of  M.  Clement’s  observation ; but  as  it  is  quite  unsupported  either  by 
a description  of  the  process,  or  any  observations  at  other  temperatures,  its  deviation  in 
excess  both  from  formula!  founded  on  a considerable  range  of  experiments,  and  also  from  other 
results,  is  to  be  regarded  as  a motive  for  doubt  rather  than  for  altering  oar  formula.  Mr.  Ivory 
most  justly  remarks,  that  this  furnishes  “ another  instance  of  the  grea^  difficulty  of  detecting 
general  properties  or  laws  by  means  of  a comparison  of  particular  results  and  it  is  a difficulty 
which  ought  to  induce  mathematicians  possessed  of  such  great  powers  as  Mr.  Ivory  certainly  is, 
to  endeavour  to  develope  the  first  principles,  rather  than  investigate  a formula  from  experiments 
alone. 

‘ Mtcaniquc  Industrie!!®,  vol.  ii.  p.  232. 
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the  lower  ranges  of  temperature,  and  in  the  same  manner  as  those  on  the  force  of 
the  steam  of  water ; but  in  describing  them  it  will  be  some  advantage  to  begin 
with  the  experiments  of  Cagniard  de  la  Tour,  on  the  space  alcohol  occupies  when 
converted  wholly  into  vapour.  To  ascertain  this  point,  alcohol  of  the  specific 
gravity  '337  was  introduced  into  small  tulies  of  glass,  and  hermetically  sealed, 
with  a handle  of  glass  attached  to  each  tube.  A tube  was  two-fifths  filled  with 
alcohol,  and  then  slowly  and  carefully  heated  : as  the  fluid  dilated,  its  mobility 
increased ; and  when  its  volume  was  nearly  doubled,  it  completely  disappeared, 
and  became  a vapour  so  transparent,  that  the  tube  appeared  quite  empty.  On 
leaving  it  to  cool  for  a moment,  a very  thick  cloud  formed  in  its  interior,  and  the 
liquor  returned  to  its  first  state.  A second  tube,  nearly  half  occupied  by  the 
same  fluid,  gave  a similar  result ; but  a third,  containing  rather  more  than  half, 
burst. 

A process  was  next  adopted  to  ascertain  the  pressure.  It  consisted  in  bending 
a tube  into  a syphon,  one  leg  to  hold  the  liquid  to  lie  tried,  and  the  other  leg 
containing  air  kept  at  a constant  temperature  of  73°  by  a cooling  apparatus,  and 
separated  from  the  fluid  by  mercury : both  legs  being  sealed,  the  end  containing 
the  liquid  was  heated,  and  when  the  liquid  became  vapour  the  diminution  in  the 
hulk  of  the  air  was  marked. 

Alcohol  of  the  specific  gravity  '£37  was  reduced  into  vapour  at  a temperature  of 
497°  in  a space  a little  less  than  3 times  its  original  bulk;  and  47(5  parts  of 
air  were  reduced  to  4 ; indicating  a pressure,  according  to  M.  Cagniard  de  la 
Tour,  of  119  atmospheres,  or  3570  inches  of  mercury. 1 

105.  'Hie  experiments  on  alcohol  vapour  at  lower  temperatures  are  collected 
in  the  following  table. 


1 By  the  same  process  as  was  adopted  in  finding  the  constants  for  calculating  the  force  of  the 
steam  of  water  (art.  83.)  the  formula  for  the  vapour  of  alcohol  of  sufficient  purity  to  boil  at 
173=  is 


or,  in  logarithms, 


( = 


/t  + 1IXK  « 
V litlT  ) 


log.  / = G (log.  (/  + 100)  - 2* 19000 ) ; 

whpre  / is  the  temperature  of  the  vapour,  and  / its  force  in  inches  of  mercury.  By  this  rule  the 
force  for  a temperature  of  407°  is  3280  inches : the  experiment  of  M.  Cagniard  de  la  Tour 
give*  3670  inches. 


K 
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Experiments  on  the  Force  of  the  Vapour  of  Alcohol. 


1 1 

Force  in  inches  of  mercury. 

' Temperature  | 
of  vapour. 

Ure'i 

experiment*. 

Watt** 

experiment* 

Robison's 

experiment!. 

Dalton’* 

experiments. 

Bettencourt's 

experiment*. 

By  Formula 
P^e  73- 

32“  1 

0-40 

0-0 

i 

0-0 

0*383 

40 

0-50 

0-929 

0-1 

0-546 

50 

0-86 

0820 

545 

•48 

0980 

(30 

1-23 

0-8 

1-4 

1215 

64 

1-51 

141 

70 

170 

1-75 

77 

1-02 

2-228 

80 

2-45 

1-8 

2-405 

90 

3-40 

3 41 

96 

4-07 

4-11 

99-5 

3813 

4-57 

100 

4-50 

39 

4-04 

no 

600 

5-63 

0-22 

120 

8- 10 

7-12 

6-9 

8-22 

122 

7-36 

8-07 

1.30 

1000 

10-73 

132 

1034 

11-0 

11-3 

140 

13-90 

12-2 

13-85 

144-5 

137 

15-48 

150 

18-00 

17-7 

1(50 

22-00 

20-71 

213 

22-4 

187 

24-47 

25-4 

20-25 

170 

28-30 

28-1 

173 

30  00 

1 

20-70 

30-00 

180 

34  73 

31- 

34<)2 

1805 

42-0 

42  00 

190 

43-20 

4311 

200 

53-00 

52-4 

1 

52  83 

210 

65-00 

04-3 

212 

08- 

00-R4 

220 

78-50 

78-5 

80-20 

77-81 

230 

94-10 

930 

234  8 

106- 

101-5 

240 

11124 

115- 

112-0 

250 

132-30 

1332 

200 

155-20 

157-7 

2(54 

. 

106-10 

1 

1(58-0 

The  specific  gravity  of  the  alcohol  used  by  Dr.  Ure  was  '813,  and  its  boiling 
point  1 73". 1 The  properties  of  the  alcohol  employed  by  Mr.  Watt  are  not  given  ; 1 
his  experiments  are  very  irregular.  Dr.  Robison's  boiled  at  173 ; ’ and  above  100” 
agree  well  with  later  observations.  Mr.  Dalton’s  appears  to  have  boiled  at  175“;* 

1 Phil.  Trtini.  1818.  1 Robison’s  Much.  Phil.  vol.  ii.  p.  33. 

3 Robison's  Mech.  Phil.  vol.  ii.  p.  35.  4 Annals  of  Philo.  1820.  vol.  xv.  p.  130. 
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Bettencourt's  boiling  point  is  not  stated,  but  appears  to  have  been  at  173%  1 and 
his  results  like  Dr.  Robison’s  are  too  small  at  low  temperatures. 

Dr.  lire’s  experiments  are  confirmed  by  those  of  Mr.  Dalton,  and  may  be  relied 
on  as  approaching  very  near  the  truth.  The  formula,  it  will  be  observed,  repre- 
sents them  with  considerable  accuracy. 

Of  the  Elastic  Force  of  the  Vapour  of  Sulphuric  Ether. 

106.  M.  Cagniard  dc  la  Tour  made  several  experiments  on  ether  in  the 
same  manner  as  those  on  alcohol,  art.  104.  The  ether  was  converted  into  vapour 
in  a space  less  than  twice  its  original  volume  by  a temperature  of  392°.  This 
experiment  was  thrice  repeated,  with  the  same  result,  and  528  parts  of  air  were 
compressed  to  14,  giving  an  elastic  force  of  37‘7  atmospheres. ! 

107.  Other  trials  were  made,  the  results  of  which  are  shown  in  the  following 

table. 


M.  Cagniard  de  la  Tour’s  Experiments  on  Ether. 


Volume  in  the  liquid  itate  7 part*. 

Volume  In  tbe  liquid  state  34  part*. 

Volume  in  the  state  of  vapour 

Volume  in  the  state  of  vapour 

‘20  part*. 

20  parts. 

Puree  u ex- 

Porce  of  ra-  ; 

Turn  jxmt  are 

Force  of  vapour 

Differences. 

p&nding  gM  in 

Force  of  vapour 

Differences. 

pour  in  atooo- 

by  Fahrenheit. 

in  atmosphere*. 

atmospheres,  br 
formula  below. 

in  atmosphere*. 

spheres,  by  for-  i 
aula  below.  1 

212° 

5-6 

5-78 

234-5 

7-9 

2-3 

7-9 

257 

10-6 

2-7 

14-0 

1003 

879-5 

12-9 

23 

17-5 

35 

14-1 

302 

18  0 

5-1 

22-5 

50 

18-4 

3-24-5 

22-2 

42 

285 

GO 

23-8  | 

347 

309-5 

302 

28-3  . 

0 1 
9-2 
11-0 

2|S/  Sate  of 

42  0[  vapour. 

60-5 

6- 5 

7- 0 

8- 5 

30-0  j 

38  7 
48  0 

414-5 

507 

11-2 

580 

75 

60-7 

447 

(W-8 

9-1 

08-8 

035 

5-5 

823 

409-5 

78-0 

9-2 

705 

<*3-0 

2-5 

100  7 i 

492 

80  3 

8-3 

72-2 

70-5 

45 

514-5 

98-3 

6-0 

739 

740 

85 

j 537 

104-1 

11-8 

75-6 

78-0 

4-0 

559-5 

11-2-7 

8-0 

77  4 

81  0 

3-0 

j 572 

119-4 

0-7 

78-3 

850 

4-0 

594-5 

1-23  7 

4*3 

80-0 

890 

4-0 

617 

1 _ 

130-9 

7-2 

81-8 

94-0 

5-0 

* Prony’s  Architecture  HydrauUquo,  vol.  it.  p.  180. 

8 The  experiment*  on  sulphuric  ether  may  be  very  nearly  represented  by  the  formula, 

/ = ('-T^°)i  or  log  / = 0 (log.  (I  + 210)  - 2-25-212) 
when  the  ether  boils  at  104°  or  105°  ; bat  for  ether  boiling  at  98°,  the  constant  logarithm  should 
be  2 23953. 

In  the  above  experiment  the  forronla  for  ether  boiling  at  105°  gives  48  atmospheres  for  its  elastic 
force  at  392° ; but  the  correspondence  with  the  tabular  experiments  is  nearer. 
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On  comparing  the  two  series  it  will  lie  observed,  that  the  pressure  up  to  the 
point  where  the  liquids  change  wholly  into  vapour  is  greater  in  the  tube  con- 
taining the  least  proportion  of  liquid ; but  this  I expect  is  entirely  owing  to  the 
mode  of  trial  not  being  susceptible  of  much  accuracy.  Up  to  the  point  where  the 
change  to  vapour  takes  place,  the  formula  derived  from  l)r.  Ure’s  experiments 
applies  with  admirable  precision ; a new  formula  is  necessary  after  the  change. 
The  formation  of  vapour  from  the  mercury  in  the  apparatus  most  probably  affects 
the  results  in  high  temperatures. 


108.  Ure’s  and  Dalton’s  Experiments  on  Ether. 


Force  in  inches  of  mercury. 

1 

Force  in  incite*  of  tnemiry. 

Tctnpcrnmtr 

Ure'i 

Dalton'*  Formula. 

Temperature 

Ufr’i 

DaUon’a 

Formula, 

of  vapour. 

expcrminiU. 

experiment*,  j pu*c  75. 

of  vapour. 

experiment*. 

expert  merit*. 

P*«c  75. 

34° 

0*20 

0-48 

140° 

56  90 

56-4  ! 

m 

7-5  0-8 

44 

810 

8 25 

54 

10-30 

10-4 

150 

07-00 

009 

04 

13-00 

15-0  130 

74 

10  10 

10  1 

100 

80  30 

78-8 

H4 

20-00 

19*83 

94 

‘2470 

24  2 

« 170 

92-80 

92*5 

96 

30-00  25-2 

173 

1200 

909 

104 

3000 

30  00 

S«YinJ  let it-tl 

ofetlKT. 

105 

30-00 

30-00 

no 

32  54 

3800 

180 

108:10 

108-1 

115 

35-90 

, 30  2 

120 

3947 

39  7 

I 190 

1-24-80 

125-8 

! 125  ■ 

43  24 

43  4 

130 

47-14 

47-4 

*200 

142-80 

146- 

132 

00  0 49  1 

135 

51-00 

51-8 

210 

100-00 

108-5 

*220 

240 

194- 

The  ether  employed  by  Mr.  Dalton  hoiled  in  a tube  at  96V  and  will  be  very 
nearly  represented  by  increasing  the  calculated  quantity  one  fifth  for  the  tem- 
perature. Thus,  for  132°,  we  have 

49  1 + 12J  = 58-9-2, 

5 


and  for  220°,  we  have 

194  + = 232-8, 

5 

Dr.  Ure’s  ether  boiled  at  104°  or  105°,  and  his  experiments  are  very  regular.* 
1 Thomson's  Annals  of  Philosophy,  vol.  xr.  p.  130.  * Diet,  of  Chemistry. 


Digitized  by  Google 


SECT.  II.] 


PROPERTIES  OF  STEAM. 


Or  tue  Elastic  Force  op  tiie  Vapour  of  Sulphuret  of  Carbon. 

109.  There  is  a remarkable  compound  of  sulphur  with  carbon,  which  is 
usually  distinguished  by  the  name  sulphuret  of  carbon,  but  is  sometimes  called 
carburet  of  sulphur.  It  is  liquid,  and  as  transparent  and  colourless  as  water.  It 
has  an  acrid  and  pungent  taste,  somewhat  aromatic : its  smell  is  nauseous  and 
peculiar:  its  specific  gravity  is  1-272,  and  it  boils  briskly  and  distils  at  from  110f> 
to  1 16",  depending  on  its  purity.  When  heated  to  about  680*  or  700°  in  tile  air,  it 
takes  fire  and  burns  with  a blue  flame.  It  is  scarcely  soluble  in  water.  It  apjiears 
to  be  a compound  of 

Sulphur  - - 84-21 

Carbon  - - 15-79 


100-00 


It  may  be  prepared  by  mixing  about  10  parts  of  well-calcined  charcoal  in 
powder  with  50  parts  of  pulverized  native  pyrites,  and  distilling  the  mixture  from 
a retort  into  a tubulated  receiver  surrounded  by  ice : somewhat  more  than  one  part 
of  sulphuret  of  carbon  may  be  obtained  from  the  above  quantities. 

1 10.  It  appears  to  me  that  it  might  be  used  in  a steam  engine  with  some 
advantage,  provided  it  does  not  act  too  much  on  the  metallic  parts,  nor  undergo  a 
change  by  the  continued  transition  from  heat  to  cold ; for  it  has  a high  elastic 
force  at  a low  temperature,  being  equal  to  about  4 atmospheres  at.  212°,  and 
therefore  the  advantage  of  a high  pressure  engine  might  be  obtained  without  the 
inconvenience  of  a high  temperature. 


Experiments  on  the  Elastic  Force  of  Vapour  from  Sulphuret  of  Carbon. 


Force  in  inches  uf  mercury.  j 


Temperature. 

Obicnred. 

Calculated  by  for* 
m«U,  pag*  7H. 

53°-5 

74 

n-73 

725 

18-55 

10-35 

no 

30-00 

30-00  I 

These  experiments  I have  attempted  to  represent  by  calculation  : as  the  rule  by 
which  the  numbers  were  calculated  was  formed  from  the  experiments  in  the  fol- 
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lowing  table,  they  serve  here  to  indicate  that  the  observed  numbers  are  probably 
too  low  for  the  true  ones.1 


111.  Experiments  on  the  Force  of  the  Vapour  of  Silpulret  of  Carbon, 
bv  M.  Caoniard  de  la  Tour. 


! 

Volume  in  liquid  state  8 part*. 
Volume  in  the  state  of  vapour  20  part*. 

Dpittccii  of  brut  by 

Force. 

Difference. 

Force  of  vapour  by  ( 

Fahrenheit. 

formula  below. 

Atmuapberm. 

Atmosphere*. 

Atmoapberea. 

212° 

4-2 

4-03  i 

2345 

5*5 

13 

5-3 

237 

7-0 

24 

0*8 

1 270-5 

10*0 

2-1 

8-7  | 

30*2 

130 

30 

11-0 

824-5 

10-5 

8-5 

13*8 

347 

20  2 

37 

17-3  1 

3095 

24  2 

40 

SI -3 

392 

28-8 

4 0 

20-2 

414-5 

33-6 

48 

31-9 

447 

402 

66 

42-0 

489-5 

47  5 

73 

503 

492 

57-2 

9-7 

00-2 

514-5 

587 

i sut. 

89-2  "*|KI,r' 

0-3 

11-3 

71-4 

84-5 

339-5 

11-4 

99-5 

572 

98-9 

97 

594-5 

114  3 

15-4 

017 

129  0 

15-3 

t 028  25 

1335 

341 

The  irregularities  in  all  M.  Cagniard  de  la  Tour’s  experiments  would  be  in  part 
occasioned  by  the  expansion  of  the  tubes  under  such  high  pressures  and  tem- 
jicratures ; hence,  to  attempt  a minute  comparison  would  only  show  a want  of 
attention  to  physical  effects  too  common  in  such  inquiries.  The  usual  practice  of 
attempting  to  supply  want  of  observation  by  minute  calculations,  is  one  of  the 
great  defects  of  the  present  mode  of  scientific  inquiry,  as  applied  to  improve  the 
scientific  arts. 

112.  The  forces  of  various  other  substances  have  been  tried,  but  not  with 
much  attention  to  the  selection  of  such  as  are  adapted  for  the  acting  vapours  in  an 
engine ; as,  for  that  purjxise,  one  should  be  chosen  which  afi'ords  the  highest  power 

1 The  rule  in  logarithms  for  sulphurel  of  carbon,  by  which  the  calculated  numbers  in  these 
tables  were  found,  is 

log.  /=0  (log.  (I  +280)  — 2-34488) 
to  the  point  where  the  liquid  becomes  wholly  vapour. 
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with  the  least  range  of  temperature  above  the  one  convenient  for  condensation  : to 
a vapour  of  this  kind,  heat  may  be  applied  without  requiring  so  extensive  a surface 
for  the  fire  to  act  on  as  when  water  is  used. 

On  the  other  part,  a fluid  which  has  a low  elastic  force  at  a high  temperature 
may  sometimes  be  conveniently  and  safely  applied  to  afford  a regular  heat  to  the 
acting  vapour  ; hence,  it  becomes  difficult  to  say  to  what  objects  it  is  improper  to 
extend  our  inquiries. 

Mr.  Dalton  made  some  experiments  on  the  vapour  of  ammonia.  The  ammonia 
lie  used  boiled  at  140" ; and  its  specific  gravity  was  '9474.  It  had  a force  of  4'3 
inches  at  00° ; but  on  increasing  the  temperature,  the  volatile  parts  separated  first, 
and  left  the  rest  with  a greater  proportion  of  water,  requiring  a still  higher  tem- 
perature to  convert  them  into  steam  : this  fluid  is  therefore  inapplicable. 

1 13.  The  force  of  the  vapours  of  petroleum,  and  of  oil  of  turpentine,  has  been 
ascertained  by  Dr.  Ure  : the  following  tables  contain  his  results : — 


Experiments  on  the  Force  of  Vapour  of  Petroleum,1  or  Naphtha. 


Farce  in  inches  of  mercury. 

1 Temperature. 

Force  in  inches  of  mercury. 

Temperature. 

Ure’*  experi- 
ment*. 

Form  uL*. 

Ure'*  experi- 
ments. 

Formula. 

310* 

3000 

.30  00 

350“ 

46-80 

481 

320 

31  70 

31  8 

355 

50-20 

325 

3400 

34  1 

300 

53  30 

54-8 

330 

86*40 

36-6 

305 

50-90 

335 

38  90 

370 

00-70 

02-4 

340 

41-60 

42- 

37*2 

61*90 

345 

44-10 

375 

04-00 

00-5 

Experiments  on  the  Force  of  the  Vapour  of  Oil  of  Turpentine.* 


Force  in  inches  of  mercury. 

Force  in  inches  of  mercury. 

Temperature. 

Ure’*  experi- 
ment*. 

_ 

Formula. 

Temperature. 

Ure'*  experi- 
ments. 

Formula. 

304'’ 

30*00 

30-00 

340* 

47-30 

30-10 

307-0 

32-00 

31-0 

343 

49  40 

52-5 

310 

33-50 

32  7 

347 

51-70 

315 

33-20 

353 

350 

53-80 

57-3 

320 

37-00 

38-0 

354 

56(50 

322 

37-80 

390 

357 

58-70 

320 

40*20 

41*1 

300 

(50-80 

05*4 

330 

336 

42- 10 
45*00 

43-6 

302 

02  40 

1 For  tbc  steam  of  petroleum,  the  boiling  point  being  316°,  the  rule  in  logarithms  is 
log./=  6 (log.  (I  + 100)  - 2-37201). 

7 For  the  steam  of  oil  of  turpentine,  which  boils  in  a tube  at  304°,  the  rule  iu  logarithms  is 
log./  = 0 (log.  I + 100)  - 2-36019  ). 
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114.  There  yet  remains  a substance  which  seems  to  possess  the  properties 
desirable  in  the  acting  vapour  of  an  engine.  It  is  called  oil  gas  vapour,  and  is 
separated  from  oil  gas  by  the  compression  used  to  render  that  gas  portable.  It 
has  been  examined  by  Mr.  Faraday, 1 who  found  that  it  is  insoluble  in  water 
except  in  very  minute  quantities.  It  boils  at  about  170°,  but  remains  liquid  at 
common  temperatures : it  consists  of  a combination  of  tluids  of  different  degrees 
of  volatility,  and  by  repeated  distillations  at  different  temperatures  the  volatile 
fluids  may  be  separated ; the  most  abundant  separates  between  170°  and  200°. 

At  common  temperatures  the  fluid  which  separates  between  170”  and  200° 
ap|tears  as  a colourless  transparent  liquid,  of  the  specific  gravity  0'85  at  60°,  having 
the  general  odour  of  oil  gas.  Below  42°  it  is  a solid  body,  which  contracts  much 
during  its  congelation.  At  zero  it  appears  as  a white  or  transparent  substance, 
brittle,  pulverulent,  and  of  the  hardness  nearly  of  loaf  sugar.  It  evaporates  entirely 
in  the  air,  and  when  its  temperature  is  raised  to  180°,  it  boils,  furnishing  a vapour, 
which  is  2-7  times  the  weight  of  the  same  bulk  of  common  air.  It  appears,  how- 
ever, that  at  a higher  temperature  the  vapour  is  decomposed,  depositing  carbon. 

It  is  composed  of  six  volumes  of  carbon,  and  three  volumes  of  hydrogen,  con- 
densed into  one. 

115.  In  a paper  in  the  ‘Philosophical  Transactions’  on  the  application  of 
liquids  formed  by  the  condensation  of  gases  as  mechanical  agents,  Sir  H.  Davy 
anticipates  the  probability  of  the  application  of  the  elastic  force  of  compressed  gases 
to  the  movement  of  machines.  * He  founds  this  anticipation  upon  the  immense 
difference  between  the  increase  of  clastic  force  in  gases  ui  dcr  high  and  low  tem- 
peratures by  similar  increments  of  temperature.  The  force  of  carbonic  acid  was 
found  to  be  equal  to  that  of  air  compressed  to  A at  12°,  and  of  air  compressed 
to  is  at  32°,  making  an  increase  of  pressure  equal  to  the  weight  of  13 
atmospheres. 

110.  I think,  however,  it  will  be  found,  that  two  other  circumstances  should 
be  considered  in  estimating  the  fitness  of  compressed  gases  as  mechanical  agents. 
First,  The  distance  through  which  the  force  will  act;  for  if  this  distance  of  its 
action  be  less  in  the  same  proportion,  as  the  force  is  increased  by  compression,  no 
advantage  will  be  gained ; the  power  of  a mechanical  agent  being  jointly  as  the 
force,  and  the  distance  through  which  that  force  acts.  Secondly,  The  quantity  of 
heat  required  to  produce  the  change  of  temperature  is  also  to  be  considered.  For 
if  the  mechanical  power  requires  as  great  an  expenditure  of  heat  as  common 
steam,  no  advantage  worthy  of  notice  would  be  gained.  In  fact  the  only  prospect 
they  afford  of  being  useful,  is  through  lessening  the  extent  of  surface  to  be  heated. 

1 Philosophical  Transactions,  1826.  * Idem,  for  1623. 
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The  idea  of  employing  very  powerful  pressures,  acting  through  a short  space, 
seems  more  valuable  at  first  sight  than  it  proves  on  examination.  It  is  considered 
that  an  engine  of  high  power  can  be  got  into  a small  place,  and  will  be  of  less 
weight.  But  the  real  inconveniences  are,  the  large  mass  of  fuel  required  to 
supply  the  engine  a given  time,  and  the  immense  surface  that  must  be  exposed 
to  an  intense  heat  to  obtain  a given  quantity  of  beat  in  a given  time.  Besides, 
when  we  attempt  to  use  high  degrees  of  pressure,  an  accuracy  of  workmanship, 
and  attention  to  the  elasticity  of  materials,  becomes  necessary,  which  renders  the 
work  expensive  and  of  short  duration. 

The  success  of  Mr.  Faraday  in  reducing  various  gases  into  the  liquid  state  is 
not  however  the  less  important.  His  method  consisted  in  generating  the  sub- 
stances in  a bent  tube  of  glass  hermetically  sealed  at  both  ends.  Then,  by  cooling 
one  end  of  the  bent  tube  and  heating  the  other,  when  heat  was  necessary,  the  gas 
was  condensed  in  a liquid  state  at  the  cold  end  of  the  tube. 

117.  Carbonic  acid  required  the  greatest  precautions  to  effect  the  conden- 
sation with  safety.  The  liquid  obtained  is  a limpid,  colourless  body,  extremely 
fluid,  and  floated  upon  the  contents  of  the  tube  without  mixing.  It  distils  readily 
at  the  difference  of  temperature  between  32°  and  0° : its  refractive  power  is  much 
less  than  that  of  water,  aud  its  vapour  exerts  a pressure  of  36  atmospheres 
at  a temperature  of  32°.  In  endeavouring  to  open  the  tubes  which  contained 
it,  at  one  end,  Mr.  Faraday  states,  that  they  uniformly  burst  with  powerful 
explosions. ' 

The  gases  reduced  to  a liquid  state  by  Mr.  Faraday,  with  their  densities  as  far 
as  they  are  known,  arc  collected  in  the  following  table,  with  a column  to  show 
the  mechanical  power  compared  with  steam.  * 


1 The  ingenious  Mr.  Brunei  is  attempting  to  work  an  engine  where  the  acting  vapour  is  to  he 
from  liquid  carbonic  acid.  It  is  to  be  regretted  that  his  great  talent  for  mechanical  combination 
should  be  emplovcd  where  there  is  so  little  chance  of  success. 

* The  power  is  as  the  force  and  the  space  through  which  the  gas  passes  in  its  reduction  to  the 
state  of  liquid.  (See  Sect,  it.)  The  space  is  found  by  comparing  the  density  of  the  body  in  the 
liquid  state  with  its  density  in  die  gaseous  under  the  same  pressure ; and  as  the  weight  of  air  is 
to  water  as  1 : 828,  to  find  the  mechanical  power  of  equal  volumes  of  the  liquid,  we  have  simply 
to  multiply  828  by  the  specific  gravity  of  the  liquid,  and  divide  the  product  by  the  specific  gravity 
of  the  body  in  the  state  of  gas.  The  force  does  not  enter  into  the  calculation,  because  the  density 
of  the  gas  must  obviously  be  greater  in  the  same  proportion.  The  quantity  of  hoat  is  most  pro- 
bably in  the  ratio  of  the  power : if  this  be  the  case,  all  substances  will  afford  equal  powers  with 
equal  quantities  of  heat. 
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Body. 

Specific  gravity 
of  tlir  gut,  air 
being  unify. 

Specific  gravity  of 
liquid,  water 
being  unity. 

Temperature. 

Force  in 

atmosphere!*. 

Mechanical  power 
of  equal  weights 
of  the  ga»e*.  | 

Carbonie  acid  gas 

1-527 

M 

« 

30 

Sulphuric  acid  gsu» 

2-777 

1-42 

45 

*2 

420 

Sulphuretted  hydrogen  gas 

1-102 

09 

00 

17 

1130 

Euchlorine  gas 

2-305 

Nitrous  oxide 

1-527 

4-i 

50 

Cvanogen 

1-818 

0-9 

45 

30 

395 

Ammonia 

Oii 902 

0-70 

50 

0*5 

1057 

Muriatic  acid  gas 

1-285 

50 

40* 

Chlorine 

2.400 

l :J3 

50 

4* 

440 

Steam  of  water 

1 _ ___ 

0-48 

10U0 

212 

1- 

1711 

These  are  the  principal  researches  that  have  been  made  on  the  force  of  vapours 
at  different  temperatures,  when  in  contact  with  liquids ; but,  in  order  to  render 
the  subject  more  complete,  we  must  consider  the  force  when  not  in  contact  with 
the  liquids  which  generate  them,  and  also  their  density  and  volume. 

Of  the  Elastic  Force  of  Vapour  separated  from  the  Liquids  from 
WHICH  T1IEV  WERE  GENERATED. 

1 18.  It  has  been  remarked,  that  the  elastic  force  of  steam  or  vapour  produced 
by  increase  of  temperature  ceases  to  follow  the  same  law  where  it  is  not  in 
contact  with  the  liquid  from  which  it  was  formed.  (Art.  87.)  The  density  of  the 
steam  no  longer  increases,  the  force  being  solely  that  which  prevents  it  expanding, 
and  is  measured  from  the  quantity  it  would  expand  if  unconfined.  The  expansion 
by  the  same  increase  of  temperature  having  been  found  to  tie  the  same  in  all 
gases  and  vapours,  and  the  density  as  the  compressing  force,  as  far  at  least  as 
GO  atmospheres,  it  becomes  an  easy  task  to  compute  this  species  of  force  within 
that  range  of  compression. 

This  will  also  be  further  useful  in  determining  the  volume  occupied  by  steam 
of  a given  density  and  temperature  as  far  as  about  (>0  atmospheres : higher  we 
need  not  attempt  to  go  for  useful  purposes ; and  if  wc  did,  our  rules  would  fail,  for 
there  is  not  even  a probable  chance  of  the  law,  of  the  density  being  as  the  force, 
extending  to  very  high  degrees  of  compression. 

1 IS).  The  quantity  a gas  or  vapour  expands  under  a constant  pressure,  is 
found  by  the  following  rule. 

Rule.  To  each  of  the  temperatures  before  and  after  expansion,  add  45ft.  Then 
divide  the  greater  sum  by  the  less,  and  the  quotient  multiplied  by  the  volume  at 
the  lower  temperature  will  give  the  volume  at  the  higher  temperature. 

Or  let  t be  the  temperature  with  the  volume  ti,  and  ('  any  other  temperature, 
then 
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(459  + A 

^ ^ ) v — the  volume  at  the  temperature  t. 

Rile.  As  the  volume  the  vapour  occupies  is  to  the  volume  it  would  become 
by  expansion,  so  is  the  elastic  force  at  the  lower  temperature  to  that  at  the 
higher  one. 

Or,  v:(™±L)  ,:,/*/(«*+/)• 

'djO  + I ' J J '430  + I' 


Taking  as  an  example  M.  Caguiard  de  la  Tour’s  experiments  on  ether,  it  is 
stated  that  it  was  completely  in  a state  of  vapour  at  a lower  degree ; but  the 
differences  do  not  indicate  this  to  have  taken  place  till  it  was  447°,  and  its  force 
was  68*8  atmospheres;  required  its  force  at  G17°.  In  this  case 

^ 44^  x “ *R"7  sUjlosplirres. 

In  the  experiment  he  states  it  as  94  atmospheres,  and  undoubtedly  in  conse- 
quence of  the  vapour  of  mercury  forming  in  the  apparatus,  (art.  107.);  and  a like 
remark  applies  to  all  his  experiments ; for  our  rule  for  the  expansion  rather 
exceeds  the  tmth  than  otherwise. 

120.  By  reversing  the  process,  we  may  find  the  volume  steam  will  occupy 
under  any  compressive  force  not  exceeding  00  atmospheres,  when  its  volume  is 
known  for  a given  tenqtcrature  and  pressure.  For  example,  at  60°  its  force  being 
30  inches  of  mercury,  its  volume  is  1324  times  its  volume  in  water.1  Now  by 
increasing  its  temperature  to  the  degree  ( its  volume  would  bo. 


1 The  volume  of  any  vapour  or  gas  at  GO3  a ml  30  in.  is  easily  found  from  chemical  tables  con- 
taining their  specific  gravity,  compared  with  air  at  that  temperature  und  pressure;  for  air  is  R28 
times  the  volume  of  an  equal  weight  of  water;  consequently,  the  number  828  being  multiplied 
by  the  specific  gravity  of  the  liquid,  and  divided  by  the  specific  gravity  of  the  vapour  in  question, 
gives  its  proportion  of  volume  to  an  unit  of  volume  of  the  liquid. 

Thus  steam  is  of  the  specific  gravity  ‘025 ; and 


828 

•025 


1324. 


The  following  tabic  may  bo  found  useful  in  similar  calculations  with  various  liquids. 


Sub*  (an  cp. 

Specific-  gra- 
vity in  Liquid 
»tAte,  water 
being  unify. 

Specific  gra- 
vity in  vapour, 
air  being 

Volume  of  ra- ! 
pour  for  one  of 
liquid  at 
and  :t0  in. 

Constant 
number  for 
formula. 

Vohnw  at  the 
bailing  paint 
of  the  liquid. 

i 

Hailing  point. 

Water 

1-000 

0*025 

13*24 

70-5 

1711 

ts 

Alcohol 

•825 

1*0133 

423 

24 -5 

470 

173 

Sulphuric  ether 

•032 

8*086 

203 

11*7 

220 

104 

Sulphuret  of  carbon 

1-272 

2-0447 

308 

230 

440 

no  ; 

Naphtha 

•758 

2-833 

224 

13*0 

280 

180 

[ Oil  of  turpentine 

*722 

5 013 

130 

7*6 

193 

314 

| Oil  gas  liquid 

•85 

0.7 

200 

15*0 

337 

180 

From  this  table  it  appears  that  one  volume  of  water  produces  more  vapour  than  an  equal  volume 


of  any  other  substance  in  the  list. 
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1324  * "®44  = 2 55 
459  -f  tit) 


(459  + ?y 


And  /:  30  : : 8-55  ( 450  + t ) : 80  * 2 56 j450  + O 


7B-5  (459  + f) 

/ 


the  volume  at  the  force  f and  temperature  t'. 

121.  Hence,  we  have  this  convenient  rule  for  finding  the  volume  or  space 
the  steam  of  a cubic  foot  of  water  occupies,  when  the  steam  is  of  any  given  elastic 
force  and  temperature. 

Rule.  To  459  add  the  temperature  in  degfees,  and  multiply  the  sum  by  7G’5. 
Divide  the  product  so  obtained  by  the  force  of  the  steam  in  inches  of  mercury, 
and  the  result  will  be  the  space  in  cubic  feet  the  steam  of  a cubic  foot  of  water 
will  occupy. 

Example.  If  the  force  of  the  steam  be  4 atmospheres,  or  120  inches  of 
mercury,  tile  temperature  to  that  force  being,  according  to  Mr.  Southern’s  experi- 
ments 295°  (art.  77.) ; then  459  + 295  = 754  and 


754  x 7G-5  _ 57981 
120  ” 120“ 


= 480-7. 


Its  volume  found  by  experiment  was  404 ; and  considering  the  difficulty  of 
ascertaining  the  volume,  on  account  of  the  allowances  to  be  made  for  escape  of 
steam  of  such  a high  temperature,  it  agrees  very  well  with  the  calculated  result. 
According  to  Dr.  Ure’s  experiments,  the  force  of  steam  at  295°  is  129  inches, 
which  gives  44G  for  the  number  of  times  the  volume  iB  increased  by  converting 
into  steam  of  that  force  and  pressure. 


Op  the  Mix-tube  of  Am  and  Steam. 

122.  It  is  a well-known  fact  that  common  water  contains  a considerable  por- 
tion of  air  or  other  uncondensible  gaseous  matter ; and  when  water  is  converted 
into  steam,  this  air  mixes  with  it,  and  when  the  steam  is  condensed,  remains  iu  the 
gaseous  state.  If  means  were  not  taken  to  remove  this  gaseous  matter  from  the 
condenser  of  an  engine,  it  would  collect  so  as  to  obstruct  the  motion  of  the  piston  : 
but  even  when  means  for  removing  it  are  employed,  a certain  quantity  constantly 
remains  in  the  condenser  of  an  engine ; and,  in  order  to  determine  its  state,  we 
must  consider  the  effects  produced  by  mixing  air  with  steam,  or  vapour,  at  different 
temperatures  and  pressures. 

I Ait  us  suppose  that  we  have  air  and  vapour  of  the  same  temperature  I,  and 
elastic  force  p ; and  that  the  volumes  are  v and  o'.  If  they  were  now  put  one  on 
the  other  in  a closed  vessel  of  the  capacity  o-fo',  it  is  plain  they  could  preserve  an 
equilibrium,  because  the  temperature  is  the  same,  and  the  mutual  pressures  are 
equal ; but  this  equilibrium  would  not  be  stable. 
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Experience  proves  that  these  gases  would  gradually  inix  together  till  thev 
became  completely  intermixed.  It  further  shows  that  during  this  operation  heat 
is  neither  evolved  nor  absorbed  ; so  that  after  a certain  time  the  mixture  is  per- 
fectly homogeneous,  the  two  gases  holding  the  same  proportion  in  every  part,  and 
tlic  temperature  and  pressure  being  t and  p.  From  these  facts,  established  by 
observation,  we  may  deduce  another  equally  well  verified  by  experience. 

123.  If  two  gases,  or  a gas  and  vapour,  mixed  together  at  the  temperature  I, 
fill  a volume  v ; and  if  p and  f denote  the  pressures  they  would  separately  exert 
when  separately  occupying  the  same  volume  t»,  at  the  same  temperature  t,  the 
pressure  of  the  mixture  will  be  p+f 

In  effect,  let  us  suppose  that  the  two  gases  at  first  arc  distinct,  and  let  f he 
greater  than  p ; then  dilating  the  gas  under  the  pressure  f until  f changes  to  p, 
its  volume  will  become 

y/ 

P 

provided  the  same  temperature  t has  been  preserved.  Placing  the  two  gases  now- 
one  on  the  other,  their  united  volume  is 

V + or  H (p+f). 

P P 

124.  These  gases,  according  to  what  we  have  said  above,  will  equally  intermix 
without  changing  their  temperature  or  common  pressure  p.  Now  according  to  the 
law  of  the  volume  being  inversely  as  the  pressure,  which  is  true  of  mixed  as  well 
as  of  simple  gases,  if  we  compress  the  mixture  without  changing  its  temperature 

until  its  volume  (p+f)  becomes  c,  the  pressure  p will  become  p+f,  the  same 
as  we  had  to  prove. 

Equally  good  would  the  principle  hold  with  three  or  more  gases,  or  with  a mix- 
ture of  gases  and  vapour  : in  all  cases  the  united  pressure  will  lie  equal  to  the  sum 
of  all  the  pressures  which  the  gases  or  vapours  would  each  exert,  when  separately 
occupying  the  same  volume  v at  the  same  temperature  t. 

When  a change  of  temperature  takes  place,  either  after  or  during  the  mixture, 
the  first  temperature  being  t ; then 

x = t(,c  volume  at  the  new  temperature  (,  and  pressure  p. 

125.  This  is  compared  with  General  Roy’s  experiments  in  the  following  table, 
formed  from  the  mean  results  which  he  obtained.1  Commencing  at  zero,  1000 
parts  of  air,  in  contact  with  water,  and  under  a pressure  of  32-18  inches,  is 


1 Philosophical  Transactions,  vol.  Uni,  p.  083. 


Digitized  by  Google 


80 


THF.  NATURE  AND 


[s«ct.  II. 


increased  iu  volume  by  the  formation  of  vapour,  and  increase  of  temperature,  as 
shown  in  the  second  column  of  the  table  ; while  the  third  is  the  force  of  vajKiur  at 
these  temperatures  by  our  rule,  page  59  : the  fourth  is  computed  by  the  rule  in  the 
preceding  article.1 


Temperature. 

Volame  of  air 
and  vapour  by 
experimrnt. 

Force  of  vapour, 
by  Rote 
P *S* 

Volume  of  air  and  ' 
vapour  by  formula, 
art.  124. 

O’ 

1000*00 

0-002 

1000 

32 

1071-29 

0*172 

1070 

52 

1123*05 

0*401 

1132 

72 

1 182*50 

0842 

1190 

02 

1255  14 

10*29 

1200 

112 

1803*75 

295 

1300 

132 

1401*06 

5*07 

1500  1 

152 

108800 

8*33 

1680  I 

172 

1929-78 

13*17 

1930 

192 

2287*44 

20-10 

2300 

212 

2071*94 

3000 

2850  | 

The  agreement  with  experiment  is  in  this  case  very  near,  and  it  affords  a further 
confirmation  of  the  accuracy  of  our  rule  for  the  force  of  steam,  below  the  boiling 
point. 

126.  In  the  condenser  of  a steam  engine  the  vapour  will  be  of  the  elastic  force 
corresponding  to  its  temperature,  and  that  temperature  is  determined  by  that  of  the 
fluids  which  condense  it. 

It  will  also  always  become,  after  a few  strokes  of  the  engine,  mixed  with  as  much 
air  as  it  will  saturate  at  the  given  temperature  and  pressure  ; and  by  the  preceding 
inquiry  it  appears,  that  this  saturation  will  take  place  when  there  is  an  equal  mix- 
ture of  air  and  vapour  in  the  condenser;  consequently,  only  half  the  quantity 
drawn  out  by  the  air  pump  at  one  stroke  will  be  air,  the  rest  will  be  uncondensed 
vapour;  and  the  quantity  of  air  drawn  out  at  each  stroke  must  be  at  least  equal  to 
all  the  air  which  enters  both  from  the  boiler,  from  the  injection  water,  and  front 
leakage  at  the  joints  in  the  time  between  stroke  and  stroke : a slight  variation  on 
either  side,  however,  will  not,  it  may  easily  be  proved,  have  much  effect  iu 
retarding  the  engine. 

As  the  volume  the  air  and  vapour  occupy  determines  the  air  pump  to  be  of  a 
large  size,  and  consequently  expensive  both  in  constniction  and  power,  in  order  to 


* An  erroneous  formula  for  this  purpose  lias  been  copied  into  several  works  : it  is 
’ P—  = the  volume ; and  does  not  at  all  agree  with  the  experiments. 

I pave  an  analysis  of  the  correct  rule  in  my  work  on  Wanning  and  Ventilating,  p.  291.  It  has 
also  been  investigated  by  M.  Poisson,  whose  mod**  of  illustration  is  followed  in  the  above. 
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lessen  its  bulk,  a second  injection  might  be  made  within  the  air  pump ; but  the 
utmost  that  could  be  gained  by  this  method  would  be  very  little  more  than  the 
difference  of  volume  due  to  temperature,  not  perhaps  one-tenth  of  the  volume  of 
the  pump  in  any  case. 

It  is  important  to  remark,  that  in  steam  from  salt  water,  the  same  quantity  of  air 
will  occupy  more  space,  on  account  of  the  steam  being  of  less  elastic  force  at  the 
same  temperature ; but  perhaps  this  is  more  than  compensated  lor,  by  salt  water 
containing  less  air. 

Op  the  Motion  op  Elastic  Fluids  and  Vapours. 

127.  A knowledge  of  the  principles  and  circumstances  which  affect  the  motion 
of  elastic  fluids,  is  of  considerable  importance,  in  assigning  the  relative  proportion  of 
the  parts  of  a steam  engine.  It  is  a subject  that  has  been  very  little  studied  in 
discussing  the  theory  of  this  invaluable  machine,  and  therefore  it  is  one  which  will 
engage  a considerable  share  of  our  attention  in  this  work.  Steam  is  in  motion 
during  its  action ; it  must  move  through  passages  to  perform  its  office,  and  be 
forced  through  others  as  it  retires  ; and  the  effect  of  disproportion  it  is  difficult  to 
determiue  from  practice  alone,  because  the  result  depends  on  so  many  contingent 
circumstances. 

The  best  method,  therefore,  must  be  to  separate  the  effects,  and  study  each 
indcjicndcntly : there  is  then  reason  to  hope  that  they  may  be  united  into  a perfect 
system  ; and  at  least  it  shall  be  our  endeavour  to  forw  ard  this  desirable  end  to  the 
extent  of  our  power. 

128.  The  condition  of  free  elastic  fluids  has  been  shown  to  be  regulated  by 
the  pressure  and  temperature  of  the  atmosphere ; and,  when  an  clastic  fluid  is  con- 
fined in  a close  vessel,  its  condition  as  to  temperature  and  pressure  must  be  similar 
to  that  it  would  be  in,  if  in  an  atmosphere  of  the  same  fluid  capable  of  producing 
the  same  pressure  upon  it. 

129.  The  most  convenient  method  of  investigating  the  motion  of  an  elastic 
fluid,  is,  to  find  the  height  of  a homogeneous  column  of  the  same  fluid,  capable  of 
producing  the  same  pressure  as  that  to  which  the  fluid  is  subjected  ; for  then  the 
fluid  would  rush  into  a perfect  vacuum  with  the  velocity  a heavy  body  would 
acquire  by  falling  through  the  height  of  the  homogeneous  column,  when  a proper 
reduction  is  made  for  the  contraction  of  the  aperture. 

130.  If  a pipe  of  communication  be  opened  between  two  vessels  containing 
clastic  fluids  of  different  clastic  forces,  the  velocity  of  the  efflux  through  the  pipe  at 
the  first  instant  will  be  that  which  a heavy  body  would  acquire  by  falling  through 
the  difference  between  the  heights  of  homogeneous  columns,  of  the  fluid  of  greatest 
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clastic  force,  equivalent  to  the  pressures  : and  it  would  he  as  the  velocity  acquired 
by  falling  through  the  difference  between  the  heights  of  the  columns  equivalent  to 
the  pressure  at  any  other  instant ; the  height  to  be  ascertained  for  the  instant  at 
which  the  velocity  is  required.  After  a certain  time,  the  pressures  or  elastic  forces 
would  become  equal,  and  the  velocity  of  course  would  be  nothing. 

131.  The  consideration  of  chimneys  is  another  case  of  the  motion  of  elastic 
fluids,  where,  by  increase  of  temperature,  a part  of  an  atmospheric  column  is  ren- 
dered of  a different  density.  Some  mistakes  have  been  committed  in  treating  this 
case ; but  we  must  proceed  to  treat  of  the  motions  which  take  place  in  engines,  and 
first  of  the  allowances  to  be  made  for  contractions. 

132.  In  the  motion  of  elastic  fluids,  it  appears  from  experiments,  that  oblique 
action  produces  nearly  the  same  effect  as  in  the  motion  of  water,  in  the  passage  of 
apertures ; and  that  eddies  take  place  under  the  same  circumstances,  tending  to 
retard  the  motions  in  a considerable  degree. 

133.  The  velocity  of  motion  that  would  result  from  the  direct  iinreurded 

action  of  the  column  of  the  fluid  which  produces  it  being  unity  ...  1-000  or  8 

The  velocity  through  an  aperture  in  a thin  plate  by  the  some  pressure  is  • -025*  or  3 

Through  a tube  from  two  to  three  diameters  in  length  projecting  outward  - -813  or  6-5 

Through  a tube  of  the  same  length  projecting  inwards  .....  -681  or  5-45 

Through  a conical  tube,  or  mouth  piece,  of  the  form  of  the  contracted  vein  - -1H3  or  7-0 

134.  Every  enlargement  of  a pipe  which  is  succeeded  by  a contraction 
reduces  the  velocity  of  the  motion,  and  in  proportion  to  the  nature  of  the  con- 
traction,  and  every  bend  and  angle  in  a pipe,  is  attended  with  a diminution  of 
velocity.  Hence,  as  far  as  convenience  will  admit,  these  causes  of  loss  should  be 
avoided  ; and  where  they  must  be  introduced,  such  forms  should  be  given  as  will 
lessen  the  defect  as  much  as  possible. 

Of  the  Motion  of  Steam  in  an  Engine. 

135.  We  have  stated  (art.  129.)  that  the  most  convenient  mode  of  determining 
the  motion  of  steam,  is,  by  finding  the  height  of  a column  of  the  same  fluid  which 
would  produce  an  equal  pressure  upon  a base  of  equal  area  : the  manner  of  deter- 
mining  this  column  is  therefore  the  first  point  to  be  considered.  The  force  of 
steam  is  sometimes  expressed  by  the  pounds  on  a square  inch  ; sometimes  by  the 
inches  in  height  of  a column  of  mercury,  and  not  unfrequently  by  the  number  of 
atmospheres : it  will  therefore  be  an  advantage  to  find  the  height  of  a column  of 
water  equivalent  to  each  of  these  measures ; and  then,  that  being  multiplied  by  the 


1 According  to  experiments  on  air  made  by  Mr.  Banks,  0-G34.  See  Power  of  Machines,  p.  13. 
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relative  bulk  and  pressure  of  the  steam,  the  height  of  the  column  of  steam  will  be 
(bund. 

{1  lb.  per  square  inch  is  2*31  feet. 

1 lb.  per  circular  inch  is  2*94  feet. 

1 inch  of  mercury  is  1*133  feet, 
tin*  atmosphere  is  34*0  feet. 

The  water  is  supposed  to  be  of  the  temperature  60°,  and  the  atmosphere  equal  to 
a pressure  of  .'10  inches  of  mercury : the  bulk  of  the  steam  will  depend  on  the. 
pressure  and  temperature,  and  will  be  given  for  the  range  of  practice  in  a table  at 
the  end  of  the  volume,  or  may  be  found  by  art.  121.  For  example,  the  volume 
of  steam  at  212°  being  1711  times  the  bulk  of  the  equivalent  quantity  of  water  at 
60”,  and  the  pressure  being  30  inches  of  mercury,  or  34  inches  of  water,  we  have 
171 1 x.34=5S174  feet,  the  height  of  an  atmosphere  of  steam  at  212°. 

136.  If  an  aperture  were  formed  so  that  there  would  he  no  oblique  action  in 
passing  it,  a gaseous  fluid  or  vapour  would  rush  through  it  into  a perfect  vacuum, 
with  the  velocity  a heavy  body  would  acquire  in  falling  through  the  height  of  the 
column  of  the  same  fluid  equivalent  to  the  pressure. 

And  this  velocity  in  feet  per  second  is  equal  to  eight  times  the  square  root  of  the 
height  of  the  column  ; 1 but  through  pipes  and  other  apertures  the  velocity  will  be 
only  5,  or  6J,  or  other  number  of  times  the  square  root  of  the  height  of  the  column, 
as  shown  in  the  table,  art.  133.  for  each  kind  of  aperture. 

137.  Rule.  If  the  height  of  a column  of  steam  equivalent  to  the  pressure  of 
steam  in  a boiler  be  determined,  and  also  the  height  of  a column  of  the  same  steam 
equivalent  to  the  pressure  on  the  piston  of  a steam  cylinder,  then  the  velocity  will 
be  equal  to  6*5  times  the  square  root  of  the  difference  between  the  heights  of  the 
two  columns.  This  result  is  the  velocity*  in  feet  per  second  through  a straight  pipe. 


1 Id  algebraic  notation ; let  / be  tbe  inches  of  mercury  equal  to  the  force  of  tho  steam  or  the 
pressure  on  the  fluid,  4 tbe  bulk  of  the  fluid  when  the  same  weight  of  water  is  1,  and  A — the 
height  of  an  atmosphere  of  the  fluid  of  uniform  density.  Then,  1*23  / b—A ; and 


8s/*  = o = 8s/ 1*13  / 4, 

when  the  fluid  flowg  into  a perfect  vacuum  without  contraction  at  the  aperture.  In  the  best 
formed  pipes  it  is 

7*9  A sssvf 

in  common  formed  ones 

0*3  7*  «=  v.  But  4 = ±5  (art.  121) ; 

hence 

v = G*5  aJ  8(i°5  (450  + 1'),  velocity  into  a vacuum, 
when  t is  the  temperature  of  the  steam. 

M 
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138.  The  quantity  of  steam  generated  may  be  considered  to  be  equal  to  the 
quantity  consumed  in  the  same  time,  or  that  the  boiler  is  of  sufficient  capacity  to 
admit  of  its  being  taken  at  intervals  without  a sensible  loss  of  elastic  force  ; and  as 
these  conditions  are  essential  to  a good  engine,  we  shall  consider  them  to  be 
fulfilled.  (See  sect.  in.  art.  210.  for  the  proportion  of  space  in  boilers.) 

139.  The  volume  of  steam  required  in  a second  is  equal  to  the  area  of  the 
piston  multiplied  by  its  velocity  in  feet  per  second  : and  its  density  or  elastic  force 
must  be  as  much  less  than  that  of  the  steam  in  the  boiler,  as  to  allow  the  same 
weight  of  steam  to  pass  in  a second  through  the  steam  passages ; for  if  it  passed 
through  the  steam  passages  with  no  greater  velocity  than  that  of  the  piston,  those 
passages  must  be  of  the  same  area  as  the  cylinder ; but  as  the)'  are  less  than  the 
cylinder,  the  excess  of  velocity  must  be  produced  by  a corresponding  excess  of  force 
in  the  boiler. 

140.  The  steam,  till  it  has  passed  the  narrowest  part  of  the  passages,  will  have 
the  same  density  as  in  the  boiler,  but  in  the  cylinder  it  must  expand  till  its  density 
be  so  reduced  as  to  cause  the  difference  of  pressure  producing  the  velocity  through 
the  contracted  passages ; and  as  the  density  is  as  the  elastic  force,  the  force  of  the 
steam  in  the  boiler  multiplied  by  the  velocity,  and  the  area  of  the  passage,  must  be 
equal  to  the  elastic  force  on  the  piston  multiplied  by  its  area  and  velocity. 

That  is,  fa  v = p A V,  when  f is  the  force  of  the  steam  in  the  boiler  in  inches  of 
mercury ; a the  area  of  the  steam  passages ; t>  the  velocity  ; p the  force  on  the 
piston  in  inches,  A its  area,  and  V its  velocity. 

From  this  we  have 


But  by  the  rule  (art.  137.) 

v = 6-5  VTIST 

therefore  p — c'5  11:1  * (/—/)• 

If  the  area  of  the  steam  passage  be  required,  we  have 

fAV  p A V 

“ 6-5 / v/1'13  ti  (f—y)  r“  0-5/ v'«fiu«  (4.jy+('): 

wheto  nf=f—p  = the  loss  of  force,  which  should  not  be  exceeded. 

141.  In  practice  for  low  pressure  engines  it  is  usual  to  make  the  diameter  of 
the  passage  about  one-fifth  of  the  diameter  of  the  cylinder,  and  then  its  area  is  -A 
of  the  area  of  the  cylinder  : and  as  this  proportion  is  grounded  upon  the  experience 
of  the  difficulties  involved  by  making  the  passages  larger,  it  ought  not  to  be 
departed  from  without  a sufficiently  obvious  advantage. 

142.  This  formula  applies  only  to  the  case  of  a pipe  without  obstructions,  and 
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we  have  no  experiments  by  which  the  effect  of  these  causes  of  diminution  can  be 
estimated  with  accuracy,  but  we  may  endeavour  to  allow  for  them  on  the  principles 
which  operate  in  similar  circumstances.  For  this  purpose  let  the  part  of  the  pipe 
from  whence  the  change  of  figure  takes  place,  be  considered  a vessel  with  an  aper- 
ture of  the  kind  nearest  resembling  the  figure  of  the  branching  pipe,  and  the  loss 
of  motion  at  the  place  equal  to  that  which  such  an  aperture  would  cause. 

Thus  when  the  angle  is  a right  angle,  the  loss  of  velocity  may  be  considered  half 
that  which  takes  place  when  a pipe  is  inserted  in  the  side  of  a vessel,  as  the  dimi- 
nutions in  the  exterior  half  of  the  aperture  will  not.  be  so  great  in  this  case ; there- 
fore the  loss  will  be 


1-000  - -813 


•094  nearly ; 


and  may  be  allowed  for  by  diminishing  the  velocity  one-tenth,  for  each  right-angled 
bend. 

The  same  allowance  for  loss  should  be  made  when  one  pi|)e  branches  at  right 
angles  from  another. 

143.  In  a pipe  formed  to  a regular  curve,  or  bent  only  to  an  obtuse  angle,  the 
reduction  will  not  exceed  that  which  happens  with  a conical  mouth-piece,  which  is 
about  A of  the  velocity. 

If  a pipe  be  terminated  in  a valve  box,  the  allowance  of  two-tenths  should  be 
made  for  the  loss  of  velocity  in  passing  the  valve.' 

144.  Few  engines  have  less  than  three  obstructions  equivalent  to  passing  so 
many  different  apertures,  which  together  may  be  expected  to  reduce  the  velocity  so 
as  to  require  the  number  6'5  to  be  reduced  to  4'5  ; consequently,  the  formula  may 
lie  stated 

p A V _ A V (1  - ») 

“ = 4-5/  VSU-5  » (439+7)  ~ 42  Jnj4M  + 7)  • 


1 When  a series  of  obstructions  of  the  same  kind  occur  iu  a pipe,  the  reduction  for  the  first 
being  — , the  velocity  will  be  reduced  from  V to 

*(>-7)' 

V 

in  passing  n obstructions.  For  the  lost  of  velocity  at  the  first  obstruction  must  be  — ; hence  it 
will  be  reduced  to 

v-7=v  O'?)' 

and  this  quantity  will  be  similarly  reduced  in  the  same  proportion  at  each  contraction. 

To  calculate  the  amount  of  such  a succession  of  diminutions,  we  have 

log.  V + a log.  ^1  — — ^ = the  logarithm  of  the  reduced  velocity. 
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which  will  enable  us  to  compare  with  practice  after  considering  the  other  causes 
of  loss. 

145.  Loss  of  force  by  cooling.  But  much  of  the  force  of  the  steam  will  also 
be  lost  in  the  passage  tlirough  the  steam  pipe  by  cooling.  The  quantity  of  steam 
exposed  during  a second  is  as  the  area  and  velocity  of  the  steam  ; or 

= cubic  feet ; 

144 

a being  in  inches,  the  rest  in  feet. 

The  surface  is  as  the  length  and  circumference,  or 
ir  < 4 la 

= / x y ; = square  feet. 

Hence  the  loss  of  heat  being  directly  as  the  surface,  and  inversely  as  the  quantity 
exposed,  we  have  for  cooling  in  metals 

2-HT-Q  v 4 la  144 
00  12  4 iv 

the  loss  of  heat  in  a second  ; or  rather  the  loss  of  heat  which  the  quantity  passing 
in  one  second  experiences. 1 By  reducing  the  expression  to  its  lowest  fraction  it 
becomes 

„_17<(T-  O 

d v 

In  this  equation 

T is  die  temperature  of  the  surface  of  the  steam  pipe,  which  wilt  be  about 
one-twentieth  less  than  that  of  the  rteam ; 
f is  the  temperature  of  the  air, 

/ the  length  of  the  pipe  in  feet, 
d its  diameter  in  inches, 
and  t)  the  velocity  in  feet  per  socond. 

146.  In  applying  this  formula  to  find  the  loss  of  heat,  there  arc  no  other 
circumstances  to  be  considered ; but  in  its  application  to  determine  the  loss  of 
elastic  force,  there  is  a most  important  point,  to  which  I would  particularly  direct 
the  attention  of  manufacturers  of  engines.  It  is  the  degree  to  which  the 
temperature  of  the  steam  is  reduced  by  passing  through  the  pipe.  It  is  said  to  be 
frequently  as  much  as  would  reduce  its  temperature  below  212°;  when  this  is  the 
case,  we  know  that  part  of  the  steam  must  become  water,  and  the  rest  of  it  become 
of  the  force  equivalent  to  a temperature  of  212°,  and  therefore  all  the  excess  of 
force  which  was  generated  in  the  boiler,  would  be  destroyed  by  the  cooling  in  the 
passage  to  the  engine. 


1 Tredgoltl  on  Warming  null  Ventilating,  art.  44. 
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147.  A knowledge  of  this  cause  of  the  reduction  of  the  force  of  steam  to 
atmospheric  clastic  force,  and  of  the  importance  of  not  losing  force  where  either 
economy  of  heat  or  of  space  is  desirable,  creates  a strong  desire  to  know  its  amount, 
knowing  that  the  most  esteemed  manufacturers  of  steam-boat  engines  cause  the 
steam  to  pass  round  between  the  jacket  and  the  cylinder;  as  if  to  expose  it 
as  much  as  possible  to  the  cooling  effect  of  the  atmosphere,  to  reduce  its  clastic 
force  before  it  enters  the  cylinder  to  exert  its  power. 

148.  The  reduction  of  the  temperature  of  steam  reduces  its  elastic  force  to 
that  of  a lower  temperature,  and  during  this  reduction  a portion  of  the  steam 
becomes  water.  If  f denote  the  elastic  force  in  tile  boiler,  and  f that  after  the  heat 
has  been  lost, 

/-/ 

/ 

will  be  the  quantity  reduced  to  water,  and  this  multiplied  by  its  heat  of  conversion 
into  steam  must  be  equal  to  the  heat  the  w’hole  has  lost  by  cooling  ; therefore 

^f-O  = r;  or/(i  -4)=r.> 

And  here  it  will  be  remarked,  that  when  is  equal  to  the  whole  heat  of  con- 
version, f will  be  nothing ; or  the  whole  will  be  cooled  into  water  as  it  is  in  an 
apparatus  for  warming  buildings.  We  are  now  in  a condition  to  give  an  answer 
to  the  question  of  what  is  the  loss  of  force  in  any  particular  case.  Let  the  tempe- 
rature of  the  steam  be  220°,  and  its  force  35  inches  of  mercury,  the  length  of  the 
steam  pipe  12  feet,  its  diameter  6 inches,  the  velocity  of  the  steam  in  the  pipe 
80  feet  per  second,  and  the  temperature  of  the  air  60°.  Then  by  art.  145. 
we  have 

T = 220  — 2-20  = 20SP 
2U 

l-TUX-n  = 1-7  x 12  x (209 -00)  = 0.3 

i V a X 80  b 

and  therefore  by  the  equation  above  we  have 

consequently  there  is  in  this  case  a loss  of  force  equivalent  to  O' 23  inches  of 
mercury,  or  t1<s  of  the  force ; but  this  is  one  of  the  most  favourable  of  the  cases 
that  usually  occur  in  practice.  In  steam-boat  engines  where  the  steam  has  to 
pass  round  the  cylinder,  the  force  in  the  cylinder  is  stated,  from  observation, 

1 The  number  967°  is  here  taken  as  the  heat  of  conversion  into  steam,  bnt  in  general  I use 
1000J  as  more  accurate.  (See  art.  82.) 
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not  to  exceed  about  twenty -eight  inches,  when  the  force  in  the  boiler  is  about 
thirty-six  inches. 

149.  It  is  obvious  that  the  higher  the  force  and  temperature,  the  greater  will 
be  the  reduction  by  cooling,  and  therefore  the  loss  in  engines  of  Woolfs  method 
of  construction,  where  the  steam  has  to  make  its  way  round  the  cylinders,  must 
be  greater,  and  take  away  much  from  that  increase  of  effect  arising  from  the  use 
of  high  pressure  steam,  to  gain  which  so  much  risk  at  the  boiler  is  encountered. 


Op  the  Amu  of  the  Steam  Passages. 

150.  The  formula  for  calculating  the  motion  of  steam  in  an  engine  has  no 
maximum  value  to  assist  us  in  the  choice  of  a proportion  for  applying  it  in 
practice ; but  it  shows  that  the  larger  we  make  the  aperture,  the  less  we  shall  lose 
of  the  elastic  force  of  the  steam.  On  the  other  hand,  we  have  shown  that  the 
loss  of  force  by  loss  of  heat  is  greater,  the  less  the  velocity  and  diameter  of  the 
pipe.  The  proportions,  however,  which  about  render  the  loss  by  the  two  causes 
equal  have  been  found  most  convenient  in  practice,  and  therefore  claim  the  pre- 
ference. There  are  two  rules  in  use,  and  neither  of  these  is  exactly  the  same  as 
tile  theoretical  one. 

151.  The  one  is  to  make  the  diameter  of  the  steam  ways  one-fifth  of  the 
diameter  of  the  cylinder.  This  appears  to  be  Boulton  and  Watt's  proportion. 

152.  The  other  is  to  make  the  area  of  the  passage  one  superficial  inch  for 
each  horse  power. 

153.  The  obvious  intention  of  these  rules  is,  that  the  steam  should  move 
with  the  same  velocity,  or  require  the  same  impelling  force,  in  any  sized  engine. 
Either  of  them  gives  nearly  the  result,  but  neither  of  them  gives  it  exactly.  For 
the  horse  power  in  a small  engine  requires  more  steam  than  in  a large  one,  and 
therefore  the  aperture  should  be  greater  in  small  engines,  or  less  in  large  ones,  than 
one  inch  area  for  each  horse  power. 

Again,  engines  having  a short  stroke  move  slower  than  those  with  a long  one, 
and  therefore  should  have  the  steam  passage  of  a different  proportion  of  the 
diameter  according  to  the  velocity. 

154.  To  render  the  velocity  very  nearly  the  same  in  all  cases,  we  have  this 
rule. 1 

1 From  the  equation  (art.  144.)  we  have,  when  a « -00094,  supposing  TJ  j pan  of  the  force  to 
be  lost  in  producing  the  velocity, 

_ A V 
3-357  j 469  +7' 
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Multiply  the  length  of  the  stroke  by  the  number  of  strokes  per  minute,  and 
divide  the  product  by  2400 ; the  square  root  of  the  quotient  multiplied  by  the 
diameter  of  the  cylinder  is  the  diameter  of  the  pipe. 

Example.  To  find  the  diameter  for  the  steam  pipe  of  an  engine  of  which  tile 
diameter  of  the  cylinder  is  2 feet,  the  length  of  the  stroke  2'5  feet,  and  the 
number  of  strokes  per  minute  38 ; 

38jxJWi  _ 05  _ 

2400  2400  ~ So’ 

and  the  square  root  of  A is  one-fifth  ; hence  the  diameter  of  the  steam  pipe  in  this 
case  is  one-fifth  of  that  of  the  cylinder. 

The  same  rule  applies  to  both  high  pressure  and  low  pressure  steam  engines, 
and  both  to  the  steam  passages  and  the  passages  to  the  condenser ; and  the  excess 
of  force  necessary  to  produce  the  velocity  is  very  nearly  one- 14  4th  part  of  the 
force  of  the  steam. 

Of  the  Loss  of  Force  by  the  Coolixo  of  the  Cylinder, 

155.  The  steam  after  it  gets  within  the  cylinder  is  liable  to  a loss  of  force 
by  cooling.  It  is,  in  large  engines,  usually  inclosed  by  a case  called  a jacket,  and 
steam  is  introduced  between  this  ease  and  the  cylinder  to  keep  the  latter  hot ; but 
the  loss  in  fuel  by  this  mode  is  the  same  as  with  a naked  cylinder,  and  there  is 
clearly  no  advantage  in  preserving  the  force  of  the  steam  by  adding  this  case, 
unless  it  be  supplied  with  steam  by  a separate  pipe.  (See  art.  147.) 

156.  The  investigation  for  the  loss  of  force  in  the  steam  pipe  applies  in  the 
case  of  a naked  cylinder  with  a very  slight  alteration.  The  steam  in  this  case  is 
progressively  exposed  to  the  sides  of  the  cylinder ; hence  the  loss  will  be  some 

and  when  we  use  the  leugth  of  the  stroke  /,  and  the  number  per  minute  m;  2 1 m = 60  V,  and  we 
may  take 

Aim 

~ 90  s/454f+  t 

When  t 220°,  it  becomes 

Aim 

" 

which  is  the  name  as  the  rule.  If  f ss  320°,  then 

Aim 
° ~ 2520 

showing  that  a rather  smaller  aperture  will  do  for  high  pressure  steam.  A is  the  area  of  the 
cylinder,  and  a the  area  of  the  pipe,  in  superficial  inches. 
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little,  but  not  materially  less,  than  that  which  would  take  place  were  it  kept  con- 
stantly exposed  to  the  sides.  But  to  the  convex-  surface  the  ends  of  the  cylinder 
have  to  be  added. 

With  the  addition  of  the  ends  to  the  surface,  the  quantity  of  cooling  in  degrees 
per  second,  (from  art.  145.)  becomes 

(17  (24 1 + d)  (T  -g 

d v 


where  / is  the  length  of  the  cylinder  in  feet,  d its  diameter  in  inches,  v the  velocity 
of  the  piston  in  feet  per  second,  T the  temperature  of  the  steam  less  A part,  and 
<"  the  temperature  of  the  air.  The  force  is  reduced  to 


/ =/  ( 1 — ' the  force  ou  the  piston,  as  in  art.  148. 


157.  When  low  pressure  steam  is  employed,  the  temperature  T will  be  *212c» 
and  putting  = G0°,  and  supposing 

/ = , and  t1  = 3*5, 


we  shall  have 


■ra  + rO  (T-_0=1..2,Iccree!; 


dv 


and 


jH  _ J[ 

9tf7  lOH' ' 


Therefore  in  low  pressure  engines  there  is  a constant  loss  for  all  sized  engines  of 
about  to  r;  of  the  power.  When  a casing  is  used  and  kept  constantly  filled  with 
steam,  the  loss  of  heat  and  constantly  of  power  from  the  same  fuel  will  be  greater ; 
because  the  surface  will  be  constantly  kept  at  the  temperature  of  the  steam.  1 hope 
this  will  be  sufficient  to  establish  the  truth,  that  the  steam  case  is  a useless  addi- 
tion to  the  expense  of  an  engine. 

158.  In  a high  pressure  engine  working  at  300’,  the  loss  by  a naked  cylinder 
is  only  about  A part  of  the  force. 

150.  The  best  mode  of  preventing  loss  is  to  put  a case  with  an  air-tight  cavity 
between  it  and  the  cylinder,  instead  of  filling  this  case  with  steam  ; and  besides  the 
advantage  of  saving  fuel  the  engine-rooms  will  not  be  heated  so  much. 

160.  The  single  engine  will  lose  more  heat  but  not  quite  double  the  quantity 
of  the  double  engine ; hence  we  shall  be  about  its  amount  in  stating  the  cylinder 
at  losing  A of  the  power.  It  will  also  lose  double  the  quantity  by  the  passage 
of  the  steam  from  the  boiler  to  the  cylinder. 

161.  In  atmospheric  engines  the  loss  of  force  by  cooling  in  the  cylinder,  when 
a separate  vessel  is  used  for  a condenser,  is  an  interesting  inquiry.  Assuming  that 
the  piston  is  kept  steam-tight  without  the  use  of  water,  the  loss  must  be  greater 
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than  in  the  single  steam  engines  by  the  amount  lost  in  cooling  the  inside  of  the 
cylinder  half  the  time ; hence  the  value  of  l the  length  of  the  cylinder  must  be 
increased  one-half,  besides  doubling  the  area  exposed  in  a given  time.  This  will 
render  the  equation  for  the  loss  of  temperature,  (art.  156.) 

C — -Mg»  + J>  (T  - Q 

d v 

With  the  proportions  and  temperatures  of  the  example,  (art.  157.)  the  loss  by 
cooling  is  about  A of  the  power;  therefore  it  is  not  this  species  of  loss  which 
should  prevent  this  simple  kind  of  engine  being  employed  for  mines. 

If  water  be  applied  to  keep  the  cylinder  tight,  the  additional  loss  from  convert- 
ing this  water  into  vapour  will  be  considerable.  If  the  mean  temperature  of  this 
water  be  180°,  the  effect  of  each  foot  of  area  will  be  to  abstract,  or  to  destroy  a 
cubic  foot  of  steam  per  minute,  this  being  the  quantity  of  evaporation  from  a foot 
of  surface  of  water  sustained  at  that  temperature.  Therefore  in  an  engine  working 
at  the  rate  of  170  feet  per  minute,  that  is,  expending  85  cubic  feet  of  steam  of 
atmospheric  density  per  minute,  for  each  foot  in  area  of  the  cylinder  the  loss  will 
be  A = A of  its  power ; hence,  adding  this  to  the  cooling  effect,  we  have  A + A 
= about  A of  the  power. 

162.  In  the  common  atmospheric  engine  where  the  injection  is  made  within 
the  cylinder,  the  only  person  who  had  attempted  to  calculate  the  loss  of  force  was 
Siueaton ; of  which  some  account  has  been  given  by  Mr.  Farcy,  in  Rees’s  ‘ Cyclo- 
paedia.’ The  mode  of  calculation  is  not  very  clearly  given,  and  it  was  formed  at 
a time  when  the  properties  of  heat  were  less  known. 

163.  Cylinders  are  usually  made  of  the  same  thickness,  or  so  nearly  so  as  to 
render  the  variation  not  worthy  of  notice ; hence  we  will  assume  them  to  be  of  the 
same  thickness.  The  quantity  of  matter  in  them  is  cooled  by  the  injection  from 
212°  to  about  150°,  rarely  lower,  and  in  good  engines  not  lower  than  170°  or 
180°;  the  mean  160°  may  be  taken  for  the  effect.  The  specific  heat  of  iron  is 
about  200  times  that  of  steam,  and  calculating  the  mass  of  iron  which  must  have 
its  temperature  raised  from  160°  to  between  160°  and  212°  by  each  cylinder 
full  of  steam,  we  have  the  quantity  which  that  of  the  steam  must  be  lowered. 

The  surface  of  a cylinder  is  equal  to  its  length,  increased  by  half  its  diameter, 
multiplied  by  its  circumference  = (l  + yd)  dr  ; and  the  thickness,  with  an  allowance 
equivalent  to  the  escape  of  heat  from  the  external  surface,  is  one  inch  and  a half 
= one-eighth  of  a foot ; and  the  mass  of  metal  equivalent  to  the  absorption  of 
heat  is 

(l  + j</)dw  . 

8 ’ 
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its  specific  heat,  allowing  for  tile  exposed  side  of  the  cylinder  decreasing,  is  equal 
to  that  of 

200<l  + if)rfir 

13 

cubic  feet  of  steam  heated  one  degree ; but  the  temperature  will  rise  to  the  mean 
between  the  condensing  and  boiling  points,  or  to 

15°  + *?  -186°, 

or  the  addition  of  heat  will  be  26  degrees.  The  whole  quantity  of  heat  consumed 
will  therefore  be 

200  x 2fi(J  + d)dr 

id 

This  divided  by  the  capacity  of  the  cylinder,  or  - , gives 

SO  x 20  (1  + i) 
ii 

the  loss  it  would  sustain  in  temperature,  or 

r =■  -'***'  -j-f-  — , / and  d being  here  both  expressed  in  feet. 


When  the  length  of  the  cylinder  is  twice  its  diameter,  or  2 d — l,  the  loss  becomes 


C = 1950 


Now  one-fifth  of  the  whole  power  is  lost  by  imperfect  condensation,  more 
than  in  engines  with  a separate  condenser;  which  is  equal  to 


1127 


= 225  degrees  of  heat ; 


and  bv  the  condensation  and  cooling  in  the  cylinder,  we  have  found 

1950 


Hence  the  total  heat,  over  and  above  what  is  required  in  other  engines,  is  equi- 
valent to  converting  into  steam 

225  + 

d 

1500 

times  the  water  necessary  for  the  steam  engine*  with  a condenser  and  steam 
pressure. 

With  a cylinder  1*5  feet  diameter,  double  the  fuel  is  required,  but  for  a 6-feet, 
cylinder  only  one-third  more  than  in  the  single  engine  of  Watt’s  construction. 

164.  This  enables  us  to  illustrate  the  fact  observed  bv  Mr.  Watt,  when  he 
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repaired  a working  model  of  a steam  engine  for  the  university  of  Glasgow,  in 
1763.  The  cylinder  of  the  model  was  0'5  feet  stroke,  and  2 inches,  or  one- 
sixth  of  a foot  diameter.  He  “ was  surprised  to  find  that  its  boiler  would  not 
supply  it  with  steam,  though  apparently  quite  large  enough.”  By  blowing  the 
fire  it  was  made  to  make  a few  strokes,  but  required  an  enormous  quantity  of 
injection  water,  though  it  was  vert'  lightly  loaded  by  the  column  of  water  in  the 
pump.  It  soon  occurred,  that  this  was  caused  by  the  little  cylinder  exposing 
a greater  surface  to  condense  the  steam,  than  the  cylinders  of  larger  engines  did 
in  proportion  to  their  respective  contents. 1 

There  is  no  doubt  this  difficulty  was  the  cause  of  Mr.  Watt  turning  his  thoughts 
to  improve  the  steam  engine.  Our  rule  being  applied  to  this  case,  / = I,  1, 
and, 


1300(/W)  =J30OiL+J)  = ,0400;  and 

Id  1 x 1 


10400  +JXS7 
W17 


or  12  times  the  volume 


of  steam  which  would  fill  the  cylinder  would  be  consumed  to  condense  at  1 tit)  . 
Bv  lessening  the  load  lifted,  and  consequently  not  condensing  the  steam  to  so  low 
a temperature,  Mr.  Watt  made  the  engine  work. 

165.  Now  in  our  formula  it  will  be  observed,  that  2G°  is  half  the  degrees  the 
temperature  of  the  steam  falls  by  condensation,  and  that  if  we  lessen  this,  the 
quantity  of  heat  lost  will  lessen  in  the  same  proportion,  but  the  loss  by  uncon- 
densed  steam  will  be  greater.  The  effect  of  the  engine  will  be  greatest  when 
the  sum  of  these  losses  is  a minimum,  and  its  load  should  be  arranged 
accordingly. 


The  loss  by  cooling  the  cylinder  is 


25  (212  - t)  (I  + <0. 

Ti  ’ 


when  t is  the  temperature  of  condensation. 

The  loss  by  imperfect  condensation  is 

1127  /' 

ab  ’ 

but  by  our  formula  (art.  86.) 

f,  _ /i+iooy 
1 '177  ' ' 

Hence,  with  respect  to  1, 

1127  (t  4*  100)®  , 25  (212  — t)  (I  + d) 
~ 30  x 177»  " Id 


a minimum. 


1 Robison's  Meehan.  Phil.  voL  ii.  p.  114.  Note  by  Mr.  Watt. 
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Its  differential  must  therefore  be  =>  0,  or 

1127  x a ft  + 100>»dt  _ 25  (/  + i)dt  _ 
30  x 177 • “ Id 


whence 

, /:»  x 177«  x 25  (/  + rf)\  i lm 

' = v 112?  x 6i  i > -10° 


Which  reduces  to 

l = 321  ('  +?)  1 - 100. 

166.  When  / = 2 d,  or  the  length  of  stroke  is  double  the  diameter, 


or  in  logarithms,  log.  (<  + 100)  — 2-54180  — 1 (log.  d in  feet). 

167.  Hence  it  appears,  that  when  the  length  of  the  cylinder  is  double  its 
diameter,  the  temperature  of  condensation,  which  gives  the  minimum  loss  of  heat, 
varies  inversely  as  the  fifth  root  of  the  diameter  of  the  cylinder.  When  the  dia- 
meter d = 6 feet,  the  temperature  of  condensation  t = 143  3 ; when  d = 3 feet,  the 
temperature  of  condensation  should  be  179'5 ; and  by  using  a table  of  logarithms, 
the  best  temperature  for  condensation  for  any  other  diameter  may  be  easily  found 
by  the  rule.1 


Of  the  Ascent  of  Smoke  in  Chimneys. 

168.  If  a bent  tube,  of  uniform  diameter,  A C B,  were  continued  to  the  sur- 
face of  the  atmosphere,  the  lowest  point  of  the  curve  being  at  C,  the  centre  of  the 
aperture  of  a chimney,  and  the  tube  of  the  same  size  as  a chimney,  then  the  tem- 
peratures being  equal  at  the  same  height  in  the  two  branches,  the  whole  would  be 
in  cquilibrio ; but  if  a part,  C D,  be  of  a more  elevated  temperature  than  the 
corresponding  part  of  the  other  branch  of  the  tube,  that  air  being  of  less  density 
than  cold  air,  the  balance  will  be  destroyed,  and  motion  will  take  place,  the  moving 
force  being  the  difference  between  the  weights  of  the  columns  of  air.  Now  a 
chimney  may  be  considered  part  of  such  a tube ; for  though,  in  a chimney,  the 
column  of  air  is  confined  only  as  far  as  the  short  canal  or  tube  of  the  chimney 
extends,  the  actual  pressures  which  occur  in  the  atmosphere  are  equivalent  to  the 
pressures  in  the  bent  tube,  and  must  be  measured  in  the  same  manner. 

• The  Rule  suggested  by  the  formula  is  os  follows  : — Take  out  from  a table  of  logarithms  the 
logarithm  of  the  diameter,  expressed  in  feet,  and  divide  it  by  5 : subtract  the  quotient  from 
2,54180,  and  the  remainder  will  be  the  logarithm  of  a number,  which  diminished  by  100,  the  result 
will  express  the  required  temperature  of  condensation,  in  degrees. 


Digitized  by  Coogle 


SECT.  11.] 


PROPERTIES  OF  STEAM. 


101 


169.  When  C A is  the  height  of  a uniform 
atmosphere,  C D the  height  of  the  chimney,  and 
D £ the  quantity  the  air  expands  by  the  heat  it 
receives  in  passing  through  the  fire,  the  height  E D, 
or  F G its  equal,  represents  the  height  of  the  co- 
lumn of  air  which  produces  the  motion,  and  the 
velocity  will  be  that  a heavy  body  would  acquire 
by  falling  through  the  height  F G.  If  the  whole 
of  C A were  empty,  then  B II,  the  height  of  the 
atmosphere,  would  be  the  height  through  which  the 
body  must  fall  to  acquire  the  velocity  with  which 
the  air  would  move  into  the  tube,  provided  it  suf- 
fered no  contraction  at  the  entrance ; but  such  a 
contraction  is  well  known  to  take  place  in  air  as 
well  as  in  water. 

170.  When  this  is  applied  to  a chimney,  the  smoke  being  sometimes  of  a 
density  ditt'erent  from  common  air  at  the  same  pressure  and  temperature,  the  same 
excess  of  temperature  will  produce  a greater  or  less  effect  in  proportion  as  it  is  of 
less  or  greater  density  than  common  air.  This  will  be  found  by  subtracting  from 
the  expansion  the  specific  gravity  of  the  smoke  or  vapour,  that  of  air  of  the  same 
temperature  and  pressure  being  unity.  Or  it  may  be  done  by  an  allowance  of  a 
portion  of  the  temperature  for  the  difference  of  density  : cither  method  gives  the 
same  result  when  properly  calculated.  In  this  case  I intend  to  adopt  the  former 
method.  The  latter  is  followed  in  my  book  ‘ On  Warming  and  Ventilating 
Buildings.’ 1 

171.  Let  h be  the  height  in  feet  from  the  place  where  the  flue  enters  to  the 
top  of  the  chimney ; e = the  bulk  to  which  one  foot  of  air  increases  by  the  change 

1 The  principles  of  calculation  followed,  both  in  this  and  in  the  work  referred  to,  arc  perfectly 
identical  with  those  employed  by  Mr.  Gilbert,  in  an  excellent  paper  on  the  subject  in  the 
4 Quarterly  Journal  of  Science,*  ml.  xiii.  p.  113:  but  the  notation  and  metbuds  of  managing  the 
processes  are  different;  and  Mr.  Gilbert's  mode  of  calculating  the  expansion  does  not  afford  quite 
satisfactory  results : besides,  he  makes  no  allowances  for  the  contractions  and  loss  of  force  in 
curvilinear  motion.  I mention  the  circumstance,  because  some  people  compare  and  criticise,  and 
imagine  those  things  to  be  different  which  are  in  reality  identical,  as  may  easily  be  shown  by 
putting  both  in  the  same  notation,  and  reducing  by  the  rales  of  algebra.  The  great  object  of  a 
practical  analyst  is  to  render  the  final  equation  os  easy  of  application  as  possible.  As  to  those  who 
question  principles,  it  is  rather  unfortunate  for  them  to  question  those  established  principles  of 
pneumatics  which  are  confirmed  by  experiment.  It  is  only  when  theory  and  experiment  do  not 
agree,  that  the  principles  can  be  called  in  question. 
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of  temperature ; v the  velocity  ; * the  specific  gravity  of  the  smoke,  air  being  1 ; 
and  a = the  area  of  the  chimney  in  inches. 

Then  h — C D,  and  the  expansion  being  as  the  height  in  feet,  h (e  — 1) 
= D E = F G.  But  the  velocity  is  that  which  a heavy  body  would  acquire  by 
falling  through  the  height  F G ; hence,  v = 8 -J  F G = 8 J h (e  - •»).'  When  F G 
is  equal  to  B II,  the  line  A B representing  the  upper  line  of  a uniform  atmosphere, 
it  becomes  o = 8 ; and  in  all  other  cases  it  is  as  the  difference,  D C — C E 

= E D,  when  E C is  reduced  to  the  same  density  as  G H. 

If  B be  the  volume  of  air  before  it  be  heated,  then  in  its  heated  state  it  is  B e ; 


therefore, 


also, 

« = Bj  , 1 

144  S''*  (<■-»)’ 

The  expansion  e may  be  found  from  the  table,  ‘ Treatise  on  Wanning,’  See.  (art.  220.) 
But  the  bulk  of  a gaseous  body  at  the  temperature  t'  is 

_ 450  + 1 
459-M  ’ 


when  the  bulk  at  the  temperature  t is  unity;  hence. 


t — 


4tjQ  4 f 

4 au  + t 


Substituting  these  expressions  in  the  preceding  equation,  we  have 
„ Di  B^450  + t)  ‘ (430  + f) 

144  ” 8 VTl*-*)  “ 8 (*»  + *)  ^ * V ~ *•  ~ l*  — 1)  ) 


1 72.  The  divisor,  8,  should  be  changed  according  to  the  species  of  aperture, 
(see  art.  133.)  but  that  which  generally  applies  is  5 ; and  t will  be  the  mean 
temperature  of  52“ ; in  this  case  B being  the  quantity  per  hour, 

_ B r430  + 0 . 1_  

~ 6 x 99-4  x 25  x V * (t'  -52.-  459  (»-  1)  ) “ 


■ [This,  in  strictness,  should  be  8 v/  * *_i  ; since  A 1 = the  column  of  vapour  equivalent  to 

the  column  A of  atmosphere,  and  A i — A = A ’ ^ is  the  excess  through  which  a heavy  body 

must  fall  to  acquire  the  requisite  velocity  : but  tlio  omission  in  the  text  cannot  affect  the  final 
results,  as  . is  so  nearly  equal  to  unity,  and  the  coefficient  8 of  the  expression  itself  offers  only  a 
rude  approximation,  though  sufficient  for  common  practical  purposes.  Sec  art.  172.— Ed.] 
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For  coal  smoke  s — 1‘05,  and  the  formula 

B (45(»  + 1) 

* = 2»2o  -J  K ((  — 78)  ' 

For  low  pressure  steam 

^ ^ k = a,  the  area  in  square  inches. 

The  application  of  the  formula,  with  some  simple  rides  suggested  by  it  for 
engines  of  different  powers,  will  be  given  with  the  proportions  of  fire-places : the 
investigation  is  given  here  to  separate  in  some  measure  scientific  inquiry  from 
practical  details. 


Of  the  Escape  of  Steam  at  Safety  Valves. 

173.  This  is  a subject  which  has  been  little  studied.  If  we  suppose  the  steam 
to  be  of  the  same  density  as  atmospheric  air,  its  elastic  force  is  nearly  twice  as 
great,  and  it  would  rush  into  the  atmosphere  with  the  same  velocity  that  atmo- 
spheric air  rushes  into  a vacuum.  Also,  in  any  case,  whether  the  clastic  force  of 
the  steam  be  greater  or  less  than  this,  if  n be  the  numlier  of  times  its  specific 
gravity  exceeds  that  of  atmospheric  steam,  when  that  of  air  at  the  same  pressure 
is  1,  we  shall  have  v — 6 </  (« — 1)  h,  h being  the  height  of  a uniform  atmosphere 
of  air.  A uniform  atmosphere  equivalent  to  thirty  inches  of  mercury  is  28,000 
feet;  hence,  1340  ^ — 1 = e in  feet  per  second. 

174.  In  certain  cases  this  will  be  aided  by  the  buoyancy  of  the  escaping 
steam,  and  in  very  dense  steam  it  may  be  slightly  retarded  by  the  same  cause ; but 
these  effects  are  not  so  great  as  to  need  to  be  introduced  in  the  calculation.  They 
may,  however,  be  sensibly  observed  by  turning  the  aperture  up  or  down  ; a light 
fluid  escaping  with  the  greatest  velocity  when  the  apertyre  is  turned  up,  a heavy 
one  when  it  is  downwards. 

175.  Let  a be  the  area  of  the  aperture  in  square  inches  ; then,  reducing  the 
velocity  for  the  contraction  in  passing  the  aperture,  we  have  300  a n — 1 = the 
quantity  of  steam  escaping  in  cubic  feet  per  minute ; n being  the  number  of  times 
the  density  is  greater  than  that  of  atmospheric  steam  : or  making  c = the  number 
of  cubic  feet  of  steam  generated  in  a second,  then 

— = = a,  the  area  in  inches. 

on  %/• — 1 

This  quantity  should  obviously  be  the  greatest  which  the  fire  could,  under  any 
possible  circumstances,  produce. 

When  n is  less  than  1,  or  the  density  less  than  the  density  of  atmospheric  steam, 
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that  is,  steam  at  *21 ‘21*  and  thirty  inches  pressure,  the  equation  becomes  negative, 
and  steam  rises  only  by  the  difference  between  this  negative  quantity  and  the 
buoyancy  ; leading  us  to  the  beautiful  theory  of  evaporation. 

An  equivalent  rule  is  given  in  my  book  * On  Wanning  and  Ventilating but 
though  it  is  from  the  same  principles,  it  is  not  there  so  directly  nor  so  generally 
derived.1 

1 Treatise  on  Warming,  &c.  p.  148. 
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OF  THE  GENERATION  AND  CONDENSATION  OF  STEAM, 
AND  THE  APPARATUS  FOR  THOSE  PURPOSES. 


Art.  176.  Steam  is  generated  by  the  application  of  heat,  and  it  is  condensed  by 
cold  (art.  71.);  and  we  have  now  to  consider  the  best  sources  for  obtaining  the 
heat  for  its  generation  with  economy,  and  the  means  of  applying  it  so  as  to  obtain 
the  most  effect.  Our  section  therefore  naturally  divides  itself  into  an  inquiry  con- 
cerning combustion  and  fuel ; the  effect  of  and  application  of  fuel ; the  structure 
of  boilers  and  fire-places ; the  principles  of  condensation,  and  the  apparatus. 

Of  Combustion  and  Combustibles. 

177.  There  are  various  substances,  which,  when  heated  to  a certain  tempera- 
ture depending  on  their  nature,  begin  to  give  out  heat,  and  continue  to  do  so  till 
the  whole  of  the  substance  be  completely  changed  into  new  products,  most  of  them 
gaseous,  which  in  ordinary  cases  are  dissipated  in  the  atmosphere.  A substance 
which  undergoes  this  change  is  termed  a combustible,  or  burning  hotly  j and  if  it  lie 
commonly  used  for  producing  heat,  it  is  called  fuel. 

178.  The  quantity  of  heat  given  out  during  combustion  is  the  difference 
between  that  which  the  matter  operated  upon  contained  before,  and  that  which  it 
contains  after  combustion.  This  is  an  invariable  quantity  when  the  same  quantity 
of  matter  is  operated  upon,  and  proportional  simply  to  the  quantity  of  fuel  used  ; 
unless  indeed  the  process  be  imperfectly  managed,  or  that  we  could  render  the 
products  of  such  a nature,  that  they  would  contain  a less  quantity  of  heat  than 
those  usually  produced.  The  latter  would  perhaps  be  a fruitless  research  ; but 
chemistry  is  making  rapid  advances  in  the  means  of  fully  establishing  this  point. 
It  is  however  of  the  utmost  importance,  since  the  application  of  steam  to  naviga- 
tion, to  determine  the  effect  of  the  mixture  of  combustible  bodies,  both  with  a view 
to  fix  on  those  which  contain  most  heat  to  a given  quantity  of  matter,  and  to 
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render  the  products  of  less  capacity  for  heat,  so  as  to  gain  the  greatest  effect ; using 
capacity  to  signify  the  whole  heat  these  products  contain,  as  defined  art.  69. 

179.  There  is  no  question  that  a solid  contains  less  heat  than  the  same  sub- 
stance when  liquid,  and  the  substance  in  the  liquid  less  than  in  the  gaseous  state  ; 
provided  it  remain  the  same  chemical  compound  : but  if  to  a solid,  which  is  a mix- 
ture of  different  simple  substances,  heat  of  a certain  degree  of  intensity  he  applied, 
the  parts  of  the  mixture  act  on  each  other,  and  gaseous  products  are  obtained 
which  contain  less  heat  than  the  mixture.  This  is  the  case  with  gunpowder,  which 
is  a mixture  of  charcoal,  nitre,  and  sulphur;  and  it  seems  necessary  in  this  species 
of  combustion  that  one  of  the  substances  composing  the  mixture  should  be  easily 
fusible.  It  is  a completely  mistaken  notion  to  suppose  that  the  presence  of  anv 
particular  substance  is  essential  to  combustion  ; for  it  must  take  place  in  any  mix- 
ture of  bodies  which  act.  chemically  on  one  another  at  a certain  temperature,  so  as 
to  form  new  products  containing  less  heat  than  the  substances  mixed. 

180.  That  which  takes  place  in  a mixture  of  bodies  will  also  take  place  if 
either  a simple  body  or  a chemical  compound  be  exposed  to  the  action  of  another 
body,  with  which  it  always  forms  a new  chemical  combination  if  they  be  brought 
in  contact  at  a high  temperature.  Thus  charcoal,  heated  to  about  700",  in  con- 
tact with  oxygen  burns ; and  the  new  product  formed  is  carbonic  acid  gas ; 
consisting  of  the  charcoal  united  to  oxygen.  At  about  800",  charcoal  abstracts  the 
oxygen  freely  from  the  atmospheric  air,  and  therefore  burns.  Now  as  the  oxygen 
gas  changes  neither  its  volume  nor  its  elastic  force,  it  may  be  inferred  that  the 
whole  of  the  heat  contained  in  the  charcoal  is  liberated,  besides  some  portion  of 
that  previously  in  the  oxygen. 

181.  It  is  important  in  this  inquiry  to  know  in  what  state  the  elements  of 
bodies  exist,  because  this  must  greatly  affect  the  quantity  of  heat.  If  hydrogen  in 
solid  compounds  be  itself  in  its  solid  state,  then  it  ought  to  give  out  less  heat  than 
gaseous  hydrogen  : but  I am  of  opinion  that  hydrogen,  carbon,  and  other  per- 
manent gases  exist  in  combination  in  the  state  of  highly  compressed  gases,  and  not 
in  their  solid  state.  The  experiments  I have  to  compare  on  combustion  will  be 
found  to  support  this  opinion  ; rendering  it  tolerably  certain,  that,  in  the  range  of 
temperature  we  can  command,  these  elementary  bodies  are  never,  even  in  the  liquid 
state,  in  combination  ; and  we  are  thus  freed  from  what  I had  regarded  as  the 
greatest  difficulty  in  rendering  the  theory  of  combustion  applicable  to  useful 
objects. 1 That  this  theory  has  been  so  neglected,  sinee  Count  Rumford  paid 

1 It  has  keen  assumed  by  the  few  who  have  considered  this  subject,  that  the  combination  of  oxy- 
gen and  hydrogen  developed  the  same  quantity  of  heat,  whether  the  hydrogen  was  in  a gaseous,  a 
liquid,  or  a solid  compound;  but  this  could  not  happen  if  in  a solid  compound  the  hydrogen  were 
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attention  to  it,  is  wonderful,  considering  that  it  becomes  every  day  more  important. 
It  is  universally  admitted  that  steam  navigation  loudly  calls  for  some  inquiry. 
The  immense  weight  of  a supply  of  ordinary  fuel  renders  long  voyages  almost 
impracticable  ; and  while  the  possibility  of  making  fuel  more  effective,  or  of 
selecting  one  fuel  more  effective  than  another,  remains  probable,  it  is  worthy  of 
inquiry. 

182.  The  first  and  most  difficult  point  is,  to  determine  the  heat  afforded  when 
two  simple  or  elementary  bodies  unite  and  form  a compound  body ; but  when  the 
heat  is  determined  for  each  of  the  binary  combinations,  that  afforded  by  any  other 
combinations  of  them  may  be  calculated. 

183.  The  measure  of  the  effect  of  a combustible  is,  the  number  of  degrees  the 
heat  developed  in  its  combustion  will  raise  the  temperature  of  the  same  weight  of 
water ; or  the  weight  of  water  that  would  be  heated  one  degree,  the  weight  of  the 
substance  being  unity. 

184.  The  heat  afforded  by  carbon  when  it  combines  with  oxygen  is  variously 
stated,  and  the  results  are  in  some  measure  dependent  on  the  method  employed  for 
taking  the  quantity  of  heat,  and  in  others  the  difference  is  owing  to  the  quality  of 
the  charcoal.*  It  combines  with  two-thirds  of  its  weight  of  oxygen. 


Dr.  Crawford,  1 lb.  of  carbon  raises 

10369  lbs.  of  water  1 degree. 

Lavoisier  - 

- 13370 

»» 

II 

Count  Rumford  - 

- 9720 

II 

II 

Clement  and  Desormes  - 

- 13300 

II 

II 

Hassenfratz  - 

- 12880 

II 

» 

Dalton  - 

- 5600 

»» 

» 

6)65239 

Mean 

- 10873 

The  greatest  discrepancy  is  in  Dalton’s  experiments,  which  it  appears  was  owing 
to  the  method  he  employed ; and  in  taking  10800  lbs.  of  water  raised  one  degree 
as  the  measure  of  the  effect  of  carbon,  we  shall  be  nearly  correct. 

185.  The  heat  afforded  by  hydrogen  when  it  combines  with  oxygen  is  also 


united  particle  to  particle ; and  hence  I conclude  it  exists  only  as  a highly  compressed  gas  in  solids 
containing  it,  for  it  appears  that  it  does  afford  the  same  quantity  of  heat  in  all  stales. 

1 Phil,  Mag.  sol.  xii.  p.  295 ; Thomson's  System  of  Chemistry,  vol.  i.  p.  148. 
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differently  stated : it  combines  with  eight  times  its  weight  of  oxygen ; and 
according  to  the  experiments  of 

Dr.  Crawford  ....  67200 

Lavoisier  ....  41440 

Dalton  .....  44800 

3)153440 

Mean  51146  lbs.  of  water  is 

raised  1°  by  one  pound  of  hydrogen. 

The  number  50,000  therefore  represents  the  mean  effect  of  hydrogen  very 
nearly,  and,  as  far  as  we  have  compared  it  with  other  experience,  seems  to  be 
about  the  true  effect. 

186.  By  the  experiments  of 

Lavoisier,  1 lb.  of  phosphorus  combining  with  oxygen 

raises  ......  15400  lbs.  of  water  lc. 

Dalton 8400  ” ” 

2)23800 

Mean  1 1900 

Sulphur  combining  with  oxygen,  according  to  Dalton,  heats  2800  times  its  weight 
of  water  one  degree. 

187.  From  these  we  may  proceed  to  compare  the  several  compound  bodies 
on  which  experiments  have  been  made,  and  also  to  show  the  proportions  of 
oxygen  they  consume.  The  first  column  of  the  following  table  contains  the  name 
of  the  substance,  and  the  author  of  the  analysis ; the  second  column,  its  compo- 
sition in  decimal  parts  of  its  weight ; the  third  shows  the  quantity  of  oxygen  each 
of  its  components  requires,  and  their  sum,  or  that  required  for  the  substance ; the 
fourth  column  shows  the  heat  each  component  affords,  and  their  sum  is  the  whole 
the  substance  yields;  the  fifth  and  last  column  contains  the  whole  heat  afforded 
by  the  substance  according  to  experiment. 
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Num. 

Composition  of  combus- 
tible portion. 

Wright  of  oxy- 
gen to  support 
cum h tuition,  the 
weight  of  the 
combustible 
being  miry. 

Weight  of  wster,  in  lbs.,  bested 
ly  by  1 lb.  of  the  combustible. 

GASES. 

l Carbureted  hydrogen 

f Hydrogen 
\ Carbon 

•25 

•75 

2- 

2- 

Hr 

cskuktlon. 

12500 

8100 

Bl 

experiment. 

4- 

20600 

11900  Da. 

Olefiant  gas 

f Hydrogen 
\ Carbon 

1- 14 

2- 3 

7143 

9257 

1 

3-44 

16400 

12300  Da. 

| Carbonic  oxide 

Carbon 

■43 

*57 

4744 

3500  Da. 

LIQUIDS. 

Alcohol,  specific  gravity  *812 
Uro’s  analysis 

f Hydrogen 
\ Carbon 

•1224 

•4785 

■98 

1-27 

6120 

5167 

2-25 

11287 

f 8120  Da. 
\ 11150  Ru. 

Sulphuric  ether,  spec.  grav.  *7 
Urc's  analysis 

f Hydrogen 
\ Carbon 

•133 

•566 

106 

1-50 

6650 

6437 

205 

13087 

/ 8680  Da. 
\ 14454  Ru. 

Oil  of  turpentine 
Ure’s  analysis 

f Hydrogen 
\ Carbon 

■0902 

•825 

•77 

2-2 

4810 

8910 

2-97 

13720 

8400  Da. 

Naphtha 
Ure’s  analysis 

f Hydrogen 
\ Carbon 

•123 

•83 

■08 

222 

6150 

8964 

3-20 

15114 

13200  Ru. 

Olive  oil 

I Hydrogen 
\ Carbon 

1336 

•772 

107 

206 

313 

0680 

8337 

15017 

f 20720  La.  1 
J 12460  Cr. 

1 16300  Ru. 

L 14560  Da. 

Rape  oil,  or  oil  of  colza 

10750  Ru.  j 
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Name. 

Composition  of  combus- 
tible portion. 

Weight  of  oiy- 
gen  to  support 
combustion,  the 
weight  of  the 
combustible 
being  unity. 

Wright  of  water,  in  lbs.,  heated 
1°  by  1 lb.  of  the  combustible. 

SOLIDS. 
Bet's’  wax,  yellow 

f Hydrogen  ’1137 

\ Carbon  *8000 

•91 

215 

B'. 

calculation. 

5685 

8710 

experiment. 

306 

14395 

J18020La. 
\ 13580  Cr. 

Bees’  war,  white 

f 17073  Ru. 
\ 14500  Da. 

Tallow 

/ 15004  Ru. 
\ 14500  Da. 

Oak  wood,  dry  and  pure  fibre 
Gay  Lussac  and  Thenard’s 
experiments 

f Hydrogen  *0509 

| Carbon  *5253 

•455 

1*4 

2845 

.5(573 

1*855 

8518 

Oak  wood 

f Allowing  20  per  I 
< cent  for  water,  > 
l_  mucilage,  kc.  J 

1484 

6825 

5662  Rn. 

Caking  coal  from  Newcastle 
Thomson’s  analysis 

f Hydrogen  *0416 

\ Carbon  *7516 

*334 

2*000 

2080 

8100 

/ 9230  Black 
\ 8675  Watt 

2334 

10180 

Cherry  coal  from  Glasgow 
Thomson’s  analysis 

f Hydrogen  *100 

\ Carbon  *686 

•8 

178 

5000 

7192 

2-58 

12192 

Splint  coal  from  Glasgow 
Thomson’s  analysis 

/ Hydrogen  *044 

\ Carbon  *568 

•35 

1*52 

2200 

6134 

1-87 

8334 

Splint  coal,  earthy  matters 
not  stated  > 

U re’s  analysis 

Hydrogen  *043 

Carbon  *709 

•345 

1-89 

2150 

7657 

2-235 

9807 

Ditto 

f Allowing  10  per  1 
\ cent  for  ashes  / 

8826 

Cannel  coal  from  near  Coventry 
Thomson’s  analysis 

f Hvdrogen  *2 

\ Carbon  *026 

1-fl 

1-07 

10000 

0700 

| 

3-27 

10760 

1 
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Nunc.  » 

Composition  of  combat- 
tilde  portion. 

Weight  of  o*y- 
gen  to  *npport 
coinbux lion,  the 
wright  of  the 
combustible 
being  unity. 

Wright  of  water,  in  lbs.,  hunted 
1°  by  1 ib.  of  the  combtutible. 

Canned  coal  from  Woodhall'j 
near  Glasgow  > 

Ure's  analysis 

Hydrogen  *0393 

Carbon  *722 

♦315 

1*93 

By 

calculation. 

1965 

7799 

B»  1 
experiment. 1 

2*245 

9704 

Ditto 

f Allowing  10  per  1 
\ cent  for  ashes  / 

8788 

Charred  peat  1 

Klaproths  analysis  / 

Carbon  *625 

1-4 

5070 

Coke  prepared  in  a close  vessel  d 
Mean  of  Dr.  Thomson's  > 
experiment  J 

Carbon  *84 

227 

9070 

9128  s 

188.  These  arc  the  results  as  for  as  the  latest  researches  in  chemistry  enable 
us  to  carry  the  comparison  : it  is  sufficient  to  show  that  the  correspondence  is  very 
close,  and  that  the  numbers  we  have  selected  for  the  binary  compounds  are  very 
nearly  the  true  ones.  It  will  be  particularly  remarked,  that  in  wax,  oil,  and  those 
substances  which  are  likely  to  afford  the  most  accurate  results,  theory  and 
experiment  agree. 

There  is,  however,  still  another  mode  of  prosecuting  our  inquiries,  and  perhaps 
with  equally  satisfactory  results. 

189.  In  gas  works,  from  the  quantity  of  gas  and  coke  afforded  by  a given 
quantity  of  coal  or  other  matter,  we  have  an  approximate  means  of  measuring 
its  effect  as  fuel;  but  from  the  want  of  a correct  knowledge  of  the  density  of 
the  gas,  in  each  case,  we  are  obliged  to  assume  it  to  be  the  same  as  carbureted 
hydrogen. 

1 The  experiments  marked  Da.  were  made  by  Dalton,  Ru,  Rumford,  and  Cr.  Crawford.  The 
analyses  of  the  substances  are  referred  to  their  authors  ; Dr.  lire's  will  be  found  in  his  'Chemical 
Dictionary/  and  Dr.  Thomson's  in  his  ' Annals  of  Philosophy.’ 

* This  is  the  result  collected  from  a comparison  of  Lavoisier’s  experiments. — Treatise  on  Wann- 
ing Buildings,  art.  31. 
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Kind  of  hid. 

Campon  tioo. 

Oxygen. 

Heal. 

Wigan  cannel  coal 1 

f *134  gas 
\ -(135  coke 

0- 54 

1- 45 

2750 

5759 

1-99 

81509 

Staffordshire  coal,  inferior* 

f -123  gtu» 

| -61  coke 

•49 

1*30 

2400 

5584 

1'00 

7994 

j Peat.  Klaproth’s  analysis3 

f -100  gas 
\ *200  carbon 

•4 

•535 

20#  50 
2100 

•935 

4220 

190.  When  any  of  these  species  of  fuel  is  used  for  generating  steam,  there 
must  be  a loss  of  effect  equivalent  to  the  quantity  of  vapour  formed  from  the 
hydrogen,  and  from  the  water  in  the  fuel : one  pound  of  hydrogen  will  form  nine 
pounds  of  steam,  and  in  practice  the  loss  of  effect  will  be  one-fifth  of  the  power  of 
the  hydrogen.  This  proportion  being  deducted  from  the  whole  effect,  and  also 
1 170  for  each  pound  of  water  the  fuel  contained,  we  have  the  following  table  for 
the  power  of  the  most  important  species  of  fuel.4 


Spades  of  fuel. 

1 

Effect  in  tbs. 
of  water  beaten! 
one  degree  by1 
1 lb.  uf  fuel. 

Effect  In  lb*, 
of  water  con- 
verted Into 
steam  of  220  - 

Quantity  to  Quantity  to  con-| 
convert  a cubic  vert  acubic  foot  of 
foot  of  water  water  into  strain, 
into  low  prea-i  allowing  10  peri 
sure  steam.  cent  far  lass. 

: Olive  oil 
Caking  coal 

i Coke  prepared  in  close  vessels 
I Splint  coal 
Staffordshire  coal 
1 Oak  wood,  dry 

1 Charred  peat,  charred  in  close  vessels 
Peat  compact  aud  dry 
Ordinary  oak 

Peat  compact  in  the  ordinary  state  of  dryness 

13700  lbs. 

mt)  — 

900O  — 
7900  — 
7500  — 
6000  — 
5670  — 
3000  — 
3600  — 
3250  — 

117  lb*. 
8-4  — 
7-7  — 
6-75  — 
U-4  — 
513  — 
4-85  — 
3 35  — 
307  — 
2-8  — 

5-3  lbs. 
7 45  — 
8-1  — 
9-25  — 
9-75  — 
12-2  — 
129  — 
18-7  — 
20  31  — 
22-5  — 

5-89  lbs. 
8-22  — 
900  — 
1028  — 
10-83  — 
136  — 
143  — 
208  — 
22  0 — 
25  0 — 

1 Murdoch,  Phil.  Trans.  1908.  fi  Art.  Gas  Lights,  Napier's  Suppl.  to  Encvcl.  Brit. 

1 Philosophical  Magazine,  vol.  xvii.  p.  312. 

* The  latent  heat  of  steam  is  1000,  (art.  02.)  the  temperature  of  low  pressure  steam  is  220L,  and 
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These  quantities,  derived  entirely  from  theoretical  considerations,  are  so  near  to 
the  actual  effects  obtained  in  practice,  that  they  show  us  we  have  little  to  expect  in 
the  form  of  improvement;  and  with  the  addition  of  one-tenth  for  various  causes 
tending  to  decrease  the  effect,  they  may  be  adopted  as  the  measure  of  effect  in 
those  computations  we  have  to  make;  and  the  table  affords  au  easy  means  of 
comparing  the  expense  of  different  kinds  of  fuel. 

191.  The  trials  of  the  quantity  of  steam  a given  quantity  of  fuel  will  produce, 
are  by  no  means  so  numerous  as  might  be  expected  by  those  who  know  not  the 
difficulty  of  ascertaining  the  results  with  precision.  People  shrink  from  the  task  of 
making  accurate  trials,  either  in  consequence  of  the  great  degree  of  attention  and 
labour  they  require,  or  the  expense.  The  adoption  of  methods  arisiug  out  of  a 
competent  knowledge  of  the  subject  reduces  both  these  in  a considerable 
proportion. 

The  following  brief  collection  may  be  useful. 


Kind  of  fu*L 

Effect  in  lbs.  of 
water  hc*tcd 
la  by  1 lb. 
of  fuel. 

I.ow  pmxorv  a tram  of  from  52°. 

Wright  of  water  ron- 
T«ted  into  steam  bv 

1 lb-  of  fuel* 

Weight  of  fuel  to 
farm  a cubic,  foot  of 
water  into  »leam. 

Newcastle  or  Swansea  coal,  according  lol  D 
Mr.  Watt  } Ft»m 

To 

Me&u 

Newcastle  cool,  according  to  Dr.  Black 
1 Newcastle  coal,  Wall’s  End,  by  my  trials 
Wedncsbury  coal,  according  to  Mr.  Walt,  From 

To 

Mean 

Pine  wood  (dry),  Count  RumfordV  experiments 
Oak  wood  (dry)  • 

Peat,  compact,  from  Dartmoor,  in  the  ordinary  1 
*tate  of  dryness,  by  mv  trials  / 

Cnlm  (Glasgow)  

Culm  (Welsh)  

0050  lbs. 

10400  — 
8075  — 
9230  — 
10050  — 
5200  — 
7800  — 
6500  — 
3618  — 
5602  — 
2400  — 

3330  — 
4175  — 

5*98  lbs. 

89  — 
7 4 — 
70  — 
8-6  — 
4*45  — 
fitlrt  — 
5-56  — 
31  — 
4-85  — 

205  — 

2 85  — 
3-56  — 

10- 5  lbs. 

70  — 

8- 75  — 
7-0  - 
7-25  — 

14-0  — 

9- 34  — 

11- G7  — 
20-02  — 

12- 9  — 

30-5  — 

22-0  — 
17-5  — 

Sleek,  or  refuse  small  coal,  produces  about  three-fourths  of  the  effect  of  good 
coal  of  the  same  species. 

We  have  hitherto  considered  effect  only  when  fuel  gives  the  whole,  or  nearly  the 
whole,  of  its  heat ; but  a certain  rate  of  combustion  and  perfect  management  are 
requisite  to  obtain  this  end. 

the  mean  temperature  of  the  air  being  about  52,  wo  hare  1000  + 220  — 52  = 1170  nearly  ; hence 
dividing  the  effect  in  pounds  of  water  heated  1°  by  1170  we  have  the  pounds  of  water  that  would 
lie  converted  into  steam,  and  by  proportion,  the  quantity  which  converts  02-5  lbs.  or  a cubic 
foot  of  water  into  steam. 

r 
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Process  ok  Combustion. 

192.  The  elementary  bodies  require  very  different  degrees  of  heat  to  cause 
them  to  form  new  combinations.  Sir  H.  Davy  has  rendered  it  probable  that 
charcoal  and  oxygen  combine  at  about  700°,  when  common  air  is  not  present ; and 
hydrogen  and  oxygen  at  about  800°.  But  when  the  oxygen  is  afforded  by  the 
common  air,  about  800°  for  carbon,  and  950° 1 for  hydrogen,  seems  to  be  nearer  the 
temperatures  at  which  they  inflame  readily ; and  when  the  fuel  affords  in- 
combustible gases,  the  intensity  will  still  require  to  be  increased.  Hence  we  need 
not  be  surprised  to  find;  in  the  common  mode  of  applying  heat,  that  except  in  as 
far  as  it  increases  the  draught  through  the  fire,  it  is  of  little  or  no  advantage  for  a 
fuel  to  contain  a large  proportion  of  hydrogen.  On  the  other  hand,  if  the  intensity 
of  the  heat  he  too  great,  the  earthy  parts  of  the  fuel  combine  with  some  portion  of 
the  carbon  and  fuse,  forming  the  glassy  scoria;  called  clinkers,  by  whicli  some 
combustible  matter  is  lost.  We  may  expect  this  effect  to  take  place  in  a con- 
siderable degree  whenever  the  heat  approaches  to  about  1500°,  and  therefore  infer 
that  an  average  heat  not  exceeding  about  1200°  is  the  best  for  the  production  of 
effect. 

The  circumstances  which  must  be  attended  to,  that  the  fuel  and  its  products 
may  remain  in  this  temperature  till  they  be  consumed,  arc  next  to  be  considered. 

193.  First.  A quantity  of  air  sufficient  to  supply  the  oxygen  required  for 
combustion  must  have  as  free  access  as  possible  to  all  the  parts  of  the  burning 
mass,  and  with  as  little  exposure  of  the  surface  of  the  mass  to  the  cooling  effect  of 
other  air  as  the  draught  of  the  chimney  will  allow. 

194.  Secondly.  The  quantity  or  mass  of  fuel  in  combustion  must  be  of  such  a 
proportion  to  the  quantity  and  temperature  of  the  surface  to  which  it  communicates 
heat,  that  it  can  only  lose  as  much  heat  as  it  generates  when  it  arrives  at  the  best 
temperature  for  combustion  ; allowing  for  the  cooling  effect  of  the  surface  acted  on 
by  the  air  required  in  the  process. 

195.  Thirdly.  The  flame  and  smoke  must  be  kept  in  contact  with  the  vessel 
as  long  as  it  is  capable  of  affording  heat. 

196.  Fourthly.  The  fluid  to  be  evaporated  should  enter  so  as  flrst  to  receive 
the  heat  where  the  smoke  last  acts  on  the  fluid,  so  that  there  may  be  the  greatest 
]>ossible  difference  of  temperature  between  the  smoke  and  the  fluid  ; and,  con- 
sequently, that  the  fluid  may  deprive  the  smoke  of  heat,  as  it  becomes  gradually 
heated  to  the  temperature  of  the  vapour  before  it  arrives  over  the  fire. 

1 Dr.  Thomson  eevs  about  1000°  from  his  own  experiments.  System  of  Chemistry,  vol.  i.  p.  224. 
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Supply  of  Am  and  Area  op  Fire  Grating. 

197.  The  most  effective  method  of  supplying  fuel  regularly  with  air,  that  has 
yet  been  tried,  is  that  of  burning  it  on  a grate  placed  over  a pit  to  receive  the 
ashes. 

And  in  examining  this  subject,  we  have  first  to  inquire  what  quantity  of  air  must 
pass  through  the  fire  for  the  combustion  of  each  species  of  fuel.  It  has  been  shown 
that  the  different  species  of  fuel  require  different  quantities  of  oxygen.  For  the 
different  kinds  of  coal  it  varies  from  T87  to  3 lbs.  for  each  pound  of  coal,  and 

twelve  cubic  feet  of  oxygen  weigh  one  pound ; also  to  obtain  one  pound  of 

oxygen  five  pounds  of  air  must  pass  through  the  fire ; consequently,  sixty  cubic 
feet  of  air  will  be  necessary  to  afford  one  pound  of  oxygen.  But  it  is  not  possible 
to  render  the  whole  of  the  air  effective  ; part  of  it  will  escape  unchanged  by  com- 
bustion, and  the  allowance  I have  usually  made  is  that  only  two-thirds  is  effective ; 
therefore  we  require  ninety  cubic  feet  of  air  for  each  pound  of  oxygen,  and  the 
product  when  carbon  alone  is  consumed  is  carbonic  acid,  and  the  specific  gravity  of 
the  air  after  thus  changed  by  combustion  will  be  l-05.  But  a fuel  sometimes 
contains  hydrogen,  and  in  that  case  the  oxygen  and  hydrogen  form  steam  of 

double  the  volume  of  the  oxygen ; and  the  bulk  of  the  mixture  of  air  and  vapour 

will  be^l02  feet  for  each  pound  of  oxygen  combining  with  hydrogen,  and  its 
specific  gravity  will  be  O f).  The  last  column  of  the  following  is  computed  from 
the  numbers  given  in  the  last  column  of  the  preceding  table,  (art.  190.) 


Kind  of  furl. 

Air  and  smote 
for  each  pound. 

Specific  gravity 
of  smoke. 

Air  and  smoke  for  one  cu- 
bic foot  of  water  oon  verted 
into  low  pmaure  ateam. 

Cakiug  coal 

214 

1*03 

1780  cubic  feet. 

Cherry  coal 

248 

100 

Splint  coal 

17-2 

1*02 

1700  

Caunel  coal 

315 

101 

Coke 

210 

106 

1900 

Ordinary  wood 

173 

0*90 

3000  

It  appears  therefore  that  we  may  state  the  quantity  of  air  and  smoke  in  round 
numbers,  for  coal  and  coke,  at  2000  cubic  feet,  for  each  cubic  foot  of  water 
converted  into  steam,  and  for  wood  at  4000  cubic  feet. 

198.  The  grate  must  be  sufficient  to  admit  the  air  required  for  combustion  in 
the  state  of  expansion  due  to  the  temperature  of  the  burning  fuel ; and  it  is  moved 
through  the  fire  by  the  joint  effect  of  the  draught  of  the  chimney  and  the  ash-pit ; 
hence,  as  deep  an  ash-pit  below  as  possible  should  be  procured,  the  ash-pit 
narrowing  to  a uniform  breadth,  the  same  width  as  the  grate  before  it  arrives  at 
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the  fire,  the  object  being  to  increase  the  action  of  the  fire  without  hastening  the 
smoke  too  rapidly  along  the  flues.  By  means  of  the  formula  in  art.  172.  w'c 
easily  compute  the  area  of  the  spaces  between  the  grating  under  these  circum- 
stances. For  coals,  the  quantity  for  generating  the  steam  of  a cubic  foot  of  water 
is  2000  cubic  feet,  the  temperature  not  less  than  800°,  and  the  height  producing 
the  motion  being  h feet,  we  have 

70  i i-i 

= the  area  of  the  spaces ; 

s/  A 


and,  the  bars  being  usually  equal  in  thickness  to  about  three  times  the  space 
between  them, 

280 

= the  area  of  the  grating  for  coals  in  inches; 

v A 


or  — — = the  area  in  feet  for  one  horse  power. 


When  the  height  from  the  ash-pit,  to  where  the  smote  enters  the  chimney,  is 
four  feet,  then  the  area  is  one  foot ; and  one  foot  of  area  of  grate  for  each  horse 
|>ower  is  the  common  rule  of  practical  engineers. 

The  proportion  of  aperture  to  the  solid  part  of  the  har  is  not  always  the  same, 
hut  it  ought  to  be  about  m the  proportion  above  stated,  as  air  expands  to  nearly  24 
times  in  bulk  while  in  the  fire. 

199.  For  burning  wood  and  peat  the  area  of  the  grate  must  be 


for  each  cubic  foot  of  water  converted  into  steam ; where  h is  the  depth  of  the  ash- 
pit in  feet;  the  increased  area  being  gained  by  increasing  the  size  of  the  bars. 


Op  the  Si’rface  of  Boiler  to  receive  the  Effect  of  the  Fire. 

200.  The  surface  of  boiler  to  produce  a given  effect  must  be  sufficient  to 
receive  the  heat  which  will  produce  the  supply  of  steam ; and  as  fire  or  bottom 
surface  is  the  most  effectual,  that  kind  of  surface  should  be  of  sufficient  area  to 
receive  the  whole  effect  of  the  fire ; while  the  flue  surface,  or  sides,  may  receive  the 
effect  of  the  smoke.  Hence  we  have  an  easy  mode  of  determining  the  proportions. 

The  mean  heat  of  a close  fire-place  may  be  considered  T ; and  if  t be  the  tem- 
perature of  the  steam,  and  s the  bottom  surface,  then  the  heat  of  conversion  of 
water  to  steam  being  1000,  added  to  its  temperature  less  52°,  we  have,  from  an 


IT 
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experiment  made  by  Professor  Leslie,1  '828  s (T  — /)  = 948  + t,  when  one  cubic 
foot  of  water  is  to  be  converted  into  steam  in  an  hour ; or 


048  + I 
■828  (T  - /)' 


201.  When  a mass  of  fuel  is  in  combustion  in  a close  fire-place,  we  have 
shown  that  it  is  not  desirable  for  its  temperature  to  exceed  1200°,  (art.  192.) 
Now  the  surface  of  the  boiler  must  lie  at  some  distance  from  the  fuel,  to  allow  It  to 
develope  flame,  and  therefore  the  heat  having  a larger  surface  to  act  upon  its 
intensity  is  less,  but  at  a mean  ought  not  to  be  less  than  about  800°,  for  coal ; 
consequently  we  may  insert  800  for  T.  For  low  pressure  steam  t = 225°,  hence. 


* = = 2-5  feet,  nearly. 

•828  (800  — 225)  3 


For  steam  of  300°,  the  force  of  which  is  about  40  lbs.  per  circular  inch  above 
the  pressure  of  the  atmosphere,  we  have 

, = _»«  + »»  =3-0  feet 

•828  (800  - 300) 

These  examples  will  be  sufficient  to  show  the  increased  quantity  of  surface 
required  for  high  pressure  steam,  and  we  may  now  proceed  to  estimate  the  quantity 
of  side  flue. 

202.  At  an  average  for  coal,  2000  cubic  feet  of  gaseous  matter,  beated  to 
800°,  is  generated,  and  required  for  combustion  to  produce  the  above  effect ; and 
the  specific  heat  of  air  beiug  ’00032,  its  eflect  will  be  equivalent  to  heating  a cubic 
foot  of  water  ’00032  x 2000  x (800  — /)  — • 64  (800  — I).  Now  it  will  be  suf- 
ficiently accurate  for  our  purpose  to  consider  the  effective  excess  of  temperature  to 
be  a little  less  than  the  mean  between  800  and  t ; consequently, 

■828  •'  (800  - 1) 

2-5 


= •64(800-0!  or ,'  = 104 feet. 


203.  Comparing  -G4  (800  — t ) with  948  + I,  we  find  that  the  whole  energy  of 
the  side  of  flueB  will  amount  only  to  about  one-fourth  of  the  eflect  of  the  bottom 
ones ; we  may  therefore  reduce  the  fire  surface  found  by  the  rule  one-fourth  for 
each  cubic  foot  of  water  evaporated  per  hour.  The  rule  will  then  become 

3 (948  + | ) _ 948  + I 

i'  x -828  (800  - t)  ” 1-1  (800  - <)’ 

204.  But  in  a steam  engine  boiler  this  would  barely  keep  the  boiler  supplied . 
whereas  it  is  shown  that  there  should  be  a capability  of  supplying  steam  with 
double  the  rapidity  actually  required,  otherwise  the  pressure  on  the  piston  will  lie 


1 Inquiry  into  the  Nature  of  Heat.  Experiment  51  and  52. 
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less,  and  the  effect  less  in  the  same  ratio  (see  art.  331 — 339)  ; according  therefore 
to  this  condition  the  proportion  of  bottom  should  be 

_ 2 (948  + o 
“ 80U  - 1 

The  side  flue  constantly  = 2 x 1-94  = 3'88  which  may  be  called  4 feet. 


Common  or  low  pressure 
steam,  temperature  225° 

2 Atmospheres, 

temperature  250° 

3 Atmospheres, 

temperature  275° 

4 Atmospheres, 

temperature  203° 

5 Atmospheres, 

temperature  308° 

8 Atmospheres, 

temperature  3433 


Bottom  of  boiler 

. 4‘1  feet' 

Side  of  boiler  flue  . 

. 4- 

Bottom 

. 436 

Side  .... 

. 4 

Bottom 

, 4-6 

Side  .... 

• 4 l 

Bottom 

. 4-9  [ 

Side  .... 

. 4 

Bottom  . . 

. 51 

Side  .... 

. 4 

Bottom 

. 505 

Side  .... 

. 4 

water  per  hour  into  steam. 


For  sea-water,  and  low  pressure  or  atmospheric  steam, 

Temperature  230°,  r Bottom  of  boiler  . . 4-14  1 For  converting  1 cubic  foot  of 

it  requires  \ Side  of  do.  ....  44)  / water  per  hour  into  steam. 


203.  In  comparing  these  with  the  usual  rules,  the  sum  of  the  bottom  and 
sides  must  be  taken ; and  it  may  be  remarked  that  one  cubic  foot  of  steam  per 
hour  is  so  nearly  equivalent  to  the  horse  power  used  in  steam  engine  calculations, 
for  the  larger  kinds  of  engines,  that  they  may  be  considered  the  same  in  these 
comparisons.  Also  a bushel  of  Newcastle  coals  may  be  considered  equivalent  to  10 
cubic  feet  of  water  converted  into  steam. 

Smeaton,  with  his  wonted  care,  prepared  a table  showing  the  surface  of  boiler 
required  to  be  exposed  to  the  effect  of  the  fire  and  smoke  for  atmospheric  engines, 
and  the  quantity  of  coals  to  be  consumed  per  hour.  His  quantity  of  surface  for 
1 bushel  per  hour  is  88  feet,  and  for  13  bushels  per  hour,  not  quite  82  feet  of 
surface  per  bushel. 1 This  is  equivalent  to  8-2  feet  of  surface  for  converting  1 
cubic  foot  of  water  into  steam  per  hour.  Our  deduction,  from  calculation,  is 
8'  1 feet  for  low  pressure  steam. 

Mr.  Watt  says,  he  finds  that,  “with  the  most  judiciously  constructed  furnace, 
it  requires  8 feet  of  surface  of  the  boiler  to  be  exposed  to  the  action  of  the  fire  and 


1 Rees'*  Cveloposlia,  art.  Steam  Engine. 
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flame  to  boil  off  a cubic  foot  of  water  in  an  hour * which  is  only  the  rule  of 
Smeaton  in  general  terms. 

206.  The  proportion  of  the  bottom  surface,  or  that  within  the  immediate 
effect  of  the  fire  and  flame,  seems  to  have  been  subjected  to  no  fixed  rule : the 
proportions  used  in  practice  vary  from  3 to  5 feet  of  bottom  surface  for  each  cubic 
foot  of  water  boiled  off  per  hour.  Mr.  Millington  seems  to  have  first  indicated 
the  use  of  measuring  the  power  of  a boiler  by  its  bottom  surface ; and  gives  as 
examples,  that  a boiler  for  20  horse  power  is  usually  15  feet  long  and  6 wide, 
having  90  feet  of  surface,  or  4J  feet  to  1 horse  power;  a boiler  for  a 14  horse 
power,  60  feet  of  surface  =»  4'3  feet  to  1 horse  power. 1 I have  observed  boilers 
to  be  incapable  of  supplying  the  proposed  quantity  of  steam  when  they  had  less 
than  4 feet ; and  that  those  were  effective  which  have  the  proportion  assigned 
by  the  rule  above,  provided  they  also  had  a proper  quantity  of  flue  surface. 

207.  In  regard  to  high  pressure  steam,  some  interesting  trials  were  made  by 
Mr.  Wood 5 with  steam  carriage  engines,  which  show  the  disadvantage  of  attempt- 
ing to  form  steam  by  intensity  of  heat  instead  of  quantity  of  surface. 

The  first  was  with  a steam  carriage  boiler  8 feet  in  length,  and  3 feet  9 inches 
in  diameter,  with  a tube  20  inches  diameter,  passing  through  its  length,  which 
contains  the  grate  for  the  fuel  from  whence  the  smoke  passes  along  to  an  upright 
tube  at  the  end,  serving  as  a chimney : the  pressure  of  the  steam  in  the  boiler 
was  limited  to  50  lbs.  per  square  inch  above  the  atmosphere. 

The  whole  surface  of  the  tube  forming  the  fire-place  and  flue  would  be  only 
40  feet ; and  it  was  the  same  in  all  the  trials,  but  of  this  not  more  than  two-thirds 
or  27  feet  could  be  effective  as  fire  surface. 

208. 


Time  of 
experiment.  1 

, Coals  consumed 
per  hour.  i 

W titer  boiled  off 
per  hour. 

Weight  of  furl  to 
boil  off  a cubic 
foot  of  water. 

Surface  of  boiler 
to  each  cubic 
foot. 

9 hrs.  35  min. 

264  lbs. 

15-5  feet 

17-0  lbs. 

1-74  feet 

9 — 27  — 

•AW  — 

15*1  — 

17-6  - 

1-79  — 

< — 48  — 

323  — 

15-8  — 

20-5  — 

1-71  — 

The  mean  intensity  of  the  fire  must  have  been  equal  to  1200°,  to  produce  this 
effect ; and  the  fuel  consumed  is  somewhat  more  than  double  the  quantity  which 
ought  to  have  generated  the  same  quantity  of  steam, 

209.  In  another  trial  the  length  of  the  boiler  was  9 feet  2 inches,  its  diameter 
4 feet,  the  diameter  of  the  tube  22  inches,  and  the  force  of  the  steam  limited 

1 Robison's  Meehan.  Phil.  vol.  ii.  p.  147.  * Epitome  of  Natural  Philosophy,  p.  266. 

’ Treatise  on  Rail  Roads,  p.  249. 
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lo  the  excess  of  50  lbs.  per  square  inch.  In  this  case  the  whole  surface  of  the 
tube  in  contact  with  the  water  of  the  boiler  could  not  exceed  52  feet ; and  two- 
thirds  of  this  being  taken  as  effective,  we  have  35  feet  for  the  surface. 


TlntP  of 
experiment. 

CoaU  cnnxumrd 
per  hour. 

. 

Water  boiled  off 
per  hour. 

Weight  of  coal  to 
boil  olf  a cubic 
fool  of  water. 

Surface  to  a cubic 
fuel  vf  water 
per  hour. 

6 hr*.  32  rain. 
1 _ o<>i  _ 

230  lh«. 
410  — 

12-2  feet 
230  — 

18‘8  lbs. 
17*8 — 

2-87  feet 
1-52  — 

The  difference  of  the  results  in  these  trials  is  chiefly  owing  to  a difference  in 
the  density  of  the  steam  in  the  boiler,  its  state  not  having  been  ascertained ; and 
though  it  might  be  done  in  an  indirect  manner  from  the  number  of  strokes  per 
minute  and  the  resistance,  it  would  not  be  accurate  enough  to  furnish  us  with 
any  useful  conclusions. 

Of  the  Space  for  Steam  Ann  Water  in  Boilers. 

210.  A boiler  must  obviously  contain  as  much  steam  as  will  supply  the 
engine  at  each  stroke  without  any  material  decrease  in  its  elastic  force ; and  the 
space  will  therefore  depend  on  the  manner  the  steam  is  to  be  supplied.  If  it  be 
admitted  to  the  engine  only  during  part  of  the  time  of  the  piston’s  descent,  there 
must  be  so  much  steam  that  the  use  of  the  quantity  required  may  not  lessen  the 
elastic  force.  If  the  steam  be  generated  equably,  and  the  space  for  it  be  onlv 
equal  to  the  quantity  consumed  at  each  stroke,  and  all  the  quantity  be  wanted 
during  the  descent  of  the  piston,  the  elastic  force  in  the  boiler  will  vary  one-half, 
and  the  loss  of  effect  be  very  considerable : this  subject  is  therefore  worthy  of 
further  inquiry,  in  order  that  we  may  see  how  far  the  maxims  of  practice  are 
confirmed  by  just  principles.  Without  specifying  the  kind  of  engine,  it  is  stated 
that  a boiler  should  have  space  for  five  or  six  times  the  volume  of  steam  required 
for  a stroke ; 1 others  mention  eight  times : Dr.  Young  quotes  a remark  that  it 
should  contain  ten  times  the  volume,  * and  Prony  has  stated  that  it  is  one  of  the 
advantages  of  a double  acting  engine,  that  it  requires  a smaller  boiler  than  a single 
acting  one.  * 

211.  Let  it  be  supposed  that  the  action  of  the  fire  is  uniformly  the  same,  and 
that  during  a unit  of  time  it  generates  a unit  of  volume  of  steam,  and  that  this 
volume  is  sufficient  to  supply  the  engine ; but  that  the  whole  of  it  is  required  in 

1 Millington's  Epitome  of  Natural  Phil,  p.  251.  1 Natural  Phil,  vol,  ii.  p.  259. 

1 Architecture  Hydraulique,  vol.  ii.  p.  109. 
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some  less  time  l ; and  that  c is  the  capacity  of  the  space  for  steam  in  the  boiler,  and 
p the  clastic  force  at  the  commencement  of  letting  on  the  steam.  Then  c + t — 1 
is  the  quantity  of  steam  in  the  space  c at  the  end  of  letting  on  the  steam  ; and  the 
elastic  force  being  inversely  as  the  space,  it  will  be 

p(c  + < — 1) 

C 

at  the  time  it  is  shut  off ; and  the  variation  will  be 
r_p(c+l- A 

Now  in  a single  acting  engine  the  time  ( when  it  acts  at  full  pressure  is  one- 
half,  hence  £ is  the  loss  of  elastic  force ; but  if  we  make  c = eight  times  the 
quantity  required,  the  loss  is  only  A p,  or  the  elastic  force  varies  only  A,  or  about 
one  pound  on  the  square  inch. 

212.  If  the  steam  be  cut  off  before  the  stroke  be  completed,  the  variation  will 
obviously  be  greater ; for  example,  in  a single  engine  cut  the  steam  off  at  half  the 

descent,  and  the  variation  of  elastic  force  in  the  boiler  will  be  p or  A nearly, 

when  the  capacity  for  steam  in  the  boiler  is  eight  times  the  quantity  required 
for  the  stroke. 

213.  In  the  double  acting  engine,  the  steam  acting  at  full  pressure,  the  time 
t is  nearly  the  same  as  the  time  denoted  by  I , and  about  three  times  the  quantity 
required  for  the  stroke  may  be  sufficient ; but  if  the  steam  be  cut  off  at  any 
fractional  portion  of  the  stroke,  put  t equal  to  that  fraction,  and  it  will  be  found 
to  what  the  capacity  must  Ik*  increased,  to  render  the  variation  of  force  incon- 
siderable. Thus  if  it  be  cut  off'  at  half  the  stroke,  then 


the  same  as  in  single  engines,  and  we  should  not  make  c less  than  8.  But  it  must 
be  remarked,  that  it  is  in  all  these  cases  c times  the  volume  of  steam  as  it  is  in 
the  boiler,  and  not  c times  the  capacity  of  the  cylinder,  because  during  the  time 
the  steam  acts  by  expansion,  there  is  none  entering  the  cylinder. 

214.  For  each  cubic  foot  of  water  converted  into  stqam  in  an  hour  by  a low 
pressure  boiler,  we  may  assume  that  one  cubic  foot  of  steam  is  used  at  a stroke 
without  material  error ; and  if,  as  agrees  with  other  parts  of  the  arrangement  of 
an  engine,  the  variation  be  limited  to  A of  tile  force  of  the  steam,  we  shall  have 

«3°(l-0-c. 

That  is,  calling  the  interval  1 from  the  time  the  steam  valves  are  opened  to  the 
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cylinder  to  a succeeding  time  of  opening  them  ; let  the  fraction  of  that  interval 
during  which  the  steam  valves  are  open  be  subtracted,  and  30  times  the 
difference  will  be  the  space  for  steam  in  cubic  feet  in  a low  pressure  engine. 

Thus,  let  it  be  a double  acting  engine  where  the  steam  is  cut  off  at  two-thirds 
of  the  stroke ; then  the  whole  stroke  is  the  distance  of  the  times  of  opening  the 
steam  valves,  and  two-thirds  is  the  fraction ; therefore  1 — 4 is  4,  and  30  x 1 is 
10  cubic  feet. 

215.  In  a high  pressure  boiler  the  same  rule  applies;  only  instead  of  being 
the  space  in  feet,  30  times  the  difference  must  be  divided  by  the  density  of  the 
steam  compared  with  the  atmospheric  steam  as  unity. 

This  may  be  done  with  sufficient  nearness  in  practice,  by  dividing  by  the  number 
of  atmospheres  equal  to  the  force  of  the  steam  in  the  boiler. 

If  in  a double  acting  high  pressure  engine,  which  admits  the  steam  only  during 
half  the  stroke,  the  force  of  the  steam  in  the  boiler  be  4 atmospheres,  then  for  each 
cubic  foot  of  wrater  the  boiler  is  to  boil  off'  per  hour  there  should  be 
=s  3-8  cubic  feet  of  space  for  steam. 

2 l(i.  Even  in  a double  engine,  which  is  intended  to  act  at  full  pressure 
throughout  the  stroke,  there  is  the  time  of  opening  and  closing  the  valves  to  be 
deducted ; and  in  some  of  the  usual  modes  one-fourth  of  the  stroke  at  least  is 
expended,  so  that  we  can  scarcely  in  any  case  Bay  that  less  than  8,  divided  by  the 
atmospheres  representing  the  force  of  the  steam  in  the  boiler,  should  be  allowed  as 
the  space  in  feet  for  steam  for  each  cubic  foot  of  water  boiled  off  per  hour. 

217.  Space  for  Water  in  a Boiler.  That  there  should  be  water  to  cover  the 
sides  of  the  boiler  a little  higher  than  the  flues,  is  clear ; but  there  is  another  con- 
dition which  is  less  obvious  but  of  considerable  importance  in  effect,  and  it  is 
particularly  interesting  in  steam  boats,  where  we  wish  to  have  neither  more  of 
space  nor  weight  than  is  absolutely  necessary. 

The  quantity  of  water  an  engine  consumes  is  not  admitted  with  perfect  re- 
gularity; it  is  most  equably  done  when  forced  in  by  a pump  worked  by  the 
engine,  and  the  portion  admitted  regulated  by  a float  ball.  See  Plate  I.  Fig.  2. 

The  quantity  necessary  to  produce  the  steam  must  however  be  admitted,  and  its 
temperature  we  will  suppose  to  be  100°;  now  the  water  in  the  boiler  we  will 
suppose  to  be  225°,  and  the  proportion  of  the  quantity  in  the  boiler  to  that  admitted 
ought  to  be  such  that  the  temperature  should  not  be  lowered,  so  as  to  reduce  the 
force  of  the  steam  one-thirtieth  part ; otherwise  a manifest  disadvantage  must  take 
place  in  the  action  of  the  steam.  But  the  depression  of  the  temperature  of  the 
water  2“  will  diminish  its  elastic  force  one-thirtieth ; hence,  supposing  the  quantity 
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introduced  at  each  time  to  be  1,  and  the  quantity  hi  the  boiler  to  be  ■»•,  we  must 
have 

(1  x 100)  tin  225)  _ _ g — 223: 

1+1 

whence  we  find  i = 62  nearly ; that  is,  there  must  be  62  times  as  much  water  in 
the  boiler  as  is  introduced  at  one  feed,  otherwise  the  force  of  the  steam  will  be 
lowered  more  than  one-thirtieth.  The  rule  applies  to  both  high  and  low  pressure 
steam ; for  the  variation  by  a change  of  2°  of  temperature  is  nearly  proportional. 
The  more  frequently  the  feeding  apparatus  acts,  the  less  water  we  require,  and  we 
also  see  a stronger  motive  for  using  hot  water  for  the  boiler  than  that  of  barely 
saving  fuel ; as  the  colder  it  is,  the  more  the  steam  will  be  reduced.  If  a boiler  be 
fed  at  every  stroke,  it  should  have  5 cubic  feet  of  water  for  each  cubic  foot  of 
steam  it  is  capable  of  boiling  off  per  hour,  whether  the  boiler  be  high  or  low 
pressure.  • 

218.  The  self-acting  feeding  apparatus  must  be  delicately  adjusted  to  reduce  its 
intervals  to  even  twice  that  time,  and  therefore  such  boilers  require  at  least  10  cubic 
feet  of  water  for  each  cubic  foot  of  water  boiled  off  per  hour.  But  a mode  of 
rendering  the  self-acting  feed  regular  is  shown  in  Plates  i.  and  it. 

219.  It  is  shown  therefore,  that  to  limit  a low  pressure  steam  boiler  of  a double 
acting  engine,  with  a self-acting  feed,  to  a change  of  elastic  force  not  exceeding 
one-thirtieth,  we  must  have  10  feet  space  for  steam  and  10  for  water  for  each 
cubic  foot  of  water  the  boiler  commonly  generates  in  an  hour,  or  for  each  horse 
power ; and  that  if  the  steam  be  cut  off  before  the  stroke  is  completed,  a greater 
space  must  be  allowed  for  steam. 

220.  It  is  usually  stated  that  there  should'be  26  cubic  feet  of  boiler  for  each 
horse  power,  others  say  20  is  sufficient,  and  even  so  low  as  8 has  been  proposed  ; 
while  another  party  states  that  there  is  no  relation  between  the  cubic  contents  of  the 
boiler  and  the  power.  We  have  now  however  shown,  on  unquestionable  principles, 
what  ought  to  determine  the  least  contents  of  the  boiler ; and  it  appears  that  to 
omit  the  estimation  cither  of  the  surface  to  receive  heat  or  the  capacity,  would 
be  erroneous.  Both  should  be  considered  and  determined  from  the  circumstances 
of  the  case. 


Of  the  Power  of  Low  Pressure  Boilers. 

221.  The  power  of  boilers  to  produce  steam  is  considerably  affected  by  the 
loss  of  heat,  and  a small  boiler  more  so  than  a large  one. 

It  is  one  of  those  cases  which  seems  to  be  incapable  of  being  investigated 
otherwise  than  by  experience.  In  a boiler  proportioned  to  the  effect  to  be  pro- 
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duced,  the  loss  of  energy  seems  to  be  in  the  fuel,  and  it  appears  to  agree  very  well 
with  practice  to  consider  the  loss  proportional  to  the  ratio  between  the  surface  and 
capacity  of  the  quantity  of  fuel,  supposing  it  to  be  bounded  by  similar  figures.  In 
this  manner  the  following  table  is  derived. 


ICubfe  feet  of  n-m  I»r  iio[tnm  lurf^.  suk  lurf„,  „ 


llorw  power  for  low 
p mutu re  ileui. 


Quantity  of  wator  in  boiler, 
with  root  m on  feed  for  ■ 
each  horae  power. 


2-16  cubic  fi-ct 
173  

i -an 

1*40  

139  

I 35  

1-3*2  

1*29 

l lfli  

1*25  

1*22 

1*2  

1*18 

1*17 

MO 

1*13 

M2 

MO 


8*8  fret 
7*1  — 
0 4 — 
00  — 
5-7  — 
5-0  — 
5-4  — 
5-3  — 
5-2  — 
5-1  — 
5-0  — 
4-9  — 
4-8  — 
4-8  — 
4-75— 
4 0 — 
4-0  — 
4-5  — 


8-6  feet 
0-0  — 
0-2  — 
5-8  — 
5-5  — 
5-4  — 
5 3 — 
52  — 
5-1  — 
5-0  — 
4 9 — 
4-8  — 
4-7  — 
4 7 — 
4-0  — 
4 -5  — 
4-5  — 
4-4  — 


1 horse  power 

2 

3 

4 

5 

0 — 

7  

8  

9  

10 

12  

14  

10 

18  

20  

25 

30 

40  


22  cubic  feet 

17 

10 

15  

14  

13-0 

13-2 

13*0 

12-5 

12-5 

12-2 

12 

12  

12  

12  

11  

11  

11  


When  a boiler  is  made  of  a larger  size  than  would  supply  an  engine  of  30  or  40 
horse  power  with  steam,  it  is  much  better  to  make  two  boilers,  and  to  set  them 
side  by  side,  and  besides  these  there  should  be  a reserve  boiler  to  put  in  use  during 
repairs.  That  is,  for  a 40  horse  engine  I would  recommend  three  20  horse  power 
boilers ; for  a 60  horse  engine  three  30  horse  power  boilers,  and  so  on ; and  for 
smaller  engines  two  boilers,  each  equivalent  to  the  power  of  the  engine. 


Of  the  Fohm  of  Boilehs  as  rr  depends  on  Effects. 

22*2.  The  quantity  of  fire  and  of  flue  surface  having  been  ascertained,  and  the 
capacity,  the  next  object  is  to  consider  the  form  of  boiler  best  adapted  for  ob- 
taining these  proportions  in  a convenient  manner.  If  we  were  to  consider  the 
strength  of  the  metal  alone,  they  would  be  nearly  spherical,  but  we  well  know 
that  a sphere  has  the  least  quantity  of  surface  of  any  solid  having  the  same 
capacity. 

223.  The  first  boilers  used  for  engines  were  nearly  of  a spherical  shape.  The 
bottom  was  next  altered  to  a concave  surface,  the  flue  sides  were  made  nearly 
perpendicular,  and  the  upper  part  still  retained  a hemispherical  shape.  This  form 
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was  essentially  a short  cylinder  placed  on  its  base,  and  terminating  in  a hemi- 
spherical head. 

224.  Watt's  Bailers.  A rectangular  form  was  adopted  by  Mr.  Watt  for  the 
lower  portion  of  the  boiler;  the  upper  part  he  made  half  a cylinder:  the  bottom 
was  made  concave,  but  the  sides  flat.  For  low  pressure  steam  a boiler  may  be 
made  abundantly  strong  of  this  form,  and  it  affords  a little  more  surface  without 
materially  increasing  the  space  the  boiler  occupies.  Making  the  Ixittom  concave 
towards  the  fire  also  may  cause  the  sediment  to  settle  in  the  angles  instead  of 
immediately  over  the  fire.  In  large  boilers  a flue  was  formed  through  the  middle 
of  the  boiler,  so  as  to  be  covered  by  the  water  within. 

It  was  justly  remarked  by  Mr.  Watt,  that  the  sole  object  of  the  arrangement  of 
his  boilers  “was  to  economise  the  fuel  as  much  as  possible.  It  is  not  the 
shallowness  or  depth  of  the  boiler  that  produces  this  effect ; but  the  making  of  the 
boilers  of  such  a shape  that  the  air  which  passes  through  the  fire  shall  be  robbed  of 
almost  all  its  heat  before  it  can  make  its  escape.”1  Mr.  Watt  assured  Dr.  Thomson 
that  this  object  is  very  well  attained  by  the  construction  he  had  adopted,  and  it 
undoubtedly  is  so. 

225.  When  a boiler  of  a rectangular  plan  (see  Plate  l.)  is  used,  the  relations 
of  the  length,  width,  and  depth  to  obtain  the  necessary  quantity  of  surface  and  of 
capacity  are  easily  found,  when  it  has  no  internal  flues ; and  it  is  doubtful  whether 
any  advantage  is  gained  by  such  flues  or  not.  The  following  is  an  approximate 
rule  for  the  purpose. 

Rule.  Take  the  capacity  of  the  boiler  for  water,  and  divide  it  by  the  quantity  of 
bottom  surface,  (art.  221.)  the  result  will  be  the  depth  of  water. 

Multiply  together  the  bottom  and  side  surface  for  fire  and  flue,  (art.  221.)  and 
divide  the  product  by  twice  the  capacity  for  water,  less  the  area  of  the  bottom 
surface,  and  the  result  will  be  one  of  the  dimensions  of  the  bottom. 

Divide  the  bottom  surface  by  the  dimensions  found,  and  it  gives  the  other. 

Example.  To  find  the  proportions  of  a boiler  for  an  engine  of  12  horse  power, 
the  capacity  for  water  being  12-2  cubic  feet  for  each  horse  power. 

In  this  case  12  x 12*2  <=  14(v4  =the  capacity  of  the  boiler  for  water;  and  the 
bottom  surface  5 x 12  = 60  feet,  hence 

"ST”2'44  feet’ 

the  depth  of  water. 


1 Dr.  Thomson’s  Annals  of  Philosophy,  vol.  vii.  p.  173. 
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Also  the  bottom  surface  multiplied  by  the  side  surface  = 60  x 59  = 3540 ; 
which  divided  by  (2  x 14fi-4)  — 60  = 232-8  is 

-15  feet  nearly, 

for  one  dimension. 

Consequently, 

4-4  fc-. 

for  the  other  dimension  ; or  the  boiler  should  be  15  feet  long  and  4 feet  wide. 

226.  If  the  capacity  of  the  top  for  steam  be  the  same  as  that  for  water, 
and  the  form  a semi-cylinder,  the  whole  depth  of  the  boiler  may  be  found  with 
sufficient  accuracy  for  practice,  by  making  it  twice  the  depth  of  the  water  added  to 
one-tenth  of  that  depth;  in  the  example  it  will  be  (2  x 2’44)  + '244  = 5'124  feet. 

The  proportions  given  by  the  rule  are  different  from  those  commonly  used,  not 
much  in  capacity,  but  considerably  in  extent  of  surface  for  receiving  heat,  and  in 
having  greater  length  and  less  width.  Boilers  of  such  proportions  arc  undoubtedly 
stronger  as  well  as  more  effective. 

227.  Cylindrical  Boilers.  Cylindrical  boilers,  with  the  ends  rather  flat 
segments  of  spheres,  should  always  be  used  for  the  production  of  strong  or  high 
pressure  steam ; and  even  for  low  pressure  steam  tilts  form  seems  best. — See 
Plate  it.  Many  schemes  have  been  suggested  for  using  combinations  of  cylinders 
or  tubes ; but  it  is  extremely  questionable  whether  any  plans  have  been  suggested 
superior  to  a simple  cylinder  with  convex  ends,  and  applying  as  many  of  these  as 
arc  necessary  for  the  object. 

228.  Sometimes  the  cylinder  forming  the  boiler  has  the  fire  wholly  within  it ; 
and  in  consequence  of  this  arrangement  it  is  impossible  to  get  surface  for  the  fire  to 
act  on,  unless  the  boiler  be  of  such  diameter  as  to  render  it  extremely  dangerous. 
The  immense  waste  of  fuel  is  shown  by  the  experiments  of  Mr.  Wood,  (art.  208.) 
and  yet  these  boilers  have  a diameter  of  4 feet,  with  a pressure  of  4 atmospheres, 
tending  to  separate  the  parts  of  the  boiler  with  a force  exceeding  140  tons,  and 
only  a rude  safety  valve  to  limit  the  steam  to  this  force. 

229.  Rulf.  for  Cylindrical  Boilers.  When  a fire  is  applied  externally  to  a 
cylinder  which  is  to  contain  both  water  and  steam,  let  the  capacity  for  water  and 
for  steam  be  added  together,  and  also  the  quantities  of  fire  surface ; then  divide 
twice  the  capacity  by  the  quantity  of  fire  surface,  and  the  result  will  be  the 
diameter.  Also  1'27  times  the  capacity  divided  by  the  square  of  the  diameter  will 
be  the  length. 

Example  1.  Let  the  proportions  of  a high  pressure  boiler  be  determined,  so  that 


Digitized  by  Google 


8»CT.  in.] 


CONDENSATION  OF  STEAM. 


127 


it  shall  be  capable  of  converting  7 cubic  feet  of  water  into  steam  per  hour,  at  a 
pressure  of  4 atmospheres. 

A boiler  for  this  purpose  should  contain  about  9 cubic  feet  of  space  for  each 
cubic  foot  of  water  boiled  oil’  per  hour  ; consequently,  its  whole  content  will  be  63 
cubic  feet.  The  surface  for  the  fire  should  be  7 x (4'!)  + 4)  = 62'3  feet,  (sec  art. 
204.)  Therefore 

= 2-02  feet,  the  diameter. 

tw  O 

And 

= 2°  feet,  tlie  length. 

Example  II.  Let  the  boiler  be  required  to  boil  off  24  cubic  feet  of  steam  per 
hour,  at  3 atmospheres,  with  11  feet  of  space  in  the  boiler  for  each  cubic  foot 
boiled  off. 

The  content  = 11  x 24  = 264  feet.  The  surface  24  x (4'fi  + 4)  = 206*4  feet ; 
therefore 

“ 2 0 feet  nearly,  the  diameter. 

tcW'*  * 

And 

1-27  x 2<M  = 5Q  feet  neariy ; 

C-8  J 

but  two  boilers  each  25  feet  long  would  be  better. 

Example  III.  If  a low  pressure  steam  boiler  lie  made  cylindrical  for  a 12  horse 
power,  under  the  same  conditions  as  a rectangular  one,  (art.  225.) 

Then  the  content  = 12  x 2 x 12*2  = 292*8  feet.  And  the  surface  = 12  (5  + 4*9) 
= 118*8  feet;  therefore, 

= 5 feet  nearly,  the  diameter ; 

_ 14.8  feet 

0X0 

The  boiler  should  therefore  be  14*8  feet  long,  and  5 feet  in  diameter,  and  this 
I think  a better  form  for  boilers  than  the  usual  rectangular  ones. — See  Plate  ii. 

230.  The  steam  pipe  S should  lead  from  immediately  over  the  fire,  and  the 
water  should  be  admitted  at  the  opposite  end  at  N ; and  in  order  that  the 
sediment  may  be  with  more  certainty  deposited  where  the  fire  has  least  force,  1 
would  insert  a partition  O across  the  boiler,  to  rise  within  about  four  or  five 
inches  of  the  surface  of  the  water.  This  would  prevent  cold  water  checking  the 
steam,  and  also  cause  the  deposit  of  sediment  to  take  place  where  the  water  entered 
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the  boiler,  and  would  confine  the  cooler  parts  of  its  content  to  where  the  smoke 
was  of  the  lowest  temperature. 

231.  Smaller  cylinders,  or  rather  tubular  boilers,  have  frequently  been  pro- 
posed for  generating  steam  ; Blakcy’s  has  already  been  mentioned,  (art.  25.)  and 
Count  Rumford  had  one  put  up  at  the  Royal  Institution,  in  1796,  for  generating 
steam  for  warming  the  rooms.  His  ideas  on  the  application  of  his  construction  to 
steam  engine  boilers  arc  worthy  of  attention. 

232.  Count  Rumford's  Boiler.  The  object  of  this  boiler  was  to  get  a larger 
quantity  of  surface,  and  the  Count  had  a model  of  it  made  and  presented  to  the 
French  Institute.  (October,  1806.)  This  model,  as  far  as  it  differs  from  an 
ordinary  steam  boiler,  being  described,  the  reader  will  easily  understand  how  to 
apply  it  on  the  large  scale. 

The  body  of  the  boiler  is  in  the  shape  of  a drum : it  is  a vertical  cylinder  of 
copper,  12  inches  in  diameter  and  12  inches  high,  closed  at  the  top  and  bottom  by 
by  circular  plates. 

In  the  centre  of  the  upper  plate  there  is  a cylindrical  neck  6 inches  in  diameter, 
and  3 inches  high,  shut  at  the  top  by  a plate  of  copper,  3 inches  in  diameter  and 
3 lines  in  thickness,  fastened  down  by  screws. 

The  flat  circular  bottom  of  the  body  of  the  boiler,  which  as  before  stated  is  12 
inches  in  diameter,  being  pierced  by  seven  holes,  each  3 inches  in  diameter,  seven 
cylindrical  tubes  of  thin  sheet  copper,  3 inches  in  diameter  and  9 inches  long, 
closed  at  the  lower  ends  by  circular  plates,  are  fixed  in  these  holes,  and  firmly 
riveted,  and  then  soldered  to  the  flat  bottom  of  the  boiler. 

On  opening  the  communication  between  the  boiler  and  the  supply  cistern,  the 
water  first  fills  the  seven  tubes,  and  then  rises  to  the  cylindrical  body  of  the  boiler; 
hut  it  can  never  rise  above  six  inches  in  the  body  of  the  1 toiler,  for  when  it  has  got 
to  that  height,  the  floater  is  lifted  to  the  height  necessary  for  shutting  the  cock 
that  admits  the  water.  As  the  seven  tubes  that  descend  from  the  flat  ltottom  of  the 
body  of  the  boiler  into  the  fire-place  are  surrounded  on  all  sides  by  the  flame,  the 
liquid  contained  in  the  boiler  is  heated,  and  made  to  boil  in  a short  time,  and  with 
the  consumption  of  a relatively  small  quantity  of  fuel ; and  when  the  vertical  sides 
of  the  body  of  the  boiler,  and  its  upper  part,  are  suitably  enveloped,  in  order  to 
prevent  the  loss  of  heat  by  these  surfaces,  this  apparatus  may  be  employed  with 
much  advantage  in  all  cases  where  it  is  required  to  boil  water  for  procuring 
steam. 

And  in  the  case  where  the  lioiler  is  constructed  on  a great  scale,  the  seven  tubes 
that  descend  from  the  bottom  of  the  boiler  into  the  fire  may  be  made  of  cast  iron, 
whilst  the  body  of  the  boiler  is  composed  of  sheet  iron  or  sheet  copper. 

But  in  all  cases  where  it  is  required  to  produce  a great  quantity  of  steam,  it  will 
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always  be  preferable  to  employ  several  of  these  boilers  of  a middling  sire,  placed 
beside  each  other,  and  heated  each  by  a separate  fire,  instead  of  using  one  large 
boiler  heated  by  one  fire.  For  Count  Rumford  has  shown  by  experiment,  in  his 
Sixth  Essay  ‘ On  the  Management  of  Fire  and  Economy  of  Fuel,’  that  beyond  a 
certain  limit,  there  is  no  advantage  derived  from  augmenting  the  capacity  of  a 
boiler. 

The  additional  surface  obtained  by  using  tulies  is  unquestionable ; and  the 
construction  proposed  by  the  Count  might  be  applied  with  much  benefit  where 
much  surface  is  to  be  gained  in  a small  space.  The  tubes  should,  however,  have 
that  proportion  of  capacity  necessary  for  an  engine  boiler,  and  not  be  too  small  to 
contain  an  ascending  and  descending  current. 

233.  Woolf  g Boikrt.  The  idea  of  cylindrical  tubes  and  a magazine  for  water 
and  steam  was  further  expanded  by  Mr.  Woolf  into  a variety  of  forms,  which  were 
successively  adopted  and  abandoned.  His  first  project  was  to  have  a horizontal 
cylinder  for  containing  steam  and  water,  with  a series  of  horizontal  tubes  below  it, 
crossing  it  at  right  angles,  and  connected  to  the  cylinder  by  short  necks ; the 
lower  tubes  and  half  the  cylinder  to  be  filled  with  water,  and  the  flame  and  smoke 
to  pass  alternately  over  and  under  the  tubes  in  a waving  course.  And  where  very 
strong  steam  was  required,  he  had  two  other  smaller  cylinders,  one  on  each  side, 
in  lines  parallel  to  the  large  one  and  above  the  cross  tubes,  which  are  connected 
alternately  to  these  by  short  necks ; the  larger  cylinder  communicating  only  with 
the  side  cylinders.1  The  immediate  object  of  this  arrangement  is  to  introduce  the 
cold  water  so  as  not  to  interrupt  the  rising  of  the  steam,  which  b the  fault  of  both 
the  first  arrangement  and  also  of  Count  Rumford’s. 

Another  mode  of  application  adopted  by  Mr.  Woolf  consists  in  placing  the  tubes 
longitudinally,  as  the  larger  cylinder,  parallel  to  each  other,  but  in  a gently  sloping 
direction  : the  upper  ends  of  the  tubes  all  open  into  the  large  cylinder  near  to  its 
end.  The  tubes  are  about  ten  inches  in  diameter,  and  extend  the  whole  length  of 
the  fire-place,  which  is  formed  below  them ; and  the  fire  acts  directly  on  the  lower 
surfaces  of  the  tubes,  and  the  flame  and  smoke  on  the  lower  Bide  of  the  principal 
cylinder.  This  plan  seems  to  be  the  latest  he  has  contrived,  and  a wonderful  stock 
of  ingenuity  has  been  exhausted  to  very  little  purpose. 

234.  But  there  is  another  form  given  by  Woolf  to  the  boiler,  which  is  too 
ingenious  to  be  passed  without  notice  : it  consists  in  forming  an  upper  and  a lower 
boiler,  and  connecting  them  by  short  tubes.  For  a low  pressure  boiler  the  arrange- 
ment gives  much  surface,  but  would  be  more  troublesome  to  execute  than  the 

* Philosophical  Magazine,  vul.  xvii.  p.  40, 
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common  boiler,  with  .scarcely  any  sensible  advantage,  or  at  most  not  more  than  is 
gained  by  mating  a flue  through  the  boiler. 

235.  The  reasons  for  avoiding  the  complicated  forms  of  the  tubular  boilers  of 
Rumford  and  Woolf  require  very  little  illustration.  We  are  certain  that  if  a boiler 
has  the  proper  quantity  of  surface  and  capacity,  it  will  be  effective ; and  that  all  that 
can  be  done  in  this  respect  by  a tubular  boiler  is  to  obtain  these  proportions 
perhaps  in  a less  space : but  if  a more  simple  form  be  afforded,  it  certainly 
claims  our  preference.  As  to  safety  there  can  be  no  difference,  unless  the  capacity 
of  the  cylinder  be  reduced  to  less  than  would  contain  the  proper  store  of  steam : 
for  it  is  to  be  recollected  that  the  stress  on  the  larger  cylinder  is  unalterable  by 
either  the  disposition  or  the  size  of  the  small  tubes ; and  half  the  capacity  of  this 
cylinder  must  be  capable  of  holding  the  store  of  steam. 

Another  objection  to  these  boilers  is  the  necessity  of  using  cast  iron ; but  of  the 
defect  of  this  material  for  boilers  it  will  be  necessary  to  treat  further  in  giving 
the  rules  for  the  strength  of  them. 

236.  We  have  now  to  consider  boilers  which  have  the  fire  within  them. 
They  have  been  long  a favourite  species  with  speculative  mechanics,  and  par- 
ticularly since  the  high  pressure  steam  engine  was  brought  into  use  by  Trevithick. 
It  seems  a most  compact  and  convenient  mode  of  applying  heat,  and  if  we  could 
for  a moment  forget  the  current  of  heat  blown  up  the  chimney,  one  might  with 
some  people  imagine  that  the  whole  of  the  fire-place  being  within  the  boiler  it 
must  give  out  its  heat  to  it  alone : such  an  opinion  is  however  absurd. 

It  is  also  urged  that  it  is  safe,  because  the  part  exposed  to  the  heat  of  the  fire 
being  within  the  boiler,  when  it  is  destroyed  the  steam  will  burst  inwardly ; and 
this  is  freely  admitted  to  be  true,  only  it  imposes  the  necessity  of  having  a larger 
boiler,  which  of  course  is  more  dangerous. 

237.  The  proportions  of  these  boilers  will  be  found  to  depend  on  the  following 
circumstances.  That  part  of  the  area  of  the  tube  appropriated  to  supply  air  to  the 
ash-pit  must  be  of  sufficient  size  for  the  purpose ; which  determines  the  diameter 
of  the  tube.  The  area  of  the  grating  must  be  considered,  (see  art.  198.)  and  then 
the  length  of  the  tube  must  be  at  least  sufficient  to  make  its  superficial  contents 
equal  to  the  surface  required  for  the  fire.  (Sec  art.  204.)  The  capacity  of  the 
boiler  must  next  be  adjusted,  so  that  deducting  the  space  occupied  by  the  tube 
containing  the  fire,  the  quantity'  remaining  will  contain  the  necessary  store  of  water 
and  steam.  (See  art.  215.) 

238.  If  the  nature  of  the  application  admit  of  a supply  boiler  being  added,  to 
receive  and  heat  the  water  required  to  replace  that  boiled  off,  then  the  internal  flue 
should  have  only  the  quantity  of  fire  surface,  and  the  smoke  should  be  returned 
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under  the  supply  boiler,  as  Oliver  Evans  proposed.  When  a Bupply  boiler  cannot 
be  used,  somewhat  more  than  one-fourth  of  the  effect  of  the  fuel  will  be  lost  by 
the  smoke  escaping  at  such  an  elevated  temperature. 

239.  The  construction  of  boilers  for  steam  boats  must  be  such  as  will  render 
them  secure  against  danger  from  the  fire,  and  also  with  as  little  of  either  bulk  or 
weight  of  materials  as  possible.  When  they  are  low  pressure  boilers,  and  I 
would  strongly  recommend  that  no  other  should  be  used  at  sea,  the  force  of  the 
steam  does  not  prevent  the  use  of  plane  surfaces,  to  bound  the  flues  and  fire.  The 
object  then  is  to  arrange  the  fire-place  and  flues  within  the  boiler,  so  as  to  afford 
the  proper  quantities  of  fire,  and  flue  surface,  and  of  capacity,  and  admit  of  being 
cleaned  with  facility. 

Various  methods  are  adopted,  but  I have  observed  that  the  common  tendency  of 
a few  years’  practice  is  to  simplify  both  the  construction  and  the  means  of  ob- 
taining effect. 

240.  The  boiler  is  sometimes  made  so  as  to  admit  a clear  passage  of  about 
eighteen  inches  between  the  timbers  and  the  boiler ; but  this  excellent  practice  is 
by  no  means  so  general  as  it  ought  to  be  ; for  it  not  only  gives  a great  degree  of 
security  against  accident  by  fire,  but  also  renders  the  examination  and  repair  of 
the  boiler  easy  and  satisfactory'. 

241.  The  grate  should  not  be  less  than  about  2 feet  from  the  floor,  and  the 
sum  of  the  areas  of  the  flues  of  the  fires  should  be  somewhat  larger  than  the  area  of 
the  chimney,  or  simply  larger  than  the  chimney  when  there  is  no  more  than  one 
fire.  It  will  be  an  advantage  to  have  as  many  separate  fire-places  as  is  convenient, 
for  several  reasons.  First,  The  fire  is  easier  to  manage,  and  a less  interruption  to 
the  generation  of  steam  is  caused  by  feeding  it.  Secondly,  The  flue  and  fire 
surface  are  obtained  in  less  space,  because  two  flues  have  more  surface  than  one 
capable  of  conveying  the  same  quantity  of  smoke.  It  is,  however,  scarcely  pos- 
sible to  point  out  the  limits  which  should  determine  the  choice  in  different  cases,  as 
first  expense  is  too  often  avoided,  under  the  impression  that  it  is  more  than 
equivalent  to  an  unknown  loss,  which  will  become  as  regular  as  it  is  certain. 

242.  A flue  in  about  the  proportion  of  12  inches  wide,  and  18  or  24 
inches  high,  with  one  of  its  ends  easily  accessible,  is  a good  proportion ; height 
rendering  the  flue  more  effective  than  width,  in  consequence  of  the  hottest  part 
of  the  smoke  pressing  against  the  upper  part  of  the  flue,  while  the  bottom  gets 
speedily  covered  with  a coat  of  sooty  matter,  which  being  a bad  conductor  of  heat, 
the  bottom  surface  has  very  little  effect.  Hence,  in  estimating  the  quantity  of 
surface,  the  bottom  of  the  flue  should  not  be  calculated. 

243.  The  fire-place  is  necessarily  surrounded  by  water,  but  there  is  no  ad- 
vantage in  this ; for  water  is  so  rapid  a conductor  of  heat,  that  it  absorbs  it  too  fast 
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from  the  fuel  which  is  in  combustion,  whereas  nothing  can  be  more  injurious  to  the 
perfectness  of  that  process  than  a rapid  abstraction  of  heat.  The  sides  of  the  fire 
ought  to  be  lined  with  fire  bricks  as  far  as  the  burning  fuel  extends;  and  the  saving 
arising  from  the  more  perfect  combustion  of  the  fuel,  and  in  the  duration  of  the 
boiler,  would  more  than  balance  the  inconvenience  of  the  construction. 

A 1 Kiiler  for  a steam  boat  constructed  in  this  manner  is  shown  in  Plate  xvn. 
Fig.  1,  2,  and  3.  It  differs  in  some  respects  from  the  usual  forms,  but  not  in  any 
essential  points : the  great  object  is  to  obtain  a sufficient  quantity  of  fire  surface, 
and  facility  of  clearing  the  flues  is  of  considerable  importance. 

244.  Portable  high  pressure  Boilers.  Boilers  for  steam  carriages,  and  other 
purposes  where  a permanent  seat  of  brickwork  cannot  be  applied,  should  be 
arranged  in  the  same  manner  as  those  for  steam  boats,  with  the  exception  of  the 
forms  being  adapted  to  resist  the  effect  of  the  steam. 

Both  the  boiler  and  the  flues  within  it  should  be  cylindrical.  The  difficulty  of 
the  case  consists  in  obtaining  even  the  due  proportion  of  fire  surface,  without 
rendering  the  boiler  too  large  in  diameter.  Hence,  the  only  thing  that  seems 
capable  of  being  done  to  improve  the  present  construction,  is  to  make  the  boilers 
much  longer  with  less  diameter;  to  have  the  boiler  filled  with  water,  and  the  fire 
tulie  larger,  with  the  spaces  for  steam  formed  hy  short  vertical  cylinders  round  the 
steam  cylinders. 

Of  Fire-places. 

245.  Various  methods  have  been  tried  for  improving  the  construction  and  the 
mode  of  supplying  the  fuel  to  the  fire-places  of  steam  boilers.  Smeaton  improved 
them  so  far  that  there  has  been  little  more  useful  effect  obtained  since,  than 
was  done  by  some  of  his  boilers.  The  later  researches  on  combustion  induced 
Mr.  Watt  to  add  a few  further  improvements,  but  experience  taught  him  that  w hat 
might  be  done  by  scrupulous  attention  and  just  principles  was  not  to  be  expected 
in  ordinary  practice. 

246.  Watt’s  Fire-place.  In  improving  the  furnace,  Mr.  Watt  proceeded  nearly 
on  the  principles  of  Argand’s  lamp.  The  grate  and  dead  plates  were  laid  in  a 
sloping  direction  downwards  from  the  fire  door,  at  an  angle  of  about  25“  to  the 
horizon ; the  fire  being  lighted  in  the  usual  manner,  and  a small  quantity  of  air 
admitted  through  one  or  two  openings  in  the  tire  door,  so  as  to  blow  directly  on 
the  blazing  part  of  the  fire.  The  fire  at  first  was  kept  near  the  dead  plate,  and  the 
fresh  coals  with  which  it  was  supplied  were  laid  upon  that  plate  close  to  the 
burning  fuel,  but  not  upon  it  When  it  needed  mending,  the  burning  coals  and 
those  upon  the  dead  plate  were  pushed  further  down  without  being  mixed,  and 
more  coals  were  laid  upon  the  dead  plate,  but  never  thrown  on  the  top  of  those 
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already  on  fire,  as  that  would  instantly  send  out  a volume  of  smoke.  In  this 
situation  they  were  gradually  dried,  and  the  smoke  which  issued  from  them  con- 
sumed by  the  current  of  air  from  the  fire  door,  in  passing  over  the  bright  burning 
fuel.  The  opening  or  openings,  to  admit  the  air,  are  regulated  so  as  just  to  admit 
the  quantity  which  consumes  the  smoke;  more  would  be  prejudicial.  He  at  first 
constructed  these  furnaces  in  a rattier  difi'erent  manner;  but  found  the  above 
method  the  most  convenient,  and,  when  properly  attended  to,  answers  the  purpose 
perfectly  with  free  burning  coals,  but  is  more  difficult  to  manage  with  coal 
which  cakes. 

1447.  Roberton's  Furnace.  Various  methods  of  construction  have  been  contrived 
to  accomplish  the  objects  proposed  by  Mr.  Watt:  that  of  Messrs.  Robcrton  is 
perhaps  on  the  whole  the  best.  The  opening  through  which  the  fuel  is  intro- 
duced into  the  furnace  is  shaped  somewhat  like  a hopper,  and  is  made  of  cast 
iron,  built  into  the  brickwork,  inclining  from  the  mouth  downward  to  the  place 
where  the  fire  rests  on  the  grate.  The  coals  in  this  mouth-piece  or  hopper  answer 
the  purpose  of  a door,  and  those  that  are  lowest  are  by  this  means  brought  into 
a state  of  ignition  before  they  are  forced  into  the  furnace.  Below  the  lower  plate 
of  the  hopper  the  furnace  is  provided  with  upright  front  bars,  which  serve  to  admit 
air  among  the  fuel,  and  to  admit  an  implement  to  force  the  fuel  back,  from  time 
to  time,  to  make  room  for  fresh  quantities  to  fall  into  the  furnace  from  the  hopper. 
By  this  arrangement  the  fuel  is  brought  into  a state  of  ignition  before  it  reaches 
the  further  end  of  the  liottom  grate,  where  it  is  stopped  by  the  rising  breast  of  the 
brickwork,  so  that  any  smoke  liberated  from  the  raw  coals  at  the  front  must  pass 
over  these  red  hot  coals  before  it  can  reach  the  flue. 

Below  the  upper  side  of  the  mouth-piece  or  hopper,  and  about  the  distance  of 
three-fourths  of  an  inch  from  it,  is  introduced  a cast  iron  plate.  This  plate  is 
above  the  fuel,  and  the  space  between  it  and  the  top  of  the  hopper  is  open  to  admit 
a very  thin  stream  of  air,  which,  rushing  down  the  opening,  comes  first  in  contact 
with  that  part  of  the  fire  which  is  giving  off  the  greatest  quantity  of  smoke,  mixes 
with  it  before  it  passes  over  the  hot  fuel  in  the  interior,  and  therefore  in  passing 
it  inflames  and  escapes  undecomposed.  This  is  the  worst  part  of  the  apparatus  ; 
for  air  so  admitted  cools  the  bottom  of  the  boiler. 

The  quantity  of  air  admitted  to  pass  over  the  upper  surface  of  the  fire  is 
regulated  by  inserting  a wedge-formed  piece  of  iron.  The  front  bars  arc  closed 
by  doors,  which,  when  shut,  prevent  the  heat  from  coming  out,  and  incommoding 
the  workmen. 

248.  A considerable  improvement  was  added  by  Mr.  Woolf,  to  enable  them 
to  get  rid  of  clinkers  and  scoria:.  The  contrivance  is  extremely  simple.  The  com- 
bustion of  the  fuel  commences,  and  is  chiefly  carried  on,  on  the  part  of  the  bottom 
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grate  next  the  hopper,  and  the  fuel  is  pushed  back  from  time  to  time  along  the 
grate,  and  at  the  end  vitrified  portions  fall  into  a cavity,  the  bottom  of  which 
is  furnished  with  horizontal  slides.  These,  when  drawn  out  by  an  iron  hook 
applied  to  the  handle  of  the  glide,  discharge  the  clinkers  into  the  ash-pit.  (See 
Plate  it.) 

249.  The  defect  of  Robcrton’s  method  as  well  as  Mr.  Watt's  consists  in 
admitting  a regular  current  of  cold  air  when  it  is  not  regularly  wanted,  and  where 
it  has  an  injurious  effect  in  cooling  the  smoke  as  it  rises  against  the  bottom  of  the 
boiler.  This  is  greatly  remedied  by  admitting  air  by  means  of  small  side  flues, 
or  at  the  back  of  the  fire,  whence  having  to  pass  from  the  ash-pit,  through  small 
channels  in  the  hot  brickwork,  it  becomes  heated  before  it  issues  into  the  fire-place. 
But  abundance  of  air  will  pass  the  grate  if  it  be  properly  constructed,  and  the 
modification  I would  recommend  is  described  in  Plate  it. 

Air  flues,  when  used,  should  have  valves  to  open  or  close  them  ; and,  on  the  whole, 
very  little  good  is  derived  from  them  unless  they  be  attended  to  with  more  care 
than  is  usually  bestowed  on  the  fire  of  an  engine. 

250.  lirunton's  Fire-place.  In  consequence  of  the  difficulty  of  supplying  a 
fire  equably  by  hand,  so  as  to  sustain  the  regular  demand  for  steam  in  a steam 
engine,  it  has  been  attempted  to  use  machinery  for  that  purpose.  Several  schemes 
have  lieen  tried,  but  the  only  one  which  has  succeeded  in  practice  is  that  invented 
by  Mr.  William  Brunton. 

The  method  consists  in  an  apparatus  for  dropping  the  coals  on  the  grate  by- 
small  quantities  at  short  intervals  of  time,  (not  more  than  three  or  four  seconds,) 
and  in  such  a manner  that  the  smoke  rising  from  the  fresh  fuel  must  pass  over 
that  which  is  in  a further  stage  of  combustion,  and  consequently  be  consumed ; 
the  uniform  supply  of  air  for  that  pur] lose  being  admitted. 

The  machine  is  also  so  contrived  that  a quantity  of  coal  is  put  on  proportioned 
to  the  quantity  of  work,  and  the  air  admitted  is  regulated  in  a similar  manner. 

The  advantages  of  such  a method  are  obvious,  and  the  increase  of  expense  of 
erection  not  so  considerable  as  might  be  expected. 

A circular  horizontal  grate  which  receives  the  coals  is  5 feet  in  diameter,  and 
revolves  on  a vertical  axis  at  the  rate  of  about  one  revolution  per  minute.  During 
its  revolution  the  coals  fall,  from  a hopper  placed  over  the  boiler,  through  a 
vertical  narrow  rectangular  opening,  formed  through  the  top  of  the  boiler,  of  the 
length  and  in  the  direction  of  the  radius  of  the  grate.  The  quantity  discharged 
at  once  by  the  hopper  is  regulated  by  the  force  of  the  steam  in  the  boiler,  and  the 
discharge  is  made  at  every  fourth  or  fifth  second  of  time ; by  this  means  an 
uniform  fire,  regulated  by  the  work  it  is  to  perform,  is  obtained,  and  with  a 
certainty  as  absolute  as  the  nature  of  things  will  admit.  To  prevent  air  being 
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admitted  without  passing  through  the  channels  which  are  properly  regulated,  a 
thin  rim  on  the  under  edge  of  the  grate  runs  in  a circular  trough  filled  with  sand. 
These  parts,  however,  will  be  more  clearly  understood  by  a reference  to  the 
description  of  Plate  ti.,  where  its  application  to  two  boilers,  which  had  been 
previously  erected  by  Boulton  and  Watt,  is  shown.  The  saving  of  fuel  by  using 
this  apparatus  is  stated  to  be  about  25  per  cent ; and  a grate  5 feet  in  diameter 
bums  260  pounds  (three  bushels)  of  Newcastle  coals  per  hour,  and  336  pounds, 
or  three  cwt.  of  Staffordshire  coals;  that  is,  13  pounds  for  each  foot  of  surface  of 
grate  for  the  former;  and  17  pounds  each  foot  for  the  latter  kind.  I suppose  it 
requires  these  quantities  also  to  produce  equal  effects.  The  quantity  of  grate  is 
about  two-thirds  of  that  required  in  the  ordinary  method. 


Apparatus  for  Boilers. 

251.  Feeding  Apparatus.  The  use  of  the  feeding  apparatus  is  to  supply  the 
boiler  with  water,  in  the  place  of  that  which  is  converted  into  steam.  The  feed 
pipe  is  a vertical  pipe  passing  through  the  top  of  the  boiler.  The  lower  part  of 
this  pipe  is  turned  at  the  end  to  prevent  steam  rising  through  it ; and  where  it 
passes  through  the  top  of  the  boiler,  it  is  made  steam-tight,  and  fixed  very  correctly 
in  a vertical  position.  The  top  of  the  pipe  terminates  in  a small  cistern  head, 
which  is  kept  supplied  with  water  by  a small  pump  from  the  hot  water  cistern ; 
and  at  the  bottom  of  the  small  cistern  head  there  is  a conical  valve,  opening 
upwards,  connected  by  a chain  to  a lever,  which  turns  on  a centre,  with  a wire 
attached  to  the  opposite  end.  This  wire  passes  through  an  air-tight  stuffing  box 
to  a flat  stone  or  piece  of  metal  in  the  boiler,  which  is  so  balanced  by  a weight, 
on  the  opposite  end  of  the  lever,  as  to  float  on  the  surface  of  the  water.  The  stone 
should  lie  so  large,  in  proportion  to  the  surface  of  water,  as  to  act  sensibly  on  a 
very  slight  depression  of  the  water. 

Its  action  is  performed  in  this  manner ; when  part  of  the  water  is  evaporated 
from  the  boiler,  the  float  descends  with  the  water's  surface,  and  consequently  raises 
the  conical  valve ; now,  the  small  cistern  head,  being  kept  constantly  full  of 
water  by  tile  pipe  from  the  hot  water  pump,  as  soon  as  the  valve  is  raised,  water 
enters  the  boiler,  and  when  it  is  filled  to  the  proper  level,  it  raises  the  float  and 
shuts  the  valve,  till  a repetition  of  the  operation  becomes  necessary.  The  surplus 
water  raised  by  the  pump  runs  off  by  a water  pipe  from  the  cistern  head. 

252.  The  principal  circumstance  to  be  attended  to  in  the  construction  of  this 
apparatus  is  to  make  the  height  of  the  water  in  the  cistern  sufficient  to  balance 
the  strength  of  the  steam  ; for  if  this  height  be  too  small,  the  water  in  the  boiler 
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will  be  forced  up  the  feed  pipe  by  the  pressure  of  the  steam,  and  be  driven  out 
at  the  valve. 

For  water  at  60°,  2'94  feet  in  height  is  equivalent  to  1 lb.  on  the  circular 
inch,  but  the  water  in  the  feed  pipe  will  generally  be  nearly  212°,  and  then 
3 feet  is  required.  Hence,  three  feet  in  height  for  each  pound  per  circular  inch  is 
the  proper  height. 

The  stone  float  should  obviously  be  in  that  part  of  the  boiler  where  it  will  be 
least  disturbed  by  the  formation  of  steam ; and  the  feed  pipe  should  deliver  its 
supplies  as  far  from  the  point  where  the  steam  is  principally  generated  as  possible. 

253.  On  account  of  the  force  of  steam  required  in  high  pressure  engines,  an 
ordinary  feed  pipe  cannot  be  applied  to  supply  the  boiler,  without  making  it  of 
a very  inconvenient  height : water  is  therefore  supplied  to  the  boiler  by  a small 
forcing  pump,  worked  by  a lever  connected  with  one  of  the  reciprocating  parts 
of  the  engine ; and  this  water,  instead  of  passing  immediately  into  the  boiler,  should 
pass  through  a pipe  or  receptacle  which  traverses  back  and  forward  in  the  steam 
which  escapes  from  the  engine,  so  as  to  become  considerably  heated  before  it 
enters  the  boiler,  that  it  may  not  check  the  production  of  steam.  A much  better 
method,  however,  is  to  make  the  smoke  pass  round  and  heat  a small  supply 
boiler,  which  should  have  a communication  with  the  proper  boiler.  The  pump 
in  the  former  case  supplies  the  small  boiler. 

In  supplying  a boiler  by  a pump  worked  by  the  engine,  the  same  supply  is 
given  at  all  times,  whatever  may  be  the  quantity  converted  into  steam  and  used. 
Now  as  the  consumption  of  steam  is  variable,  the  quantity  injected  by  the  pump 
must  often  be  in  excess.  This  may  be  remedied  by  the  use  of  a float,  in  land 
engines.  Let  A,  B,  (Fig.  2.  Plate  I.)  be  two  connected  valves,  in  the  box  which 
receives  the  water  from  the  pump,  the  one  A opening  to  the  boiler,  the  other  B 
opening  to  the  waste  pipe.  If  the  stem  of  these  valves  be  connected  to  the  lever 
of  a balanced  float,  as  indicated  in  the  figure,  the  increase  of  water  in  the  boiler 
above  its  proper  level  wall  cause  the  valves  to  descend,  and  close  the  communica- 
tion to  the  boiler,  while  the  waste  valve  opens  and  admits  the  superfluous  water 
to  run  off  by  the  pipe.  In  this  construction  the  boiler  will  receive  the  supply 
from  the  pump  regularly  at  all  times,  except  where  it  is  in  excess  for  the  quantity 
used,  and  then  the  float  F rises,  and  shuts  the  passage  of  entrance  to  the  boiler, 
and  opens  the  one  to  the  waste,  till  the  quantity  no  longer  exceeds  the  consump- 
tion. This  simple  arrangement  renders  the  feed  regular,  which  is  of  much 
importance. 1 

1 In  the  curly  boilers  of  Mr.  Watt,  a whistle  was  attached:  the  pipe  connected  with  the  whistle 
descended  through  an  orifice  in  the  top  of  the  boiler  to  a few  inches  below  the  proper  level  at 
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254.  The  same  construction  applied  to  the  feeding  pipe  of  a low  pressure 
steam  engine  would  be  much  superior  to  the  common  stone  float ; and  1 think 
it  would  apply,  as  shown  in  Plate  it.  Fig.  2.  even  to  the  steam  boat;  for  the 
oscillation  would  not  prevent  either  its  rise  or  fall,  when  an  over-supply  took 
place  or  otherwise ; and  employing  the  rise  instead  of  the  fall  of  the  water  to  act 
on  the  valve,  would  be  a means  of  safety  as  well  as  of  preventing  irregular  influxes 
of  water  to  check  the  steam.  (See  art.  217.) 

255.  In  a method  of  admitting  water  to  high  pressure  boilers  invented  by 
Mr.  Franklins,  the  waste  water  has  to  raise  a loaded  valve  to  escape,  and  the 
passage  to  the  boiler  is  regulated  by  a balance  float  placed  wholly  within  the 
boiler:  it  is  ingenious,  but  has  not  the  advantage  of  rendering  the  Bupply  con- 
tinuous ; it  must,  as  w ith  the  ordinary  feed  pipe,  stop  till  the  water  has  descended 
so  as  to  raise  the  valve. 


Of  REGULATING  TUE  FlRE  OF  A STEAM  BoILF.R. 

25C.  The  force  of  the  steam  may  be  made  a means  of  regulating  the  fire, 
either  by  diminishing  the  supply  of  air,  or  by  contracting  the  chimney  by  a plate 
called  the  damper.  As  a means  of  regulation  the  former  ought  to  be  preferred  ; 
it  being  obvious,  that  a direct  diminution  of  the  quantity  of  oxygen  at  its  entrance 
to  the  fire  must  have  both  a more  immediate  and  a more  beneficial  effect  than 
contracting  the  chimney ; the  effect  of  the  latter  being  to  increase  the  tempera- 
ture and  force  of  the  smoke  in  proportion  as  the  aperture  is  contracted  ; and, 
consequently,  the  smoke  escapes  at  a higher  temperature,  carrying  off  a consider- 
able quantity  of  heat.  The  regulation  by  the  damper  is  the  kind  generally  used; 
the  other  method  is  the  same  in  principle,  and  only  differs  in  being  applied  to  the 
ash-pit  instead  of  the  flue. 

257.  Self-regulating  Dampers.  Dampers  are  frequently  under  the  control 
of  those  who  have  the  management  of  the  fire  ; but  in  the  self-regulating  damper 
the  fire  is  made  a means  of  controlling  itself,  so  as  to  bum  with  more  or  less 
rapidity  as  it  may  be  more  or  less  wanted,  in  the  following  manner.  An  iron 
plate  or  damper,  of  sufficient  size  entirely  to  close  the  chimney  or  flue,  slides  up 


which  the  water  was  required  to  be  kept : notice  of  its  evaporation  below  that  point  was  given  by 
the  steam  forcing  its  way  through  the  pipe,  and  producing  a whistling  noise,  sufficiently  loud  to 
call  the  attention  of  the  engine  tender,  even  if  at  some  distance  from  his  post.  Subsequently,  the 
feeding  and  damper  apparatus  above  described  was  applied  to  the  Soho  Mint  engine,  about  the 
year  1798 ; also  to  Retford  cotton  mills,  near  Nottingham,  in  1803 ; and  the  same  arrangement 
continues  to  be  much  in  use  up  to  the  present  time. 
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and  down,  vertically,  in  iron  grooves,  (see  Plate  in.)  with  as  little  friction  as 
possible.  To  its  upper  part  is  attached  a chain,  which  passes  over  the  two  pulleys 
» and  n,  through  a tube  in  the  bottom  of  the  cistern  head  of  the  feed  pipe,  and 
down  the  centre  of  the  feed  pipe  C,  to  a hollow  or  bucket-shaped  cast  iron  weight ; 
the  feed  pipe  being  made  of  larger  diameter  in  this  part,  when  a self-regulating 
damper  is  applied  to  a boiler,  to  admit  the  weight  without  blocking  up  the  pipe 
so  as  to  prevent  the  descent  of  the  feeding  water.  The  weight  is  so  adjusted  by 
filling  it  partly  with  lead,  that  it  may  just  overcome  the  weight  and  friction  of  the 
damper  plate,  chains,  and  pulleys,  when  there  is  no  fire  under  the  boiler ; con- 
sequently, the  damper  plate  will  then  be  drawn  up,  and  the  chimney  completely 
open,  at  which  time  the  weight  will  rest  on  the  shoulders  or  projections  at  the 
bottom  of  the  feed  pipe ; the  chain  being  properly  adjusted  in  length  for  that 
purpose.  Now  as  soon  as  a fire  is  applied  so  as  to  generate  steam  in  the  boiler, 
the  steam  presses  upon  the  surface  of  the  water,  and  drives  it  up  to  a certain 
height  in  the  feed  pipe ; and  the  weight,  by  becoming  immersed  in  water,  has  part 
of  its  gravitating  force  balanced,  and  therefore  becomes  no  longer  able  to  retain 
the  damper  plate  at  its  former  height ; it  will  consequently  descend  till  equilibrium 
takes  place,  and  partly  closes  the  chimney,  by  which  the  draught  of  the  fire  will  be 
checked.  Should  it  move  so  as  to  check  it  too  much,  less  steam  will  be  formed, 
and  the  water  will  rise  to  a less  height  in  the  feed  pipe,  and  part  of  the  force  of 
the  weight  will  be  restored  so  as  to  raise  the  damper  again : should  the  fire  ever 
become  so  fierce  as  to  drive  the  water  up  into  the  cistern  head,  the  weight 
should  be  so  far  raised  as  nearly  to  shut  the  chimney ; when  a damper  shuts 
perfectly  close,  there  is  a risk  of  inflammable  air  collecting  and  exploding  in  the 
flues. 

A hand  damper  is,  however,  an  appendage  which  a boiler  should  always  have, 
for  when  an  engine  is  not  in  action,  it  will  be  useful  partially  to  close  it ; and  no 
boiler  can  be  considered  perfect  which  has  not  both  a damper  and  the  means  of 
entirely  closing  the  aperture  by  which  the  air  enters  to  supply  the  fire. 

258.  Self-acting  Air  Regulator.  The  most  direct  method  of  governing  the 
action  of  a fire  is  to  provide  the  passages  which  admit  air  with  the  means  of 
opening  or  closing  them  at  pleasure ; and  it  is  a still  further  advantage  when  this 
is  done  by  means  of  the  force  of  the  steam,  so  that  as  the  steam  increases  beyond 
its  proper  strength,  it  closes  the  aperture  which  admits  air  to  the  fire.  A method 
of  constructing  a self-acting  regulator  of  this  kind  is  shown  in  Plate  t.  It  is 
essential  in  applying  it  to  make  all  other  entrances  to  the  burning  fuel  to  shut  as 
perfectly  close  as  possible. 
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Safety  Valves. 

259.  The  precautions  for  safety  arc  of  much  importance  : the  boilers  of  steam 
engines  should  never  be  constructed  without  them,  and  they  should  be  done  with 
every  care  to  render  them  effective  in  preventing  accidents. 1 

Safety  valves  are  called  external  or  internal,  according  to  the  nature  of  the 
evil  to  be  prevented.  An  internal  safety  valve  is  to  prevent  the  pressure  of  the 
atmosphere  crushing  in  the  sides  of  the  boilers  or  pipes  to  which  it  is  applied. 
It  is  usually  an  inverted  conical  valve,  retained  in  its  seat  by  a rod  connected  to 
a lever,  having  a weight  at  its  opposite  end,  such  that  the  force  of  the  atmospheric 
pressure  will  overcome  it,  when  its  pressure  is  three  or  four  pounds  on  the  circular 
inch  greater  than  the  clastic  force  of  the  steam  in  the  boiler. 

In  Plate  I.  Fig.  1.  this  valve  is  shown  as  inserted  in  the  man-hole  plate  ; a being 
the  valve  kept  in  its  seat  by  the  weight  on  the  lever  at  b. 

260.  The  external  safety  valve  is  to  prevent  the  risk  of  explosion,  should  the 
steam  become  stronger  than  that  which  the  boiler  is  intended  to  confine ; therefore 
it  is  of  the  greatest  importance  that  it  be  properly  constructed  and  not  liable  to 
derangement. 

The  application  of  a loaded  valve  to  limit  the  force  of  steam  appears  to  have 
been  first  made  by  Papin  to  his  digesters ; and  it  was  applied  by  Savery  to  the 
boilers  of  his  steam  engines.  It  consisted  of  a conical  valve  retained  in  its  seat 
by  a weight  on  a lever ; and,  from  its  resemblance  to  a steelyard,  was  called  the 
steelyard  safety  valve.  It  is  still  much  used,  but  it  has  the  obvious  defect  that, 
the  weight  may  be  increased  at  the  will  of  the  workman,  or  even  may  be  done 
through  the  ignorance  of  a stranger;  hence  valves  of  this  form  should  not  be 
employed  unless  the  lever  and  valve  be  wholly  inclosed  in  a box  kept  locked  by 
the  proprietor.  Such  a box  should  have  a pipe  leading  into  the  chimney,  to  carry 
off  the  steam,  and  a slight  wire  or  chain  to  lift  the  valve  by,  lest  it  should  stick 
fast  by  corrosion. 

201.  For  low  pressure  steam,  the  form  is  rendered  more  convenient.  The 
conical  valve  has  its  load  directly  upon  it,  and  it  ought  to  be  sufficiently  large. 
Its  clear  area  in  the  narrowest  part  not  being  less  than  is  calculated  by  the 
annexed  rule,  and  the  power  of  the  steam  having  been  determined,  a fixed  and 
unalterable  weight  agreeing  with  that  power  should  be  formed  and  attached  to  the 
rod  on  the  top  of  the  valve ; and  the  whole  should  be  inclosed  in  a metal  box, 
having  a passage  larger  than  the  area  of  the  valve,  to  convey  the  steam  away  to 
the  chimney  or  other  place. 

1 See  description  of  safety  valve  applied  to  Boulton  and  Watt's  Marine  Engine,  Plate  xxi. 
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The  greatest  power  of  steam  should  be  a little  more  than  is  required  to  work 
the  engine  ; suppose  it  be  5 lbs.  on  the  circular  inch,  and  the  diameter  of  the 
lowest  part  of  the  seat  of  the  safety  valve  should  be  3 ; then  3 times  3 = 9,  the 
area  of  the  valve  in  circular  inches,  and  9 times  5 — 45  lbs.,  which  is  the  required 
weight  for  the  load  to  be  placed  upon  the  valve.  This  valve  will  not  open 
till  the  steam  presses  it  with  greater  force  than  5 lbs.  on  the  circular  inch. 
The  metal  box  for  the  valve  being  locked  up,  of  course  no  one  but  the  pos- 
sessor of  the  key  could  alter  the  load  on  the  valve ; but  a handle  passing  through 
the  cover  is  necessary  to  move  it,  to  prevent  it  rusting  fast. 

For  further  security  it  has  been  proposed  that  another  safety  valve  should  lie 
placed  upon  the  same  boiler,  but  with  rather  less  load  upon  it,  in  order  that  it 
may  open  first,  and  give  notice  to  the  engine  man  when  the  steam  is  likely  to 
become  too  strong.  This  should  have  a stronger  handle  for  moving  it,  either  for 
letting  off  the  steam  when  not  required,  or  other  purpose ; but  the  handle  to  raise 
the  locked  valve  should  be  either  connected  by  a chain  or  slight  wire,  so  that  it 
could  not  be  fixed  so  as  to  increase  the  load  on  the  valve.  It.  would  be  better 
to  rely  on  the  common  valve,  than  one  locked  up  till  it  had  become  stuck  fast 
with  rust. 

262.  A conical  seated  valve  does  not  appear  to  me  to  be  the  best ; for  the 
locked  valve  1 would  prefer  a flat  seat,  and  that  the  metallic  surfaces  in  contact 
should  be  narrow,  and  of  metal  not  liable  to  corrosion,  nor  to  fix  by  unequal 
expansion. 

263.  To  prevent  the  danger  of  adhering  in  steam  boat  boilers,  Mr.  Nimmo' 
proposed  that  the  valve  should  be  a hemisphere  with  its  convex  surface  down- 
wards, to  rest  in  a seat  formed  to  fit  it,  and  the  weight  he  proposed  to  hang  to 
the  lowest  part  of  the  valve.  See  U,  Plate  xvii.  Fig.  1.  By  this  means  the 
■notion  of  the  boat  would  be  constantly  changing  the  position  of  the  valve,  while 
its  form  would  render  it  steam-tight  in  all  positions,  without  danger  of  adherence. 
A chain  might  be  also  attached  to  the  upper  side  of  the  valve,  to  lift  it  without 
opening  the  case  inclosing  it.  This  method  deserves  attention : its  defect  would 
most  likely  be  want  of  stability  in  its  seat. 

264.  The  most  certain  and  safe  method  for  low  pressure  boilers,  is  to  balance 
the  pressure  of  the  steam  by  a column  of  water,  of  a diameter  adequate  to  allow 
of  the  escape  of  the  steam  as  rapidly  as  it  would  be  possible  for  the  fire  to  generate 
it  A feed  pipe  is  to  a certain  degree  a safety  tube  of  this  kind,  but  neither  of 
the  size  nor  construction  which  safety  requires.  The  tube  or  pipe  T W should 
be  made  recurved  at  the  lower  end  T,  Plate  n.  Fig.  2.  its  mouth  being  not  lower 

1 Report  on  Steam  Boats;  or,  Partington's  Historical  Account  of  the  Steam  Engine,  p.  92, 
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than  level  with  the  upper  edge  of  the  fire  flues.  At  the  upper  end  it  should  be 
provided  with  a pipe  U,  to  convey  down  the  hot  water  without  the  danger  of 
scalding  any  one,  and  the  upper  part  should  terminate  in  a higher  pipe  V,  to 
convey  away  the  steam.  The  action  of  this  safety  tube  is,  first  to  lower  the  water 
in  the  boiler  to  bring  the  feeding  pipe  into  action,  if  it  be  not  so  before,  and  then 
to  allow  the  escape  of  the  steam.  I have  had  two  boilers  done  in  this  manner ; 
and  the  effect  of  endeavouring  to  render  the  steam  stronger  than  it  ought  to  be 
is  completely  counteracted,  and  the  boiler  restored  again  to  its  regular  pressure 
in  a few  minutes  after  the  tube  has  discharged  its  column  of  water.  The  dis- 
charge of  a portion  of  hot  water  by  the  tube,  and  the  admission  of  colder  by  the 
feed  pipe,  tends  to  lower  the  steam  ; but  by  the  feed  pipe  alone  this  does  not 
happen,  as  the  hot  water  then  rises  in  the  feed  pipe  and  prevents  the  entrance  of 
cold.  Another  advantage  of  this  construction  is,  that  should  the  water  fall  below 
the  mouth  of  the  tube,  the  steam  would  escape,  and  if  the  noise  of  its  escape  did 
not  warn  the  engineer  of  the  state  of  the  boiler,  the  want  of  steam  would  soon  be 
a motive  to  look  after  it. 

The  height  of  the  tube  for  different  pressures  is  easily  calculated,  for  the  height 
of  a column  of  water  equivalent  to  1 lb.  on  the  circular  inch  is,  for  ordinary 
temperatures,  3'  1 feet ; hence  for  a pressure  of  4 lbs.  on  the  circular  inch, 

4 x 3‘1  = 12' 4 feet,  the  height  for  the  tube,  that  is,  equal  to  a little  more  than 

5 lbs.  per  square  inch.  It  is  obvious  that  it  is  adapted  only  for  low  pressure 
steam. 

265.  Other  modes  have  been  proposed  for  constructing  valves,  some  of  which 
are  deficient  in  principle,  others  are  complex  in  construction  and  operation.  The 
solid  piston  valve  proposed  by  Chevalier  Edelcrantz  would  either  stick  fast  with 
high  pressure  steam  or  allow  a constant  escape  ; and  to  this  difficulty  is  added  the 
nicety  of  fitting  a solid  piston  so  as  to  be  and  remain  steam-tight.  If  an  elastic 
metallic  piston  be  used  instead  of  a solid  one,  the  expense  of  construction  becomes 
considerable ; and  a common  packed  piston  is  not  to  be  depended  on  for  the  pur- 
pose, its  friction  is  so  irregular. 

266.  For  high  pressure  boilers,  more  careful  attention  to  the  means  of  security 
arc  necessary  than  for  low  pressure  ones,  as  it  is  easy  to  show  that  the  risk  is  much 
greater;  indeed  some  most  dreadful  accidents  have  had  the  effect  of  rendering 
people  more  cautious  respecting  them.  Several  methods  have  been  used  to  guard 
against  these  accidents  by  Trevithick,  who  first  brought  the  high  pressure  engine 
into  use.  He  proposed  that  the  safety  valve  should  be  inclosed  in  an  iron  case 
and  locked,  so  that  no  person  could  get  access  to  it  to  increase  the  load  beyond 
what  was  intended  to  be  employed : he  also  had  a hole  drilled  in  the  boiler, 
which  he  plugged  up  with  lead,  at  such  a height  from  the  bottom  that  the  boiler 
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could  never  boil  dry  without  exposing  the  lead  to  be  melted,  and  consequently 
making  an  opening  for  the  steam  to  escape.  This  contrivance  he  expected  to  pre- 
vent the  boiler  being  burst,  by  suddenly  forcing  water  into  it  when  it  had  been 
allowed  through  inattention  to  boil  dry  and  become  red  hot. 

267.  A plug  of  fusible  metal  riveted  into  a hole  in  the  bottom  of  a boiler,  so 
that  it  may  melt  and  allow  the  water  and  steam  to  escape  into  the  fire,  whenever 
the  contents  of  the  boiler  attain  that  degree  of  heat  which  produces  steam  of 
a dangerous  elasticity,  is  a method  of  a like  nature. 

268.  The  mercurial  steam  gauge  is  generally  applied  to  boilers  to  show  the 
state  of  the  steam  ; it  is  a curved  tube,  or  inverted  siphon,  in  which  the  mercury 
rises  by  the  force  of  the  steam,  and  indicates  the  pressure.  See  Section  vui. 
When  this  steam  gauge  is  applied  to  a high  pressure  boiler,  it  requires  a tube  of 
considerable  length,  and  is  an  additional  security  against  the  bursting  of  the 
boiler,  because  when  the  steam  is  too  strong,  the  mercury  will  be  displaced  into 
a proper  receiver,  and  the  steam  escape  through  the  tube,  when  the  pressure 
exceeds  that  which  the  boiler  is  designed  to  sustain.  This  steam  gauge  is  a most 
desirable  appendage  to  a high  pressure  boiler,  because  it  shows  at  once  the  state  of 
the  steam ; but  as  a means  of  safety  we  had  better  inquire  how  far  either  it  or 
metallic  plugs  are  likely  to  be  effective,  lest,  under  an  impression  of  being  secure, 
the  reliance  may  involve  us  in  more  of  these  fatal  accidents. 

269.  In  the  first  place,  it  is  obvious  that  the  aperture  or  apertures  by  which 
the  steam  is  to  escape,  should  be  so  large  that  it  may  escape  as  fast  as  the  fire  can 
generate  it ; if  it  does  not,  it  must  accumulate,  aud  eventually  explode.  Now  it  is 
possible  to  convert  a cubic  foot  of  water  into  steam  from  somewhat  less  than  1‘5 
feet  of  fire  surface,  (see  art.  200.)  and  it  is  making  only  a small  allowance  for 
security  to  admit  that  each  foot  of  surface  may  convert  a cubic  foot  of  water  into 
steam. 

Hence  we  derive  the  following  Rule: — Let  the  density  of  the  steam  cor- 
responding to  the  pressure  be  found : then  multiply  7'5  times  this  density,  by 
the  square  root  of  the  quantity  the  density  is  greater  than  l,  and  divide  the  feet  of 
fire  surface  by  the  product ; this  quotient  is  the  square  of  the  diameter  of  the 
narrowest  part  of  the  valve  in  inches.  Or,  divide  the  area  of  the  fire  surface  by 
the  number  corresponding  to  the  pressure  or  temperature,  under  the  head  divisor 
in  the  following  table ; and  the  quotient  will  be  the  square  of  the  diameter  of  the 
valve,  in  the  narrowest  part,  in  inches. 
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Press  ere  in  inches 
of  mercury. 

Temperature. 

Density  of  a team. 

Divisor. 

30 

212 

1*00 

0 

3.J 

225 

1-28 

5 

00 

250 

200 

15 

so 

275 

2*&5 

29 

1*20 

203 

3-70 

45 

150 

308 

4*70 

B0 

The  rule,  it  is  to  be  remarked,  is  for  die  smallest  aperture  that  ought  to  be  used, 
but  there  is  much  reason  either  to  use  two  valves,  or  to  double  the  area  determined 
by  the  rule. 

Example  I.  Required  the  area  of  a safety  valve  for  a low  pressure  boiler,  fifteen 
feet  long  by  4 feet  wide,  the  fire  surface  being  considered  equal  to  the  area  of 
the  bottom  of  the  boiler.  In  this  case  15  x 4 = 60,  and  the  divisor  is  5 for  low 
pressure  steam ; hence, 

-?L  = 12,  the  square  of  the  diameter  of  the  aperture ; 

and  the  square  root  is  3J  inches  nearly,  for  the  diameter.  And  either  two  valves 
of  this  diameter,  or  one  of  about  5 inches  diameter,  ought  to  be  used. 

Example  II.  A high  pressure  boiler  with  60  feet  of  fire  surface  is  used  for  gene- 
rating steam  of  four  times  the  atmospheric  pressure,  what  should  be  the  least 
diameter  of  the  safety  valve  aperture  ? 

In  diis  case  the  divisor  is  45,  and 

-'P  - = 1-34  = the  square  of  the  diameter, 
and  the  square  root  is  l- 16. 

270.  Hence  we  find  that  the  diameter  of  a mercurial  gauge  capable  of  giving 
passage  to  the  steam,  is  not  so  large  as  to  prevent  it  being  applied  in  practice  and 
with  success,  as  a means  of  rendering  boilers  safe.  A safety  valve  in  addition 
should  of  course  be  used,  as  the  bends  in  the  pipe  would  in  some  degree  retard  the 
escape  of  the  steam. 

27 1 . The  use  of  fusible  metal  plugs  1 do  not  think  so  likely  to  atford  security, 
for  were  the  plug  fusible  at  the  pressure  for  which  the  boiler  was  adapted,  it  would 
be  so  softened  by  the  continued  temperature  of  the  working  state,  as  to  be  incapable 
of  retaining  the  steam  when  made  of  sufficient  power  to  be  useful.  Lead 
would  be  wholly  unfit,  its  melting  point  being  at  612*,  a temperature  at  which  the 
force  of  the  steam  would  be  about  150  atmospheres.  Tin  melts  at  442°,  and  at  this 
temperature  the  force  is  upwards  of  25  atmospheres.  Alloys  may  be  formed  to 
melt  from  212  to  600°,  but  we  have  no  evidence  that  the  melting  points  remain 
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permanent  in  alloys  which  arc  regularly  exposed  to  a heat  so  nearly  approaching 
to  that  at  which  they  fuse  when  newly  formed. 


Alloys  and  Metals.  Melting  point. 

An  alloy  of  lead  1 part,  tin  3 parts,  bismuth  5 parts,  melts  at  212° 

Lead  1 tin  4 bismuth  5 246 

Tin  1 bismuth  1 286 

Tin  2 bismuth  1 336 

Lead  2 tin  3 334 

Tin  8 bismuth  1 392 

Tin  442 

Bismuth 472 

Lead  612 

Zinc  648 


But  if  a range  of  about  two  atmospheres  above  the  working  pressure  be  ne- 
cessary to  fuse  the  plug,  and  with  a less  range  than  that  it  is  scarcely  probable  it 
would  withstand  the  working  pressure,  this  mode  of  obtaining  safety  ought  not  to 
be  relied  upon  in  practice.  As  an  additional  precaution  the  fusible  plug  may  be 
adopted,  but  not  as  a principal  one,  certainly  not  as  one  in  which  great  dependence 
may  be  placed. 

272.  It  has  also  been  proposed  to  add  a pipe  to  some  part  of  the  boiler,  of 
such  thin  metal  that  it  may  burst  rather  than  the  boiler ; hut  this  plan,  like  that  of 
the  metallic  plugs,  can  only  be  useful  in  cases  where  the  ordinary  safety  valves  do 
not  act,  for  if  it  be  made  at  first  so  that  it  would  break  on  a small  increase  above 
the  working  pressure,  it  would  be  constantly  failing  at  that  pressure,  it  being  well 
known  that  a metal  strained  to  near  its  ultimate  force  will  gradually  break. 
Besides,  it  is  exceedingly  difficult  to  determine  the  strain  such  a pipe  will  bear 
without  fracture,  within  the  limits  that  would  render  it  safe  to  depend  on  where 
life  is  at  hazard. 

273.  The  risk  on  high  pressure  boilers,  even  at  their  working  pressure,  be- 
comes considerable  in  proportion  as  that  pressure  is  high,  and  therefore  too  much 
caution  cannot  be  employed  about  them.  At  least  one  good  safety  valve,  and  a 
mercurial  gauge  of  sufficient  diameter  to  allow  the  escape  of  the  steam,  should 
be  applied  to  each ; but  it  is  the  practice  of  careful  engineers  to  apply  two  safety 
valves. 

On  the  common  safety  valve  an  improvement  might  be  made  by  constructing  it 
so  as  to  be  relieved  of  part  of  the  load  on  the  valve  as  it  rises. 
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Tiie  Area  of  Chimneys  for  Steam  Engine  Boilers. 

274.  Previous  to  giving  particular  rules  for  the  area  of  chimneys,  it  may  be 
useful  to  remark,  that  a chimney'  may  afterwards  be  convenient,  if  considerably 
larger  than  is  necessary  for  the  use  of  the  engine  it  is  erected  for,  while  the  expense 
bears  a small  ratio  to  the  increase  of  size.  Hence  I would  recommend  that  one 
double  the  size  of  that  given  hy  the  rule  should  lie  built,  for  the  rules  apply  only  to 
one  for  the  actual  power  of  the  engine. 

The  height  should  not  be  less  than  about  50  feet,  and  should  be  higher  if  it  be 
desirable  to  avoid  the  nuisance  of  smoke  in  the  immediate  neighbourhood  of  the 
chimney ; for  though  by  increasing  the  height  of  the  chimney  there  is  no  dimi- 
nution of  smoke,  yet  it  is  spread  so  as  to  fall  over  a large  surface.' 

275.  Rule.  The  area  of  a chimney  for  a low  pressure  steam  engine,  when 
above  10  horse  power,  should  be  1 12  times  the  horse  power  of  the  engine,  divided 
by  the  square  root  of  the  height  of  the  chimney. 

For  less  than  10  horse  power,  it  should  be  00  multiplied  by  the  number  opposite 
the  horse  power  in  the  first  column  of  the  table,  (art.  221.)  instead  of  1 12. 

Example.  Required  the  area  of  a chimney  for  an  engine  of  40  horse  power, 
the  height  of  it  being  70  feet. 

In  this  case 

40  x 112  4400  . , 

j — -gq-  = 533-2  square  inches. 

The  square  root  of  this  is  23  inches,  which  will  be  the  side  of  a square  chimney. 
Or  multiply  533  by  1'27  and  extract  the  square  root  for  the  diameter  of  a 
circular  one. 

But  in  either  case  I would  advise  to  build  a chimney  of  double  the  area,  or 
10(10-4  area,  that  is,  to  make  the  side  of  the  square  33  inches. 

In  this  rule  it  is  supposed  that  the  engine  is  done  in  the  best  manner,  and 
worked  with  the  best  coals,  that  is,  one  requiring  only  from  9 lbs.  to  11  lbs. 

i It  is  a curious  circumstance,  that  when  high  pressure  steam  and  smoke  ascend  in  the  same 
chimney,  the  smoke  becomes  nearly  invisible.  It  seems  to  have  been  first  observed  in  Trevithick’s 
engine,  when  applied  to  a steam  carriage  in  1B05 ; and  was  communicated  to  Nicholson's  Journal 
(vol.  xii.  p.  1.)  by  Mr.  Gilbert,  who  oilers  no  explanation,  but  states  that  the  admission  of  the 
steum  into  the  chimney  improved  the  draught.  Nicholson  made  an  experiment  which  accounts 
for  the  vapour  becoming  invisible,  through  the  heat  of  tho  smoke  preventing  that  degree  of  con- 
densation which  is  essential  to  its  being  seen.  (Journal,  vol.  xii.  p.  47.)  The  disappearance  of  the 
smoke  is  not  accounted  for ; hut  I think  it  seems  to  be  deposited  in  consequence  of  the  density 
being  diminished  by  intermixture  with  steam,  till  it  becomes  incapable  of  suspending  tile  particles 
of  sooty  matter. 
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of  coal  per  hour,  for  each  horse  power,  of  an  engine  above  10  horse  power.  But 
where  14  or  16  lbs.  of  coal  per  hour  is  necessary,  the  flue  should  be  increased 
iu  direct  proportion  to  the  quantities  to  be  consumed.  See  the  mode  of  finding 
the  rule  in  art.  168. 

276.  When  wood  is  used  for  fuel,  it  aflords  a much  larger  quantity  of  smoke, 
but  it  is  also  much  lighter,  and  about  one  and  a half  times  the  area  necessary  for 
coals  will  be  sufficient. 

277.  The  same  rules  may  be  applied  to  high  pressure  engines;  taking  the 
cubic  feet  of  water  per  hour,  or  the  one-eleventh  part  of  the  pounds  of  coal  per 
hour,  instead  of  the  number  of  horse  power. 

278.  The  engine  chimneys  for  steam  boats  and  steam  carriages  are  circular, 
and  should  not  be  larger  than  is  absolutely  required  to  give  effect  to  the  fuel. 
This  will  be  about  obtained  when  the  square  of  the  diameter  is  equal  to  90 
multiplied  by  the  horse  power,  and  divided  by  the  square  root  of  the  height 
in  feet. 

But  here  it  must  be  remarked,  that  where  a chimney  is  less  than  about  40  or  50 
feet  in  height,  the  smoke  must  lie  allowed  to  rise  at  a much  higher  temperature. 
It  must  not  therefore  be  allowed  to  cool  too  much  by  giving  its  heat  to  the  boiler, 
otherwise  there  will  be  a want  of  draught  Hence  in  low  chimnevs  the  fuel  will 
not  produce  its  full  effect. 

Different  modes  of  finishing  chimney  tops  are  shown  in  Plate  i.  The  least 
expensive  is  one  of  the  form  of  an  Egyptian  obelisk,  and  it  offers  least  obstruction 
to  the  wind. 

Of  the  Condetoatiok  of  Steam. 

279.  When  any  sulistance  or  body  colder  than  steam  itself  is  put  in  contact 
with  it  the  steam  condenses  till  the  temperature  of  the  cold  body  becomes  the 
same  as  that  of  the  Bteam,  or  till  the  whole  mass  of  steam  be  condensed  to  a 
degree  of  elasticity  corresponding  to  the  temperature  to  which  the  cold  body  is 
raised  by  the  heat  of  the  steam.  The  greater  the  quantity  of  the  cold  body,  the  less 
its  temperature  will  be  raised ; and  also  the  colder  it  is,  the  more  the  elastic  force 
will  be  reduced.  Hence,  to  reduce  the  clastic  force  of  steam  as  low  as  possible,  the 
coldness  and  the  quantity  of  the  cooling  body  should  be  as  great  as  possible. 

280.  Any  cold  body  condenses  steam  ; but  that  it  may  be  effectively  done,  the 
bodv  should  be  capable  of  presenting  a large  quantity  of  surface,  and  be  a good 
conductor  of  heat;  as  when  power  is  to  be  obtained  by  condensation,  the  more 
rapid  the  condensation  is,  the  more  power  is  obtained.  It  may  be  easily  proved 
that  if  steam  w ere  so  condensed  as  to  lose  only  equal  degrees  of  elastic  force  in 
equal  times  during  the  action,  half  the  power  would  be  lost. — (See  art.  294.) 
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This  is  the  cause  of  the  failure  of  every  method  of  slow  condensation.  It  cannot  be 
too  prompt,  unless  a sacrifice  of  power  is  made  in  some  other  way  to  gain  that 
promptness,  and  to  which  the  effect  gained  by  condensation  is  not  equivalent 

281.  Water  has  been  found  the  most  effective  cold  body  for  condensation; 
it  has  great  specific  heat,  perhaps  greater  than  any  other  body;  it  is  a rapid 
conductor  of  heat  and  in  a jet  applies  an  immense  proportion  of  cooling  surface 
to  the  steam. 

Now  since  water  is  frequently  difficult  to  be  procured  of  a low  temperature,  and 
sometimes  not  in  sufficient  quantity,  it  becomes  important  to  inquire  what  effect  is 
produced  by  given  proportions  at  given  temperatures. 

282.  The  weight  of  the  water,  W,  required  for  condensation,  multiplied  by 
the  quantity  x — t its  temperature  is  raised,  gives  the  heat  it  absorbs  ; and  in  the 
steam  engine,  where  the  operation  is  repeated  in  the  same  vessels  and  at  the 
same  temperatures,  the  excess  of  the  temperature  T — .r  of  the  steam  above  that  to 
which  the  condensing  water  is  raised,  added  to  1000,  and  the  sum  multiplied  by 
the  weight  w of  the  steam,  must  be  equal  to  the  heat  absorbed  by  the  condensing 
water.  That  is 

W (»—»>=« (1000  + T-x)‘ 


or,  W = w (lnn°  + T-~  *\  and 

IT  — t 


r 0000  + T)  + W / 
W + m 


283.  When  the  temperature  of  the  condensed  water  is  equal  to  the  tem- 
perature of  the  steam,  the  quantity  of  water  would  be  equal  to  that  which  simply 
reduces  the  steam  to  water  without  change  of  temperature ; or 

1000  w 

» a _ — 


But  in  this  case  no  effect  would  be  obtained.  Any  greater  quantity  of  cold  water 
reduces  the  elastic  force,  but  it  must  be  so  far  reduced  as  to  render  the  accession  of 
power  more  than  equivalent  to  that  required  to  work  an  air  pump,  and  cover  the 
expense  of  a supply  of  water,  and  the  extra  cost  of  the  engine. 

284.  In  low  pressure  steam  T = 220°,  and  t may  be  taken  at  52°  the  mean 
temperature,  and  if  the  temperature  of  the  condenser  be  100s,  then 

w _ » (1000  + T — r)  _ W(1000  + 220  - 100)  _ m 
x-t  100  - 52  1 

That  is,  231  times  the  quantity  of  the  water  required  for  steam,  will  be  the 


1 To  make  this  equation  genera],  let  * be  the  specific  heat  of  the  condensing  body,  and  C the  heat 
of  conversion,  and  i the  specific  heat  of  the  body  in  vapour,  then  W , (j  - c D e i'  (C  4-  T — x). 
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quantity  of  water  necessary  for  condensation.  And  since  a cubic  inch  of  water 
produces  about  a cubic  foot  of  steam  of  the  rarity  it  is  in  the  cylinder  of  an  engine 
working  at  this  temperature,  and  one-tenth  being  added  for  each  foot  of  the 
capacity  of  the  stroke,  23f  x 1- 1 = 251  cubic  inches  for  each  foot  of  die  contents 
of  the  stroke  of  the  cylinder.1 

If  x = 130°,  it  requires  of  cold  water  only  14  times  the  weight  of  the  steam  to 
condense  it,  and  for  120°  it  requires  16'2  times  the  weight.* 

The  force  of  steam  a,t  100°  is  2’08  inches  of  mercury,  its  force  at  130°  is  4-81 
inches ; consequently  the  gain  of  power  is  2-73  inches,  or  about  one  in  diirteen,  by 
condensing  at  the  lower  temperature. 

If  the  temperature  of  the  cold  water  be  70°,  and  of  the  condenser  130°,  then  we 
find  cold  water  18  times  the  weight  of  the  steam  will  condense  it ; and  that  it 
requires  37  times  the  weight  to  condense  at  100°,  when  the  cold  water  is  at  70°. 

285.  From  these  equations  the  comparative  effects  of  different  temperatures 
may  be  calculated,  and  the  economy  of  using  or  sparing  water  will  be  known  and 
acted  upon,  instead  of  the  usual  method  of  endeavouring  to  get  the  greatest  power 
of  the  steam  in  places  where  water  is  expensive. 

When  steam  is  of  considerable  density,  it  does  not  condense  freely  ; the  reason  is 
obvious,  the  same  surface  of  injection  water  acting  on  steam  of  greater  density,  and 
consequently  containing  a greater  proportion  of  heat,  it  abstracts  the  heat  more 
slowly.  To  avoid  this,  the  condenser  should  be  so  large  that  the  steam  may 
expand  to  the  bulk  corresponding  to  a pressure  not  greater  than  about  one  atmo- 
sphere and  a half.  But  it  is  better  to  make  the  steam  act  expansively  in  the 
cylinder  by  Watt’s  method,  (art.  27.)  or  expand  in  a second  cylinder  by  Horn- 
blower’s  method,  (art.  32.) 

When  a lower  temperature  than  180°  cannot  be  obtained  by  condensation,  it  is 
not  worth  the  extra  expense,  and  at  180°  we  have  for  low  pressure  steam 


W 


w(1000  + 230  - 180) 

-jar=ra 


= 8»  nearly ; 


or  eight  times  the  quantity  of  water  required  for  steam  will  be  necessary  to 
condense  it. 

286.  These  computations  apply  to  where  condensation  is  made  in  a separate 
vessel,  the  first  idea  of  which  we  owe  to  Mr.  Watt.  When  the  condensation  is 
made  within  the  cylinder,  the  metal  of  the  cylinder  has  to  be  cooled  down  to  the 
temperature  of  condensation  as  well  as  the  steam,  and  a large  proportion  of  the 


1 Mr.  Watt  says  a wine  pint,  or  28J  inches,  is  “amply  sufficient." — Robison’s  Mech.  Phil, 
vol.  ii.  p.  147. 

8 The  usual  temperature  is  about  120%  or  just  what  the  hand  can  bear. 
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steam  is  lost  in  heating  it  again  at  each  stroke.  The  means  of  obtaining  a 
maximum  of  useful  effect  from  condensing  in  that  manner  has  been  shown, 
(art.  165.) 

287.  To  find  the  quantity  of  water  for  injection  into  an  engine  condensing  in 
the  cylinder,  the  formula  is  the  same  as  when  a separate  condenser  is  used,  the 
difference  being  in  the  quantity  of  steam  required  ; and  the  water  for  condensation 
is  greater  than  when  Watt’s  condenser  is  employed  by 

•14  i (T  - *)  . , r 

— — tor  each  stroke. 


i being  the  weight  of  the  mass  of  iron  contained  in  the  cylinder. 

288.  The  following  tabular  view  of  the  modes  of  condensation  may  perhaps 
present  the  subject  to  the  reader  in  a clearer  view  than  any  other  kind  of  con- 
cluding summary. 


Steam  may  be 
comlonacd 


{ 


1. 

2. 


in  the  vessel  where  it*  power  is  exerted 
in  a separate  vessel 


f Savery  in  IGUrt. 

I Newcomen  in  1705. 
Watt  in  17<*>. 


fl. 


Steam  may  be„/ 
condensed 


[i 


by  projecting  a cold  fluid  against  the  vessel  containing  it 
by  injecting  a cold  fluid  among  it 

by  exposing  it  to  large  surfaces  of  cold  fluids  or  solids 

by  the  pressure  of  cold  fluids  against  the  vessels  containing  it 
by  the  union  of  two  or  more  of  these  methods. 


Savery. 
Newcomen, 
f Watt. 

I Cartwright. 
Perking. 


Digitized  by  Google 


SECTION  IV. 


OF  THE  MECHANICAL  POWER  OF  STEAM,  AND  THE  NATURE,  GENERAL 
PROPORTIONS,  AND  CLASSIFICATION  OF  STEAM  ENGINES. 


289.  The  force  of  steam  when  confined,  according  to  its  density  and  tem- 
perature, and  the  circumstances  which  affect  its  motion,  having  been  considered, 
our  next  object  is  to  investigate  the  power  of  steam  to  produce  useful  effect,  and 
in  this  purpose  I am  desirous  of  proceeding  with  the  simplicity  and  fulness 
this  important  subject  requires. 

Op  the  Power  op  Steam,  and  the  Modes  of 

OBTAINING  IT. 

290.  The  generation  or  production  of  steam,  it  has  been 
shown,  takes  place  on  the  application  of  heat.  Conceive  a 
cylindric  vessel,  A B,  to  be  placed  in  a vertical  position,  with 
a given  depth  of  water  in  it;  and  an  air-tight  piston  on  the 
water  balanced  by  a weight  equal  to  its  own  weight  and 
friction.  In  this  state  let  heat  be  applied  to  the  base,  A C, 
then  as  the  water  becomes  converted  into  steam,  of  slightly 
greater  force  than  the  atmospheric  pressure,  the  piston  will  rise 
till  the  whole  of  the  water  be  in  the  state  of  steam.  It  will  be 
remarked,  that  the  generation  of  this  steam  of  atmospheric 
elastic  force  affords  no  power,  the  motion  being  barely  pro- 
duced ; it  lias  simply  balanced  the  column  of  atmospheric  air, 
and  excluded  it  from  a given  height  of  the  cylinder. 

291.  By  Condensation.  But  in  this  state  of  things  if  the  steam  be  suddenly 
condensed  into  water  again,  it  is  obvious  that  the  piston  will  be  impelled  by  a force 


Fig.  15. 
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equal  to  the  pressure  of  the  atmosphere  on  the  piston,  and  through  a height  equal 
to  that  the  piston  had  been  raised  by  the  generation  of  the  steam. 

292.  It  thus  appears  that  the  power  of  steam  of  the  elastic  force  of  the 
atmosphere  is,  when  speadily  condensed,  directly  as  the  space  it  occupies.  That 
is,  multiply  the  area  of  the  cylinder  in  inches  by  the  pressure  of  the  atmosphere 
in  pounds  on  an  inch  of  area,  and  by  the  height  in  feet ; and  the  result,  deducting 
the  friction,  will  be  the  quantity  in  pounds  the  steam  would  raise  one  foot  in 
height. 

293.  The  space  occupied  by  steam  of  atmospheric  elastic  force  may  be  in- 
creased by  raising  its  temperature  above  212'%  the  increase  being  equal  to  the 
expansion  of  steam  by  the  given  change  of  temperature ; but  a quantity  of  heat 
nearly  equivalent  to  the  increase  of  volume  will  be  absorbed,  and  hence  the  effect 
of  a given  quantity  of  fuel  would  not  be  increased  by  the  expedient 

294.  If  the  steam  be  slowly  condensed,  as  it  would  be  by  applying  external 

cold,  the  effect  would  be  much  reduced,  because  the  moving  force  at  any  period 
of  the  stroke  would  be  only  the  difference  between  the  elastic  force  of  the  steam 
and  the  atmospheric  pressure ; and  the  most  rapid  condensation  leaves  a vapour 
of  some  elastic  force : but  as  it  acts  through  the  same  space  as  the  power  of  the 
steam,  it  docs  not  cause  a sensible  deviation  from  the  ratio  of  the  power,  being 

as  the  space  the  steam  occupies,  when  the  power  is  gained  by  rapid  conden- 

sation. 

295.  By  Generation.  Conceive  the  same  cylinder  and  apparatus  to  have 

heat  applied  to  its  base,  with  only  the  difference  of  the  piston  being  loaded  with 
a given  pressure  per  inch  of  its  area.  The  generation  of  the  steam  will  raise  the 
loaded  piston,  but  the  height  through  which  it  will  be  raised  will  be  less.  The 
steam  being  acting  in  opposition  both  to  the  pressure  of  the  atmosphere  and  the 
load  on  the  piston,  the  space  it  will  occupy  will  be  in  the  inverse  ratio  of  the 
pressures  which  oppose  it  in  the  two  cases,  supposing  the  steam  of  atmospheric 
elastic  force  to  have  been  of  the  same  temperature.  Thus,  if  the  load  on  the 
piston  be  twice  the  atmospheric  pressure,  the  piston  will  be  raised  only  one-third 
of  the  height ; but  on  rapid  condensation  it  descends  with  three  times  the  pressure, 
and,  therefore,  whether  the  steam  be  generated  of  atmospheric  elastic  force,  or  of 
a greater  force,  the  power  it  affords  by  generation  and  condensation  is  the  same 
at  the  same  temperature,  and  this  power  is  directly  as  the  elastic  force  of  the 

steam,  multiplied  by  the  space  it  occupies,  when  the  motion  of  the  piston  is 

rectilinear. 

296.  But  if,  as  in  the  last  case,  a loaded  piston  be  raised,  and  then  a valve 
be  opened  which  allows  the  steam  to  escape,  the  whole  power  gained  will  be  equal 
only  to  the  weight  raised  descending  from  the  height  to  which  it  was  raised ; and 
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the  power  which  would  have  resulted  from  condensation  will  be  lost,  and  the  loss 
is  equal  to  the  pressure  of  the  atmosphere  acting  through  the  height  to  which  the 
piston  was  raised  by  the  steam.  This  is  the  nature  of  the  common  high  pressure 
steam  engine.  It  is  obvious,  that  the  greater  the  clastic  force  of  the  steam,  the 
less  is  the  loss  by  neglecting  to  condense  it  under  these  circumstances ; but  it  may 
be  remarked,  that  unless  the  valve  aperture  be  equal  to  the  diameter  of  the 
cylinder,  the  steam  cannot  escape  at  the  necessary  rate  without  part  of  the  load 
acting  to  expel  it;  and  so  much  more  of  the  effective  force  will  of  course  be  lost. 
The  effective  [lower  is  as  the  space  the  steam  occupies,  multiplied  by  the  excess 
of  elastic  force  above  the  atmospheric  pressure. 

‘297.  By  Expansion.  Retaining  the  same  loaded  piston,  let  it  be  raised  by 
the  conversion  of  a given  quantity  of  water  into  steam,  to  the  height  which  cor- 
responds to  the  load  and  temperature ; then  if  the  load  on  the  piston  be  wholly 
removed  at  that  height,  the  steam  will  raise  the  piston  by  ex[ianding  till  it  becomes 
nearly  of  the  same  clastic  force  as  the  atmosphere,  and  its  condensation  will  pro- 
duce the  same  effect  os  if  the  steam  had  been  generated  of  atmospheric  elastic 
force  at  first ; consequently,  the  effect  in  raising  the  load  on  the  piston  is  wholly 
additional,  and  the  joint  effect  of  a high  pressure  and  condensing  engine  is  pro- 
duced by  the  same  steam.  The  effective  power  of  steam  applied  in  this  manner 
is  equal  to  the  space  it  occupied,  as  high  pressure  steam,  multiplied  byr  the  excess 
of  its  clastic  force  above  the  atmospheric  pressure,  added  to  the  amount  arising 
from  multiplying  the  space  it  occupies  when  of  atmospheric  elastic  force  by  the 
atmospheric  pressure.  Hence,  by  this  combination  of  effect  the  power  of  steam 
of  high  elastic  force  will  be  nearly  doubled. 

298.  This  is  not,  however,  the  mode  by  which  steam  can  be  applied  with  the 
greatest  advantage ; for,  instead  of  removing  the  load  on  the  piston  wholly  at  the 
height  to  w hich  it  was  raised  by  the  generation  of  the  high  pressure  steam,  a part 
of  it  may  be  removed,  and  then  the  steam  would  expand  to  a height  depending 
on  the  portion  of  the  load  removed ; at  that  height  remove  a second  portion,  and 
so  on,  successively,  till  the  steam  becomes  of  atmospheric  elastic  force.  In  this 
case,  as  far  as  the  load  was  raised  in  parts  by  the  expansion  of  the  steam,  the  effect 
is  greater  than  in  the  preceding  combination : the  mode  of  calculating  it  will  be 
afterw  ards  shown,  but  the  principle  is  that  of  the  expansion  steam  engines. 

299.  The  preceding  is  not  the  only  mode  of  deriving  advantage  from  expan- 
sion ; indeed  it  is  only  a late  discovery,  and  most  probably  belongs  to  Woolf  as 
far  as  he  was  capable  of  appreciating  it.  The  methods  of  Homblower  and  Watt 
only  apply  to  the  case  now  to  be  considered.  Let  the  piston  be  raised  unloaded, 
as  in  the  first  case,  by  the  conversion  of  a certain  quantity  of  water  into  steam  of 
atmospheric  elastic  force.  When  the  piston  is  at  that  height,  add  a weight  equal 
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to  half  the  atmospheric  pressure  to  the  line  passing  over  the  pulley ; then  the 
elastic  force  of  the  steam  being  unbalanced,  the  piston  would  rise  till  that  elastic 
force  would  he  half  the  atmospheric  pressure,  or  till  the  piston  would  be  at  double 
its  former  height.  Now  conceive  the  steam  to  be  condensed,  and  the  weight 
removed  from  the  pulley  at  the  same  instant,  aud  the  power  of  the  descent,  less 
the  power  added  to  produce  the  ascent,  will  be  one  half  more  than  by  simply  con- 
densing steam  of  atmospheric  clastic  force ; and  even  this  ratio  may  be  increased 
by  adding  the  weight  in  portions  to  the  line  over  the  pulley,  and  diminishing  the 
elastic  forces  of  the  steam.  This  is  the  principle  of  the  expansion  engines  of 
Watt  and  Hornblower. 

300.  It  has  been  assumed  that  steam  at  least  of  atmospheric  elastic  force  was 
generated  ; but  this  is  not  a necessary  condition,  for  it  frequently  occurs  that 
engines  work  with  steam  of  less  elastic  force.  The  same  mode  of  illustration  will 
show  whence  this  happens.  Let  half  the  pressure  of  the  atmosphere  on  the  piston 
be  balanced  by  a weight  over  a pulley.  Then,  on  the  application  of  heat,  steam  of 
half  the  atmospheric  clastic  force  would  be  generated,  and  raise  the  piston  to 
double  the  height  that  it  would  be  raised  by  steam  capable  of  supporting  the 
atmospheric  pressure ; consequently,  on  its  being  condensed,  the  descending  force 
will  be  half  the  atmospheric  pressure  acting  through  double  the  height ; and  the 
steam  produces  the  same  effect  as  before. 

We  shall  have  occasion  to  show  the  value  of  this  principle  in  regulating  the 
power  of  atmospheric  engines. 

301.  In  all  these  illustrations  of  the  modes  of  obtaining  power  from  steam, 
I have  taken  the  atmospheric  pressure  as  one  of  the  active  forces ; in  some  cases 
steam  pressure  is  employed  in  practice,  but  the  difference  in  employing  this  or 
that  kind  of  pressure  is  dependent  on  other  circumstances  than  its  force,  such  as 
the  rate  of  cooling  and  the  like,  and  does  not  affect  the  relations  of  the  forces  of 
steam  acting  with  only  small  alterations  of  temperature. 

Op  computing  the  Power  of  Steam  to  produce  Rectilinear  Motion. 

302.  If  we  suppose  the  force  of  steam  in  a cylinder  to  be  equal  to  the  mean 
pressure  of  the  atmosphere,  we  may  easily  compute  the  power  of  the  steam  of  a 
given  quantity  of  water,  as  far  as  it  possibly  can  be  obtained  by  condensation,  and 
not  acting  expansively.  Thus  the  space  occupied  by  steam  of  212°  is  1711  times 
the  bulk  of  the  water  which  produces  it,  (art.  120.)  when  it  is  capable  of  resisting 
the  mean  pressure  of  the  atmosphere,  and  that  mean  pressure  is  2120  lbs.  on 
a square  foot;  hence  1711  x 2120=  3,627,320  lbs.  raised  1 foot  by  the 
steam  of  a cubic  foot  of  water.  Or  multiplying  by  the  area  of  a circle  whose 
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diameter  is  unity,  we  have  2,860,000  lbs.  raised  1 foot  for  the  utmost  power 
of  a cylindric  foot  of  water  converted  into  steam.  To  deduct  from  thU  there  is 
the  waste  steam,  the  friction  of  the  piston,  and  the  resistance  of  the  uncon- 
densed vapour.  I shall  not  attempt  at  present  to  compute  the  extent  of  these 
deductions,  for  it  would  be  premature,  but  shall  give  an  analytical  form  to  the 
calculation,  for  the  purpose  of  applying  it  to  the  expansive  and  other  species  of 
engines. 

303.  If/  be  the  force  of  the  steam  in  inches  of  mercury,  and  t its  temperature, 
the  weight  of  a cubic  foot  in  grains  is 

5700/ 

450  + t 

Now  a cubic  foot  of  water,  at  the  lowest  temperature  it  is  likely  to  be  when  con- 
densed, will  be  436500  grains ; hence, 

496500  (459  + 0 _ 76-58  (459  + 0 
57007  = / 

is  the  bulk  of  the  steam  when  that  of  the  water  is  unity. 

Now  neglecting  the  taking  of  unity  for  the  bulk  of  the  water,  we  have  70-75  f 
* the  force  of  steam  on  a square  foot ; and  we  have 

70-75 / x Z6'58  + ')  - 5418(459  + t) 

for  the  lbs.  1 cubic  foot  of  water  converted  into  steam,  of  the  temperature  t, 
would  raise  1 foot  high,  without  reduction  for  loss  by  friction,  uncondensed 
vapour,  or  waste. 

This  conclusion,  that  the  power  of  steam  is  independent  of  its  elastic  force, 
is  the  same  as  resulted  from  the  more  popular  mode  of  investigation,  (art. 
294.) 

304.  But  if  f be  the  force  corresponding  to  the  temperature  of  the  condensed 
water,  or  of  the  condenser,  then 

5418  (459  + 0/  _ jjje  resistance. 

For  the  condensed  steam  is  limited  to  the  space  which  the  whole  occupied  in 
its  elastic  state,  and  therefore  offers  a resistance  proportional  to  its  force  acting 
through  that  space.  Thus  we  found  the  space  t_il . amJ  the  force  is 

70-75  /',-  consequently,  the  resistance  of  the  uncondensed  steam  is 

5418  (459  + t )/' 
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305.  For  tlie  present  let  the  proportion  of  waste  be  1 - w,  and  let  the  friction 
of  the  piston  be  denoted  by  F,  then  the  power  of  the  steam  of  a cubic  foot  of  water, 
of  the  temperature  t,  = 

5418  (459  + 0 • - 6418  (-KP-MX/  +J)»  _ Mi8  (459  + (l  - ? * F)  „. 

306.  We  may  next  ascertain  the  effect  of  expansion;  which  is  easily  com- 
puted, for  when  the  temperature  does  not  sensibly  alter  during  the  action,  the 
force  of  the  steam  is  inversely  as  the  space  it  occupies ; therefore  if  A be  its  bulk, 

p its  force,  x any  increase  of  bulk,  and  8 .r  its  variation  ; then  4 + v : 4 : : » : P*  . 

I + i' 

and  | ~ — the  power  developed  in  expanding  through  the  space  8 x;  and  the 
integral  of  this  quantity  is  p A hyp.  log.  (A  + x)  + C ; but  when  .r  = o,pb  hyp. 
log.  (A  + x)  + C = o ; hence  the  power  is 

P 4 hyp.  log.  —‘ti- 
ll ut,  to  return  to  our  previous  notation,  suppose  the  volume  of  expansion  to  be  n 
times  the  volume  of  steam,  and  make  x «=  n — 1 A ; then  since 

4 = 70-58  (459  SJI]  ^ p = 7().75 j-. 

we  have  « = p 4 hyp.  log.  = 5418  (459  + I)  hyp.  log.  *, 

for  the  additional  power  gained  by  the  steam  expanding. 

307.  When  the  expansive  principle  is  employed,  that  is,  if  the  steam  be  to 
expand  during  its  action  on  the  piston,  an  increased  length  of  cylinder  becomes 
necessary  ; and  the  reduction  of  effect  which  must  follow  from  this  cause  has  been 
totally  overlooked.  If  n be  the  bulk  of  the  steam  in  its  expanded  state,  when  its 
bulk  corresponding  to  the  force  f and  temperature  t is  unity,  then 

5418  (459  + t)  (l  - + V'j  w + , 

is  the  mechanical  power  of  a cubic  foot  of  water,  when  t is  the  additional  power 
gained  by  employing  the  expansion  of  the  steam. 

On  the  value  of  > being  inserted  in  the  expression  it  becomes 

5418  (+50  + o (l  + hyp.  log.  « - ‘-i£t  F>)  . =, 

for  the  mechanical  power  of  a cubic  foot  of  water,  when  the  expansive  force  of  the 
steam  is  employed. 
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308.  Tliis  equation  has  a maximum,  which  will  be  when 
hyp.  log.  « — = a maximum. 

That  is,  when 

”~f+T 


[sect. it. 


Consequently,  we  shall  have  the  greatest  possible  quantity  of  mechanical  power 

when  - f in  inserted  for  n ,-  or 

f + * 

5418  (450  + »)  * hyp.  log.  . -G.  = the  greatest  mechanical  power. 

And  where  a table  of  hyperbolic  logarithms  cannot  be  conveniently  referred 
to,  the  result  may  be  obtained  by  multiplying  the  logarithm  of  found 

from  the  common  tables  of  logarithms,  by  2-302585,  which  will  give  the  cor- 
responding hyperbolic  logarithm. 

309.  In  the  best  constructed  engines,  the  waste  of  steam  is  not  less  than 
one-tenth ; and,  to  get  the  extreme  power  of  the  steam  of  a given  quantity  of 
water  at  this  rate  of  waste,  we  have  1 — -h  - w - *9 ; and  the  expression  becomes 

4876  (459  + /)  hyp.  log.yryp 


for  the  greatest  possible  power  the  steam  of  a cubic  foot  of  water  can  afford, 
when  acting  expansively. 

310.  In  like  manner  taking  the  same  loss  by  waste,  we  have  from  art.  304. 

4876  (459  -M)  (l  — -£-±-!-) 

for  the  greatest  possible  power  of  the  steam  of  a cubic  foot  of  water,  when  the 
expansive  power  of  the  steam  is  not  used.  Consequently, 

4876  (459  + 0 { hyp.  log.  yyp  - ('  — ^~y~)  } 

is  the  gain  by  employing  the  expansive  power. 

311.  Though  these  equations  show  us  the  limits  of  steam  power,  and  are 
fittest  for  illustrating  the  advantages  or  disadvantages  of  difference  of  temperature 
and  clastic  force,  clearly  exhibiting  the  economy  of  using  steam  of  considerable 
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elastic  force,  yet  they  still  require  to  be  applied  to  engines  of  ditferent  species.' 
This  will  be  done  in  Sect.  v.  and  vi. ; but  before  1 quit  the  illustration  of  general 
principles,  it  will  be  desirable  to  investigate  the  rotary  action  of  steam. 


Op  COMPUTING  THE  POWER  OF  StEAM  TO  PRODUCE  RoTARY  MOTION. 

312.  In  a great  variety  of  the  cases  where  steam  is  employed,  a continuous 
circular  motion  is  to  be  produced ; and  it  is  very  generally  imagined  that  a great 
advantage  would  be  gained  if  the  rotary  motion  were  produced  by  the  direct  action 
of  steam,  instead  of  being  obtained  by  the  intervention  of  moving  parts,  for  con- 
verting the  rectilineal  motion  produced  by  steam  into  a rotary  one. 

But  tlie  fact  that  every  person  who  has  attempted  to  produce  an  engine  acting  by 
the  rotary  power  of  steam,  has  in  a greater  or  less  degree  failed  in  rendering  it 
as  effective  as  a reciprocating  engine,  makes  the  theoretical  principle  of  rotary 
action,  an  interesting  subject  of  investigation. 

313.  Conceive  a piston,  D E,  to  be  fitted  to  a regularly  curved  vessel  A B,  so 
that  it  may  move  round  C,  the  centre  of  curvature  of  the  vessel,  and  consequently 
the  centre  of  motion.  Now  whether  the  piston  be  moved  by  the  force  of  high 
pressure  steam,  or  otherwise,  the  pressure  on  an  inch  of  area  of  the  piston  will 


Fio.  10. 


tie  equal  on  all  its  parts ; that  is,  the  pressure  on  an  inch,  at  the  most  distant  part 
D from  the  centre  of  motion,  is  the  same  as  the  pressure  on  an  inch  at  the 
part  E,  nearest  to  that  centre.  But  since  the  piston  is  constrained  to  move  in 
a circle,  the  effects  of  these  equal  pressures  are  as  their  distances  from  the 
centre  of  motion,  and  limited  by  the  efl'ect  of  the  pressure  at  the  most  distant 
part  D.  Hence,  if  the  effective  pressure  of  the  steam  be  10  lbs.  on  the  inch, 
we  have, 

i A scries  of  tables  calculated  by  these  formula}  were  published  in  my  ‘Treatise  ou  Ruil  Roads,’ 
p.  1G1— 100. 
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DC  : EC  :: 


10: 


10  x EC 
DC  ’ 


the  effect  at  E,  that  at  D being  10.  If  the  centre  of  curvature  C were  nearer  to 
the  side  of  the  vessel,  the  effect  at  E would  be  less ; therefore  the  effect  of  the 
pressure  to  produce  motion  is  less  than  in  a straight  vessel,  having  the  same  base ; 
and  if  the  bases  be  the  same,  the  space  the  pressure  acts  through  will  be  as  the 
quantity  of  steam.  Consequently,  the  quantities  of  steam  being  equal,  the  power 
of  rotary  action  will  be  less  than  that  of  rectilineal  action. 

314.  If  a rectangular  piston,  DC,  revolve  round  a centre  C,  then  nearly 
half  the  power  of  the  steam  will  be  lost. 

This  rough  inquiry  will  be  sufficient  to  show  that  much  is  lost  by  attempting  to 
employ  the  rotary  action  of  steam,  besides  the  various  other  objections  arising  out 
of  the  excess  of  friction,  and  the  difficulties  of  executing  the  parts  so  as  to  act 
properly,  usually  called  practical  difficulties. 

315.  To  conduct  the  inquiry  so  as  to  reduce  the  effect  to  more  accurate  cal- 
culation, put 

a = D E,  the  diameter  of  the  piston ; 

r = E C,  the  radius  of  the  interior  circle ; 

x = any  variable  portion  of  the  diameter  of  the  piston  counted 
from  Ej 

y = the  breadth  of  the  piston, 
and  f = the  force  of  the  steam  on  an  inch  of  area. 

Then  r + a = D C ; and, 


r + a : r + i 


,./<'+  *> 
J ' r + a ’ 


the  force  at  the  distance  x from  E ; and 

/t(r  + t)di 
r + a 

is  the  differential  of  the  pressure  at  that  point ; and  the  space  described  being 
2 r (r  + x)  we  have 

2 w f y (r  •+  j)-  dx 
r + a 

for  the  differential  of  the  power. 

When  y is  uniform  and  therefore  constant,  the  integral  is 

2 it  Jy(r  + xY  c. 

~o\r  + a) 

and  making  this  expression  nothing,  when  x — 0,  that  is,  when  the  power  is 
nothing,  it  becomes 
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2./y_  (3r«J  + 3ri«  + jj). 

3 (r  + a) 

and  when  x — a,  we  have 

(r*  + r.  -Mu') 

r + « 

for  the  power  of  the  steam  acting  in  a rotary  direction,  the  piston  being  the  rect- 
angle ay. 

316.  If  the  piston  D C revolve  on  an  axis  in  the  centre  C,  then  r = o,  and 
-T/^  *1*  = the  rotary  power. 

But  the  space  occupied  by  the  steam  is  x a (2  r + a)y,  and  its  rectilineal  power 
is  xfa  (2  r + a)y.  Hence  the  rectilineal  is  to  the  rotary  effect  of  the  steam,  as 

(2r  + «):  jil+f  + K), 

r + « 


or  as 


2r*  + 3r«  + s*  : 2 (r*  4-  ra  + $«*)• 

When  r ■=  o,  or  the  piston  revolves  on  a centre,  then  the  ratio  becomes  3 : 2, 
or  one-third  of  the  power  » lost;  the  same  conclusion  resulting  however  the 
steam  acts. 

317.  We  have  supposed  the  piston  to  be  of  parallel  width,  but  in  some 
schemes  it  has  been  made  circular ; and  in  such  a case  the  value  of  1 y is 
Consequently, 

^ * f(.r  + *)*  a * — x*  dr 
r + a 

is  the  differential  of  the  rotary  power.  Its  integral,  from  x = o to  x a,  is 

■A1’) 

3 J ' r + m /» 

the  entire  power. 

This  is  a little  less  than  the  effect  of  a rectangular  piston.  When  the  piston 
revolves  round  an  axis  in  its  edge,  the  rectilineal  power  of  a given  quantity  of 
steam  is  to  its  rotary  power  as  3 2 : 2.  In  the  rectangular  one  it  was  as  3 : 2. 
Hence,  we  see  there  is  no  possibility  of  applying  steam  with  the  same  advantage 
in  a rotary  as  in  a rectilineal  engine  ; and,  even  to  approximate  to  it,  the  radius 
of  the  circle  described  must  be  great  in  comparison  with  the  diameter  of  the 
piston,  and  consequently  difficult  to  execute.  To  employ  any  other  than  a circular 
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form  for  the  piston,  would  cause  more  friction,  and  expose  a larger  portion  of 
surface  to  the  cooling  effect  of  the  atmosphere.  These  are  radical  objections  to 
the  rotary  action  of  steam  that  cannot  be  removed  by  art. 

318.  It  is  so  obvious,  that  it  is  not  necessary  to  show,  that  the  impulse  of 
steam  cannot  be  employed  without  great  loss  of  fuel ; we  may,  however,  take  a 
general  view  of  the  modes  in  which  the  action  of  steam  may  be  applied. 


Modes  of  Applying  the  Power  of  Steam. 

319.  The  arrangement  being  presented  in  a tabular  form,  will  be  more  clear 
than  in  continued  description.  The  modes  of  obtaining  the  different  species  of 
power,  and  the  measures  of  their  effects,  have  already  been  explained  ; for  conden- 
sation, in  art.  291.;  for  generation,  in  art.  295.;  and  for  expansion,  in  art.  297. 


320.  The  action  of  steam  as  a moving  force  is 
derived  from  - 


{1.  the  generation  of  steam.  (Worcester.) 
2.  the  expansion  of  steam.  (Ilomblower. 
3.  the  condensation  of  steam.  (Saverj1.) 


f separately 


r generation. 

1 condensation. 


Of  the  species  of  action  there  may  be  used 


< 

or  jointly 


I 

1 


1 and  2. 

1 and  3.  (Savery.) 

2 and  3.  (Hornblower.) 
1,2,  and  .3.  (Woolf.) 


The  action  mav  be  / ^7  pressure 
l by  impulse. 


The  action  may  be  exerted  on 


{ 


a solid, 
a fluid, 


(Neweomen,)  -j  r continuous. 

(Worcester.)  j a,1<^  ma^  \ successive. 


The  motion  of  the  sarface  acted  upon  may  be  in  a 


{ 


straight  1 
curved  J 


line. 


321.  The  pressure  of  steam  is  the  kind  of  action  which  is  employed  in  prac- 
tice ; and  the  reasons  for  giving  the  preference  to  rectilineal  motion  have  been 
shown,  art.  317.  In  order  that  it  may  be  economically  employed,  it  is  found 
that  a solid  is  best  adapted  to  receive  its  action,  fluids  being  liable  to  decompose 
by  contact  with  hot  steam,  or  to  condense  and  waste  the  steam.  And,  in  con- 
sequence of  a cylinder  being  the  figure  adapted  to  the  object,  and  possessing  the 
greatest  capacity  with  the  least  surface,  and  therefore  having  the  least  loss  both 
by  cooling  and  by  friction,  it  is  almost  universally  employed.  The  action  is 
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necessarily  successive  to  render  it  rectilineal ; but  all  the  species  of  action  are  used 
either  jointly  or  separately.  From  these  species  of  action,  therefore,  the  engines  may 
be  classed. 

322.  It  will  be  remarked  that  steam  must  be  either  condensed,  or  generated 
under  pressure,  to  afford  |>ower  by  expansion ; hence  engines  may  be  divided 
into  two  classes,  depending  on  condensation  being  used,  or  not ; this  arrangement 
being  most  convenient. 


Classification  of  Steam  Enoines. 

3*23 — I.  Non-condensing  entities  acting  bv  the  / ^ * 6*-*nerative  power  ot  steam. 

12.  generation  ami  expansive  power  of  steam. 

{1.  condensation  of  steam. 

2.  condensation  and  expansion  of  steam. 

3.  generation  and  condensation  of  steam. 

4.  generation,  expansion,  and  condensation  of  steam. 

325.  All  the  engines  of  the  first  class,  and  the  third  and  fourth  kinds  of  the 
second  class,  require  high  pressure  steam.  Engines  of  the  first  class  are  remarkable 
for  simplicity  of  construction,  but  they  never  give  the  whole  power  of  the  steam. 
Engines  of  the  second  class  require  a considerable  quantity  of  cold  water  for  con- 
densation, and  therefore  in  some  cases  cannot  be  applied.  The  greatest  effect  is 
obtained  by  the  second  and  fourth  kinds  of  the  second  class ; or  rather  it  is  only 
in  these  two  species  that  the  whole  power  of  the  steam  is  obtained. 

326.  In  both  classes  there  are  certain  proportions  between  the  length  of  the 
stroke,  and  the  diameter  of  the  cylinder,  and  between  the  length  of  the  stroke 
and  the  velocity,  which  give  a maximum  of  useful  effect  to  a given  quantity  of 
steam.  These  being  considered,  and  also  the  proportions  of  the  additional  parts 
required  in  condensing  engines,  the  general  rules  for  the  power  of  engines  may 
be  established. 

Of  the  Ratio  between  the  Length  of  the  Stroke,  and  the  Diameter 
of  the  Cvlinder. 

327.  The  relation  between  the  diameter  of  a steam  cylinder  and  the  length 
of  the  stroke,  and  consequently  the  proportions  of  the  cylinder,  have  now  to  be 
considered.  If  all  the  apertures,  and  all  other  parts  be  duly  proportioned,  and 
the  velocity  regulated  so  as  to  be  esteemed  uniform,  then  there  is  no  circumstance 
relating  to  the  motion,  which  has  any  influence  ou  the  proportions  of  the  steam 
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cylinder,  excepting  the  email  difference  arising  from  the  friction  not  increasing 
exactly  in  the  same  proportion  as  the  square  of  the  diameter ; and  tliis  difference 
is  so  small  in  ordinary  proportions,  that  we  may  safely  neglect  it. 

328.  The  only  other  circumstance  which  renders  it  necessary  to  attend  to  the 
proportions  of  a cylinder  is  the  quantity  of  cooling  surface  to  which  the  steam  is 
exposed  during  its  action.  This  surface  ought  to  be  the  least  possible;  for  its 
effect  in  condensing,  and  therefore  of  destroying  the  power  of  the  steam,  is  con- 
siderable. (See  art.  156.) 

The  quantity  of  surface  consists  of  one  end  of  the  cylinder,  one  side  of  the 
piston,  and  the  concave  surface  of  the  cylinder ; but  the  latter  is  only  gradually 
brought  into  contact  with  the  steam  during  the  stroke,  and  its  effect,  therefore, 
only  equivalent  to  about  half  the  effect  of  an  equal  surface  bounding  the  steam 
during  the  whole  of  the  stroke.  Now  the  power  of  an  engine  is  greatest  when  the 
effect  of  a given  quantity  of  steam  is  the  most  possible ; hence  the  question  is 
to  find  the  least  surface  capable  of  confining  a given  quantity  of  steam,  during 
its  action. 

329.  When  the  length  of  the  stroke  is  twice  the  diameter  of  the  cylinder,  a 
given  quantity  of  steam  is  bounded  by  the  least  possible  quantity  of  surface  during 
its  action  in  the  cylinder;'  hence  I conclude  it  is  the  best  proportion  for  the 
cylinder  of  a steam  engine,  except  when  the  space  for  the  engine  limits  the  length 
of  the  stroke : and  the  same  conclusion  applies  to  both  atmospheric  and  steam 
pressure  engines. 


1 Let  the  diameter  of  the  cylinder  be  x,  its  length  I,  its  capacity  C,  and  w = 31416.  Then, 

C = - ; the  sum  of  the  areas  of  the  bases  — ZJL  ; and  the  area  of  half  the  concavu  surface 

4 2 

=sr^5  = 1 ; hence  the  whole  surface  of  the  steam  exposed  to  cooling  surfaces  during  its 


action  is 


rx«  2C 
—sr  * — * 

2 x 


and  this  surface  is  to  be  a minimum, 
equal  to  zero.  That  is, 


which  is  determined  by  taking  its  differential  and  making  it 


w x dx 


2C  dx 


whence, 


aud  substituting  for  C its  preceding  value,  we  have  2 x = /;  or  a cylinder  is  of  the  best  proportion 
when  its  length  is  twice  its  diameter. 
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330.  If  we  refer  to  the  practice  of  engine  makers,  we  find  no  indication  of  a 
settled  rule  for  the  proportions  of  the  cylinder,  when  the  length  of  the  stroke  is  not 
limited  by  convenience.  The  proportions  followed  at  different  times  by  Boulton 
and  Watt,  in  cases  where  the  stroke  was  not  limited,  vary  from  1 f to  nearly  3 to  1 , 
the  most  common  about  2 7 to  1,  the  changes  having  no  regularity.  In  Smeaton’s 
table  of  the  proportions  of  atmospheric  engines,1  the  length  of  the  stroke  is  made 
to  vary  nearly  as  the  square  root  of  the  diameter,  and  commences  at  the  lower 
part  of  the  scale  with  the  proportion  of  4 to  1 ; why  the  square  root  of  the 
diameter  was  fixed  ;upon  docs  not  appear.  Equally  irregular  arc  Maudslay’s 
proportions,  but  approaching  to  2 to  1 ; Fenton,  Murray,  and  Wood’s  about  as  2J 
is  to  1.  The  object  seems  to  have  been  to  render  the  velocity  nearly  the  same  in 
all  engines:  the  circumstances  which  regulate  the  velocity  may  therefore  next  be 
considered. 


Of  thf.  Maximum  of  useful  Effect  in  Steam  Engines. 

331.  In  steam  engines  there  is  a certain  velocity  for  the  piston,  which  gives  a 
maximum  quantity  of  useful  effect. 

In  an  engine  already  constructed,  the  velocity  which  gives  the  most  useful  effect 
that  the  engine  is  capable  of  producing,  is  limited  by  the  proportions  which  have 
been  given  to  the  parts  of  the  engine. 

But  in  an  engine  to  be  designed,  all  the  parts  should  be  arranged  to  agree  with 
the  velocity  which  gives  the  maximum  effect  of  a given  quantity  of  steam  : the 
difference  between  these  cases  is  considerable;  but  in  illustrating  each  by  example, 
I shall  have  an  opportunity  of  showing  that  a general  rule  could  not  be  derived 
from  experiments  on  a particular  engine. 

Of  tub  Maximum  for  Engines  equalised  by  a Fly. 

332.  Our  most  simple  case  for  consideration  is  that  where  the  pressure  on  the 
piston  is  the  same  throughout  its  stroke  ; and  we  must  suppose  the  fly,  conjointly 
with  the  mass  of  matter  in  the  engine,  to  be  so  proportioned  as  to  render  its 
velocity  as  nearly  as  possible  uniform. 

Then  the  greatest  uniform  velocity  the  engine  could  possibly  acquire,  would  be 
equal  to  half  that  which  a falling  body  would  acquire  in  descending  the  length 
of  the  stroke ; and  with  this  velocity  the  work  done  would  be  nothing ; as  the 
whole  force  of  the  steam  would  be  expended  in  keeping  the  engine  moving  at  that 
velocity. 

1 Rees's  Cyclopirdia,  art.  Steam  Engine. 
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It  must  be  evident  that  a regulated  or  uniform  velocity  cannot  be  greater  than 
half  the  velocity  a falling  body  would  acquire  in  descending  the  length  of  the 
stroke ; because  with  any  other  velocity  the  mass  moved  would  not  be  capable  of 
receiving  and  imparting  equal  quantities  of  motion  in  equal  times,  a circumstance 
essential  to  the  uniform  motion  of  an  engine  moved  by  an  uniform  force. 

333.  As  at  the  greatest  possible  velocity  an  engine  has  no  useful  power,  and, 
on  the  other  hand,  if  the  resistance  be  equal  to  the  pressure  of  the  steam,  it  will 
have  no  velocity,  there  must  be  an  intermediate  velocity,  which  is  the  best  possible 
for  the  engine  to  work  with ; and  tills  velocity  is  one-half  the  greatest  uniform 
velocity.'  Now  the  velocity  a falling  body  would  acquire  in  descending  through 
the  length  of  the  stroke  is  equal  to  eight  times  the  square  root  of  the  length  of 
the  stroke,  in  feet  per  second ; therefore  the  velocity  which  corresponds  to  the 
maximum  of  useful  effect,  being  one-fourth  of  this  velocity,  is  twice  the  square 
root  of  the  length  of  the  stroke  in  feet,  per  second,  and  120  times  the  square  root 
of  that  length  in  feet  per  minute. 

334.  Hence,  for  engines  regulated  by  a fly,  if  the  pressure  on  the  piston  were 
the  same  throughout  the  stroke,  the  best  velocity  for  the  piston  in  feet  per  minute 
would  be  120  times  the  square  root  of  the  length  of  the  stroke  in  feet. 

That  is,  if  the  length  of  the  stroke  be  4 feet,  the  square  root  of  4 being  2,  the 
velocity  for  a 4 feet  stroke  is  2 x 120  * 240  feet  per  minute ; but  the  action  of  the 
valves  not  allowing  this  perfection,  almost  all  engines  belong  to  the  next  case. 

335.  If  the  steam  act  expansively,  the  velocity  must  be  less,  because  the 
pressure  on  the  piston  varies,  and  the  uniform  motion  the  steam  would  generate  in 
the  length  of  the  stroke  would  be  less. 

336.  In  a steam  engine  where  the  steam  acts  expansively,  the  supply  of  steam 
being  cut  off  at  the  - part  of  the  stroke,  the  beBt  velocity  for  the  steam  piston  will 
be  found  by  multiplying  the  -i-  part  of  the  length  by  '7  added  to  2'3  times  the 


i Let  V be  the  greatest  uniform  velocity ; si  the  force  producing  it ; and  le  = the  mass  of 
matter  by  which  it  ia  rendered  uniform  ; v being  any  other  velocity.  In  this  case  m v — w v s= 
the  effective  action ; and  since  »i  = V v,  we  have 

m V v — w v* 

V 

for  the  effective  part,  which  is  to  be  the  greatest  poesible. 

The  differential  gives  V dv  — 2 v dv  — o when  the  expression  is  a maximum  ; whence, 
V =2e. 


Digitized  by  Google 


sect,  it.]  AND  PROPORTIONS  OF  ENGINES.  165 

logarithm  of  n;  then  120  times  the  square  root  of  the  product  is  the  velocity  in 
feet  per  minute.1 

Example.  Let  the  steam  be  cut  off  at  one-fourth  of  the  stroke,  then  n = 4 ; 
and  let  the  length  of  the  stroke  be  8 feet.  The  logarithm  of  n is  O' 00200 ; 
therefore,  0'6020G  x 2'3  + '7  is  2'0847,  which  multiplied  by  one-fourth  of  the 
length,  or  2,  is  4'1G9.  The  square  root  of  4' 109  is  2'04  ; consequently,  2-04  x 120 
— 245  feet  per  minute,  the  velocity  for  an  8 feet  stroke  when  the  steam  is  cut  oft' 
at  one-fourth  of  the  stroke. 

337.  In  the  usual  construction  of  engines  not  intended  to  act  expansively,  put 
n = j ; and  then  take  103  times  the  square  root  of  the  length  of  the  stroke. 

For  steam  engines  working  expansively  at  the  ordinary  pressure  of  about  8 
lbs.  on  a circular  inch  of  the  safety  valve  of  the  boiler,  the  best  proportion 
for  cutting  off  the  steam  is  about  one-half  the  stroke,  and  then  the  rule  becomes 
100  times  the  square  root  of  the  length  of  the  stroke  in  feet,  for  the  best  velocity  in 
feet  per  minute. 

Other  rules  may  be  easily  derived  from  the  investigation  in  the  note. 

338.  In  single  acting  engines,  regulated  by  a fly,  the  same  relation  would 
obtain  between  the  length  of  the  stroke  and  the  velocity  of  the  piston ; but  such 
engines  cannot  be  used  with  advantage  for  producing  a continuous  motion. 


Op  the  Maximum  op  useful  Effect  in  Engines  for  raising  Water. 

339.  In  single  engines  for  raising  water  we  have  two  strokes  to  consider,  of 
different  species ; the  piston  being  caused  to  ascend  by  a counter  weight,  which 
should  be  capable  of  raising  the  piston  in  a short  time  without  adding  materially 


1 It  h»»  been  shown  (art.  906)  that  the  expanding  power  of  steam  is  p 4 hyp.  log.  — » 

which  added  to  the  uniform  portion,  and  the  resistance  r from  friction  and  uncondensed  vapour 
being  subtracted,  it  is 

p 4 ^ 1 + hyp.  log.  — “ r)  = power; 
but  1 -f  r = /,  the  length  of  the  stroke,  and  4 = -1- ; hence, 

(1  + hyp.  log.  a — r)  ■=  the  power. 

In  ordinary  circumstance*  r = ■ 3,  consequently, 

120  J ('7  -F  hyp.  log.  a)  an  the  velocity  in  feet  per  minute. 
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to  its  load  in  the  descent : and  the  descending  stroke  should  not  be  slower  than 
gives  the  maximum  of  useful  effect,  because  in  both  cases  a considerable  loss  of  the 
power  of  the  steam  is  taking  place  during  its  action. 

340.  In  the  ascent  of  the  piston  it  must  be  evident  that  it  should  never 
acquire  a greater  velocity  than  one  which  the  steam  can  follow,  so  as  to  press  it 
with  a force  nearly  equal  to  the  pressure  of  the  atmosphere;  and  when  the 
apertures  for  the  steam  are  arranged  for  the  descending  stroke,  the  ascending  one 
will  be  regulated  by  the  passage  of  the  steam  through  the  same  apertures ; and  if 
this  be  the  case,  and  in  the  present  construction  of  these  engines  it  always  is  so, 
our  inquiry  may  be  confined  to  the  descending  stroke. 

341.  The  descent  of  the  piston,  if  the  effect  of  the  steam  alone  were  con- 
sidered, it  is  obvious,  should  be  determined  by  die  condition  which  gives  the 
greatest  effect  by  a given  quantity  of  steam  ; but  it  is  dependent  on  the  resistance 
of  the  water  increasing  as  the  square  of  the  velocity,  and  the  decreasing  effect  of 
the  steam  in  the  simple  ratio  of  the  increase  of  the  velocity. 

34-2.  Now  we  may  be  allowed  to  consider  the  motion  an  uniform  one,  as  it  is 
nearly  so  during  the  greater  part  of  the  stroke ; and  dien  when  the  steam  acts  at 
full  pressure  during  the  whole  of  the  descent,  the  velocity  in  feet  per  minute  should 
be  98  times  die  square  root  of  the  length  of  the  stroke.1 


» Suppose  the  arms  of  the  beam  to  be  of  equal  length  j the  steam  apertures  being  the  same,  the 
ascending  and  descending  strokes  should  be  made  in  equal  times.  The  greatest  possible  velocity 
V will  be  generated  when  the  resistance  to  the  water  in  the  pumps  is  equal  to  the  counter  weight ; 
and  as  the  forces  in  both  directions  are  to  be  equal,  if  at  be  the  force  producing  the  motion ; 
J m = the  resistance  at  the  velocity  V ; and  the  resistance  to  motion  in  pipes  being  as  the  square 

of  the  velocity  m ''  * as  the  resistance  at  c,  to  which  the  counter  weight  must  be  equal  j eon- 
* 2 V - 

sequent!}’, 


'~r« 


= the  effective  power  which  is  to  be  the  greatest  possible. 


Tlie  maximum  takes  place  when  V « iv  — 3 e*  dv  — o,  that  is,  wheD  3 ve  = V»,  or  v = ’577  V. 
To  determine  V,  it  may  be  remarked,  that  the  motion  commences  with  an  excess  of  power,  which 
diminishes  by  the  increase  of  resistance,  till  the  motion  becomes  uniform ; that  the  areas  of  the 
passages  of  the  valves  arc  only  half  the  area  of  the  pump,  and  that  the  mass  of  matter  moved  is 
twice  the  excess  of  moving  force ; hence,  Vs  = 8 s,  and  since  3 v1  = Vf,  it  is 


*=v/^  = 1033  s/  #,  the  velocity  in  feet  per  second. 


When  the  velocity  is  in  feet  per  minute,  it  is 

GO  x 1033  J1  = 98  s/1. 
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343.  When  the  steam  acts  expansively,  the  velocity  may  be  found  from  that 
of  an  expansive  engine  regulated  by  a fly,  (art.  336  to  338.)  as  0’8  times  that 
velocity  will  be  the  proper  velocity  for  an  engine  for  raising  water. 

Thus  we  found  the  velocity  for  an  8 feet  stroke,  in  an  expansive  engine  where 
the  steam  was  ent  off  at  one-fourth  of  the  stroke,  to  be  245  per  minute,  (art.  336.) 
and  0’8  of  245  is  196  feet  per  minute.1 * * 4 

In  these  investigations  I have  not  attempted  to  enter  into  those  minute  par- 
ticulars which  embarrass  the  calculation,  without  producing  any  material  effect  on 
the  result. 

Of  thf.  Proportions  of  Air  Pumps  and  Condensers  for  Steam  Engines. 

344.  The  water  used  for  producing  steam,  and  for  condensing  it,  contains  a 
considerable  quantity  of  air,  and  sometimes  carbonic  acid  and  other  gases.  These 
gases  separate  when  water  is  boiled,  and  rise  with  the  steam ; hence,  were  there  not 
some  method  provided  to  take  the  air  away  when  the  steam  is  condensed,  the 
cylinder  of  a steam  engine  would  become  filled  with  hot  air,  so  as  to  impede,  and 
in  the  end  resist,  the  pressure  of  the  steam. 

345.  To  estimate,  therefore,  the  proper  size  for  an  air  pump,  the  quantity  of 
air  or  other  gas  contained  in  water  should  be  known. 

Experiments  on  this  subject  have  been  made  by  Mr.  Dalton,'  Dr.  Henry,  M. 
Saussure,  and  Dr.  Ure.  M.  Saussurc*  ascertained  that  boiling  alone  was  not 
capable  of  freeing  liquids  completely  from  air,  but  that  it  may  be  done  by  the 
joint  action  of  heat  and  the  air  pump.  In  a steam  engine  both  these  causes 
operate  in  extracting  air  from  the  water  introduced  into  the  engine.  According 
to  his  experiments  100  volumes  of  water  absorb  about  5 volumes  of  atmo- 
spheric air. 

In  an  experiment  made  by  Dr.  Henry*  on  spring  water,  he  found  that  it 
afforded  by  boiling  4 74  per  cent  of  gaseous  matter ; of  which  3’38  per  cent  was 
atmospheric  air,  and  1'38  per  cent  carbonic  acid  : but  as  it  is  probable  that  this 
water  was  fully  saturated,  it  follows  from  Saussurc's  remarks,  that  a greater 
proportion  would  have  been  obtained  if  it  had  been  subjected  to  the  combined 
action  of  boiling  and  the  air  pump ; and  the  whole  proportion  of  gaseous  matter  in 
spring  water  could  not  be  estimated  at  less  than  seven  per  cent. 

1 [It  may  be  proper  here  to  observe,  that  in  practice  it  is  considered  that  from  96  to  100  feet  per 

minute  should  be  the  maximum,  since  at  higher  velocities  the  buckets,  &c.  wear  rapidly,  besides 
other  disadvantages. — Ed.] 

* Philos.  Mag.  vol.  xxiv.  * Annals  of  Philosophy  for  1815,  vol.  vi.  p.  329. 

4 Thomson’s  Chemistry,  vol.  iii.  p.  204. 
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Dr.  lire's'  experiments  were  also  made  by  boiling  different  kinds  of  water,  and 
measuring  the  result  by  a pneumatic  apparatus,  and  at  the  temperature  of  about 
>55° : the  proportions  of  gaseous  matter  in  100  volumes  of  water  were  found  to  be 
as  stated  below. 

Canal  water  (in  winter)  .....  2'67  per  cent. 

Filtered  river  water  supplied  to  Glasgow  by  the 

pipes  of  the  Cranstonhill  Water  Company  . 2'52 

Filtered  river  water  from  the  pipes  of  the  Glasgow 

Water  Company 2'50 

Water  from  the  river  Clyde,  when  swollen  by 

winter  rains  ......  2 '80  

It  cannot  be  supposed  that  in  these  experiments  the  whole  of  the  gaseous 
contents  of  the  water  were  obtained,  but  assuming  that  two-thirds  of  the  total 
gaseous  contents  arc  obtained  by  boiling,  the  quantity  will  vary  from  3'75  to  4'2 
per  cent ; and  therefore,  for  river  and  canal  water,  we  may  assume  that  water 
contains  5 per  cent  of  air,  or  A of  its  volume. 

The  action  of  pumping  it  appears,  from  Dr.  Ure’s  researches,  expels  a portion  of 
air  from  water. 

346.  The  preceding  articles  afford  us  data  sufficiently  accurate  for  the  general 
purposes  of  inquiry,  and  in  such  inquiry  we  may  suppose  that,  at  the  mean  tem- 
perature and  pressure, 

River  or  canal  water  contains  A 1 „ . , , 

„ . „ , > of  its  volume  of  gaseous  matter, 

spring  or  well  water  15  J 

347.  The  quantity  of  water  which  enters  into  a steam  engine  will  all  of  it  give 
out  nearly  the  whole  quantity  of  air  it  contains ; therefore,  calculating  the  volume 
of  water  used  for  steam  at  each  stroke  of  the  engine,  and  adding  to  it  that  used 
for  injection  in  the  same  time,  we  have  A part  for  the  volume  of  air  at  60°  ; 
but  in  the  condenser  it  will  be  of  the  temperature  of  the  hot  well,  or  about  120°; 
and  the  quantity  the  air  expands  by  this  increase  of  temperature  being  calculated, 
(see  art.  119.)  the  bulk  is  found  to  be  5'6  per  cent  of  that  of  the  water,  or  A of  the 
bulk  of  the  water  nearly. 

348.  Let  the  injection  water  added  to  the  water  of  the  condensed  steam  be 
of  the  volume  of  the  cylinder  for  each  stroke,  then  A of  A,  or  As  of  the  cylinder’s 
volume  of  air,  would  accumulate  at  each  stroke  if  there  were  no  air  pump.  Now  a 
cubic  foot  of  air  mixes  with  a cubic  foot  of  steam,  when  both  are  of  the  same  force 

1 Quarterly  Journal  of  Science,  vol.  xxi.  p.  71. 
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and  temperature  (art.  122.) ; consequently  this  air  must  accumulate  and  fill  half 
the  capacity  of  the  condenser  after  a few  strokes,  and  the  capacity  of  the  air  pump 
must  be  such  as  will  remove  vis  of  air,  and  vis  of  vapour,  or  both  together  tA, 
in  order  to  get  rid  of  the  air  which  enters  at  each  stroke,  when  it  is  of  such  a 
degree  of  density  that  its  force  is  equal  to  the  force  of  steam  corresponding  to  the 
temperature  of  the  hot  well. 

349.  If  it  be  assumed  that  the  elastic  force  of  the  uncondcnsed  vapour  is  equal 
to  2 inches  of  mercury,  and  the  air  pump  be  equal  to  the  condenser,  then  the 
bulk  of  the  air  and  vapour  being  shown  above  to  be  As  at  the  pressure  of  30 
inches,  and  the  bulk  being  inversely  as  the  pressure,  we  shall  have  2 : 30  : : As  : A. 

Thus  the  air  pump  has  to  clear  the  engine  of  A of  the  volume  of  the  cylinder  of 
air  and  vapour,  and  of  A of  its  volume  of  water ; the  sum  of  these  is,  in  the 
nearest  fraction,  A of  the  capacity  of  the  cylinder,  for  each  stroke.1 

350.  In  a double  engine  the  air  pump  makes  only  one  stroke  for  each 
cylinder  of  steam,  but  since  the  condenser  receives  a new  quantity  to  replace 
that  taken  by  the  pump,  there  is  no  expansion : hence  A part  of  the  capacity 
of  the  cylinder  of  a double  engine  is  the  least  proportion  for  the  air  pump,  so  that 
the  engine  may  work  effectively  in  the  same  manner  as  for  a single  engine.  In 
both  cases  the  condenser  and  air  pump  are  supposed  to  be  of  equal  size  to  render 
this  proportion  applicable,  and  it  is  also  understood  that  river  water  is  used. 


1 Let  ~ be  the  volume  of  air  contained  in  the  injection  water  and  the  steam,  l'  the  tem- 
perature of  the  condenser,  and  /'  the  force  of  steam  corresponding  to  it,/  being  the  force  in  the 
cylinder.  Then  — the  volume  of  air,  and  a — that  of  water  for  each  stroke. 


The  condenser  most  contain  both  these  quantities,  and  also  what  the  pnmp  leaves ; and  with 
an  allowance  of  half  for  leakage  and  imperfect  action  of  the  valves,  its  least  capacity  must 
obviously  be 


3 fa 

7 » 


( 


459  -f  f 
511 


) + ;2  a = 


3 a 


If  /459  + fv 
l/'«V  511  ) 


+ -67}. 


When  the  pomp  ascends,  the  air  will  saturate  with  vapour,  and  become  of  twice  its  former 
volume;  lienee  if  the  air  pump  and  condenser  jointly  contain  it  in  this  state,  they  will  be  of  equal 
site,  and  the  quantity  required  will  be  removed  at  each  stroke  of  the  pump.  Putting  t — 100, 
f = 2,  and  / = 30  inches,  we  have 


3a|  + *07  ^ = capacity  of  air  pump  = condenser. 


If  a = 20,  as  for  river  water,  then  4*48  a = capacity  of  pump. 
If  * — 14,  as  for  well  water,  then  5‘55  « = capacity  of  pump. 

Y 
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351.  For  well  water  the  same  mode  of  calculation  gives  about  i*i  for 
the  relation  between  the  capacity  of  the  air  pump  and  the  cylinder.  The  usual 
proportion  in  Boulton  and  Watt’s  practice  is  i ; and  as  I have  made  no 
allowance  for  leakage  nor  imperfect  action  of  valves,  tins  proportion  appears  to  be 
nearly  correct  for  the  case  considered. 1 

352.  There  is  one  thing  very  evident  in  this  operation : it  is  that  an  air 
pump  half  the  size  would  be  as  effective  as  the  present  construction,  if  we  could 
condense  in  the  pump  itself ; and  I see  no  difficulty  in  doing  so,  and  propose  to 
show  its  application  to  a simple  atmospheric  engine.  (See  art.  400.)  The  ad- 
vantage, however,  will  be  better  understood  if  we  show  the  power  an  air  pump 
requires  to  work  it. 


Power  required  for  working  an  Air  Pump  of  a Steam  Engine. 


353.  Let  d the  velocity  in  feet  per  second  ; p'  = the  force  of  the  steam  or 
vapour  in  lbs.  per  circular  inch ; r = the  friction  of  the  piston  and  piston  rod, 
and  resistance  of  the  valves ; a = the  diameter  of  the  pump  in  inches  ; and 
= the  area  of  the  valves. 

« 

The  head  capable  of  producing  the  velocity  n v through  the  valves,  (see  art. 
136.)  is  n t>  = 6'5  ■J  h;  and, 


In  a mixture  of  air  and  steam,  at  the  mean  force  in  such  a pump,  2100  feet 
in  height  is  equivalent  to  a pressure  of  1 lb.  per  circular  inch ; hence, 

sretnr®  = iss» the  Pressure  m lbs- 


Put  l = the  length  of  the  stroke ; and  the  resistance  to  the  descent  of  the  piston 
will  be, 


+ ~m>Q-  1 \ +Wm)' 


The  resistance  to  the  ascent  of  the  piston  will  be  found  by  considering  that  the 
air  and  vapour  is  compressed  till  its  elastic  force  becomes  of  such  an  excess  above 
the  atmospheric  pressure,  that  it  escapes  through  the  valve  at  the  velocity  cor- 
responding to  the  motion  of  the  piston.  The  friction  of  the  piston  and  weight  of 
the  water  is  to  be  added ; and  the  force  of  the  vapour  in  its  expanded  state  may 

1 In  some  instances  air  pumps  for  double  engines  bare  been  made  about  two-thirds  of  the 
diameter  of  the  steam  cylinder,  and  half  the  stroke : such  pumps  arc  undoubtedly  too  large. 


Digitized  by  Coogle 


«ICT.  IT.] 


AND  PROPORTIONS  OP  ENGINES. 


171 


be  considered  equal  to  the  sum  of  the  forces  necessary  to  cause  it  to  pass  the 
valves. 

By  art.  306,  the  resistance  of  the  air  and  vapour  is, 

P * x (l  + hjp.log.^t/ )i 

and  making  b + x = /,  we  have  b = v * ; therefore, 

(l  + hyp-  log*  ) = the  power ; 

and  when  the  pressure  of  the  atmosphere  p = 11 '55  lbs.  and  the  force  of  the 
vapour  p‘  = '77  lbs.  or  2 inches  of  mercury,  it  becomes 

Ip'^1  + hyp.  log._A-  ^ =2*85 /,  nearly. 

The  quantity  of  water  will  be  one-sixth  of  the  capacity,  or  '055  la’  lbs.  raised 
1 foot.  Hence,  the  whole  power  required  for  the  ascending  stroke  will  be 

a*  I (2-86  + *055  1 + r). 


354.  The  whole  power  to  work  the  pump  is  therefore, 

2-85  + -0551  + gggjj  + 2r  ) lbs.  raised  1 foot  per  second. 

Example.  Let  the  velocity  be  1*8  feet  per  second;  the  diameter  of  the  pump 
24  inches ; the  length  of  its  stroke  4 feet ; the  friction  2 lbs.  per  circular  inch ; 
and  the  area  of  the  valves  half  the  area  of  the  pump.  These  numbers  being 
inserted,  we  have, 

24  * * X-V8  ( 2-85  + -055  x 4 + + 4 ) - 

518*4  ^2*85  ■+  *22  + *00015  + 4^  =s36651be.  raised  1 foot  per  second. 

As  550  lbs.  raised  1 foot  per  second  is  the  steam  engine  horse  power,  the 
power  is, 

= 0}  horse  power  nearly. 

The  pump  would  answer  for  a double  engine  of  about  134  horse  power:  there- 
fore in  this  case  about  one-twentieth  part  of  the  power  of  the  engine  is  required 
for  the  air  pump ; or  one-tenth  in  the  case  of  a single  engine  of  the  same  sized 
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cylinder ; or  a loss  equivalent  to  13  horse  power  in  an  air  pump  of  the  size  in 
the  example.  To  reduce  this  loss  one-half  by  the  mode  proposed  in  art.  352 
is  certainly  worthy  of  attention. 

355.  It  is  important  to  remark  the  circumstances  which  contribute  to  this 
loss  of  power.  The  loss  is  proportional  to  the  capacity  of  the  pump ; therefore  the 
smaller  it  is  the  better,  provided  it  be  sufficient  to  take  the  air.  The  friction  is 
four-sevenths  of  the  power,  the  actual  resistance  of  the  vapour  nearly  three- 
sevenths,  and  that  of  the  water  about  one  thirty-second.  The  resistance  is  greater 
the  smaller  the  passages  and  valves  are,  but  such  increase  docs  not  affect  the 
whole  power  in  a material  degree.  The  increase  of  the  size  of  the  air  pump, 
beyond  the  proportions  I have  given,  can  give  advantage  only  in  an  ill-constructed 
and  leaky  engine ; but  its  decrease,  after  a very  short  range,  reduces  the  power 
considerably. 
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326.  Noncondensino  engines,  usually  called  high  pressure  engines,  are  moved 
by  steam  generated  under  a considerable  degree  of  pressure ; and  it  is  tbe  excess  of 
this  pressure  above  the  pressure  of  the  atmosphere,  which  constitutes  their  power  to 
produce  motion.  From  30  to  40  lbs.  on  a circular  inch  is  the  excess  above 
atmospheric  pressure,  commonly  employed  in  this  country. 

357.  The  working  parts  of  the  engine  consist  of  a cylinder,  having  passages 
provided  with  cocks  or  valves  for  steam  to  enter  into  it,  cither  at  the  top  or  at  the 
bottom  ; and  also  the  means  of  letting  out  the  steam  to  the  atmosphere,  either  at 
the  top  or  bottom.  The  cylinder  has  an  air-tight  piston,  to  be  moved  from  one 
end  to  the  other  by  the  pressure  of  the  steam,  with  a rod  fixed  to  it,  called  the 
piston  rod,  which  slides  through  an  air-tight  box  at  the  top  of  the  cylinder,  to 
give  motion  to  a crank  or  some  other  piece  of  machinery. 

358.  Now,  with  steam  in  the  boiler  having  a force  of  30  lbs.  to  the  cir- 
cular inch,  if  the  piston  be  at  the  bottom  of  the  cylinder,  and  the  passage  from 
the  boiler  to  the  bottom,  and  that  to  the  atmosphere  at  the  top,  be  both  open,  and 
the  rest  shut,  the  steam  will  exert  a pressure  of  nearly  30  lbs.  on  each  inch  of 
the  area  of  the  piston,  and  cause  it  to  ascend.  A little  before  it  arrives  at  the 
top,  the  cocks  must  be  shut,  and  the  moment  it  has  got  to  the  top,  the  other  two 
cocks  should  be  opened  ; the  steam  front  the  boiler  will  then  press  the  piston 
downwards,  and  the  steam  before  let  in  will  flow  out  into  the  open  air.  Again,  the 
passages  must  be  closed  a little  before  the  completion  of  the  stroke,  and  in  this 
manner  the  operation  may  be  continued. 

359.  The  close  of  the  cocks  before  the  termination  of  the  stroke  prevents  either 
concussion  against  the  end  of  the  cylinder,  or  strain  on  the  crank  shaft ; and,  when 
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properly  managed,  the  elasticity  of  the  steam  destroys  the  momentum  of  the  pistoD, 
and  recoils  it  back  without  loss  of  force. 

This  will  atford  the  reader  a general  notion  of  the  action  of  steam  in  non- 
condensing engines,  and  prepare  him  for  entering  more  closely  into  their  minutin'. 
I have  divided  them  into  two  kinds;  and  of  the  varieties  depending  on  different 
forms  of  construction  there  is  an  immense  number. 

360.  Noncondensing  engines. 


Acting  by  < 


‘ ' 1 

the  generative  and  expansive  force  of  steam,  j 


'Leopold,  (art.  12.)  1720. 
Watt,  (art.  26.)  1760. 
Trevithick,  (art.  56.)  1802. 
Evans,  (art.  58.) 

Oliver  Evans,  (art.  58.) 
Taylor  and  Martineau. 


361.  First  Species.  When  the  power  is  derived  solely  from  generating  the 
steam  under  pressure,  (art.  295.)  the  construction  of  the  parts  constituting  the 
engine  is  very  simple.  The  common  method  is  represented  in  Fig.  1.  Plate  rv. 
With  the  object  of  losing  as  little  heat  as  possible  by  the  cooling  of  the  cylinder,  it 
is  generally  placed  partly  within  the  boiler,  and  the  steam  is  admitted  and  let  out 
by  a four-passage  cock  A,  placed  just  without  the  boiler,  with  a throttle  valve  V to 
regulate  the  entrance  of  the  steam.  The  steam  escapes  to  the  atmosphere  by  a 
pipe  E,  which  is  generally  surrounded  by  water  W,  for  the  supply  of  the  boiler, 
which  has  the  effect  of  partially  condensing  the  escaping  steam,  and  facilitating  its 
escape  from  the  cylinder,  as  well  as  of  increasing  the  temperature  of  the  water 
before  it  be  admitted  to  the  boiler. 

362.  This  construction  is  defective,  in  as  far  as  there  must  be  an  absolute  loss 
of  all  the  steam  in  those  parts  of  the  admission  pipes  which  are  between  the  cock 
and  the  cylinder ; and  the  great  density  of  high  pressure  steam  renders  the  loss  of 
power  considerable.  To  avoid  it,  there  should  be  two  double-way  cocks,  one  at  the 
bottom  and  one  at  the  top  of  the  cylinder ; or  the  passages  may  be  opened  and 
closed  by  a slide,  as  shown  in  Fig.  2.  where  it  will  be  obvious  that  the  spaces 
between  the  stops  and  the  cylinder  are  as  small  as  possible. 

363.  If  we  now  trace  the  action  of  the  steam,  and  the  opening  of  the  passages, 
we  shall  find  to  what  points  to  attend  in  perfecting  the  operation  of  the  engine. 
In  Plate  tv.  Fig.  1.  represents  an  engine,  of  which  C is  the  cylinder,  and  P the 
piston  at  the  top  ready  for  descending.  The  motion  of  the  cock  A might  end  with 
the  end  of  the  stroke,  but  the  steam  would  be  cut  off,  and  indeed  all  the  passages 
stopped  when  it  is  half  turned.  The  closing,  when  quickly  done,  commences 
sufficiently  before  the  end  of  the  stroke,  to  effect  the  recoil  of  the  piston  (art.  359.) ; 
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and  at  the  instant  of  its  change  of  motion,  the  steam  is  fully  on  it  The  com- 
pression which  the  steam  left  in  the  cylinder  receives  when  the  cock  is  closed,  is 
not  only  a means  of  changing  the  motion  without  loss  of  force,  but  also  occupies 
the  space  at  the  end  of  the  stroke,  so  as  to  require  only  a small  quantity  to  refill  it 
with  steam.  We  might  arrange  the  motion  so  that  the  cocks  would  be  half 
turned,  and  all  the  passages  closed  just  at  the  end  of  the  stroke : this,  however, 
would  not  be  so  good  a method,  as  when  the  cock  turns  with  proper  quickness 
there  would  be  no  sensible  accumulation  of  steam  to  recoil  the  piston,  and  the 
force  of  that  in  the  boiler  would  not  be  fully  on,  till  a part  of  the  stroke  was 
made  ; and  the  waste  at  the  terminations  of  the  strokes  would  be  greater.  Hence, 
to  complete  the  motion  of  the  cock  with  the  termination  of  the  stroke,  is  the  better 
method. 

364.  In  the  construction,  Fig.  1.  at  every  double  stroke  there  is  a loss  of 
the  force  of  all  the  steam  contained  in  the  passages  between  the  cock  and  the 
cylinder.  This  defect  may  be  avoided  by  the  use  of  the  slide.  Fig.  2 and  3.  The 
motion  of  the  slide  should  terminate  with  the  stroke  in  the  same  manner  as  with  a 
cock  ; and  in  this  construction  the  recoil  of  the  compressed  steam  is  greater,  because 
it  has  less  space  of  passage  to  retreat  into.  Valves  may  lie  placed  to  give  similar 
advantages,  but  slides  or  cocks  are  in  my  opinion  better  adapted  to  high  pressure 
engines. 

365.  The  modes  of  giving  motion  to  the  cocks,  slides,  or  valves  are  various : 
they  depend  chiefly  on  the  nature  of  the  action  the  engine  is  intended  for.  The 
same  methods  are  applicable  to  engines  of  all  species,  and  therefore  are  described 
together.  (Sec  Sect,  vii.)  The  power  is  usually  regulated  by  a throttle  valve,  but 
more  perfectly  by  means  of  Field’s  valve.  (See  Sect,  vui.) 

366.  The  Proportion  of  Parts.  The  length  of  the  stroke  of  the  steam  piston 
should  not,  if  possible,  be  less  than  twice  its  diameter,  (art.  327.)  The  velocity  in 
feet  per  minute  should  be  103  times  the  square  root  of  the  length  of  the  stroke  in 
feet,  (art  337.)  And,  as  4800  is  to  the  velocity  thus  found,  so  is  the  area  of  the 
cylinder  to  the  area  of  the  steam  passages,  (art.  154.)  The  strength,  proportions, 
and  construction  of  the  parts  are  given  in  Sect.  vii.  and  the  methods  of  equalization 
and  regulation  in  Sect.  vui. 

367.  The  Power  of  a Noncondensing  Engine  may  be  calculated  with  con- 
siderable accuracy,  from  knowing  the  excess  of  the  force  of  the  steam  in  the 
boiler,  above  the  atmospheric  pressure,  as  shown  by  the  steam  gauge,  the  diameter 
of  the  cylinder,  and  the  velocity  of  the  piston.  The  effective  pressure  on  the  piston 
is  less  than  the  force  in  the  boiler  when  that  force  is  represented  by  unity. 
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When  the  piston  arrives  near  to  the  bottom  of  the  cylinder,  the  passage  to  the 
condenser  is  shut,  and  the  valve  in  the  piston  opens ; then  the  steam  above  the 
piston  passes  through  to  below  it,  as  the  piston  rises  by  the  action  of  the  counter 
weight ; and,  being  at  the  top,  the  valve  in  the  piston  closes,  and  the  valve  to  the 
condenser  opens,  and  another  stroke  is  made,  and  so  on  successively. 

But  since  a large  quantity  of  water  is  used  at  each  stroke,  and  the  water  con- 
tains a considerable  quantity  of  air,  the  condenser  would  soon  become  filled  with 
air  and  water,  and  the  engine  would  cease  to  work ; to  avoid  this  the  air  pump  is 
added,  which,  being  worked  by  the  beam,  makes  a stroke  at  each  stroke  of  the 
steam  piston,  and  clears  the  condenser  of  air  and  water. 

387.  In  an  atmospheric  engine  with  a condenser,  the  principal  difference 
consists  in  the  steam  being  let  both  into  and  out  of  the  cylinder  by  passages  at  the 
bottom ; and  the  descent  of  the  piston  is  caused  by  the  pressure  of  the  atmosphere 
on  its  upper  surface,  which  is  open  to  the  air. 

388.  But  in  the  atmospheric  engine,  as  constructed  before  Mr.  Watt’s  improve- 
ment of  condensing  in  a separate  vessel,  the  jet  of  cold  water  was  thrown  into  the 
cylinder  itself  at  each  stroke ; and  hence  the  cylinder  required  to  be  heated  and 
cooled  at  each  stroke  at  a great  expense  both  of  fuel  and  cold  water. 

The  addition  of  a separate  condenser  was  the  most  valuable  of  Mr.  Watt’s 
improvements ; his  next  in  importance  was  the  double  acting  engine.  The  saving 
from  the  concentration  of  power,  which  results  from  these  improvements,  can  be 
judged  of  only  by  those  who  are  intimately  acquainted  with  the  employment  of 
mechanical  power.  To  them  the  merit  of  his  invention  must  lie  known  and  duly 
appreciated,  and  by  their  estimation  it  must  ultimately  be  valued  in  public 
opinion. 

389.  The  double  acting  engine,  in  general  construction,  resembles  the  single 
one  described  in  the  preceding  article.  (Art.  386.)  It  differs  in  having  a passage 
from  the  boiler  both  to  the  top  and  the  bottom  of  the  cylinder,  and  a similar 
passage  from  both  to  the  condenser.  Hence,  it  does  not  require  a counter  weight 
to  raise  the  piston,  nor  that  the  steam  should  pass  from  the  upper  to  the-Iower 
side.  The  force  of  the  steam  impels  the  piston  in  both  directions ; and  compared 
with  a single  engine  of  the  same  size,  a double  quantity  of  steam  is  used,  and 
double  power  is  exerted  in  the  same  space  and  time. 

390.  In  any  of  these  species,  steam  may  act  expansively,  whether  the 
atmospheric  or  steam  pressure  be  used ; but  the  moving  force  may  be  rendered 
more  uniform,  by  using  two  cylinders  of  different  sizes : in  the  smaller  of  these 
cylinders  the  steam  acts  with  all  its  force  throughout  the  stroke,  and  in  the  other 
it  gradually  expands  as  the  stroke  proceeds,  and  therefore  the  moving  force  is 
variable : but  as  the  forces  on  both  pistons  jointly  constitute  the  moving  force, 
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it  is  never  less  than  the  force  of  the  steam  on  the  smaller  piston.  This  arrange- 
ment was  devised  by  Homblower.  (Art.  32.)  The  engines  may  be  of  either  single 
or  double  power ; but  whether  the  engine  has  double  or  single  power,  it  is,  in  the 
usual  construction,  a complex  piece  of  machinery. 

391.  We  may  now  proceed  to  arrange  the  different  species,  and  show  the 
proportions  adapted  to  particular  cases. 


Condensing  Steam  Engines. 


I . By  condensation 


{1.  Atmospheric  pressure 
2.  Steam  pressure  / 


Single 

Double 


Newcomen,  1705. 
Watt,  1709. 

Watt,  1782. 


II.  By  condensation  and 
expansion 


{ 


1.  Atmospheric  pressure 

2.  Steam  pressure 


{ 


Single 

Double 

Combined  cylinder 


Watt,  1782. 

Watt,  1782. 
Hornblower,  1781. 


III.  By  generation  and  condensation. 


IV.  By  generation,  expansion 
and  condensation 


Single 

Double 


Cornish  engines  on  Watt’s  construction. 
Woolf,  1804. 

Cornish  engines  on  Watt’s  construction. 
Woolf,  1804. 


Op  the  Construction  op  Engines  working  bv  Condensation. 

392.  Of  the  engines  working  by  condensation  alone,  two  kinds  may  be 
distinguished ; in  the  one  kind  the  moving  force  is  the  pressure  of  the  atmosphere, 
in  the  other  it  is  the  pressure  of  steam : the  former  may  be  further  divided  into 
those  which  condense  in  the  cylinder,  and  those  having  separate  condensers ; and 
the  latter  into  single  and  double  acting  engines. 


Atmospheric  Engines. 

393.  The  common  atmospheric  engine.  In  the  atmospheric  engine,  as  it  is 
usually  constructed,  condensation  is  effected  in  the  cylinder.  The  parts  required 
for  this  object  are,  a cylinder  C,  Plate  vi.  Figs.  1 and  2.  close  at  the  bottom  and 
open  at,  the  top ; a piston  P ; a passage  S for  the  steam  from  the  boiler  to  the 
bottom  of  the  cylinder,  provided  with  a valve  V,  or  cock ; a passage  for  cold  water 
to  condense  the  steam,  to  inject  into  the  cylinder  at  I,  with  a cock  D ; and  a 
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passage  E for  the  water  used  for  injection  to  run  out  at,  provided  with  a self- 
acting valve  F to  prevent  it  flowing  back  ; a valve  G for  the  air  contained  in  the 
water  to  escape  at  is  also  necessary.  Mechanism  for  opening  and  closing  the 
valves  is  connected  to  the  engine  beam ; and  a small  supply  of  water  by  a pipe 
is  constantly  furnished  to  the  top  of  the  piston,  to  keep  the  packing  saturated,  so 
as  to  be  steam-tight. 

394.  The  operation  is  simple : the  beam  is  so  balanced  that  the  steam  being 
admitted  by  the  steam  valve  V below  the  piston,  it  rises  to  the  top  of  the  stroke ; 
the  steam  valve  is  then  shut,  and  the  injection  cock  D is  opened,  and  a jet  of 
cold  water  rises  through  1,  which  condenses  the  steam  to  a, lower  degree  of 
elasticity,  and  the  water  runs  out  by  the  passage  E at  the  valve  F ; the  pressure 
of  the  atmosphere  on  the  piston  P being  unopposed,  it  forces  it  down,  and  the  air 
extricated  by  the  water  is  expelled  towards  the  termination  of  the  stroke  at  the 
valve  G. 

The  steam  and  injection  cocks  are  moved  by  tappets  on  a bar  moving  vertically, 
and  connected  to  the  beam.  The  steam  valve  should  close  and  the  injection  cock 
open  just  when  the  up  stroke  is  completed,  and  the  period  of  closing  the  injection 
cock  should  be  adjusted  to  the  power  the  engine  is  to  exert;  the  steam  valve 
ought  to  open  with  the  rise  of  the  piston. 

395.  The  proportions  of  the  parts.  The  length  ol  the  cylinder  should  be 
twice  the  diameter,  art.  329.  The  velocity  in  feet  per  minute  should  be  ninety- 
eight'  times  the  square  root  of  the  length  of  the  stroke  in  feet,  (art.  342.)  the  engine 
being  supposed  to  be  applied  to  raise  water.  The  area  of  the  steam  passages  will 
be  found  by  this  proportion,  as  4800  is  to  the  velocity  in  feet  per  minute,  so  is 
the  area  of  the  cylinder  to  the  area  of  the  steam  passage,  art.  154.  The  tempe- 
rature for  condensation  which  affords  the  greatest  useful  effect  will  be  found  by 
art.  166.  If  the  area  of  the  cylinder  in  feet  be  multiplied  by  half  the  velocity  in 
feet,  and  that  product  by  123  added  to  I -4  divided  by  the  diameter  in  feet,  (art. 
163.)  the  result  divided  by  1480  will  give  the  cubic  feet  of  water  required  for 
steam  per  minute.  If  from  1220  the  temperature  of  condensation  be  deducted, 
and  the  result  divided  by  the  difference  between  the  temperature  of  the  cold  water 
and  the  temperature  of  condensation,  the  quotient  will  be  the  number  of  times  the 
quantity  of  water  required  for  injection  must  be  greater  than  that  required  for 
steam  (art.  284.) ; in  general  it  will  be  about  twelve  times  the  quantity,  but  it  had 
better  be  a little  in  defect  than  excess.  The  aperture  for  the  injection  must  be 
such  that  the  above  quantity  of  water  will  be  injected  during  the  time  of  the 
stroke.  The  moving  force  in  the  first  instant  is  only  that  due  to  the  height  of 

1 See  note  p.  190.  , 
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the  cistern ; and  therefore  in  order  that  the  injection  be  sufficiently  powerful  at 
first,  the  head  should  be  about  three  times  the  height  of  the  cylinder  ; and  making 
the  jet  apertures  square,  the  area  should  be  the  850th  part  of  the  area  of  the 
cylinder,  or  its  side  should  be  j*t  of  the  diameter  of  the  cylinder.  The  conducting 
pipe  should  be  about  four  times  the  diameter  of  the  jet. 

396.  To  determine  the  power  of  an  atmospheric  engine.  The  moving  force  is 
the  pressure  of  the  atmosphere,  from  which  the  whole  of  the  friction  and  the  force 
of  the  uncondensed  steam  is  to  be  deducted. 


The  moving  force  is  the  pressure  of  one  atmosphere  or 
The  loss  of  force  measured  in  atmospheres  consists  of, 

* 

100 

1.  The  uncondensed  steam  corresponding  to  the  tem- 

perature of  condensation  (usually  about  160°) 

2.  The  force  to  expel  it  and  the  air  from  the  cy- 

•34 

Under  (art.  154.)  ------ 

•007 

3.  The  friction  of  the  piston  (art.  474.)  - 

4.  The  force  required  to  open  and  close  the  valves, 

•050 

raise  injection  water,  and  overcome  the  friction  of 
the  axes  

•093 

Making  total  loss  of  force 

- 

0-49 

The  portion  of  the  pressure  of  the  atmosphere  equal  the 

effective  pressure  is  -----  - 

- 

0-51 

or  5’9  lbs.  per  circular  inch. 

397.  Rule  for  the  power  of  the  common  atmospheric  engine.  Multiply 
5'9  times  the  square  of  the  diameter  of  the  cylinder  in  inches,  by  half  the  velocity 
of  the  piston  in  feet  per  minute ; and  the  product  is  the  effective  power  of  the 
engine  in  lbs.  raised  1 foot  high  per  minute. 

To  find  the  horse  power,  divide  by  33000. 

Example.  Let  the  diameter  of  the  cylinder  be  72  inches,  and  the  length  of  the 
stroke  9 feet,  making  9 strokes  per  minute : in  this  case,  half  the  velocity  is 
9x9  = 81  feet  per  minute  ; consequently  5'9  x 72‘  x 81  = 2477433‘6  lbs. 
raised  1 foot  per  minute,  or 

2477433-6  , 

— jgjjyjj—  =75  horse  power. 

This  example  is  the  size  of  the  Chase  Water  engine,  designed  by  Smcaton,  (see 
art.  24.  p.  23.)  His  estimate  of  the  equivalent  horse  power  differs  from  this  chiefly 
through  using  a different  measure  of  that  power ; but  he  also  estimated  on  con- 
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densing  at  a lower  temperature  than  1(50“ : and  to  estimate  correctly,  the  proper 
force  of  the  uncondensed  steam  should  be  inserted  in  the  causes  of  loss  of  force  for 
each  particular  case. 

398.  The  engine  may  be  regulated  by  cutting  off  the  steam  before  the  piston 
has  arrived  at  the  top,  and  cutting  off  the  injection  sooner : further  means  of 
regulation  are  described  in  Sect.  vm.  By  cutting  off  the  steam  it  acts  expan- 
sively, and  a less  quantity  produces  the  effect.  Water  for  the  top  of  the  piston, 
and  for  the  supply  of  the  boiler,  should  be  raised  from  the  hot  well.  The  quantity 
of  water  required  to  supply  the  boiler  being  ascertained  in  cubic  feet  per  minute, 
(art.  395.)  the  fuel  will  be  known  by  referring  to  art.  190.  and  the  size  of  tire 
boiler  by  art.  225  or  229. 

In  the  case  of  the  Chase  AVater  engine, 

1480 ( l i3  + AT  j ~ 

2'4  feet  of  water  per  minute,  or  144  cubic  feet  per  hour ; and  8-22  lbs.  of  caking 
coal  convert  1 cubic  foot  of  water  into  steam  ; therefore  the  quantity  per  hour  will 
1 183*7 

be  1183’7  lbs.,  or  — “ 16  lbs.  per  hour  for  each  horse  power.  The  boiler 
mav  be  cither  rectangular  or  cylindrical,  with  the  steam  limited  to  1 lb.  on  the 
circular  inch. 

399.  The  atmospheric  engine  is  applicable  to  raising  water  in  most  cases 
where  coals  are  abundant : the  engine  is  simple  in  construction  and  in  operation, 
and  does  not  require  that  accuracy  of  workmanship  which  is  necessary  for  an 
engine  acting  by  steam  pressure.  On  a small  scale  it  has  less  advantage ; for 
when  the  cylinder  is  not  more  than  about  2 feet  in  diameter,  the  consumption  of 
fuel  becomes  great  in  proportion  to  the  effect : the  drainage  of  coal  mines,  and 
raising  water  to  supply  towns,  and  for  irrigation  where  fuel  is  cheap,  are  its  proper 
objects. 

400.  Atmospheric  engines  with  a separate  condenser.  The  manner  in  which  an 
engine  of  this  kind  may  be  constructed,  is  shown  in  Plate  vi.  Fig.  2.,  where  C is 
the  cylinder  with  its  piston  P : the  steam  comes  from  the  boiler  by  the  pipe  S,  and 
by  a slide  B is  let  into  the  cylinder  at  D,  or  kept  out  A is  a pump  with  a solid 
piston,  to  receive  the  condensed  steam,  air,  and  water,  and  expel  it : the  injection  is 
made  into  the  pipe  E ; and  1 is  the  injection  cock  : F is  a cock  to  let  out  any  air 
that  may  collect  below  the  piston  p when  the  engine  is  at  rest.  To  begin  the 
operation,  the  slide  B must  be  raised  above  S,  and  steam  admitted  till  all  the  air 
be  blown  out  at  the  valve  Q ; the  pistons  being  at  the  top  in  both  the  cylinder  and 
pump  : then  shut  off  the  steam  by  the  slide  B,  and  open  the  injection ; and,  in 
consequence  of  the  condensation  produced  by  the  jet,  both  the  pistons  will  descend. 
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and  during  the  first  descent  the  cock  F should  be  open,  but  afterwards  closed  : the 
injection  being  stopped,  and  the  slide  B moved  to  close  the  passage  to  the  con- 
denser, on  opening  that  for  the  steam  the  pistons  will  again  ascend,  and  the  air 
and  water  of  condensation  will  be  expelled  at  the  valve  Q : the  alternate  opening 
and  closing  of  the  passages  and  the  injection  cock  are  required  to  continue  the 
action. 

401.  This  engine  may  be  regulated  by  closing  the  valve  B at  any  period  of 
the  ascent,  and  the  cock  1 at  any  period  of  the  descent ; and  as  the  application  will 
be  limited  to  raising  water,  the  velocity  in  feet  per  minute  should  be  08  times 1 the 
square  root  of  the  length  of  the  stroke,  (art.  342.) ; the  length  of  the  cylinder 
twice  its  diameter  ; the  area  of  the  steam  passages  to  the  area  of  the  cylinder,  as 
the  velocity  in  feet  per  minute  is  to  4800,  (art.  154.)  The  air  pump  should  be 
one-fourteenth  of  the  capacity  of  the  cylinder^  (art.  349.  note) ; or  making  the 
stroke  of  the  air  pump  half  that  of  the  steam  piston,  the  diameter  of  the  pump 
should  be  three-eighths  of  the  diameter  of  the  cylinder.  The  quantity  of  steam  is 
found  by  multiplying  the  area  of  the  cylinder  in  feet,  by  half  the  velocity  in  feet, 
with  the  addition  of  one-fifth  for  loss  by  cooling  and  waste  (art.  161.) : the  result 
divided  by  1480  will  give  the  quantity  of  water  per  minute  required  to  supply  the 
lioiler,  and  24  times  that  quantity  will  be  that  required  for  injection,  (art.  284.) 
The  diameter  of  the  aperture  for  the  injection  should  be  one  thirty -sixth  of  the 
diameter  of  the  cylinder,  and  the  injection  pipe  one-ninth. 

402.  The  power  of  this  atmospheric  engine  will  be  the  difference  between  the 
pressure  of  the  atmosphere  on  the  piston,  and  the  retarding  force  multiplied  by  half 


the  velocity. 

The  pressure  of  the  atmosphere  being  ------  1 "000 

The  retarding  forces  are, 

1.  The  resistance  of  the  uncondenscd  steam,  temperature  125*,  = ‘134 

2.  The  force  to  expel  it  through  the  passages,  (art.  164.)  - - ‘007 

3.  The  loss  by  cooling  in  the  cylinder,  &c.  (art.  161.)  - - '067 

4.  The  friction  of  the  piston,  (art.  474.) ’050 

5.  The  force  required  to  open  the  valve,  raise  water  for  injection, 

and  overcome  the  friction  of  the  axes  - - - - • 1 00 

6.  The  force  required  to  work  the  air  pump,  (art.  354.)  - - '100 

Sum  of  the  retarding  forces  - 0 458 


Effective  pressure  in  parts  of  the  atmosphere  ....  - 0-542 


* For  ordinary  pumping  engines  the  velocity  should  not  exceed  40  times  the  square  root  of  the 
length  of  die  stroke.  (See  note  p.  107.) — Eo. 
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This  is  equivalent  to  6‘25  lbs.  on  a circular  inch  : the  excess  of  force  of  the  steam 
in  the  boiler  is  a full  compensation  for  some  other  causes  of  loss  of  power. 

■403.  Rule.  Multiply  6*25  times  the  square  of  the  diameter  of  the  piston,  by 
half  the  velocity  in  feet  per  minute,  and  the  product  is  the  effective  power  in  lbs. 
raised  1 foot  high  per  minute. 

Divide  by  33000,  and  the  quotient  will  be  the  number  of  horse  power. 

Example.  If  the  diameter  of  a cylinder  be  32  inches,  and  half  the  velocity  be 
110  feet  per  minute;  then  6'25  x 32*  x 110  = 704000  lbs.  raised  1 foot  per 
minute,  or 

704000  . , 

T»X)0  2*4  horse  power. 

404.  As  the  quantity  of  water  required  for  the  boiler  is  found  by  art.  401.  the 
quantity  of  fuel  is  easily  found  from  art.  190.  In  the  example  of  the  preceding 

article  we  have  -* i!~1490 '49  feet  of  water  per  minute,  or  29'4 

feet  per  hour ; consequently  29‘4  x 8-22  = 24G  lbs.  of  caking  coal  per  hour  ; or 

24fi 

■ay  = 1 1’7  lbs.  per  horse  power. 

For  the  proportions  of  the  boiler,  see  Sect.  in. ; and  for  the  beams  and  other 
parts,  in  reference  to  strength,  see  Sect.  vin. 

405.  For  raising  water  this  species  of  atmospheric  engine  is  admirably 
adapted  ; it  can-  be  constructed  without  difficulty  by  ordinary  workmen  ; and  for 
water  works,  drainage,  irrigation,  canals,  and  other  cases  where  water  is  required  in 
considerable  quantities,  it  is  an  economical  mode  of  obtaining  power. 


Steam  Pressuhe  Engines. 

406.  Boulton  and  Watt't  tingle  engine.  The  essential  parts  and  operation  of  a 
single  engine  having  been  described,  (art.  386.)  we  have  only  to  show  the  con- 
struction as  it  regards  effect.  Fig.  4.  Plate  v.  bIiows  a section  of  the  cylinder  C, 
condenser  B,  and  air  pump  A,  of  a single  engine,  arranged  as  is  most  convenient 
for  exhibiting  the  parts.  The  steam  enters  from  the  boiler  to  the  cylinder  by  the 
pipe  S,  through  the  valve  c ; and  presses  down  the  piston  P,  which  is  supposed  to 
be  taken  at  the  time  of  its  descent : the  steam  below  it  goes  into  the  condenser, 
and  is  condensed  by  the  jet  which  plays  into  it.  The  air  pump  bucket  p is 
descending  in  the  air  and  vapour  which  the  pump  had  received  from  the  condenser 
during  the  previous  ascent.  When  the  piston  is  at  the  bottom  of  the  cylinder,  a 
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motion  is  given  to  the  rod  O,  which  shuts  the  valves  a and  c,  and  openB  the  valve 
b ; there  is  then  a communication  open  by  the  pipe  E,  between  the  top  and  bottom 
of  the  cylinder,  and  the  pressure  of  the  counter  weight  must  be  sufficient  to  over- 
come the  friction  of  the  piston,  and  expel  the  steam  from  the  upper  to  the  lower 
side  of  the  piston  : the  action’  of  the  counter  weight  has  also  to  expel  the  air  and 
water  of  condensation  through  the  valve  Q by  means  of  the  air  pump.  The  mode 
1 have  shown  of  placing  the  valves  and  moving  them  by  a single  motion  is  not 
Messrs.  Boulton  and  Watt’s,  but  is  one  intended  to  render  the  motion  of  the  steam 
from  the  upper  to  the  under  side  of  the  cylinder  more  quick,  by  the  pipe  E being 
exhausted  : the  motion  of  the  valves  is  simple  and  easily  balanced.  The  valves  of 
Messrs.  Boulton  and  Watt  arc  similar  to  Fig.  5.  but  they  move  them  independently 
of  one  another ; and  this  ought  to  be  the  case  for  an  engine  to  work  expansively, 
unless  a separate  valve  acted  on  by  a regulator  be  used  to  cut  off  the  steam,  (see 
Sect,  vin.)  An  elevation  of  Boulton  and  Watt’s  single  engine  is  represented  in 
Plate  xu.  as  applied  to  raising  water. 

407.  The  proportions  of  the  parts.  The  length  of  the  cylinder  should  be  twice 
its  diameter,  (art.  320.)  The  velocity  of  the  piston  in  feet  per  minute  should  be  98 
times  1 the  square  root  of  the  length  of  the  stroke,  (art.  342.)  The  area  of  the  steam 
passages  should  be  equal  to  the  area  of  the  cylinder,  multiplied  by  the  velocity  of 
the  piston  in  feet  per  minute,  and  divided  by  4800,  (art.  154.)  The  air  pump 
should  be  ith  of  the  capacity  of  the  cylinder,  or  i the  diameter  and  i the 
length  of  the  stroke  of  the  cylinder,  (art.  351.)  and  the  condenser  should  be  of 
the  same  capacity.  The  quantity  of  steam  will  be  found  by  multiplying  the 
area  of  the  cylinder  in  feet,  by  half  the  velocity  in  feet ; with  an  addition  of 
Ath  for  cooling  and  waste  (art.  160.) ; and  this  divided  by  the  column  of  the 
steam  corresponding  to  its  force  in  the  boiler  (art.  121.)  gives  the  quantity  of 
water  per  minute  required  for  steam,  from  whence  the  proportions  of  the  boiler 
may  be  determined,  (see  Sect  IK.  art.  224  and  227.)  At  the  common  pressure 
of  2 lbs.  per  circular  inch  on  the  valve,  the  divisor  will  be  1497.  The  quantity 
of  injection  water  should  be  24  times  that  required  for  steam,  (art.  284.)  and 
the  diameter  of  the  injection  pipe  Ath  of  the  diameter  of  the  cylinder.  The 
valves  in  the  air  pump  bucket  should  be  as  large  as  they  can  be  made,  and 
the  discharge  and  foot  valves  not  less  than  the  same  area.  For  the  proportions 
of  the  beams  and  other  parts  for  strength,  see  Sect.  vu. ; and  for  the  modes  of 
regulation  and  management,  see  Sect.  vin. 

408.  The  power  of  the  single  engine  may  be  ascertained  as  follows: — 

1 See  nole  p.  100. 
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Let  the  force  in  the  boiler  be  denoted  by  - - - - l'OOO 

The  effective  pressure  on  the  piston  is  less  than  the  difference 

between  the  force  of  the  steam  in  the  boiler,  and  the 

resistance  of  the  uncondensed  steam, 

1.  By  the  force  producing  the  motion  of  the  steam  into 

the  cylinder,  (art.  154.)  .....  -007 

2.  By  the  cooling  in  the  cylinder  (art.  160.)  and  pipes, 

(art.  148.) -038 

3.  By  the  friction  of  the  piston  and  loss  by  escape, 

(art.  474.) 05 

4.  By  the  force  necessary  to  expel  the  steam  through  the 

passages  .......  -007 

5.  By  the  force  required  to  open  and  close  the  valves, 

raise  injection  water,  and  the  friction  of  the  axes  - '100 

6.  By  the  steam  being  cut  off  before  the  end  of  the  stroke  *100 

7.  By  the  power  required  to  work  the  air  pump,  (art.  354.)  • 1 00 

•402 

•598 

The  force  of  the  steam  in  the  boiler  is  commonly  35  inches  of  mercury ; that  of 
the  uncondensed  steam  (temp.  120°)  is  3'7  inches ; hence,  35  x '5.98  = 20-93 
inches,  and  20’93  — 3-7  = 17‘23,  or  6'65  lbs.  is  the  mean  effective  pressure  per 
circular  inch  on  the  piston ; and  when  the  steam  in  the  boiler  is  of  any  other 
force,  the  mean  effective  pressure  may  be  determined  in  the  same  manner. 

409.  Rule.  Multiply  the  mean  effective  pressure  on  the  piston  by  the 
square  of  its  diameter  in  inches,  and  by  half  the  velocity  in  feet  per  minute,  and 
the  product  is  the  effective  power  in  lbs.  raised  1 foot  high  per  minute. 

Divide  by  33000,  and  the  result  is  the  number  of  horse  power. 

Example.  Let  the  force  of  the  steam  in  the  boiler  be  35  inches  of  mercury, 
the  diameter  of  the  cylinder  48  inches,  and  half  the  velocity  135  feet  per  minute. 
Then  the  mean  pressure  is  6‘65  lbs.,  and  6'65  x 48*  x 135  = 2068416  lbs. 
raised  1 foot,  or 

20fi«41G  , 

33006  “ ® J horse  power. 

The  water  required  would  be 

= 1-25  cubic  feet  per  minute,  or  75  per  hour ; 

2 n 
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and  (by  art.  190.)  75  x 8-22  = 616*5  lbs.  of  caking  coal,*  or  ^ = 9-8  lbs. 
per  hour,  for  each  horse  power. 

410.  The  application  of  the  single  engine  is  limited  by  the  nature  of  its 
action,  to  raising  water  or  other  works  admitting  of  an  inefficient  returning  stroke, 
but  for  these  purposes  it  has  great  advantages.  I would  suggest,  as  an  improve- 
ment, that  the  condensation  should  be  effected  as  described  for  the  atmospheric 
engine,  (art.  400.)  and  that  it  should  always  act  more  or  less  by  expansion  : the  full 
effect  of  expansion  cannot  however  be  obtained,  unless  the  action  be  equalized  by 
a proper  arrangement  of  the  pressures  and  counter-weight. 

411.  Single  engine  acting  expansively.  When  the  single  engine  acts  expan- 

sively, it  is  necessary  to  determine  the  point  of  the  stroke  at  which  the  steam 
should  be  cut  off.  Now  the  pressure  on  the  piston  should  never  be  less  than  the 
mean  moving  force,  otherwise  it  would  be  overpowered,  and  the  column  of  water 
would  descend  again ; consequently  we  may  adopt  this  analogy.  As  the  whole 
force  of  the  steam  in  the  boiler  is  to  unity,  so  is  half  the  greatest  effective  force  on 
the  piston  added  to  the  resistance  from  friction,  &c.  to  the  portion  of  the  stroke  at 
which  the  steam  should  be  cut  off.  Thus,  if  the  force  in  the  boiler  be  35  inches 
of  mercury,  and  the  resistance  of  the  uncondenscd  steam  3*7  inches,  then  3 7 + 
35  x -402  = 17*77  inches,  the  loss  of  power  from  friction.  See.  (art.  408.)  and 
consequently  ^ + 17'77  = 20'38>  the  pressure  on  the  piston  at  the  end  of 

the  stroke  ; therefore  35  : 1 : : 26*38  : *76  = f of  the  stroke.  The  steam  will 
obviously  act  expansively  in  its  ascent  in  the  same  proportion ; whence  a less 
counter-weight  is  necessary. 

412.  To  find  the  mean  pressure  on  the  piston  in  an  expansive  engine.  Let 

the  portion  of  the  stroke  made,  when  the  steam  is  cut  off,  be  -i. 

Then  the  nth  part  of  the  whole  force  in  lbs.  per  circular  inch,  of  the  steam  in  the 
boiler,  multiplied  by  2*3  times  the  common  logarithm  of  n,  added  to  *3,  is 
the  mean  moving  force  or  pressure ; which  is  to  be  used  in  the  rule  (art.  409.)  for 
finding  the  power,  and  also  for  adjusting  the  load. 

Example.  Suppose  the  steam  to  be  cut  off  at  three-fourths  of  the  stroke, 
then  — = i,  or  n p=  1*33,  and  its  logarithm  = 0*12516;  the  whole  force  being 
35  inches  of  mercury,  or  13*5  lbs.  per  circular  inch,  we  have, 


1 Ttiis  is  equivalent  to  raising  about  17,000,000  lbs.  1 foot  by  a bushel  of  coals,  or  192,000  lbs. 
by  1 lb.  of  coal. 
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3 + ~3>  = 13  5 X -441  - 5 95  lbs.  per  circular  inch,  for 

the  mean  pressure. 

4 13.  The  velocity  should  he  found  by  the  rule,  art.  343.  and  the  quantity 
of  steam  will  be  as  much  less  than  that  required  for  an  engine  working  at  full 
pressure,  as  the  portion  of  the  stroke  at  which  the  steam  is  cut  off  is  less  than  the 
whole  Btroke ; and  in  other  respects  the  quantity  of  water,  fuel,  water  for  con- 
densation, See.  should  be  determined  by  the  rides  in  art.  407. 1 The  counter- 
weight will  be  less  in  the  same  ratio,  as  the  pressure  on  the  piston  is  less  than 
it  is  in  a common  engine.  Owing  to  a larger  sized  engine  being  required,  the 
expansive  method  is  not  valued  as  it  ought  to  be,  except  when  the  force  of  the 
steam  in  the  boiler  is  increased ; and  this  I would  recommand  to  the  extent  of  two 
atmospheres,  but  not  higher. 

414.  The  double  engine  of  Boulton  and  Watt.  It  has  been  already  shown  in 
what  the  double  engine  differs  from  a single  one  (art.  389).  The  parts  are 
shown  in  Fig.  1.  Plate  v.  where  C is  the  cylinder;  the  steam  enters  at  S,  and 
passes  into  the  upper  part  of  the  cylinder  at  F,  or  into  the  lower  part  at  D,  as  in 
Fig.  3. ; Fig.  1.  showing  the  piston  in  the  state  of  descending,  and  Fig.  3.  as 
ascending.  From  the  lower  part  of  the  cylinder  in  Fig.  1.  the  steam  escapes 
through  D into  the  condenser  B,  where  it  is  condensed  by  a jet  of  cold  water, 
which  plays  into  it  constantly ; and  the  uncondensed  gases  and  water  pass  through 
the  valve  G during  the  ascending  stroke,  and  during  the  descending  one  they 
pass  from  the  lower  to  the  upper  side  of  the  pump  bucket,  through  its  valves, 
and  are  drawn  up  by  the  ascending  stroke,  and  expelled  at  the  valve  Q into  the 
hot  well.  When  the  steam  piston  P ascends,  the  steam  from  the  upper  part  of 
the  cylinder  passes  through  F down  the  pipe  E to  the  condenser.  The  steam 
passages  D and  F are  opened  and  closed  by  a D-slide,  so  called  from  its  plan 
resembling  the  letter  D ; it  is  moved  by  the  rod  O,  by  tappets  or  other  methods 
(see  Sect.  VII.  where  the  different  methods  are  described).  In  small  engines  the 
steam  passages  are  frequently  opened  and  closed  by  cocks,  in  larger  ones  by 
valves  or  slides,  the  species  of  which,  and  the  pistons  and  other  parts,  are  described 
in  Sect.  vu. 

415.  The  proportion s of  the  parts  for  a double  engine  acting  tcith  full  pressure. 
When  the  case  to  which  the  engine  is  applied  will  admit  of  it,  the  length  of  the 
cylinder  should  be  twice  its  diameter  (art.  329).  The  velbcity  of  the  piston  in 
feet  per  minute  should  be  found  by  multiplying  the  square  root  of  the  length  of 

1 Taking  the  example  of  art.  409.  we  Hud  22,000,000  lbs.  may  be  raised  l foot  by  u bnshel, 
or  nearly  200,000  lbs.  bv  1 lb.  of  coal ; aud  I do  not  think  more  has  been  actually  done  with  low 
pressure  steam  by  a single  engine. 
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the  stroke  by  103  for  machinery,  or  by  98 1 for  raising  water  (art.  337  and  342). 
The  area  of  the  steam  passages  should  be  equal  to  the  area  of  the  cylinder 
multiplied  by  the  velocity  of  the  piston  in  feet  per  minute,  and  divided  by  4800 
(art.  154).  The  air  pump  should  be  1th  of  the  capacity  of  the  cylinder,  or  J the 
diameter,  and  1 the  length  of  the  stroke  of  the  cylinders  (art.  351),  and  the  con- 
denser should  be  of  the  same  capacity.  The  quantity  of  steam  will  be  found  by 
multiplying  the  area  of  the  cylinder  in  feet  by  the  velocity  in  feet,  with  an 
addition  of  Ath  for  cooling  and  waste ; and  this  divided  by  the  volume  of  the 
steam  corresponding  to  its  force  in  the  boiler  (art.  121.)  gives  the  quantity  of 
water  required  for  steam  per  minute,  from  whence  the  proportions  of  the  boiler 
may  be  determined  (see  Sect.  tit.  art.  224  and  227) : at  the  common  pressure  of 
2 lbs.  per  circular  inch  on  the  valve,  the  divisor  will  be  1497.  The  quantity  of 
injection  water  should  be  24  times  that  required  for  steam  (art.  284),  and  the 
diameter  of  the  injection  pipe  Ath  of  the  diameter  of  the  cylinder.  The  valves  in 
the  air  pump  bucket  should  be  as  large  as  they  can  be  made,  and  the  discharge 
and  foot  valves  not  less  than  the  same  area.  For  the  proportions  of  the  beams 
and  other  parts  for  strength,  see  Sect.  vii.  ; and  for  the  modes  of  regulation 
and  management,  see  Sect.  vm. 

416.  To  determine  the  power  of  a double  acting  engine. 

Let  the  force  of  the  steam  in  the  boiler  be  denoted  by 

Then,  besides  the  loss  from  uncondcnsed  steam,  there  is  loss, 

1.  By  tlte  force  producing  the  motion  of  the  steam  into 

the  cylinder,  (art.  154.)  ..... 

2.  By  the  cooling  in  the  cylinder,  (art.  157.)  and  pipes, 

(art.  148.) 

3.  By  the  friction  of  the  piston  and  loss,  (art.  474.) 

4.  By  the  force  necessary  to  expel  the  steam  through  the 

passages,  (art.  154.) 

5.  By  the  force  required  to  open  and  close  the  valves, 

raise  injection  water,  and  the  friction  of  the  axes 

6.  By  the  steam  being  cut  off  before  the  end  of  the  stroke 

7.  By  the  power  required  to  work  the  air  pump,  (art. 

354.) 

•368 


- 1-000 

•007 

•016 

•125 

•007 

•063 

•100 

•050 


1 See  note,  page  167. 
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The  force  of  the  steam  being  generally  35  inches  of  mercury  in  the  boiler,  the 
temperature  of  the  uncondensed  steam  1 20°,  and  its  force  3'7  inches ; hence, 
35  x -632  — 3-7  = 18 '42  inches,  or  7'1  lbs.  per  circular  inch,  for  the  mean 
effective  pressure  on  the  piston. 1 

417.  Rule.  Multiply  the  mean  effective  pressure  on  the  piston  hy  the 
square  of  its  diameter  in  inches,  and  that  product  by  the  velocity  in  feet  per 
minute,  the  result  will  be  the  effective  power  in  lbs.  raised  1 foot  high  per 
minute. 

To  find  the  horse  power,  divide  the  result  by  33000. 

Example.  The  diameter  of  the  cylinder  of  a double  engine  being  24  inches, 
the  length  of  the  stroke  5 feet,  the  number  of  strokes  per  minute  2 If,  and  the 
force  of  the  steam  in  the  boiler  35  inches  of  mercury,  or  5 inches  above  the 
pressure  of  the  atmosphere  ; required  its  power. 

The  velocity  is  2 x 5 x 215  = 215  feet  per  minute,  and  the  mean  effective 
pressure  on  the  piston  will  be  7-1  lbs.  per  circular  inch ; therefore  7*1  x 24“  x 215 
= 879264  lbs.  raised  1 foot  high  per  minute,  or 

87!®U  , 

20  (>4  horse  power. 

The  nominal  power  of  this  engine  would  be  only  20  horse  power  by  Boulton  and 
Watt’s  mode  of  calculation,  but  it  will  be  found  that  the  nominal  and  real  power 
nearly  agree  when  the  steam  acts  expansively  (art.  422). 

The  water  required  for  the  above  engine  (art.  4 15.)  will  be, 

1-1  x 2“  x^^78j4  x 215  _ ,jq  cu(,jc  fcct  p*,,.  mjnute,  or  30  cubic  feet  per  hour ; 

and  (art.  190.)  30  x 8'22  = 246'Glbs.  of  caking  coal,  or  = 9'25  lbs.  per  hour 
for  each  horse  power.  * 

When  an  engine  is  of  less  than  10  horse  power,  the  consumption  of  fuel  will  be 
greater  per  horse  power  about  in  the  ratio  given  in  art.  221. 

418.  This  engine  is  applicable  to  every  purpose  for  which  a stationary  engine 
is  adapted,  and  it  is  only  in  cases  where  water  is  procured  with  difficulty  that  it 
is  not  applied : it  has  also  lately  been  brought  into  use  as  a moving  agent  in 
steam  vessels.  (Sec  Sect,  x.)  When  the  steam  acts  expansively,  the  power  is 
obtained  with  a smaller  quantity  of  fuel,  and  to  save  fuel  is  a great  object  in 
every  application  of  steam  power. 


1 This  is  9-05  lbs.  per  square  inch. 

* Mr.  Watt  states  to  the  effect  that  8 7 lbs.  is  the  quantity  equivalent  to  1 horse  power,  but  no 
doubt  he  means  when  working  expansively.  Notes  on  Robison,  vol.  ii.  p.  145. 
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4 19.  Double  engine  acting  expansively.  The  motion  of  a double  engine  acting 
expansively  ought  to  be  equalized  by  a fly  or  some  other  method,  (see  Sect,  vnt.) 
otherwise  the  effect  cannot  be  perfectly  obtained.  To  determine  the  point  of  the 
stroke  at  which  the  steam  should  be  cut  off,  we  have  this  proportion  : 

As  the  whole  force  of  the  steam  in  the  boiler  is  to  1,  so  is  '368  times  that  force, 
(art.  416.)  added  to  the  resistance  of  the  uncondensed  steam,  to  the  part  of  the 
stroke  to  be  made  before  the  steam  be  cut  off. 

Thus,  if  the  force  in  the  boiler  be  35  inches  of  mercury,  and  the  resistance  of 
the  uncondensed  vapour  3*7  inches,  we  have 

35  : (35  x -308)  + 3*7  : : 1 : ’473  = ^ of  the  stroke. 

420.  To  find  the  mean  pressure  on  the  piston  of  an  expansive  engine,  the 
part  of  the  stroke  at  which  the  steam  is  cut  off  being  divide  2*3  times  the 

common  logarithm  of  n by  »,  and  multiply  the  quotient  by  the  whole  force  of  the 
steam  in  the  boiler  in  lbs.  per  circular  inch  ; the  result  will  be  the  mean  moving 
force  on  the  piston  per  circular  inch. 

Example.  Suppose  the  steam  to  be  cut  off  at  ~ of  the  stroke,  then  n = 2*1, 
and  the  logarithm  of  2'  1 is  *32222 ; 

consequently,  — g.'f  — = *354; 

and  as  the  pressure  corresponding  to  this  point  of  cutting  off  the  steam  is  35  inches, 
or  13*5  lbs.  per  circular  inch,  we  have  13*5  x *354  = 4*8  lbs.  per  circular  inch, 
the  mean  pressure. 

421.  The  velocity  should  be  found  by  art.  336  or  343.  and  the  quantity  of 
steam  will  be  -i-  part  of  that  required  when  the  engine  works  at  full  pressure ; 
therefore  the  water  for  steam,  the  fuel,  injection  water,  will  be  less  in  the  same 
proportion  in  regard  to  the  dimensions  of  the  cylinder ; but  the  passages,  pumps, 
boiler,  and  other  proportions  should  be  found  by  the  rules  in  art.  415.  in  order 
that  the  engine  may  work  either  at  full  pressure  or  expansively,  as  circumstances 
may  render  desirable. 

422.  Taking  the  dimensions  and  force  of  steam  of  the  engine  given  as  an 
example  in  art.  417.  its  power  as  an  expansive  engine  would  be  4*8  x 24s  x 215 
= 594432  lbs.  raised  1 foot  high  per  minute,  or 

594432  ]Q  , 

=18  horse  power. 
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At  the  full  pressure,  the  fuel  was  24G-6  lbs. ; in  this  case  it  is  j = 117  lbs.1 
117 

hence  -jg-  “ 6’5  lbs.  per  horse  power ; the  advantage  is  therefore  as  G'5  : 9‘2,  or 

as  10  : 14.  ‘ For  small  engines  this  quantity  requires  to  be  increased  in  the  ratio 
given  in  the  table,  art.  221. 

423.  The  mode  of  cutting  off  the  steam  by  giving  two  movements  to  the  slide 
during  the  stroke  is  shown  in  Plate  v. : Fig.  2.  shows  the  position  of  the  slide 
when  the  piston  is  descending  and  the  steam  cut  off,  with  the  passage  D to  the 
condenser  still  open.  Slides  have  the  defect  of  requiring  a separate  passage  to 
introduce  the  steam  to  expel  the  air  from  the  engine  at  the  time  of  starting,  techni- 
cally called  “ blowing  through but  in  other  respects  they  seem  to  afford  the 
most  simple  and  durable  means  of  opening  and  closing  the  passages. 


Combined  Cylinder  Engines. 

424.  In  Homblower’s  engine  w ith  two  cylinders  the  steam  acts  at  full  pressure 
in  the  one,  and  expansively  in  the  other : as  a single  engine  it  is  decidedly  inferior 
to  Boulton  and  Watt’s  construction  in  every  respect,  except  that  of  the  moving 
force  being  more  nearly  uniform,  for  there  is  the  additional  friction  of  the  small 
piston  ; and  it  is  a singular  fact,  that  a single  engine  of  this  kind  is  more  complex 
than  a double  one.  As  mine  engines  they  appear  to  be  nearly  abandoned,  and 
therefore  it  is  not  necessary  to  occupy  space  in  describing  a species  which  will  be 
sufficiently  understood  by  imagining  two  single  engines  acting  on  one  beam,  the 
one  of  which  works  at  full  pressure,  and  the  steam  which  propels  it  acts  expan- 
sively in  the  other  cylinder  during  the  next  stroke.  In  both  cylinders  the  steam 
has  to  change  from  the  upper  to  the  lower  sides  of  the  piston  during  the  ascent. 
The  ratio  of  the  sire  of  the  expansion  cylinder  to  the  other  should  be  determined 
by  the  same  rule  as  for  double  engines  of  this  kind  (art.  426),  and  in  other 
respects  the  proportions  should  be  as  for  single  engines. 

425.  The  double  engine  with  combined  cylinders.  This  engine  will  be  under- 
stood most  easily  with  a simple  mode  of  letting  on  and  off  the  steam.  Let  C be 
the  small  cylinder,  Plate  vi.  Fig.  3.  and  D the  large  one,  and  S the  place  where 
the  steam  enters  the  pipes.  The  steam  enters  the  small  cylinder  at  a when  the 
piston  descends,  and  the  portion  below  its  piston  passes  through  b,  and  rising  in  the 


1 This  is  the  same  as  raising  27,000,000  lba.  1 foot  high  by  1 bushel  of  coals. 
f If  we  take  the  mean  between  0*5  and  9*2  or  7-85,  it  is  what  we  may  expect  to  be  the  ordinary 
consumption  of  an  engine  with  a variable  resistance,  when  of  the  best  kind. 
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passage  c,  enters  the  large  cylinder  at  d,  while  the  steam  passes  to  the  condenser 
through  e.  When  the  motion  is  reversed  by  the  slide  being  moved  till  the  parts 
are  on  the  other  side  of  the  passages,  then  similar  motions  take  place  in  the  reverse 
directions,  and  the  vapour  passes  through  f down  a pipe  to  the  condenser.  Thus 
the  whole  apparatus  is  reduced  to  a slide  box,  the  rod  of  which  has  only  one 
motion  for  each  stroke ; and  though  it  is  here  shown  between  the  cylinders  for 
convenience,  it  may  be  placed  in  the  angle  they  form  when  close  to  each  other. 

426.  The  proportions  of  combined  engines.  The  smaller  cylinder  should  have 
the  same  proportions  as  for  a non-condensing  engine  working  with  steam  of  the 
same  force,  (art.  366.)  and  the  loss  of  force  must  be  the  same,  that  is  O' 4 of  the 
force  of  the  steam  in  the  boiler. 

The  loss  of  force  at  the  piston  of  the  large  cylinder,  when  its  power  is  1 will  be, 

1.  By  the  cooling  in  the  cylinder  and  pipes  ....  016 

2.  By  the  friction  of  the  piston  ......  -125 

3.  By  the  force  necessary  to  expel  the  steam  through  the  passages  '007 

4.  By  the  power  required  to  work  the  air  pump  ...  -0.00 

•198 

Consequently,  -6  * '198  = T188  = the  portion  of  the  whole  power,  which  added  to 
the  loss  in  the  small  cylinder,  the  total  loss  is  '1188  '4  = -5188,  or  '52  nearly. 

Hence,  if  f denote  the  whole  force  of  the  steam  in  the  boiler,  3'7  the  resistance  of 
the  uncondensed  steam,  and  n the  times  the  capacity  of  the  large  cylinder  is  to 
exceed  the  small  one,  we  have 

. - * 

~ ISTT  ir? ' 

If  for  example  the  force  of  the  steam  in  the  boiler  be  120  inches  of  mercury,  then 

, 199  m.  1-82  • 

(•52  x 120)  + 3-7 

that  is,  the  large  cylinder  should  be  T82  times  the  capacity  of  the  small  one  ; if  it 
be  larger,  a loss  of  effect  must  necessarily  ensue. 

427.  The  power  of  a combined  cylinder  engine  is  easily  ascertained  from 
the  investigation,  art.  382.  by  substituting  the  proper  constant  numbers.  The 
resulting  rule  for  the  mean  pressure,  supposing  it  to  be  collected  on  the  surface  of 
the  small  piston,  is  2'3  times  the  common  logarithm  of  the  number  of  times  the 
large  cylinder  is  greater  than  the  smaller  one,  multiplied  by  the  force  of  the  steam 
in  the  boiler  on  a circular  inch.  Thus  if  the  force  be  120  inches  of  mercury,  then 
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the  capacity  of  the  large  cylinder  should  he  1-82  times  the  small  one;  therefore 
"2'3  x log.  1-82  = '575  : and  as  each  inch  of  mercury  is  equivalent  to  '385  lbs.  on 
a circular  inch,  120  x -385  = 46-2  lbs.,  and  40  2 x -575  = 26-56  lbs.  on  a circular 
inch,  for  the  mean  pressure  collected  at  the  small  piston. 

428.  Rule.  The  mean  pressure  being  found  as  above,  let  it  be  multiplied  by 
the  square  of  the  diameter  of  the  small  cylinder  in  inches,  and  by  the  velocity  of 
the  small  piston  in  feet  per  minute,  the  result  will  be  the  power  in  lbs.  raised  1 
foot  per  minute. 

Divide  by  33000  for  the  horse  power. 

Example.  If  the  force  of  the  steam  be  120  inches  of  mercury,  the  diameter  of 
the  small  cylinder  1 1 inches,  and  the  velocity  of  its  piston  160  feet  per  minute, 
then  the  mean  pressure  is  26'56  lbs. ; and  26-56  x ] 1*  x 160  “ 514200  lbs.  raised 
1 foot  per  minute,  or 

514200  , 

aaouo  = - horsepower. 

429.  The  quantity  of  steam  required  per  minute  will  be  equal  to  the  area  of 
the  small  cylinder  in  feet  multiplied  by  the  velocity  ; and  the  quantity  of  water 
will  be  found  by  dividing  by  the  volume  which  the  steam  from  a cubic  foot  of 
water  occupies,  when  of  the  force  it  is  in  the  boiler,  allowing  one-tenth  for  waste. 
In  the  above  example  it  is, 

-j'-'j— — ~ "242  cubic  feet  of  water  per  minute,  or  14  52  per  hour. 

The  fuel  will  therefore  be  14-52  x 8"22  = 1 19-35  lbs.  of  caking  coal  per  hour,  or 
1 ' n j*'  = ~ *7  lbs.  of  coal  per  hour  for  each  horse  power. 

Comparing  this  with  art.  422.  we  find  there  is  no  advantage  in  using  two 
cylinders  as  regards  economy  of  fuel. 

430.  The  effects  that  may  be  obtained  by  engines  of  different  species  have 
now  been  reduced  for  the  first  time  to  definite  measures,  and  their  proportions 
referred  to  scientific  principles.  I have  in  these  two  sections  endeavoured  to  render 
assistance  to  the  practical  engineer  in  as  condensed  and  easy  a form  as  possible,  and 
yet  with  the  minute  circumstances  in  detail  which  are  susceptible  of  variation  by 
improvement  in  action  or  construction.  He  will  see  that  the  sum  of  the  particulars 
must  be  near  the  truth,  and  the  circumstances  which  increase  or  diminish  any  one 
of  them  must  be  apparent,  or  easily  known  by  a reference  to  the  article  where  it  is 
investigated  ; and  if  he  will  be  careful  to  distinguish  actual  practice  from  preten- 
sion, he  will  find  that  science  and  practice  go  hand  in  hand,  the  one  supporting  the 
conclusions  of  the  other.  It  is  an  undeniable  proposition,  that  the  ultimate  bearing 

2 c 
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of  practice  is  towards  that  which  is  most  economically  adapted  for  its  object ; and 
the  proper  use  of  science  is  to  assist  in  arriving  at  right  conclusions  with  the  least 
expense  in  trials : but  at  the  same  time  that  economy  of  power  is  considered,  1 
think  appropriate  forms,  good  proportions,  and  excellent  workmanship  should  he 
attended  to  in  all  machinery  ; and  in  many  instances  it  is  desirable  that  they  should 
be  beautiful,  for  a beautiful  machine  will  be  so  attended  to  as  to  produce  economy 
where  an  inferior  one  would  perish  by  neglect. 
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431.  The  steam  engine  has  hitherto  been  studied  as  a whole  ; but  in  order  to 
become  more  perfectly  acquainted  with  its  nature,  we  must  dissect  it,  and  studv  it 
in  parts.  This  forms  the  object  of  the  present  section.  Some  of  these  parts  have 
to  be  considered  only  as  far  as  strength  is  concerned,  as  beams,  shafts,  cross-heads, 
icc. ; others  in  respect  to  the  motions  they  are  to  produce,  as  the  parallel  motion, 
the  eccentric  motion,  &c. ; others  depend  on  the  combination  of  moveable  parts 
with  accuracy  of  workmanship,  as  pistons,  valves,  &c.  besides  the  modes  of  con- 
structing joints,  &c.  According  to  the  dependence  of  these  parts  on  one  another,  it. 
seems  desirable  to  treat  them  in  the  order  of  valves,  pistons,  stuffing  boxes,  hand 
gear,  piston  guides,  parallel  motion,  strength  of  parts,  (as  beams,  cranks,  wheel- 
arms,  gudgeons,  and  teeth  of  wheels,  — cross-heads  and  frames,  — shafts  and 
journals, — piston  rods,  connecting  rods,  and  parallel  motion  rods, — cylinders,  pipes, 
and  boilers,)  and  joining  pipes. 


Op  Cocks  and  Valves. 

432.  Under  the  head  “ Cocks  and  Valves”  may  he  included  all  those  methods 
which  may  be  found  useful  for  opening  and  closing  passages  for  steam.  It  is  of 
some  advantage,  in  discussing  their  respective  merits,  to  class  them  ; and  the  most 
simple  method  of  doing  this  seems  to  be  by  the  motion  which  opens  them. 
In  this  way,  our  arrangement  will  be  as  follows: — 
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Reciprocating  1 


Rising 


Sliding 


Valve#  < 


Common. 

Homblower's. 


{ 


Flat 

Cylindrical. 


I 


Bramah's. 

Murray’s. 

Murdoch’s. 


^ Rotary 


On  i 


Throttle  valves. 
Bettancourt’s. 


f Common. 

< Conical,  or  cocks  Four- passaged. 

I Bramah’s. 


Plato  or  flat 


{ 


Regulator. 


433.  The  office  of  a valve  or  cock  being  to  open  or  to  close  a passage  in  the 
most  perfect  manner,  and  either  instantly  or  progressively,  as  may  be  proper  for 
the  object  in  view,  it  is  evident  that  those  which  offer  the  least  obstruction  to  the 
passage,  and  arc  opened  with  the  least  force,  are  the  best.  Hence  the  convenience 
of  considering  them  in  succession  in  this  place,  and  referring  them  to  their 
respective  uses. 

434.  All  the  species  of  valves  become  more  difficult  to  manage  in  proportion 
as  the  apertures  become  larger.  The  area  of  the  passage  when  open  should  be 
rather  more  than  equivalent  to  that  of  the  narrowest  part  of  the  pipe,  and  by 
comparing  these  areas  the  proportions  of  the  valve  taxes  or  apertures  will  he 
easily  found  for  each  species. 

435.  When  valves,  cocks,  or  sliders  are  to  be  moved  to  admit  steam  to  a 
steam  engine,  the  motion  should  be  as  quick  as  circumstances  will  permit,  so  that 
the  passages  may  be  wholly  opened  or  wholly  closed  at  the  proper  time  with  the 
least  delay  ; for  it  may  be  easily  shown  that  a considerable  loss  of  effect  arises  from 
valves  opening  or  shutting  with  a slow  motion. 


Rising  Valves. 

436.  The  common  clack  valve  is  one  of  the  most  simple : in  its  common  form 
it  is  a plate  of  leather  a little  larger  than  the  valve  aperture  with  a part  of  it  fixed 
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in  the  joint  as  a hinge.  The  leather  is  strengthened  by  a metal  plate  on  each  side, 
the  lower  one  less,  and  the  upper  one  larger  than  the  valve  aperture.  It  must 
open  to  an  angle  of  about  30”,  to  allow  a free  passage  equal  to  its  aperture,  and  the 
box  should  be  one  and  a half  times  the  diameter  of  the  valve  aperture. 

Its  chief  application  in  the  steam  engine  is  for  the  valve  between  the  condenser 
and  air  pump,  called  the  foot  valve,  and  for  the  blow  valve  ; but  on  account  of  the 
heat  of  the  water,  it  is  necessary  to  use  metal  instead  of  leather,  and  to  grind  the 
parts  to  fit. 

The  foot  valve  G,  Fig.  1 and  Fig.  4.  Plate  v.  is  sometimes  suspended  by  a 
hinge  joint  to  the  upper  side  of  the  passage,  and  falls  against  an  inclined  seat,  the 
inclination  being  as  much  as  to  cause  the  weight  of  the  valve  to  close  it,  and  not 
more. 

437.  A nocnLE  clack  valve  consists  of  two  semicircular  valves,  and  is  used 
for  pump  buckets : the  construction  of  this  is  similar  to  the  single  clack  valve,  and 
the  valves  must  rise  to  the  same  angle.  They  have  the  advantage  of  being  more 
convenient  than  single  ones  for  large  pistons.  The  air  pump  bucket  in  a steam 
engine  is  furnished  with  metal  vnlvcs  of  this  species.  See  Plate  v.  p.  Figs.  1 and  4. 

To  afford  a greater  quantity  of  passage  with  less  resistance  to  open  the  valves,  a 
kind  of  pyramidical  valve,  consisting  of  four  triangular  pieces,  is  sometimes  used  ; 
but  the  construction  is  complex,  and  without  corresponding  advantages. 

438.  A flat  metal  plate  has  frequently  been  recommended  for  a valve,  par- 
ticularly for  a safety  valve : it  requires  a guide  sufficient  to  keep  it  in  its  proper 
scat ; which  may  be  most  effectively  done  by  a spindle  sliding  in  holes  in  cross 
bars,  above  and  below  the  valve.  The  diameter  of  the  box  should  be  to  that  of  the 
valve  as  3:2;  and  the  parts  should  be  ground  together  with  emery,  till  they  fit 
steam-tight.  Its  advantage  as  a safety  valve  is  supposed  to  consist  in  its  being  less 
liable  to  stick  fast,  and  with  this  opinion  1 perfectly  agree : in  other  respects  it. 
differs  little  from  the  conical  valve. 

43!).  The  conical  steam  valve  is  a plate  of  metal,  with  its  edge  bevelled  to  fit 
into  a conical  seat : it  is  sometimes  called  a puppet  or  T-valve.  The  steam  valves 
of  Watt's  engines  were  at  first,  made  of  this  kind.  In  this  valve  the  diameter  of  the 
box  should  be  to  the  greater  diameter  of  the  valve  as  3 : 2 ; and  it  should  rise  not 
less  than  one-fourth  of  its  greatest  diameter  when  quite  open  ; but  both  these  pro- 
portions must  be  increased  if  the  valve  be  out  of  the  centre  of  the  box.  These 
valves  and  seats  are  often  made  of  brass ; but  gun  metal  is  better,  the  plate  and 
the  scat  for  it  being  of  the  same  metal.  They  are  turned  to  fit  as  nearly  as 
possible  ; and  afterwards  the  one  is  ground  into  the  other  with  fine  emery  powder, 
till  it  accurately  fits  the  seat. 

The  best  angle  for  the  valve  to  fit  in  its  seat  is  45”,  for  the  pressure  is  ba- 
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lanced  by  the  reaction  of  the  sides.  With  less  taper  the  valve  has  a tendency  to 
set  fast : with  greater  it  occupies  more  space.  When  the  conical  valve  exceeds  five 
or  6ix  inches  in  diameter,  it  requires  great  power  to  open  it  against  the  pressure  of 
the  steam,  and  is  therefore  inconvenient.  Mr.  Watt  applied  a piston  to  the  stem 
of  the  valve,  fitted  to  a cylinder  of  the  same  diameter  as  the  valve,  on  the  opposite 
side  of  the  passage ; and  the  steam  acting  on  the  valve  and  piston  equally,  the 
difficulty  of  raising  it  was  much  reduced. 

When  the  valve  is  to  be  self-acting,  that  is,  to  move  as  soon  as  its  narrower 
surface  is  exposed  to  a given  pressure,  then  the  weight  of  the  valve  must  be  equal 
to  the  square  of  the  diameter  multiplied  by  the  pressure  in  lbs.  on  a circular  inch. 

440.  A valve  is  sometimes  made  with  the  seat  a portion  of  a sphere,  and  the 
valve  either  a portion  or  a complete  sphere  to  fit  it.  This  species,  under  the  name 
of  a cup  valve,  has  been  strongly  recommended  for  safety  valves ; and  by  suspend- 
ing the  weight  below  the  valve,  it  is  expected  in  a steam  vessel  to  be  constantly  in 
motion,  so  as  to  prevent  sticking.  See  U,  Plate  xvti.  Fig.  1.  In  other  respects 
the  cup  valve  seems  to  be  inferior  to  the  conical  valve. 

441.  Hornblower’s  valve.  A common  valve  must  often  have  to  be  opened 
against  a pressure  depending  on  its  surface : to  avoid  this,  a valve  on  a different 
principle  was  invented  by  Homblower.  This  valve.  Fig.  4.  Plate  vi.  is  inclosed  in 
a box,  and  consists  of  a short  cylinder  resting  on  two  conical  scats,  one  on  the  ex- 
terior of  the  cylinder,  and  the  other  an  interior  seat  at  the  bottom  of  it.  The  valve 
is  raised  or  depressed  by  the  usual  methods  applied  to  the  cross  bar  at  the  top,  and 
it  is  guided  by  the  rod  which  slides  in  a socket  in  the  lower  scat.  If  there  be 
strong  steam  on  the  upper  side  of  the  valve,  and  light  vapour  below,  the  pressure 
tending  to  keep  the  valve  close  is  exerted  only  on  the  horizontal  areas  of  the  two 
scats,  instead  of  being  distributed  over  the  whole  surface  of  the  valve.' 

This  reduction  of  pressing  surface  is  obviously  considerable  in  large  valves.  The 
principal  passage  for  the  steam  is  very  direct ; and  at  the  lower  seat,  the  steam  in 
its  passage  going  chiefly  down  through  the  body  of  the  valve,  it  is  interrupted  only 
by  the  cross  bar  at  the  top. 

442.  Improved  form  for  IIorkblower's  valve.  The  obvious  difficulty  of  the 
valve  is  to  make  it  fit  steam-tight  on  two  seats  ; but  if  we  make  the  outside  of  the 
cylinder  to  slide  in  a stuffing  box,  or  in  an  elastic  packing  of  metal  (sec  V,  Fig.  I. 
Plate  vi.)  that  difficulty  is  removed,  and  the  largest  valves  may  be  made  with  no 
other  resistance  to  being  opened,  than  the  pressure  on  the  scat,  and  the  friction 
of  the  surface  of  the  cylinder.  It  is  simply  the  common  conical  valve  inverted. 


1 Professor  Robison  saw  the  theoretical  advantages  of  this  construction : hut  why  has  the  account 
he  gave  of  it  been  oiniuod  in  the  reprint  of  his  works  ? 
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and  that  which  formed  the  seat  in  the  common  valve  moves  instead  of  the  plate, 
and  should  obviously  slide  in  a steam-tight  case. 

Sliding  Valves. 

443.  The  sluice  is  the  oldest  form  of  this  valve,  but  its  advantages  for  any 
other  than  rough  work  in  wood  do  not  appear  to  have  been  understood : indeed 
it  was  not  to  be  expected  that  metallic  surfaces  would  slide  on  each  other  so  closely 
as  to  be  tight  and  durable,  unless  very  truly  worked  and  of  a hard  metal. 

Mr.  Watt  endeavoured  to  employ  them  at  first,  but  did  not  succeed,  and  it  was 
not  till  about  thirty  years  ago,  when  more  accurate  methods  of  workmanship  were 
introduced,  that  the  slide  valve  appeared. 

444.  Bramam’8  slide  valve.  This  slide  valve  is  extensively  used  for  pipes 
of  water  works,  breweries,  gas  works,  and  various  other  purposes,  and  is  ex- 
ceedingly well  adapted  for  steam  passages.  It  consists  of  a l»ox  with  a slider  at 
right  angles  to  the  passage,  moved  by  a rod  passing  through  a stuffing  box. 

The  slider  is  ground  to  fit  accurately  against  the  circumference  of  the  passage 
with  one  surface,  and  is  held  close  by  a spring;  it  is  moved  by  a handle  for  small 
apertures,  and  for  larger  ones  by  a rack  and  pinion. 

445.  The  first  idea  of  employing  slides  for  more  than  one  aperture  appears 
to  have  been  to  the  air  pump  by  Lavoisier  or  some  of  his  associates,  on  which 
Dr.  Robison  has  remarked,  that  a sliding  plate  performs  the  office  of  four  cocks 
in  a very  beautiful  and  simple  manner ; he  adds,  however,  “ that  the  best  workmen 
in  London  thought  they  would  be  difficult  to  execute.”  The  same  principle  was 
applied  to  the  steam  engine  by  Murray  in  1799,  a sliding  box  answering  the 
purpose  of  opening  and  closing  four  steam  passages,  to  use  Dr.  Robison’s  words, 
“ in  a beautiful  and  simple  manner.”1 

446.  Murray’s  slide.  The  apertures  all  terminate  in  a steam-tight  case, 
and  within  this  a smaller  box  slides  up  and  down,  so  as  alternately  to  open  and 
close  the  passages.  A section  of  it  is  show’n  in  Plate  vt.  Fig.  o.  The  sliding  part 
is  moved  by  the  rod  o passing  through  a stuffing  box.  The  steam  from  the  boiler 
enters  at  S,  and,  when  the  slide  is  down,  passes  through  a to  the  top  of  the 
cylinder,  while  the  passage  b c from  the  bottom  of  the  cylinder  to  the  condenser 
is  open  through  the  interior  of  the  slide ; in  like  manner  when  the  slide  is  up, 
the  passage  b for  the  steam  to  the  bottom  of  the  cylinder  is  open,  and  the  passage 
a c from  the  top  to  the  condenser  is  open. 

A small  reciprocating  motion  is  obviously  sufficient  for  the  motion  of  the  slide  ; 

1 Art.  Pneumatics.  Robison's  Mech.  Phil. 


Digitized  by  Google 


20S 


OF  THE  PARTS  OF 


[SECT.  Til. 


its  friction  from  the  pressure  of  the  steam  against  the  box  is  considerable  ; but  in 
order  to  reduce  it,  the  rubbing  surfaces  should  not  be  too  small,  and  the  harder 
they  are  the  better : for  steam  boats,  gun  metal  is  used ; but  where  salt  water  is 
not  to  be  employed,  the  sliding  parts  which  apply  together  may  be  made  of  steel, 
and  hardened  ; they  then  act  and  wear  extremely  well. 

447.  Murdoch’s  slides.  In  slides  formed  in  the  preceding  manner  there 
is  a loss  of  steam,  in  consequence  of  the  apertures  being  opened  and  closed  at  some 
distance  from  the  places  where  the  steam  immediately  enters  the  cylinder.  This 
has  been  avoided  in  Messrs.  Boulton  and  Watt's  engines,  where  they  have  used 
similar  slides  invented  by  Murdoch,  in  which  the  strong  steam  is  in  the  place 
assigned  by  Murray  to  the  weak  ; and  in  engines  with  a long  stroke,  they  make 
the  two  sliders  separate,  and  move  them  by  a rod  of  communication ; because  it 
would  be  more  difficult  to  fit  a long  slide,  so  that  there  would  be  a certainty  of 
its  rubbing  surfaces  being  in  complete  contact,  as  the  least  deviation  of  these 
sliders,  whether  at  the  top  or  bottom  of  the  cylinder,  would  cause  a considerable 
leakage.  Maudslay  also,  in  his  later  boat  engines,  has  adopted  the  same  arrange- 
ment of  slides  as  Boulton  and  Watt.  See  Fig.  2.  Plate  tv.1 

448.  Slides  are  getting  into  considerable  repute  for  many  purposes,  and  even 
in  appearance  the  intricacy  of  a double  engine  is  much  diminished  by  using  them. 
The  contrivance  of  the  slide  to  shut  off  the  steam  at  any  portion  of  the  stroke, 
is  a point  of  some  importance.  Mr.  Millington  justly  esteems  the  want  of  the 
power  to  do  so  a defect,  and  says  it  is  common  to  the  slide  and  four-passaged  cocks  ;* 
but  this  objection  may  be  removed  in  both  cases  by  increasing  the  quantity  of 
motion  of  the  sliding  surfaces  one-half.  For  this  purpose  the  slide  should  be  the 
depth  of  the  aperture  shorter  than  will  cover  both  the  apertures  to  the  cylinder, 
(see  Figs.  1,  2,  and  3.  Plate  v.)  and  it  should  be  moved  twice  during  the  stroke 
by  an  adjustable  tappet : the  first  motion  shuts  off  the  steam,  as  in  Fig.  2 ; the 
second  opens  the  passage  to  the  condenser,  and  admits  the  steam  at  the  other  end. 
In  this  case  let  F and  D represent  the  passages  to  the  cylinder,  S the  place  where 
t he  steam  enters,  and  E the  passage  to  the  condenser.  Suppose  the  steam  to  have 
been  admitted  to  the  upper  part  of  the  cylinder  by  the  passage  F,  Fig.  1.  and  the 
slide  to  have  been  moved  its  first  motion  in  Fig  2.  so  as  to  cover  F,  and  still  leave 
D open  to  the  condenser ; then,  at  the  next  movement,  Fig.  3.  the  slide  will  be 
at  the  bottom  and  admit  steam  at  D,  and  F will  be  open  to  the  condenser.  The 
steam  should  encircle  the  pipe  E ; it  then  docs  not  increase  the  friction  materially 
by  its  pressure. 

1 Messrs.  Maudslay  and  Co.,  in  the  first  instance,  used  a four-way  cock. 

* Epitome  of  Natural  Philosophy,  p.  313. 
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449.  The  chief  object  of  attention  in  setting  out  a slide,  is  to  shorten  its 
motion  as  much  as  possible,  so  as  not  to  reduce  the  area  of  the  passages.  The 
area  of  the  rubbing  surface  can  scarcely  be  estimated  at  1ms  than  8 times  that  of 
the  passages,  which  will  be  about  slsth  of  the  area  of  the  cylinder,  (art.  154.)  hence 
Aths  = the  pressure ; and  taking  the  maximum  pressure  to  be  double  the  mean 
pressure,  and  the  friction  being  sup]>osed  ith  of  the  pressure,  it  will  be  Aths  of  the 
moving  force,  and  it  will  be,  in  a short  cylinder  in  action,  about  1th  of  the  length 
of  the  stroke ; whence  the  los9  amounts  to  about  And  part  of  the  power  of  the 
engine.  In  long  cylinders  the  ratio  will  be  less. 

450.  The  cylindrical  slide  of  metal,  like  a piston  in  a tube,  was  applied  by 
Edelcrantz  to  the  safety  valve,  but  such  a slide  would  obviously  either  be  subject 
to  stick  fast,  or  allow  steam  to  escape,  as  it  would  bear  neither  wear  nor  corrosion. 
Woolf  s slide  for  regulating  the  quantity  of  steam  passing  an  aperture  is  of  the 
same  kind,  and  seems  to  have  no  useful  application  whatever.1  The  attempt  has 
been  made  to  apply  the  metallic  piston  as  a slide,  and  there  is  no  doubt  that  it 
may  be  used  both  for  that  purpose  and  for  the  back  of  a flat  slide : the  object 
must  be  to  construct  it  so  as  to  be  tight,  and  wear  equally  when  applied  to  a 
cylinder.  The  advantages  of  such  a slide  1 have  endeavoured  to  show  in  Plates  iv. 
and  vi.* 

The  Box  Slide,  now  much  in  use,  is  shown  in  Plate  v.  Fig.  6. 

451.  Seaw  ard’s  slides.  A great  improvement  has  been  recently  made  in 
the  construction  and  application  of  slides,  by  Mr.  Samuel  Seaward,  who  took  out 
a patent  iu  1835.  On  each  of  the  nosles,  or  passages  to  the  cylinder,  and  within 
the  steam  pipe,  is  attached  a smooth  face  of  cast  iron  or  other  metal,  having  the 
smooth  part  standing  from  the  cylinder.  Upon  these  faces  two  flat  slide  valves 
or  shutters  are  caused  to  move  either  conjointly  or  separately,  by  means  of  stalks 
or  spills,  each  being  furnished  with  a knuckle-joint  at  its  upper  or  lower  end, 
where  it  is  attached  to  the  stalk  so  freely,  as  to  easily  move  from  off  the  face, 
independent  of  the  spill  or  stalk.  These  slide-valves  or  shutters  will  effectually 
prevent  the  steam  from  entering  the  cylinder,  since  the  pressure  of  the  steam  from 
the  boiler  will  keep  them  close  to  the  faces  upon  which  they  move.  For  the  exit 

1 Philosophical  Magazine,  vol.  xvii.  p.  lfM. 

a In  Fig.  4.  Plate  iv.  I have  shown  a mode  ol  construction  for  the  piston  slide,  which  would 
possess  some  advantages.  A ring,  cylindrical  on  the  outside  and  conical  in  the  inside,  may  be 
cut  into  two  or  more  parts,  with  lap  joints,  and  these  parts  may  be  expanded  by  the  pressure  of 
tho  steam  on  a conical  part  made  to  fit  the  interior  of  the  ring ; on  the  opposite  side  there  should 
he  a plate  ground  to  lit  the  surface  of  tho  ring,  and  between  this  plate  and  die  bottom  of  the  cone 
an  elastic  packing  of  hemp  should  be  inserted,  and  tho  whole  held  together  by  nuts  upon  tho 
piston  rod.  The  steam  apertures  should  be  divided  so  that  no  single  aperture  should  exceed  one- 
eighth  of  the  circumference. 

2 D 
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of  the  steam  from  the  cylinder  two  similar  slide-valves  move  on  faces 
attached  to  the  eduction  pipe,  and  may  also  be  moved  conjointly  or  separately : 
hut  it  is  not  always  necessary  that  there  should  be  two  distinct  slides  and  faces 
within  the  induction  pipe ; in  small  double  action  engines  the  two  steam 
passages  may  be  brought  so  close,  that  one  steam  slide  working  over  both  apertures 
will  answer  the  purpose.  By  this  arrangement,  each  slide  is  pressed  against  the 
face  on  which  it  moves,  by  the  simple  pressure  of  the  steam,  and  thus  any  water 
that  may  accumulate  within  the  cylinder  is  driven  back  to  the  steam  pipe,  the 
valves  being  lifted  off  their  faces  by  its  pressure.  The  eduction  and  steam-slides 
being  entirely  distinct  from  each  other,  although  set  in  motion  by  one  eccentric, 
and  one  set  of  hand-gear,  may  he  adjusted  to  expand  the  steam  through  anv 
portion  of  the  stroke,  which  is  important  when  high  pressure  steam  is  employed. 
Amongst  other  advantages  of  these  valves  may  be  mentioned,  simplicity  of  action 
and  management,  no  trouble  of  packing  and  adjustment,  and  yet  perfectly  tight 
with  the  least  possible  friction ; also  they  arc  so  constructed  that  each  slide-valve 
aud  face  may  be  easily  detached  without  affecting  any  one  of  the  other  principal 
valves  and  faces.  1 

The  engines  of  the  following  steam  vessels  are  fitted  with  Seaward's  patent 
slide-valves,  viz. 


The  Volcano 
Megtera 
Naslednik 
Vivid 

Water  Witch 

Emerald 

Duchess  of  Kent 

Ruby 

Gem 

Topaz 

City  of  Kingston 
Paris 


150  horse 
150  - 
150  - 
100  - 
190  - 
140  - 
130  - 
100  • 

80  - 
70  - 
100  - 


power  l 

_ > Government  Packets. 

- - Russian  Packet. 

_ | Hull  Packets, 

_ | Ramsgate  and  Boulogne  Packets. 

Gravesend  Packets. 

- - Jamaica  Packet. 
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Havre  and  Hamburgh  Packet. 


Rotary  Valves. 

452.  Axis  valves  arc  the  most  simple  of  the  valves  moved  by  rotary  motion. 
A valve  of  this  kind  consists  of  a plate  of  metal  fixed  on  an  axis  in  the  passage ; 
the  axis  crosses  the  centre  of  the  plate,  and  is  made  to  pass  through  an  air-tight 
aperture  to  the  outside : they  are  extremely  useful  where  perfect  tightness  is  not 
required,  as  in  the  throttle  valve,  for  dampers  and  the  like.  Belidor  applied  an 
axis  valve  to  pump  work,  by  putting  the  axis  a little  to  one  side  of  the  centre ; 

1 For  further  description,  nee  the  Appendix. 
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it  then,  however,  becomes  so  very  difficult  to  fit,  that  its  use  has  not  been  con- 
tinued ; and  this  difficulty  must  always  exist  in  a valve  with  two  seats,  otherwise 
it  is  easy  to  simplify  Belidor’s  valve. 1 

A spectls  of  slide  to  revolve  on  an  axis  was  designed  by  Bettancourt  for  a double 
engine : such  a slide  would  not,  however,  keep  in  order  for  any  length  of  time, 
and  docs  not  appear  to  have  been  used.  * 

453.  Cocks  are  so  well  known  as  to  need  no  description  ; and  on  a small 
scale  they  are  certainly  the  best  adapted  for  opening  and  closing  pipes  of  any 
thing  that  has  yet  been  proposed.  They  do  not  answer  so  well  when  they  are  in 
constant  action ; but  even  then  it  is  doubtful  whether  or  not  they  are  inferior  to 
other  methods,  and  much  depends  on  their  being  properly  constructed.  For  a 
single  or  common  cock  the  plug  should  be  nearly  cylindrical  where  it  has  to  be 
expaeed  to  much  pressure.  The  common  reduction  of  the  diameter  is  about  one- 
sixth  of  the  length. 

454.  For  various  purposes  a donblc  passage  cock  is  useful,  and  in  some  cases 
one  with  a triple  passage  may  be  required ; but  the  one  most  commonly  applied 
to  the  steam  passages  of  steam  engines  is  of  the  kind  called  the  four-way  cock, 
and  is  in  fact  a rotary  slide.  Of  these  we  have  to  consider  two  kinds:  the  common 
one,  the  application  of  which  was  suggested  by  Leupold,  art.  12.  and  applied  bv 
Trevithick ; and  Bramah’s  improved  one. 

455.  A four-way  cock,  by  its  motion  round  its  axis,  opens  a communication 
alternately  from  the  boiler  and  condenser,  to  the  top  and  bottom  of  the  cylinder 
of  a steam  engine ; Fig.  1.  Plate  tv.  The  simplicity  of  its  action  in  some  degree 
compensates  for  its  friction,  but  there  is  the  disadvantage  of  part  of  the  steam 
being  lost  in  the  pipes  at  each  stroke.  Its  form  should  be  nearly  cylindrical, 
otherwise  its  friction  and  tendency  to  wear  unequally  will  be  increased.  When 
it  is  ground  to  fit  truly,  the  pressure  of  the  steam  tends  to  keep  the  surfaces  in 
contact,  and  to  wear  the  cavity  into  an  elliptical  shape;  hence  it  is  soon  necessary 
to  grind  it  to  fit  again. 

456.  The  cock  applied  in  this  manner  does  not  admit  of  the  steam  being  cut 
off  at  any  portion  of  the  stroke  without  the  use  of  other  valves ; but  bv  dividing 
the  Bpaces,  so  that  the  solid  part  on  each  side  of  the  aperture  by  which  the  steam 
passes  to  the  condenser  is  double  the  aperture,  the  cock  may  be  moved  at  twice, 
so  as  to  cut  off  the  steam  at  the  first  movement,  and  leave  the  passage  to  the 
condenser  open  till  the  second.  See  Fig.  6 and  7.  Plate  vi.  The  cock  must  move 
back  and  forward  in  this  case,  but  it  will  be  obvious  that  the  disposition  of  the 
surfaces  is  such  as  will  prevent  the  wear  being  so  destructive  as  it  is  in  the 
common  form. 

1 Architect.  Hydnuilique,  tom.  ii.  p.  220.  * Prony,  Architect.  HjrdmUqne,  tom.  i.  p.  572. 
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457.  Buxah’s  four-way  cock.  In  the  common  one  the  pressure  being  wholly 
against  the  side  of  the  conical  plug,  its  wear  is  unequal  and  friction  considerable  : 
to  remove  these,  the  conic  frustrum  is  formed  on  a cylindric  axis,  and  the  steam 
is  admitted  upon  its  larger  end,  by  which  the  pressure  on  the  seatfcis  nearly 
equalized  ; and  by  turning  in  the  same  direction  constantly,  the  wear  is  equalized, 
notwithstanding  the  inequality  of  pressure. 

These  cocks,  with  some  deviations,  have  been  very  much  employed  by  Mr. 
Maudslay  in  small  engines ; and  an  example  of  their  application  to  his  portable 
engine  is  shown  in  Plate  xv.  and  the  parts  to  a larger  scale  in  Plate  vui.  In  the 
plan,  C is  the  cylinder,  I the  four-way  cock,  and  E the  pipe  by  which  the  steam 
enters.  The  cock  is  represented  with  all  the  apertures  shut ; but  the  figure  above 
the  plan  is  a section  through  the  cock.  The  steam  enters  at  E,  flows  over  the  top 
of  the  cock,  and  by  an  aperture  G in  the  top  it  passes  cither  to  the  top  *»r  to 
the  bottom  of  the  cylinder,  according  as  the  aperture  in  the  side  of  the  cone  is 
turned  to  the  one  or  the  other  of  these  passages. 

By  comparing  the  effect  of  turning  the  cock  to  the  right  or  left  from  the 
position  it  has  on  the  plan,  the  manner  of  opening  and  closing  the  passages  will 
be  obvious.  The  higher  passage  leads  to  the  condenser,  (marked  F in  the  two 
sections,)  the  middle  one  to  the  top,  and  the  lower  one  A to  the  bottom  of  the 
cylinder.  If  the  cock  be  turned  to  the  right,  so  that  the  opening  in  the  triangular 
aperture  through  which  the  steam  descends  from  the  top  is  opposite  the  middle 
passage,  then  the  steam  will  pass  to  the  top,  and  the  condensed  vapour  will  have 
a passage  open  from  the  bottom  to  the  condenser,  through  the  body  of  the  cone. 
If  the  cock  be  turned  to  the  left,  the  centre  of  the  triangular  passage  will  become 
opposite  the  passage  to  the  bottom  of  the  cylinder,  and  the  steam  will  pass  in  that 
direction,  and  a passage  from  the  top  to  the  condenser  will  be  open  through  the 
body  of  the  cock.  In  this  cock  the  motion  is  back  and  forwards. 

The  escape  of  steam  at  the  lower  part  of  the  cone  is  prevented  by  a packing 
of  hemp  round  the  cylindric  part,  and  the  cylindric  part  of  the  top  is  pressed  by 
a spiral  spring,  with  an  oil  cup  H,  and  screw  above  it  to  act  on  the  spring,  if 
occasion  requires. 

The  pressure  and  friction  of  this  cock  will  not  be  greater  than  that  of  a slide, 
if  both  be  equally  well  executed.  The  loss  of  steam  in  the  passages  is  an  objection, 
and  the  steam  cannot  be  shut  off"  without  closing  the  passage  to  the  condenser; 
this  however  is  in  some  degree  compensated  for  by  the  application  of  Field’s 
valve.  See  Plate  xv. 

458.  Four-way  cock  to  cut  off  the  steam  at  any  portion  of  the  stroke.  The  mode 
by  which  this  may  be  done,  is  to  make  the  cock  so  much  larger  that  there  will 
be  the  breadth  of  two  apertures  between  the  middle  and  each  adjoining  passage. 
The  diameter  will  be  increased  only  in  the  ratio  of  8 to  10 ; the  rubbing  surfaces 
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will  remain  nearly  the  same,  and  the  cone  will  he  more  equally  pressed  into  its 
socket. 

459.  Double-passaged  cocks.  By  far  the  most  simple  method  in  practice 
would  be  to  use  two  double-passaged  cocks : the  apparent  simplicity  of  one  cock 
involves  more  trouble  and  care,  and  after  all  is  not  so  good  as  two  small  ones. 
Two  are  as  easily  moved  as  one  when  the  movements  are  simultaneous,  and  more 
conveniently  managed  where  the  steam  is  to  be  cut  off. 

4C0.  Plate  or  plat  valves.  The  general  nature  of  these  valves  may  readily 
be  conceived  by  imagining  two  flat  plates  to  lie  ground  to  fit  one  another,  and 
one  to  turn  on  an  axis  passing  through  the  other  plate;  the  plates  being  both 
pierced  with  apertures  which  coincide  in  one  position  of  the  moveable  plate,  and 
are  all  closed  in  another  position.  Valves  of  this  kind,  made  of  hard  steel,  were 
resorted  to  by  Perkins  for  high  pressure  steam.  When  accurately  made  and 
applied,  so  that  the  pressure  is  tolerably  equal  on  the  moving  plate,  they  miglrt 
be  useful.  They  admit  of  reducing  the  quantity  of  motion  to  open  them  in  a 
considerable  degree,  but  not  without  dividing  the  passage  into  small  apertures. 

461.  Regulator.  The  steam  valve  is  called  a regulator  in  the  atmospheric 
engine ; it  is  a kind  of  rotary  plate  valve,  but  it  is  formed  wholly  on  one  side  of 
the  axis,  and  hence  is  more  difficult  to  make  work  air-tight.  Its  construction, 
as  designed  by  Smcaton,  is  shown  in  the  annexed  figure. 


Fio.  17. 


where  A B is  the  under  side  of  the  aperture,  and  C D a section,  with  the  plate  P 
which  covers  it,  and  which  is  turned  by  a handle  applied  at  E. 

Of  Pistons. 

462.  The  great  desideratum  in  a piston  is,  that  it  should  admit  of  no  leakage, 
and  have  as  little  friction  as  is  consistent  with  this  indispensable  quality. 
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Pistons  may  be  rendered  tight  by  an  elastic  packing  of  vegetable  or  animal 
matter ; but  the  latter  kind  of  packing  cannot  be  used  for  steam,  on  account  of 
the  beat  destroying  it. 

Pistons  may  also  be  made  wholly  of  metal,  constructed  so  as  to  admit  of  a 
certain  degree  of  elasticity. 

After  considering  some  particulars  common  to  all  pistons,  we  will  treat  of 
pistons,  as  below,  dividing  them  into  two  classes. 


f Packed 


Pistons  C 


Common  leathered 
Atmospheric  engine  piston. 


r on  wood. 
\ on  melaj. 


Hemp 


f Common. 
I Woolfs. 


(_  Metallic 


Cartwright’s  1797. 
Barton’s  1B16, 

Jessop's  1923. 

Perkins’  1823. 


463.  When  a piston  rod  is  to  be  pushed  as  well  as  drawn,  unless  it  be  of  a 
certain  thickness  in  projiortion  to  the  diameter,  it  is  liable  to  stick  if  there  be  the 
slightest  inequality  in  the  friction,  or  in  the  centring  of  the  rod.  If  it  were  a thin 
plate,  nothing  but  its  connexion  to  the  rod  would  prevent  it  turning  with  the 
slightest  inequality  of  its  friction,  on  being  pushed ; and  as  we  make  it  thicker, 
the  thickness  interferes  more  and  more  with  any  tendency  to  turn.  The  propor- 
tions which  will  secure  us  from  the  risk  of  this  evil  are  not  difficult  to  ascertain. 

Let  the  pressure  on  the  piston  A B move  the  rod  C D. 

Then,  in  order  that  the  piston  may  move  steadily,  its  friction 
at  the  circumference  multiplied  by  half  the  diameter  of 
the  piston,  should  he  equivalent  to  the  pressure  producing 
that  friction,  multiplied  by  half  the  thickness  of  the  piston ; 
consequently,  the  thickness  should  be  to  the  diameter,  as  the 
friction  is  to  the  pressure  of  the  rubbing  surfaces. 

The  friction  of  brass  on  iron  is  at  an  average  one-eighth 
of  the  pressure ; hence  the  thickness  of  metallic  pistons 
should  not  be  less  than  one-eighth  of  the  diameter. 

The  friction  of  hemp  packing  on  iron  is  about  one-sixth  of  the  pressure,  hence 
the  thickness  of  the  packing  should  be  one-sixth  of  the  diameter.  Practice  is 


Fig.  18. 
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extremely  variable  on  this  point,  but  the  mean  appears  to  be  not  far  distant  from 
the  rule.  For  leather  on  iron  the  friction  is  greater,  the  average  approaching  to 
one-fifth  of  the  pressure.1  When  the  pressure  on  the  piston  draws  the  rod,  a 
thickness  not  more  than  four-tcntlis  of  that  which  is  required  when  the  rod  is 
pushed  will  be  sufficient. 

It  will  be  evident  enough  that  the  central  part  of  the  thickness  of  the  piston 
adds  little  to  the  steadiness  of  its  motion,  though  it  increases  the  friction ; hence 
that  construction  of  a piston  has  the  advantage  w hich  renders  the  upper  and  lower 
part  a b tight,  without  putting  a like  stress  on  the  intermediate  ones  at  A. 

464.  The  common  position  is  a double  cone  of  wood  (Fig.  19.)  having  two 


Fiu.  19.  Fio.  30. 


bands  of  strong  leather  fastened  round  it  with  nails  or  hoops.  The  joints  in  the 
leather  are  not  seamed,  but  closed  as  accurately  as  possible,  and  not  put  opposite 
to  one  another. 

465.  If  the  parts  be  made  of  metal,  a cylinder  of  brass  should  be  turned  to 
fit  the  barrel  or  the  cylinder  it  is  to  move  in,  (Fig.  20.)  so  that  it  will  slide  freely 
without  sensible  resistance.  Then  an  upper  and  lower  plate,  made  of  sufficient 
thickness  for  the  piston  to  be  of  the  depth  the  diameter  requires,  confines  two 
cupped  leathers  C C,  with  the  edges  cut  to  an  angle  of  about  45°. 

Both  these  pistons  have  the  advantage  of  the  friction  being  at  the  upper  ami 
lower  edges ; and  bevelling  the  edges  of  the  leather  causes  the  force  of  the  fluid 
to  spread  it  against  the  surface  of  the  pump  barrel.  This  mode  of  bevelling  the 
leathers  seems  to  have  been  first  used  by  Mr.  Smcaton  for  a fire  engine  bucket, 
and  the  general  principle  of  construction  was  first  applied  in  his  air  pump  in  1752. 
Mr.  Bramah  applied  it  to  the  various  parts  of  his  presses,  and  found  its  advantage 
in  the  application  of  high  pressures. 

1 Belidor,  who  seems  to  have  first  applied  the  solid  piston,  gives  the  proportion.  60  that  the 
thickness,  is  nearly  equal  to  the  diameter : the  friction,  with  snch  a proportion,  must  be  grvatly 
increased,  as  it  must  be  in  every  part  air-tight.  His  plates  in  another  place  show  the  thicknew. 
somewhat  less  than  onc-thinl.  Architect.  Hydrauliquc,  vol.  ii.  p.  117  and  223. 
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46G.  The  atmospheric  engine  piston  consists  of  a plate  of  cast  iron,  about 
one-eighth  of  an  inch  less  in  diameter  than  the  cylinder,  and  about  one  inch  and 
a half  thick,  formed  with  a rim  about  four  inches  from  the  edge.  A flat  ring 
corresponding  to  the  part  beyond  the  rim  is  fitted  upon  it,  and  both  have  holes 
for  bolts  to  screw  them  together,  which  is  done  after  a packing  of  soft  hemp  or 
gasket,  saturated  with  tallow,  has  been  inserted.  In  order  to  render  it  more  tight, 
a portion  of  water  is  kept  constantly  on  the  upper  side  of  the  piston. 

Smeaton  had  a superior  method  of  constructing  the  piston  for  atmospheric  engines, 
which  rendered  the  loss  by  the  condensation  of  steam  much  less.  The  construction 
of  that  for  the  Chase  Water  engine,  with  a seventy-two  inch  cylinder,  being  given, 
will  show  this  method.  The  bottom  of  the  piston  was  made  of  wooden  planks 
fastened  by  bolts  to  the  piston  plate,  with  rings  on  the  under  side  of  the  planks 
to  receive  the  heads  of  the  bolts.  The  advantage  of  wood  for  this  purpose,  in  cases 
where  the  injection  is  made  in  the  cylinder,  is  obvious.  See  Fig.  1.  Plate  vi. 

The  plank  bottom,  of  elm  or  beech,  was  about  two  inches  and  a quarter  thick 
when  worked,  and  was  formed  by  two  planks  halved  together,  in  the  form  of  a 
cross,  and  grooved  on  the  edges  with  a three-quarter  inch  groove,  to  receive  the 
ends  of  the  pieces  to  fill  the  corners  between  the  cross,  put  in  so  that  the  pieces 
may  have  the  grain  radiating  from  the  centre : a few  rivets  to  hold  the  cross 
planks  together  were  inserted,  where  they  were  halved  into  each  other,  at  their 
intersection,  and  the  whole  being  hooped  with  a good  iron  hoop  half  an  inch  thick 
and  two  and  a quarter  broad,  it  bound  all  tight  together.  The  outside  diameter  of 
the  hoop  was  a quarter  of  an  inch  less  than  the  cylinder.  The  flat  iron  rings  for  the 
under  surface  of  the  piston  should  be  let  in  flush  with  the  surface  of  the  wood, 
and  the  bolt  heads  counter-sunk : the  planking  was  screwed  on  with  a double 
thickness  of  flannel  and  tar  between  it  and  the  iron  piston  plate,  and  any  irregular 
hollows  filled  up  with  additional  thicknesses  of  flannel  and  tar,  so  as  to  exclude  the 
air  between  the  plate  and  the  wood.  The  bolts  were  carefully  secured  so  as  to 
make  a water-tight  joint  from  above.  The  plank  was  covered  on  the  lower  side 
by  a lining  of  deal  boards,  shot  clear  of  sap,  and  three  quarters  of  an  inch  thick, 
nailed  to  the  planks,  with  a single  thickness  of  flannel  and  tar  between,  so  as  to 
exclude  the  air ; after  this  the  lower  surface  of  the  lining  was  made  perfectly  flat 
and  smooth. 

4G7.  The  hemp  packed  piston  is  now  most  commonly  employed  for  steam 
engines,  and  the  usual  mode  of  construction  is  as  follows : the  bottom  of  the 
piston  b (Plate  vn.  Fig.  1.)  is  fitted  as  accurately  to  the  cylinder  as  it  can  be  done, 
to  leave  it  at  full  liberty  to  rise  and  fall  through  the  whole  length.  The  part  of 
the  piston  immediately  above  this  is  from  one  to  two  inches,  according  to  the 
size  of  the  engine,  less  all  round  than  the  cylinder,  to  leave  a circular  space  into 
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which  unspun  long  hemp,  or  soft  rope  prepared  for  the  purpose,  and  called  gasket, 
is  wound  as  evenly  and  compactly  as  possible,  to  form  the  packing.  This  packing 
is  compressed  together  by  a plate  or  cover  C,  which  is  put  over  the  top  of  the 
piston,  having  a projecting  ring  to  fit  over  the  lower  part,  and  complete  the  upper 
side  of  the  space  for  the  packing,  the  pressure  being  produced  by  screws  S S,  See. 
Both  the  upper  and  lower  part  of  the  space  round  the  piston,  to  contain  the 
packing,  is  a little  curved,  that  the  pressure  produced  by  the  screws  on  the 
packing  may  force  it  against  the  inside  surface  of  the  cylinder,  into  as  close 
contact  as  possible. 

The  screws  being  tightened  when  the  piston  is  in  the  cylinder,  the  particular 
form  of  the  piston  has  the  effect  of  squeezing  out  the  packing,  and  causing  it  to 
press  forcibly  against  the  inside  of  the  cylinder  at  its  upper  and  lower  edges. 
When  the  packing  wears  so  as  to  become  too  small  by  use,  these  screws,  which 
are  more  or  less  in  number  according  to  the  size  of  the  piston,  are  always  resorted 
to  for  tightening  it,  as  long  as  they  are  capable  of  acting ; and  when  this  is  no 
longer  the  case,  the  piston  top  must  be  removed,  and  an  additional  quantity  of 
new  packing  introduced.  The  piston  rod  is  generally  attached  to  the  bottom  part 
of  the  piston,  by  passing  it  upwards  into  a conical  hole  made  to  receive  it,  to 
which  the  bottom  of  the  rod  is  exactly  fitted,  and  a screw  nut,  or  a wedge,  between 
the  top  and  bottom  is  inserted,  which  effectually  secures  it. 

The  piston  is  kept  supplied  with  melted  tallow  by  means  of  a funnel  on  the 
top  of  the  cylinder  lid,  provided  with  a cock  to  prevent  the  escape  of  steam. 

468.  Woolf’s  piston.  In  the  usual  method,  whenever  the  piston,  by  continued 
working,  becomes  too  small  and  occasions  a waste  of  steam,  it  is  necessary  to  take 
off  the  top  of  the  cylinder,  in  order  to  get  at  the  screws,  even  when  fresh  packing 
is  not  wanted.  This  being  laborious  work,  is  therefore  generally  avoided  by  the 
person  who  attends  the  engine,  as  long  as  it  can  possibly  be  made  to  work  without 
taking  this  trouble ; and  the  neglect  occasions  a great  and  unnecessary  waste  of 
steam,  and  consequently  of  fuel  in  proportion. 

The  object  of  Mr.  Woolf s improvement  is  to  enable  the  engine  man  to  tighten 
the  piston,  without  the  necessity  of  taking  off  the  cover  of  the  cylinder,  except 
when  new  packing  becomes  necessary.  He  accomplishes  this  by  the  following 
methods. 

To  the  head  of  each  of  the  screws  a small  toothed  wheel  is  fixed,  so  that  it  may 
be  turned,  and  therefore  tightened,  by  means  of  a central  toothed  wheel,  which 
works  upon  the  piston  rod  as  an  axis : if  one  of  the  small  wheels  be  turned,  it 
turns  the  central  wheel,  and  the  latter  turns  the  others.  The  one  which  is  to  be 
turned  by  the  handle  is  furnished  with  a projecting  square  head,  which  rises  up 
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into  a recess  in  the  cover  of  the  cylinder.  This  recess  is  surmounted  by  a plate 
fixed  on  with  screws,  called  a cap  or  bonnet,  that  cau  be  easily  taken  off,  or  put  on 
again  in  its  place. 

The  other  method  is  similar  in  principle,  but  different  in  construction.  Instead 
of  having  several  screws  all  worked  down  by  one  motion,  there  is  in  this  but  one 
screw,  and  that  one  is  a part  of  the  piston  rod,  Plate  vu.  Fig.  2 ; on  this  is  placed 
a wheel  rf  of  a convenient  diameter,  the  hole  in  the  centre  of  which  is  a female 
screw,  cut  to  work  into  that  of  the  piston  rod.  The  wheel  is  turned  round  so  as 
to  tighten  the  piston  by  means  of  a pinion  a,  provided  with  a square  projecting 
head  for  that  purpose ; rising  into  a recess  in  the  cylinder  cover  of  the  kind  already 
described,  and  the  cover  or  top  plate  is  prevented  from  turning  with  the  wheel  by 
means  of  the  pins  e c,  called  steady  pins. 

Metallic  Pistons. 

409.  Cabtwhigut’s  piston.  The  idea  of  employing  metal  instead  of  elastic 
vegetable  matter,  to  render  the  pistons  of  steam  engines  tight,  was  one  part  of  the 
patent  obtained  by  Cartwright  in  1797.’  It  consisted  in  using  six  or  more  solid 
masses  of  metal  in  the  place  of  the  usual  packing  ; these  masses  being  segments  of 
rings,  a a,  Plate  vu.  Fig.  3.  made  to  fit  the  internal  surface  of  the  cylinder,  with  a 
second  scries  b b,  crossing  the  joints  of  the  other,  and  both  series  were  pressed 
against  each  other  and  the  cylinder  by  V-springs ; and  by  having  two  sets,  with 
the  joinings  of  the  rings  in  the  one  set,  opposite  the  solid  parts  of  the  rings  of  the 
other  set,  the  escape  of  steam  at  the  joints  was  to  be  prevented.  The  upper  and 
lower  parts  were  connected  by  plates,  to  which  the  piston  rod  was  joined.  (See  the 
section,  Fig.  3.) 

The  two  exterior  rings  of  brass  were  made  of  the  full  sire  of  the  cylinder,  and  cut 
into  several  segments,  as  shown  at  a a a,  and  laid  one  above  the  other  so  as  to  cross 
the  joints.  The  joints  in  the  under  rings  are  shown  by  dotted  lines  in  the  figure  ; 
and  in  like  manner  are  disposed  the  two  interior  rings,  both  being  confined  to  their 


1 Mr.  Watt  tried  metallic  packings  in  some  of  his  early  engines,  but  gave  them  up  an  account 
of  the  practical  difficulties  in  keeping  them  tight,  and  from  their  wearing  die  cylinders  unequally. 
They  are  now  much  employed  in  the  cylinders  of  sea-going  vessels,  where  opportunities  for 
packing  cannot  he  embraced  without  considerable  inconvenience  and  loss  of  time ; but  in  point 
of  effect,  it  is  questionable  whether  there  be  any  saving. 

The  best  description  are  those  manufactured  with  one  or  more  cast  iron  or  brass  rings,  the  joints 
of  which  overlap,  with  a packing  behind : this  is  preferable  to  those  constructed  with  springs, 
which  soon  lose  their  elasticity  and  become  useless. 
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places  by  a top  and  bottom  plate,  to  which  the  piston  rod  is  fixed.  The  segments 
arc  pushed  away  from  the  centre  by  steel  springs,  of  the  form  of  the  letter  V. 

Pistons  on  Cartwright’s  plan  have  not  been  quite  successful  in  practice,  when 
the  cylinders  have  not  been  truly  bored ; and  the  causes  were  pointed  out  very 
clearly  by  Mr.  W.  Nicholson,  soon  after  the  invention  was  brought  before  the 
public.1  The  pieces  forming  the  piston  having  a determinate  curvature,  and  beiug 
too  strong  to  be  sensibly  flexible,  cannot  be  expected  to  accommodate  themselves  to 
any  irregularity  in  the  cylinder  in  different  parts  of  its  length,  as  is  done  by  the 
elastic  stuffing  of  hemp ; and  there  is  reason  to  doubt,  in  applying  them,  whether 
the  pressure  of  the  rings  or  pieces  together  has  not  been  too  powerful  for  the 
springs  to  perform  their  office  when  applied  in  this  manner. 

As  to  the  actual  difference  between  the  friction  of  metal,  and  hemp  against 
metal,  when  the  pistons  are  equally  steam-tight,  it  is  undoubtedly  in  favour  of 
metallic  pistons  (art.  463). 

470.  Barton's  piston.  A piston  considered  superior  to  Cartwright’s  was  made 
by  Mr.  Barton,  Plate  vu.  Fig.  4.  It  consists  of  one  thick  ring  E,  of  brass  or  cast 
iron,  made  very  nearly  to  fit  the  cylinder,  and  then  ent  into  three  or  more  equal 
segments : the  equal  triangles  remaining  are  used  as  wedges  to  expand  the  seg- 
ments of  rings  into  a larger  circle.  The  segments,  and  small  triangles  or  wedges, 
arc  secured  between  a top  and  bottom  plate,  as  in  the  piston  last  described,  with 
spiral  springs  to  press  the  triangles  outwards  from  the  piston  rod,  making  them  act 
as  wedges  to  press  the  segments  against  the  inside  of  the  cylinder ; and  as  these 
wear  by  use,  the  points  of  the  wedges  themselves  protrude,  and,  being  formed  of  the 
same  metal,  still  make  part  of  the  piston.  A piston  of  this  kind,  and  a true 
cylinder,  has  been  known  to  work  for  some  years  without  requiring  any  other 
attention  than  keeping  it  properly  greased  ; but  it  is  easy  to  prove  that  the  wedges 
and  segments  do  not  expand  equally,  hence  in  this  state  it  was  not  applicable  to 
high  pressures ; besides,  the  imperfection  of  Cartwright’s  piston  still  remained.  It 
has  however  been  recently  much  improved  by  Barton,  and  therefore  I propose  to 
describe  it  more  fully  in  its  improved  state. 

The  piston  is  represented  by  a plan  and  section,  Fig.  4.  It  is  composed  of  a 
solid  cylindrical  cast  iron  body  A,  having  a conical  hole  B,  to  receive  the  enlarged 
end  of  the  piston  rod,  to  which  it  is  secured  by  a cross  pin  D,  passing  through 
both.  A space  or  groove  is  formed  round  the  l>ody  of  the  piston,  to  receive  four 
brass,  cast  iron,  or  cast  steel,  hardened  and  tempered  segments  marked  E,  which 
are  spread  asunder  by  four  triangular  wedges  G,  of  the  same  metal  as  the 

1 Philosophical  Journal. 
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segments,  acted  on  by  eight  spiral  springs  of  tempered  steel.  These  springs  are 
inserted  in  cylindrical  cavities  at  both  ends,  in  order  to  render  them  secure  from 
bending,  and  yet  allow  them  to  play  freely.  With  the  same  view,  each  spring  lias 
a cylindrical  pin  of  steel  within  it,  a little  shorter  than  the  spring.  In  pistons 
made  for  high  pressure  steam  there  are  three  grooves,  funned  round  the  exterior 
part  of  the  segments,  as  in  Fig.  5. ; the  middle  one  a designed  to  hold  oil  or  grease, 
to  lubricate  the  rubbing  surfaces.  The  upper  and  lower  grooves,  b b,  are  for  hoops 
of  tempered  steel,  having  a forked  loose  joint,  as  Fig.  6.,  at  one  point  in  each. 
These  hoops  are  nicely  fitted  to  the  grooves ; and  when  the  piston  is  placed  in  the 
cylinders  their  jointed  ends  meet.  Each  hoop  is  prevented  from  turning  round  in 
the  groove  by  a pin  or  stud,  in  order  that  the  two  hoops  may  not  have  their  joints 
opposite  to  each  other.  These  hoops,  or  rather  springs,  form  an  important  addi- 
tion, and  assist  greatly  in  preventing  the  leakage,  which  otherwise  would  take  place 
through  the  unequal  expansion  of  the  segments  and  wedges ; for  the  point  of  the 
wedge  will  move  outwards  over  « m.  Fig.  4.,  while  the  segments  move  only  over 
n o,  and  consequently  would  wear  the  cylinder  into  grooves,  were  it  not  rounded 
off,  and  the  hoops  added,  to  prevent  the  escape  of  steam. 

But  by  combining  hardness  and  elasticity,  Barton  has  done  much  to  render  these 
pistons  tight  and  durable : they  still  however  depend  chiefly  on  the  skill  of  the 
workman : when  they  are  done  well  by  a person  who  understands  them,  they 
undoubtedly  answer  effectively,  so  long  as  the  springs  retain  their  elasticity. 

471.  To  avoid  the  effect  which  the  unequal  expansion  of  the  parts  of  Barton's 
piston  produces,  I would  recommend  the  construction  shown  by  Fig.  7.,  where  the 
wedge-formed  pieces  do  not  extend  to  the  surface  of  the  cylinder ; and  to  prevent 
there  being  an  aperture  at  each  joint,  two  series  of  segments  and  wedges  should  be 
used,  as  shown  in  the  section  : the  joints  of  the  lower  series  are  shown  by  dotted 
lines  in  the  plan. 

472.  It  is  of  importance  to  remark,  that  the  metallic  packing  is  pressed  so  as 
to  be  steam-tight  by  the  steam  itself;  and  it  is  esseutial  to  their  perfect  operation 
that  the  steam  has  egress  to  the  cavities  in  the  piston,  and  that  the  parts  fit 
perfectly  against  each  other  in  all  the  horizontal  joints.  Let  strong  steam  be  on 
the  upper  side  A,  of  the  piston,  Fig.  7.  and  the  lower  side  B,  lx1  open  to  the  con- 
denser ; then  the  steam  enters  at  the  joints  e e,  presses  the  segments  close  on  the 
lower  plates,  and  fills  the  interior  so  as  with  the  assistance  of  the  springs  to  press 
the  segments  outward  against  the  cylinder.  Alsu,  when  the  lower  side  is  open  to 
the  steam,  and  the  upper  one  to  the  condenser,  the  steam  enters  at  f f,  pressing  the 
segments  close  against  the  cylinder  and  upper  plate.  If  this  were  not  so,  the 
springs  could  not  possibly  press  with  sufficient  force  to  keep  the  joints  steam-tight ; 
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for  a fluid  cannot  be  confined  by  a force  less  than  its  own  elastic  force  ; and  hence 
the  pressure  producing  friction  is  always  greater  than  the  pressure  of  the  steam  on 
the  nibbing  surface,  by  that  due  to  the  pressure  of  the  springs.1 

473.  Jessop's  piston.  A completely  different  method  of  applying  metal  to 
render  pistons  steam-tight  was  invented  by  Mr.  Jessop,  and  secured  by  patent  in 
1823.  It  consists  of  an  expanding  coil  of  metal,  which  binds  round  the  piston 
body  in  a spiral  form.  Fig.  8.  Plate  vn.  shows  a section  of  a piston  of  this  kind, 
where  A A is  the  elastic  spiral  of  metal,  which,  when  at  liberty  and  removed  from 
the  piston,  assumes  the  form  shown  in  Fig.  9.  To  form  a piston  of  this  kind,  a 
bed  of  hemp  packing,  B B,  is  first  prepared,  which  answers  the  double  purpose  of 
preventing  steam  passing  at  the  joints,  and  of  supplying  a means  of  pressing  the 
springs  against  the  surface  of  the  cylinder.  A small  addition  of  hemp  packing  is 
at  times  necessary  to  make  up  for  the  wear. 

The  action  of  the  steam  in  keeping  this  piston  tight,  is  by  pressure  on  the  top 
and  bottom  plates,  as  in  the  common  hemp-packed  pistons.  The  pressure  and 
wear  of  these  pistons  w ill  be  more  equable  than  in  the  other  metallic  kinds  when 
they  are  equally  well  made,  and  they  have  been  as  successful  in  practice.' 

474.  Of  the  friction  of  pistons.  The  rubbing  surface  of  a piston  must  be 
pressed  against  the  cylinder  with  a force  at  least  equal  to  the  pressure  of  the  steam 
it  confines,  otherwise  the  surfaces  would  separate  and  the  steam  escape.  Now  it 
has  been  shown  (art.  463.)  that  the  thickness  of  the  rubbing  surface  should  be 
equal  to  that  portion  of  the  diameter  which  expresses  the  friction  ; therefore,  let  r 
be  the  friction  when  the  pressure  is  unity , t — the  thickness,  a — the  diameter,  and 
p = pressure  of  the  steam  ; then,  t t apr  = the  friction  ; or  since  t — r a,  it  is 
t pa'  r'  — the  friction,  to  which  one-tenth  may  be  added  for  that  of  the  piston  rod. 

The  moving  force  is, 

r p a1 

~r} 

consequently  that  part  of  the  moving  force  equal  to  the  friction  is, 

4 4 v P r*  _ 4.4  r, 

w p a* 

1 So  little  its  known  by  many  mechanicians  of  the  nature  of  the  action  of  pistons,  that  it  is  not 
unusual  to  hear  them  express  an  opinion  on  the  friction  of  a piston  from  the  force  required  to 
more  it  in  an  open  cylinder ; and  on  a level  with  it  is  the  method  of  estimating  the  friction  of  an 
engine  by  the  power  it  requires  to  move  it  when  it  is  doing  no  work.  The  true  state  of  the  feet  is, 
that  the  friction  is  as  the  stress  on  the  parts,  and  this  stress  bears  a relation  nearly  in  proportion  to 
the  work  done. 

* An  arrangement  of  the  parts  of  a metallic  piston  was  one  of  the  objects  of  a patent  obtained 
by  Perkins } but  as  it  is  inferior  to  those  already  described,  it  will  be  sufficient  to  refer  to  it. 
Sec  Repertory  of  Patents,  vol.  i.  p.  224. 
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4.4 

In  double  engines  with  metallic  pistons,  4'4  r*  = = -0G9  of  the  power. 

4.4 

In  double  engines  with  hemp-packed  pistons  4 4 rc  = g--g  = '1222  of  the  power. 

In  single  engines  with  hemp-packed  pistons  -4  x 4-4  r*  = = -049  of  the 

power. 

In  high  pressure  engines  the  friction  is  supposed  to  be  in  the  same  ratio ; but 
the  loss  of  steam  past  the  piston  being  in  respect  to  the  power  in  the  inverse  ratio  of 
the  diameter  of  the  piston,  1 have  assumed  the  friction  and  loss  to  be  two-tenths 
of  the  power,  and  that  because  it  corresponded  with  observation  in  two  cases  where 
I had  a tolerably  certain  means  of  comparing  the  power  and  effect.  Calculation 
gives  the  loss  a little  more.  See  note  to  art.  384. 

Piston  Rod  Collars,  or  Stiffing  Boxes. 

475.  The  piston  rod  collar,  or  stuffing  box,  is  a contrivance  for  rendering  the 
place  where  a smooth  rod  or  plunger  passes  into  a vessel  air-tight.  This  mode  of 
giving  motion  without  admitting  air  must  have  been  long  in  use  ; we  meet  with  it 
in  various  works  without  an  allusion  to  the  time  of  its  invention.  It  is  so  similar 
to  the  construction  of  a piston,  that  a separate  detail  seems  scarcely  to  be  necessary. 
As  in  the  piston,  so  in  this  the  effect  is  produced  by  elasticity  ; and  leather,  hemp, 
cotton,  cork,  and  metal,  have  been  used  for  the  purpose. 

Where  the  heat  of  steam  is  not  likely  to  be  injurious,  leather  is  generally 
employed.  It  was  first  employed  in  discs,  cut  to  fit  the  rod,  and  pressed  together 
by  screws.  The  next  was  cupped  leathers ; and  the  first  instance  of  their  applica- 
tion seems  to  have  been  at  the  York  Buildings  water  works,1  and  they  were  used 
by  Smeaton  for  his  air  pump : he  also  applied  them  to  the  piston  rods  of  the 
blowing  machines  at  Carron,  and  describes  how  to  form  the  cups  by  stamping 
them  into  a cylinder  of  the  size  of  the  rod  they  are  intended  for.'  Wliat  renders 
Smeaton’s  stuffing  box  for  the  blowing  cylinders  more  curious,  is,  that  he  uses  a 
Mock  of  hard  wood  for  the  rod  to  pass  through,  and  the  rods  it  seems  were  draw- 
filed.  The  application  of  cupped  leathers  to  the  plungers  of  the  hydrostatic  press 
by  Mr.  Bramah,  put  them  to  the  test  on  a large  scale,  under  immense  pressures. 

47G.  Tlie  stuffing  box  w ith  the  hemp  packing  is  made  to  fit  tight  round  the 
piston  rod  in  a manner  nearly  similar  to  the  piston.  A collar  w ith  a hole  through 
it,  just  sufficient  to  give  easy  passage  to  the  rod,  is  screwed  down,  to  confine  the 

* Architecture  Hvdraulique,  vol.  ii.  p.  02.  Description  of  the  Pumps  of  York  Buildings  Water 
Works,  London. 

* Philosophical  Transactions,  vol.  xlvii.  p.  415.  Reports,  vol.  i.  p.  360. 
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packing,  and  cause  it  to  press  against  the  rod ; it  is  cup-formed  at  the  top  to 
contain  tallow  to  grease  the  rod.  See  Plates  iv.  and  v. 

477.  Metallic  packing  was  tried  for  piston  rods  by  Cartwright,  and  has  since 
been  much  improved  by  Barton  : it  is  however  a part  of  so  much  less  importance 
than  the  piston,  that  it  will  not  be  very  often  thought  prudent  to  be  at  the  expense, 
though  the  ingenuity  of  the  contrivance  renders  it  desirable  to  describe  it.  Bar- 
ton's metallic  substitute  for  stuffing  boxes  is  shown  in  the  annexed  figures ; where 
D is  the  piston  rod,  E the  box  with  a ledge  for  the  cast  iron  plate  F to  rest  on,  and 
G another  above  it  to  receive  the  cast  iron  plate  H.  The  cover  1 of  the  box  is 
secured  by  screws  in  the  usual  manner,  with  plates  of  lead  in  the  joints  J and  K, 


Fio.  21. 


for  tlie  purpose  of  making  the  joints  closer.  The  three  principal  metal  blocks  I, 
embrace  the  piston  rod  D,  and  three  wedging  blocks  M fill  up  the  spaces  between 
them.  Two  thin  hoops  N N of  tempered  steel,  firmly  riveted  together  at  their 
ends,  surround  the  outside  of  the  blocks,  binding  upon  the  rounded  exterior  angles 
of  the  blocks,  and  these  angles  arc  left  on  in  the  middle  to  keep  the  hoops  in  their 
places.  At  each  of  the  exterior  angles  of  the  blocks  L,  there  are  two  spiral  springs, 
fitted  to  cylindrical  holes,  and  also  provided  with  cylindrical  pins,  as  those  of  the 
piston.  By  these  and  the  elastic  hoops  the  blocks  L are  strongly  pressed  towards 
the  piston  rod.  Two  other  hoops  a a of  elastic  steel,  cut  across,  are  inserted  in  two 
grooves  to  be  in  contact  with  the  rod,  and  serve  to  close  the  joints  more  perfectly  : 
they  are  fixed  in  a similar  manner  to  the  rings  round  the  piston  before  descrilicd. 
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The  middle  groove  R is  formed  between  the  two  others  to  receive  grease ; and  a 
circular  cavity  S S is  also  made  around  the  hole  in  the  cover  of  the  cylinder  for 
the  same  purpose.' 

In  constructing  this  collar  the  blocks  L should  be  parallel,  otherwise  the  wear 
will  be  irregular,  aud  the  springs  will  soon  be  ineffective ; the  blocks  M should  not 
wear  unless  the  piston  rod  wears ; and  perhaps  it  will  be  steam-tight,  unless 
assisted  by  a hemp  packing  behind  the  hoops  N N. 


Modes  or  opening  Valves,  Cocks,  axd  Slides. 

478.  The  motion  may  be  given  either  from  the  reciprocating  or  from  the 
rotary  parts  of  an  engine.  In  engines  which  have  no  rotary  parts,  motion  is 
communicated  to  the  valves  by  a rod  or  beam,  called  a pli  o thee,  attached  to  the 
engine  beam  near  to  the  end  moved  by  the  piston  rod.  This  plug  tree  is  provided 
with  certain  adjustible  projections  called  tappets,  which  strike  the  levers  or  handles 
of  the  valves,  and  thus  open  and  shut  them  at  the  proper  intervals  as  the  beam 
ascends  or  descends.  These  handles  turn  on  axes,  and  act  as  levers  to  move  the 
valves,  slides,  or  cocks.  The  most  important  point  is  to  render  the  action  certain, 
for  the  effect  of  the  engine  depends  on  the  passages  being  opened  and  closed  at 
the  proper  times.  When  valves  are  employed,  they  arc  generally  opened  by 
weights.  (Sec  Plate  ix.  Fig.  3.)  A weight  w,  sufficient  to  overcome  the  friction 
and  open  the  valve,  acts  by  a short  arm  a on  the  axis,  which  requires  to  be  turned 
to  move  the  valve ; the  weight  is  kept  suspended  by  a spring  catch  b while  the 
valve  is  close,  and  when  the  catch  is  disengaged  by  the  handle  c,  being  moved  by 
the  tappet  d , the  valve  opens.  If  the  valve  be  large,  it  requires  a considerable 
weight  w to  open  it  against  the  pressure  of  the  steam  ; and  in  that  case  either  the 
valve  described  in  art.  442,  or  Watt’s  mode  of  relieving  the  pressure,  may  be 
adopted.  It  will  naturally  be  inquired,  why  weights  are  raised  to  open  the  valves 
instead  of  using  the  direct  power  of  the  beam.  The  only  reason  assigned  for  so 
doing  is,  that  a weight  opens  a valve  more  rapidly,  and  the  loss  by  closing  them 
slowly  was  not  quite  so  readily  detected  ; though  the  absolute  loss  is  about 
the  same,  and  the  practice  is  becoming  more  common  to  open  them  by  direct 
action. 

The  descent  of  the  weight  which  opens  a valve  is  regulated  by  an  ingenious 
method : it  either  descends  into,  or  forces  a piston  into  a vessel  of  water,  (sec 
C,  Fig.  3.  Plate  ix.)  while  the  aperture  by  which  the  water  escapes  from  under 
it  may  be  increased  or  diminished  at  pleasure ; the  weight  therefore  acts  with  its 

1 Gill's  Tuchnical  Repository,  vol.  iv.  p.  242. 
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full  force  to  open  the  valve,  but  as  soon  as  it  begins  to  move,  it  is  retarded  by  the 
water,  till  it  be  finally  stopped.  During  the  ascent,  a valve  opens  inwardly  at 
the  bottom  of  the  vessel,  and  therefore  the  engine  has  not  more  than  the  weight  to 
raise  again. 

In  engines  for  raising  water  this  mode  of  opening  valves  has  always  been  fol- 
lowed. The  difficulty  of  opening  large  valves  was  probably  the  cause  of  its 
introduction,  and  the  ingenuity'  of  its  mechanism  has  preserved  it  in  use ; but  I 
think  there  will  be  an  advantage  both  in  simplicity  and  effect,  to  let  the  motion 
of  the  plug  tree  act  directly  on  the  valves,  as  shown  in  art.  482 : the  tappet  by 
which  the  steam  is  shut  off'  should  be  capable  of  considerable  range,  whether  for 
adjusting  by  hand  or  by  a self-acting  apparatus.  (See  art.  564.) 

479.  In  an  engine  having  a fly,  it  is  esteemed  better  to  apply  an  eccentric 
wheel  within  a hoop  upon  the  fly-wheel  shaft,  and  this  by  its  evolution  alternately 
pushes  and  draws  a rod  connected  to  the  hoop,  and  thus  gives  motion  to  the 
valves,  cocks,  or  slides.  Such  an  apparatus  is  shown  in  Plate  xv.  Fig.  2.  in 
which  N is  a cross  section  of  the  fly-wheel  shaft,  and  k the  eccentric  wheel  fixed 
upon  and  revolving  with  it ; a circular  hoop  of  metal  encompasses  the  eccentric 
wheel  in  such  a manner  as  to  permit  its  turning  round,  and  from  this  hoop  the 
arm  i projects,  and  it  is  braced  to  increase  its  strength.  It  terminates  in  an  arm 
upon  a centre,  which  by  a second  arm  gives  motion  to  the  rod  /,  and  causes 
another  axis  to  move,  which,  by  a pair  of  bevelled  wheels,  moves  the  cock  of  the 
engine  partly  round  upon  its  axis  «,  and  back  again.  The  advantage  of  an 
eccentric  wheel  is  the  easy  changes  of  motion  it  makes ; for  being  constantly 
moving,  it  gives  no  stroke  at  the  times  of  change ; and  in  large  engines  part  of 
the  weight  of  the  eccentric  apparatus  is  balanced  by  a weight,  so  that  there  is 
only  a slight  pressure  on  the  shaft.  (Sec  Plate  xix.) 

Let  r be  the  radius  of  the  eccentric  circle,  and  a the  distance  of  its  centre  from 
the  centre  of  motion  ; then  (r  + <j)  — (r  — a)  will  be  the  extent  of  the  movement, 
* 2 a,  or  twice  the  eccentricity ; and  in  any  other  position  the  place  counted  from 
the  centre  will  be  a cos.  a where  a is  the  angle  between  the  centres,  whose  cosine 
is  espial  to  the  horizontal  distance.  When  they  are  in  a vertical  line,  a — 005, 
and  cos.  a = 0,  the  distance  is  0,  and  this  corresponds  to  the  termination  of  the 
stroke.  Now  we  know  from  the  nature  of  the  circle  that  the  cosines  increase 
rapidly  at  first  in  departing  from  the  angle  of  9(P;  but  at  one-sixth  of  the  stroke 
counted  from  cither  end  of  it,  a valve,  slide,  or  cock,  can  be  only  half  wav 
opened,  and  unless  its  motion  be  greater  than  that  required  to  open  it,  the  time 
it  will  be  about  fully  open,  will  be  only  one-ninth  part  of  the  stroke. 

480.  Eccentric  rollers  to  raise  the  valve  rods  have  the  same  defect ; but  the 
application  is  ingenious.  Conceive  the  shaft  Y,  Fig.  1.  Plate  nit.  to  be  kept  in 
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motion  by  tlic  crank  shaft  of  a double  engine,  causing  the  shaft  Z to  revolve  by 
means  of  the  wheels  7,  8 ; then  if  on  Z two  eccentric  wheels  4,  4,  be  fixed  under 
two  rods  which  slide  vertically  in  guides,  (sec  z,  z.  Fig.  2.)  and  provided  with 
friction  rollers  3,  3,  the  revolution  of  the  shaft  Z will  alternately  raise  and  depress 
the  rods,  which  by  the  arms  9,  10,  11,  12,  raise  and  depress  the  valves  by  their 
stems.  The  lever  or  handle  13  is  used  to  open  or  close  the  valves  by  hand  in 
setting  to  work,  Ac.  It  will  be  remarked  that  this  construction  does  not  admit  of 
cutting  otf  the  steam  without  also  shutting  the  condenser. 

481.  As  far  as  regards  opening  and  closing  the  passages  more  rapidly,  a 
good  improvement  has  been  made  on  the  eccentric  motion,  by  altering  the  form 
of  the  portion  fixed  on  the  shaft  so  as  to  act  more  nearly  as  a tooth  or  cam,  and 
by  placing  adjustible  spanners  on  the  eccentric  rod ; but  why  not  at  once  form  it 
as  a tooth,  or  a series  of  teeth,  in  the  best  manner  to  produce  the  movements 
required  ? Suppose  the  object  be  to  cut  off  the  steam  at  some  part  of  the  stroke 
by  a slide  or  cock,  then  there  must  be  two  motions,  the  one  double  the  length  of 
the  other.  Let  A B,  Fig.  1 and  2.  Plate  ix.  be  the  first,  and  B G the  second, 
and  from  the  centre  D describe  circles  through  these  points ; set  off  A E for  the 
time  to  be  expended  in  closing  the  passage  to  the  condenser,  and  A F for  the 
time  of  opening  the  passage  for  the  steam ; then,  that  the  action  may  be  easy,  the 
curve  II  G should  be  drawn,  so  that  each  of  its  parts  may  be  a parabola,  the  one 
with  its  vertex  at  II,  that  of  the  other  at  G. 1 To  produce  the  second  motion, 
another  wheel  should  be  placed  on  the  same  axis,  behind  the  first  one,  with  the 
curve  I K.  If  these  curves  have  corresponding  ones,  and  act  on  connected  rollers, 
the  motion  will  be  certain,  and  the  range  confined,  and  the  motions  of  the  engine 
may  be  made  to  reverse  in  the  case  of  boat  or  carriage  engines ; for  the  posi- 
tion of  the  slide  being  changed  by  hand,  the  pressure  of  the  steam  will  impel  the 
crank  shaft  in  the  contrary  direction,  and  the  toothed  wheel  will  move  the  slide  or 
cock  in  the  proper  directions. 

In  order  that  the  steam  may  be  cut  off  at  any  period  of  the  stroke,  according  to 
the  resistance  or  the  work  on  the  engine,  the  wheel  with  the  curve  I K may  be 
made  to  slide  round  on  its  axis,  and  the  curve  I K may  be  placed  so  that  the 
period  of  cutting  off  the  steam  may  be  varied  from  N to  O. 

482.  If  valves  are  to  be  opened,  the  weight  of  the  valves  and  rods  is  generally 
sufficient  to  close  them  ; hence  the  rods  do  not  require  to  be  connected  so  as  both 
to  push  and  draw,  but  on  the  other  hand  a separate  rod  for  each  valve  is  required 
for  a valve  engine  to  work  expansively,  * and  the  toothed  wheels  or  cams  to  move 

1 The  best  carve  for  generating  motion  from  rest  is  the  common  parabola.  See  Emerson's 
Mechanics,  4to  ed.  prop.  91.  case  3. 

9 From  the  nature  of  the  motions  of  the  valves,  slides  and  cocks  being  incompatible  with  the 
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the  rods  will  be  placed  with  most  advantage  under  the  rods,  as  on  the  axis  Z, 
Plate  Tin.  Fig.  1 and  2. 

483.  To  apply  the  same  principle  to  a reciprocating  engine ; let  A U,  Fig.  4,  5. 
Plate  ix.  be  the  plug  tree,  with  the  curve  C D to  act  on  the  roller  at  C,  which, 
as  soon  as  the  plug  tree  descends  to  C,  begins  to  cause  the  roller  frame  to  slide, 
and  turn  the  axis  E,  so  as  to  depress  the  slide  rod  by  the  arm  F.  The  steam  will 
be  shut  off  by  HI  on  the  descending  stroke,  and  by  K L in  an  ascending  one. 

484.  To  regulate  the  period  of  cutting  off  the  stroke,  the  portions  containing 
the  curves  I II  and  K L may  be  made  in  two  parts,  to  slide  side  by  side  by  means 
of  a screw ; and  if  the  rod  having  the  screw  upon  it  glides  in  a wheel  acted  upon 
by  either  a governor  or  other  regulator,  the  engine  will  regulate  itself.  (See 
art.  554.) 

485.  In  all  cases  an  axis  to  be  alternately  moved  in  opposite  directions  should 
be  balanced,  and  the  stress  of  all  heavy  parts  should  be  relieved  by  counter- 
balancing them  by  weights  acting  on  levers.  The  hand  gear  should  be  a power 
proportioned  to  the  force  required  to  move  the  slides,  cocks,  or  valves.  (See  art. 
449.) 


Piston  Guinns. 

486.  The  motion  of  the  piston  rod  should  be  in  a straight  line  in  the  direction 
of  its  length,  and  when  the  point  it  acts  upon  describes  the  part  of  a circle,  the 
construction  must  be  sucb  that  each  may  lie  confined  to  its  proper  motion,  and 
yet  the  piston  rod  must  produce  the  circular  motion  with  as  little  oblique  action 
as  possible. 

The  most  simple  method  is  to  confine  the  piston  rod  to  its  direction  by  means 
of  a guide  or  guides,  and  to  let  it  act  on  the  part  which  moves  in  a circular  direc- 
tion by  means  of  a connecting  rod.  To  reduce  the  friction  of  the  guides,  rollers 
may  be  added.  A very  simple  combination  of  this  kind  is  shown  in  Plate  xv. 
Fig.  1.  A wheel  or  roller  F is  fixed  on  the  piston  rod  D,  and  is  confined  to  a 
vertical  motion  by  the  guides  G G,  and  the  motion  is  transmitted  to  the  crank  I 
by  a connecting  rod  H H.  When  the  fly  is  of  sufficient  power,  the  whole  loss  of 
force  in  this  combination  is  simply  the  friction  produced  by  oblique  action,  and 

employment  of  the  expanding  force  of  steam  in  the  engines  of  most  makers,  we  infer  that,  Boulton 
and  Watt’s  excepted,  very  few  have  availed  themselves  of  this  great  source  of  economy.  The 
proprietors  of  engines  are  too  anxious  about  the  power  that  an  engine  of  u given  sized  cylinder 
possesses,  forgetting  that  if  an  engine  work  with  a minimum  quantity  of  fnel,  it  must  have  a larger 
cylinder  to  do  the  same  work.  In  estimating  the  comparative  economy  of  engines,  nomiuul  power 
should  not  be  considered,  but  the  effect  produced  by  each  pound  of  fuel. 
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is  less  in  proportion  as  the  connecting  rod  is  longer ; provided  the  stress  from 
weight  be  not  materially  increased. 1 


Cranks. 

487.  The  crank  is  one  of  the  best  contrivances  for  changing  a reciprocating 
into  a rotary  motion.  There  are  three  different  cases: 

1.  The  moving  force  may  be  uniform  and  in  a straight  line, 

2.  The  moving  force  may  be  uniform  and  in  a curved  line, 

3.  In  either  case  the  force  may  be  variable. 

A crank  increases  the  velocity  of  the  moving  force,  and  in  the  usual  construction, 
in  the  ratio  of  the  circumference  of  a circle  to  twice  its  diameter ; but  this  ratio 
is  susceptible  of  variation,  as  is  also  the  action  of  the  power.  This  will  be  evident 
from  the  annexed  figure;  as  if  A B be  the  motion  of  the  piston  rod,  the  crank 


Fig.  22. 


1 The  whole  increase  of  stress  required  for  converting  a reciprocating  into  a rotary  motion 
cannot  double  the  friction  on  the  crank  axis  in  any  case,  and  as  double  this  friction  never  amounts 
to  a tenth  part  of  the  power  of  an  engine,  there  is  no  reason  to  hope  for  an  equal  degree  either  of 
economy  or  simplicity  by  using  the  rotary  action  of  steam.  (See  art.  313 — 317.  and  the  table, 
art.  487.) 
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may  be  any  where  in  the  lune  represented  by  the  dotted  lines,  and  drawn  from 
the  centres  A and  II,  with  radii  each  equal  to  the  length  of  the  connecting  rod.  If 
we  sum  up  the  forces  acting  in  the  circle,  we  find  them  exactly  equal  to  the  mecha- 
nical power  in  die  straight  line,  the  additional  friction  excepted. 

The  following  table  is  calculated  for  an  uniform  force  acting  in  a straight  line ; 
the  moving  force  in  the  straight  line  is  supposed  to  be  unity,  and  die  table  shows 
the  pressure  it  produces  in  the  direction  of  a tangent  to  the  circle,  at  die  quarters 
and  at  every  thirty  degrees  of  its  path.  It  will  enable  the  reader  to  judge  of  the 
effect  of  a variable  force ; and  where  the  acting  point  describes  a curve,  it  is  less 
regular,  but  not  so  different  nor  so  important  as  to  require  investigation  : the  last 
column  is  added  to  show  the  additional  stress  on  the  axis  above  that  which  would 
take  place  if  the  axis  were  turned  by  toothed  wheels. 1 


1 When  the  moving  force  reciprocates  in  the  straight  lino  A B,  and  the  end  D of  a connecting 
rod  is  moved  round  in  a circle ; lot  c be  tho  angle  DC  O which  the  connecting  rod  forms  with  the 
direction  A B of  the  motion,  and  a the  angle  DOB  or  arc  described  from  E.  The  force  in  the 
direction  of  the  connecting  rod  is  P sec.  e,  where  P is  the  force  when  the  rod  is  in  the  position 
A E.  Also,  since  C F is  parallel  toOD,  theZOCF  = /.DOE«=a,  and  consequently  the 
L DCF  = c + «;  therefore  the  force  in  the  direction  F D of  the  tangent  to  the  circle  = P sec.  c 

sin.  (c  -f  «)  t=  P sec.  c (ain.  c cos.  a + cos.  c sin.  s)  « P f lln*  0 cos.  a A-  sin.  a).  But,  when  the 

\ cos  . c / 

connecting  rod  is  n times  the  length  of  the  cranh,  sin.  a — a sin.  c,  sin.  e — and  cos.  e 

a 

= therefore, 

p gin.  a ( C<W*  a - + 1 ) = the  circular  force  at  D for  any  angle  «. 

V Jn*  — sin.*  a • 

The  additional  stress  on  the  axis  or  shaft,  and  consequently  tho  friction,  is  as 


P sec.  c cos.  (c  + a)  or  P ( cos.  a — *ln*  * \ 

' «/  »2  — sin.4  a / 


The  additional  friction  (being  about  one-«ighth  of  the  pressure)  is  therefore  never  greater  than 
where  « is  the  diameter  of  the  shaft,  and  r the  radius  of  the  crank,  both  in  inches. 


By  construction  of  the  figure  the  values  may  be 'found  from  a scale  of  equal  parts;  for  if  C G 
be  the  pressure,  F D will  be  the  force  iu  the  circle,  and  C F the  stress  on  the  axis. 
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Table  of  the  Variation  of  Rotary  Force,  when  a Crank  is  impf.i.i.ed 
by  a Constant  Force. 


Portion  of 
the  stroke 
described, 
the  whole  ! 
being  1. 

Part  km  t*f 
cirri*  de- 
scribed, in 
degree* 
from  the 
begin  Ding. 

Length  of  the  connecting  rod,  tbe  length  of  the  crank  being  1, 

Sires*  on 
the  All*, 
when  the  ' 
connecting . 
rod  is  6 
rimes  tbe 
length  of 
the  crank. 

2 

3 

4 

.5 

1 

6 

7 

j 0-000 

0° 

0-00 

0-00 

0-00 

000 

0*00 

0-00 

1000 

0-007 

30 

0-72 

0-65 

001 

059 

057 

0-50 

0-825  1 

0-140 

45 

0-97 

0-87 

0 83 

0-80 

0-78 

0-77 

0*024  ! 

0-230 

00  | 

1-10 

101 

ow 

0-95 

094 

0-93 

0 373  ' 

0-500 

90 

1-00 

1-00 

1-00 

1-00 

1*00 

1-00 

0109 

0-750 

1*20 

002 

0-75 

0*75 

0-78 

0 79 

0 80  ; 

0-025 

0-854 

135 

0-43 

0-57 

057 

0 00 

0*02  i 

0113  1 

0*790  ' 

0-033 

160 

027 

0-39 

0-.39 

0-42 

043 

044 

0 807  i 

1-000 

180 

0-00 

OOU 

000 

0-00 

0-00 

0-00 

1-000 

The  length  of  the  crank  is  supposed  to  be  1 ; and  the  table  applies  to  any  other 
length  of  crank,  when  the  connecting  rod  is  2,  3,  4,  5,  6,  or  7 times  its  length  : 
the  columns  below  these  numbers  show  the  rotary  force  corresponding  to  the  posi- 
tions indicated  in  the  first  and  second  column.  The  stress  in  the  last  column  being 
greatest  at  each  end,  will  have  a tendency  to  wear  the  shaft  into  the  form  of  an 
oval,  haring  its  longest  diameter  at  right  angles  with  the  connecting  rod. 


Parallel  Motion. 

488.  The  next  method  to  be  described  for  communicating  motion  from  a 
piston  rod  to  a beam  is  that  called  the  * Parallel  Motion.’  It  was  invented  by 
Mr.  Watt,  who  first  gave  a notice  on  the  subject  in  ‘ Robison’s  Mechanical  Philo- 
sophy ;’  and  its  theory  has  been  since  analytically  investigated  by  Prony.  We  shall, 
by  confining  the  enquiry  to  practical  conditions,  however,  be  able  to  treat  it  more 
briefly,  and  show  how  the  best  proportions  for  practice  may  be  obtained.1 

There  are  two  eases,  which  for  simplicity  we  shall  investigate  separately, 
though  they  arc  generally  both  in  use  in  the  same  engine. 

489.  First  case.  Ifcach  of  two  bars  A B,  C D,  Plates  x.  (A)  and  (B)  Fig.  4.  has 
an  axis  at  one  end,  round  which  it  mores,  and  the  other  end  be  connected  with  a third 
bar  B D,  by  moveable  joints ; then  there  is  a point  E in  the  middle  bar  which  will 
nearly  describe  a straight  line.  The  rectilinear  movement  of  the  air-pump  rod,  in 

1 A patent  for  tbe  protection  of  the  Parallel  Motion  vras  taken  out  by  Mr.  Walt  in  1784,  and 
the  invention  was  in  1787  applied  in  ita  most  perfect  form  to  tbe  engines  of  the  Albion  Mills. 
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a steam  engine,  is  often  obtained  by  tills  method  ; and  as  the  motion  is  not  per- 
fectly rectilinear,  it  is  desirable  to  determine  the  point  which  renders  it  most 
nearly  so. 

4!W.  In  any  regulating  apparatus  of  this  kind,  it  is  of  considerable  importance 
that  the  strains  on  the  parts  should  not  change  their  directions  during  the  stroke  ; 
and  this  condition  being  premised,  we  shall  have  less  difficulty  in  forming  them  to 
act  with  regularity  and  certainty.  The  entire  arcs  described  by  B and  D,  in 
Plate  x.  (A)  have  their  equal  chords  in  the  same  vertical  line  b d ; and  since  the 
distance  between  the  upper  extremities  and  between  the  lower  extremities  of  these 
chords  is  in  each  case  equal  to  the  length  of  the  link  B D,  it  is  plain  that  the 
distance  between  the  middles  of  these  chords  is  also  equal  to  the  link  ; that  is,  if 
A B,  C D,  were  both  horizontal,  we  should  have  a D = the  link  B D,  which  evi- 
dently cannot  be  the  case,  as  the  link  is  in  an  oblique  position  at  half  stroke.  The 
beam  A B,  and  the  radius  bar  C D,  will  however  he  both  nearly  in  a horizontal 
position  at  the  middle  of  the  stroke  ; and  if  the  strain  is  not  to  change  its  direc- 
tion, the  connecting  bar  B D should  not  pass  a vertical  position  at  either  termi- 
nation of  the  stroke  : and  to  limit  it  to  this  condition,  we  shall  in  Plate  x.  (A)  suppose 
the  bar,  as  shown  by  the  dotted  lines,  to  be  exactly  vertical,  or  coinciding  with  the 
direction  of  the  piston  rod  at  each  end  of  the  stroke. 

Let  A B and  C D,  Fig.  4.  Plates  x.  (A)  and  (B)  be  the  bars,  B D the  connecting 

rod,  and  E the  point  to  which  the  piston  rod  is  to  be  attached  ; b d being  the  direc- 

tion it  is  to  move  in.  Put  AB  = m,  CD  = m,  B D = /,  and  the  length  of  the 
stroke  of  the  piston  rod  s,  which  is  equal  to  the  chord  of  the  arc  described  by  the 
bar  A B.  Make  the  versed  sine  of  that  arc  v,  and  the  versed  sine  of  the  arc 
described  by  the  end  D of  the  radius  rod  = w.  Then  a B is  the  sum  of  these 

versed  sines  = v + tv ; and  v + tv:  v::  l : BE  = • But,  by  the  properties  of 

the  circle,  we  have  s (m  — y/  in’  — i)  = and  s (n  — t/  if  — i)  = v ; therefore, 

BEs (—7^7)1 

(«•  — v «•“  - 1)  + (•  — s/n*  — q) 

But  we  have  very  nearly  %/  n*  — £ = n — %/»«’-  i = « — ; and  there- 

fore  n — v/  n*  — J = i,  m — v/  i«s  — J = g—  ; consequently, 

BE  = — DE=-iL, 

m + n m + ji 

♦ ■•BE:  DE::m:*::CD:  AB; 

that  is,  the  segment j of  the  link  are  inversely  proportional  to  the  lengths,  or  radii,  of 
the  beams. 
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When  A B is  equal  to  C D,  the  point  E is  in  the  middle  of  the  length  of  the 
bar  B D. 

491.  Role  i.  With  any  proportion  between  the  lengths  of  the  bars 
A B and  CD;  for  instance,  if  A B : C D : : n : m.  Then  from  the  number  n sub- 
tract half  the  square  root  of  four  times  its  square,  less  one,  for  a first  number. 
Also  from  the  number  m subtract  half  the  square  root  of  four  times  its  square,  less 
one,  for  a second  number.1  Divide  the  first  number  by  the  first  added  to  the 
second,  and  the  quotient  multiplied  by  the  length,  B D,  of  the  link  or  bar,  will 
give  the  distance  of  the  point  E from  B. 

Example.  Let  ABbetoCDas2:3;  then  2 x 2 x 4 = 16,  and  16  — 1 = 15, 
of  which  the  square  root  is  3'873  nearly,  and  its  half  is  1'9365  ; and  2 — 1'9365 
is  '0635  for  the  first  number.  Next  3 x 3 x 4 = 36 ; and  36  — 1 = 35,  of  which 
the  square  root  is  5'916,  and  its  half  is  2‘958  ; and  3 — 2 '958  = '042,  therefore 

ota^T-dja  = •G02  neBrI-v' 

Hence  the  length  of  the  link  or  bar  B D,  multiplied  by  the  decimal  '602,  is  the 
distance  of  the  point  E from  B,  or  B E = '602  B D,  when  A B is  to  C D as  2 
to  3.  Or  if  the  point  E be  given,  then  B E divided  by  '602  will  give  B D,  the 
length  of  the  bar,  link,  or  distance  of  the  point  of  connexion  D from  B.  The 
parallel  motions  of  the  engines  in  Plates  xi.  and  xix.  are  examples. 

The  following  rule  is  much  easier  in  its  application,  and  equally  good  for 
ordinary  purposes. 

Rt:le  it.  Divide  the  link  into  two  parts,  having  the  same  proportion  to  each 
other  as  the  beams,  placing  the  greater  part  next  to  the  shorter  beam. 

3 rv 

This  rule  applied  to  the  preceding  example  gives  BE  = g-  3 B D = '600  B D. 

492.  Second  case.  In  this  case,  to  a bar  which  moves  on  an  axis  at  A,  Fig.  5. 
Plates  x.  (A)  and  (B)  conceive  three  shorter  bars  to  be  added  to  the  end,  so  as 
to  form  with  a part  of  the  bar  the  parallelogram  B D G F ; and  let  another  bar  D C, 
which  moves  on  a centre  at  its  extremity  C,  be  attached  to  the  lower  angle  D of 
tile  parallelogram  which  is  most  distant  from  the  centre  C,  round  which  the  bar 
moves.  Then  the  piston  rod  being  attached  to  the  other  lower  angle  G of  the 
parallelogram,  its  motion  will  be  nearly  rectilineal  in  the  direction  G H. 

The  purpose  of  rendering  the  stress  in  the  same  direction  during  the  whole  of 
the  stroke  would  determine  me  to  prefer  the  construction  which  renders  the  links 
B D,  F G,  vertical  at  both  extremities  of  the  stroke,  as  in  Plate  x.  (A) : this  is  not 
however  the  usual  mode  in  practice,  for  the  line  of  motion  of  the  piston  rod  is 

1 There  tiro  numbers  are  the  versed  sine*  of  the  arcs  described  by  the  beam  and  radius  bar, 
n and  m expressing  the  radii. — Ed.] 
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commonly  made  to  divide  the  versed  sine  of  the  arc,  described  by  the  end  of  the 
beam,  into  two  equal  parts,  as  in  Plate  x.  (B.) 1 
Let, 


b = the  length  of  the  beam  from  the  centre  of  motion,  A F. 
c =*  the  length  of  the  parallel  bar  D G. 
r = the  length  of  the  radius  bar  C D. 
s — half  the  length  of  the  stroke. 

t>  = the  versed  sine  of  the  angle  described  by  the  radius  bar. 
a “ half  the  angle  described  by  the  beam. 


Assume  that  the  radius  bar  is  horizontal  when  the  beam  is  horizontal ; this  cannot 
be  strictly  true,  except  when  the  vibration  is  bisected,  but  is  generally  very  nearly  so. 
Then,  (b  — c)  sin.  a = </ ‘2rv  — v*  = half  the  chord  of  the  arc  described  by  the 
end  1)  of  the  radius  bar.  But  v = c (1  — cos.  a)  ; and  substituting  this  value  of  v 
in  the  equation  and  squaring,  it  becomes 

(4  — c)*  »iu.  !a  = 2 r c (1— cos.  a)  — e*  (1  — cos.  «)* ; 


and  by  reduction,  observing  that  sin.  *a  = (1  — cos.  «)  (1  + cos.  a), 


4 (4-  2c) 
2 c 


(1  + Coo.  a)  + c, 


which  is  a convenient  formula  for  the  radius  bar  when  the  angle  is  fixed ; but 
when  it  is  not,  we  have 


the  length  of  the  radius  bar. 

If  the  centre  C of  the  radius  rod  should  be  fixed  by  necessity  or  convenience 
as  in  steam  packet  engines,  let  A = C G its  horizontal  distance  from  the  line 
traversed  by  the  piston ; then  c = r — It,  which  substituted  in  the  above,  and 
again  solved  for  r,  we  get. 


_ t 4*  (1  + cos,  a) 
i + 4 ll  + CM.  a)  + * 


+ 4, 

A + A + v A*  — s* 


in  which  the  former  term  expresses  the  parallel  bar  G D ; and  h must  be  considered 


* Tredgold  has  adopted  the  former  construction  in  Plates  xi.  xix.  and  xx. : there  can  be 
no  doubt,  however,  that  almost  every  circumstance  is  in  favour  of  the  latter  mode  of  ad- 
justment, and  that  munufacturers  have  shown  good  judgment  in  adopting  it.  The  bisection 
of  the  vibration  certainly  causes  the  strain  to  change  its  direction,  but  this  is  of  little  con- 
sequence, compared  with  the  important  advantage  of  rendering  it  of  the  least  possible  amount. 
Another  advantage  iu  this  construction  is,  that  the  beam  and  radius  bar  are  parallel  to  the  horizou 
at  half  stroke;  and  that  the  radius  bar,  like  the  beam,  works  equally  on  both  sides  of  it. — Ed. 

2 o 
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as  negative  in  the  calculation,  when  the  radius  bar  is  to  be  less  than  the  parallel 
bar. 

This  expression,  which  will  be  found  to  be  of  important  use  in  rectifying  and 
adjusting  the  motions  of  old  engines,  and  indeed  in  all  cases  where  it  may  be 
necessary  or  desirable  to  have  the  radius  bar  to  work  from  a stated  ccntTe,  was 
first  investigated  in  the  valuable  treatise  on  ‘ Mechanics  for  Practical  Men,’  by 
Messrs.  James  Hann  and  Isaac  Dodds,  (Newcastle,  1833,)  a work  in  which  mathe- 
matical theory  and  useful  practice  are  combined  throughout,  with  remarkable 
clearness  and  simplicity. 

If  the  beam  from  the  centre  of  motion  to  the  point  F be  one  and  a half  times 
the  length  of  the  stroke  or  b = 3 * ; then. 


' = (!+>/ 2) 


$ (3  » — 2 c) 


+ * 


29142 


» (3 > — 2 c) 


+ e. 


In  any  case,  except  when  the  radius  bar  C D,  and  parallel  bar  D G are  of  the 
same  length,  the  deviation  is  increased  by  increasing  the  quantity  of  angular 
motion  of  the  beam.  Hence,  beams  having  short  parallel  bars  should  be  limited 
in  the  extent  of  angular  movement;  indeed  the  motion  should  not  in  general 
exceed  20°,  and  this  is  very  nearly  the  case  when  the  distance  of  the  end  F of  the 
beam  from  its  centre  of  motion  A,  is  to  the  length  of  the  stroke  as  3 : 2 ; in 
such  case  the  radius  bar  may  be  found  as  follows : 

493.  Rule  hi.  To  find  the  length  of  the  radius  bar,  when  the  length  of  the 
beam  from  the  centre  of  motion  is  to  half  the  length  of  the  stroke,  as  3 to  2. 
From  three  times  half  the  length  of  the  stroke  subtract  twice  the  length  of  the 
parallel  bar,  and  multiply  the  difference  first  by  the  half  length  of  the  stroke,  and 
then  by  the  number  2'914.  Divide  the  product  by  the  length  of  the  parallel  bar, 
and  the  quotient  added  to  the  length  of  the  parallel  bar  will  be  the  length  of  the 
radius  bar. 

Example.  Let  the  length  of  the  stroke  be  8 feet,  its  half  4 feet,  and  let 
the  length  of  the  parallel  bar  D G be  3 feet ; then  3x  4 — 2 * 3“6;  and 
6 x 4 x 2’9 14  = 69'936,  which  divided  by  3 gives  23312  ; add  to  this  the 
length  of  the  parallel  bar  3 feet,  and  we  have  23'312  + 3 «=  26-312  feet,  for  the 
radius  bar  C D. 

A short  parallel  bar  is  assumed  in  this  example,  to  show  the  great  length  of 
radius  bar  required  in  such  a case. 

The  length  of  the  links  D B,  G F,  are  from  four  to  five-tenths  of  the  length  of 
the  stroke,  depending  on  convenience  and  space ; but  the  longer  they  can  be  made, 
the  less  oblique  strain  will  take  place  during  the  motion.  The  vertical  distance 
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between  the  centres  of  motion  of  the  beam  and  the  radius  bar  should  be  nearly 
equal  to  the  length  of  the  links. 

494.  Rule  iv.  To  find  the  length  of  the  radius  bar  when  there  is  no  assigned 
proportion  between  the  length  of  the  stroke  and  the  radius  of  the  beam. 

First,  from  the  length  of  the  radius  of  the  beam,  divided  by  twice  the  length 
of  the  parallel  bar,  subtract  unity. 

Secondly,  Find  the  square  root  of  the  difference  between  the  square  of  the 
radius  of  the  beam,  and  the  square  of  the  half  length  of  the  stroke,  and  add  this 
root  to  the  radius  of  the  beam. 

Thirdly,  Multiply  together  the  numbers  so  found,  and  the  product  added  to 
the  length  of  the  parallel  bar  will  be  the  length  of  the  radius  bar. 1 

Example.  Let  the  radius  of  the  beam  A F be  12  feet,  the  length  of  the  stroke 
6 feet,  and  the  length  of  the  parallel  bar  D G,  5 feet.  Then  the  first  opera- 
tion is, 

--1— „ -1  = 12-1  = 0-2. 

2x5 

By  the  second  operation,  the  square  of  12,  less  the  square  of  3,  is  144  — 9 = 
135,  of  which  the  square  root  is  1 1*62,  and  12  + ll*t>2  = 23*62. 

Hence, 

Radius  rod  = 23  02  x 0-2  + 5 = 972  feet. 


This  calculation  may  be  much  simplified  in  the  following  manner.  Join  A G 
meeting  D B in  E ; then  since  D B,  G F,  are  always  parallel  during  the 

motion,  we  have  AE  : AG  A B : A F,  an  invariable  ratio  ; conse- 
quently, if  E describes  a straight  line,  G will  also  describe  a straight  line. 

But  it  has  been  shown  that  E will  very  nearly  describe  a straight  line 

when  the  segments  D E,  E B of  the  link  are  inversely  as  the  radii  C D, 
A B,  or  when 

DE  : EB  ::  AB  : CD. 


But  by  similar  triangles,  DE  : EB  ::  DG:  AB  .*.  DG:AB::AB:CD, 
and. 


C D.  D G - A B«  or  C D = ~ 
0 G 


AB' 

BF 


1 Where  great  accuracy  of  motion  is  required,  diminish  in  all  cases  the  length  of  the  stroke 
by  its  one-sixth  part,  before  it  is  used  in  any  of  the  calculations  where  it  is  introduced.  This 
preparation  will  reduce  the  deviation  from  a straight  line  to  the  least  possible  amount. — Ed. 
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Hence  this  rule  : — 

Hulk  v.  The  link  divides  the  beam  into  two  parts : divide  the  square  of  the 
length  of  the  central  part  by  the  length  of  the  extreme  part,  or  the  length  of  the 
parallel  bar,  and  the  quotient  will  be  the  length  of  the  radius  bar. 

. 7x7  49 

This  rule  applied  to  the  preceding  example  gives  the  radius  bar  = — g-  «-r  = 

9'80  feet,  which  differs  only  0'08  from  the  other  calculation. 

When  convenience  requires  the  rod  to  be  attached  to  some  other  point  between 
D'  and  B,  as  in  Fig.  1.  it  is  still  only  necessary  to  make  the  radii  inversely  as 
the  segments  D E,  E B of  D B,  as  in  the  preceding  proportion,  viz. 

DE:EB::AB:CD, 

since  the  track  of  G must  be  similar  to  that  of  E. 

And  it  may  he  observed,  that  as  this  ratio  approaches  to  a ratio  of  equality,  the 
more  accurate  will  be  the  motion,  particularly  if  the  beam  and  bars  be  fitted 
parallel  at  half  stroke ; so  that  the  line  of  the  piston  rod  may  bisect  the  versed 
sine  of  the  half  arc  described  by  the  end  of  the  beam,  or  the  horizontal  distance 
through  which  it  vibrates. 

The  calculation  may  be  differently  conducted  by  supposing  A F to  be  the 
radius  of  the  beam,  G'  F to  be  the  extreme  link  or  connecting  rod,  the  other 
link  D B to  remain  unaltered,  and  supposing  the  piston  to  work  from  the  point  G'. 
For  on  these  suppositions  the  point  G'  will  obviously  describe  a path  exactly  similar 
to  that  of  the  point  G ; hence  we  may  proceed  and  calculate  the  length  of  the 
radius  bar  C D,  according  to  the  common  rules ; and  this  method  has  the 
advantage  of  taking  into  account  the  length  of  the  stroke  if  required. 

With  this  arrangement,  which  is  used  for  boat  engines,  the  parallel  bar 
may  be  attached  from  the  point  U,  and  as  is  shown  in  Plate  x.  (B),  Figs.  10 
and  1 1,  to  which  the  above  reasoning  equally  applies,  the  piston  rod  will  then 
be  attached  to  a point  G,  in  the  connecting  bar  F H produced.  In  fact,  the 
parallel  bar  may  evidently  be  fixed  to  the  connecting  bars  at  any  distance  from 
the  beam,  without  affecting  the  motion  or  the  calculation  of  the  parts : strength 
and  convenience  are  the  principal  considerations  for  its  regulation.  Suppose 
Fig.  8,  the  parallel  bar  G D to  be  continued  to  m,  so  that  its  length  G m may 
be  equal  to  the  radius  of  the  beam ; and  the  extremity  in  to  be  connected  to 
a bar  A m equal  and  parallel  to  BD  and  F G.  Then  it  is  plain,  that  during  the 
motion  the  point  m will  oscillate  over  the  small  arc  m n,  centre  A,  of  which  the 
horizontal  chord  m n is  equal  to  the  versed  sine  of  the  arc,  described  by  the  ex- 
tremity of  the  beam.  Let  the  combination  be  now  divested  of  the  beam  A F,  and 
connecting  bars  B D,  F G ; let  the  bar  A m still  work  from  the  fixed  centre  Av 
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and  suppose  G m now  to  represent  the  beam ; then,  inverting  the  figure,  we  shall 
have  the  usual  motion  by  means  of  the  vibrating  pillar,  and  hence  the  pre- 
ceding rules  may  be  applied  to  the  calculation  of  this  motion. 

If  A B be  retained  as  a parallel  bar,  and  BD  as  a connecting  bar,  tbe  point  £ 
may  then  be  employed  for  a pump  rod,  as  in  the  particular  case  of  Fig.  9. 

Figs.  12  and  13  exhibit  a very  simple  motion,  by  which  the  number  of  parts 
is  diminished,  and  two  diagrams  are  given  to  show  that  any  length  of  radius  bar 
may  be  used  for  such  motion,  provided  the  link  lie  properly  apportioned. 

495.  When  the  proportions  to  obtain  parallel  motion  have  been  found  by  the 
preceding  rules,  tbe  point  for  the  air-pump  rod  in  the  link  D B is  easily  found 
by  drawing  a line  from  G to  A,  as  in  several  figures,  and  then  the  rod  must  lie 
attached  to  the  point  of  intersection.  Its  distance  from  the  point  B may  be 
calculated  by  the  proportion, 

AF:  FG  i:  A B : B E — 

A r 

Thus  if  A F be  12  feet,  F G 3 feet,  and  A B 7 feet ; then  — = 1'70 
= BE. 

In  like  manner,  for  any  complex  case,  as  in  Woolfs  engine  with  two  cylinders, 
the  points  of  connexion  for  the  piston  rods  must  all  be  in  the  line  A G,  as  is  shown  in 
some  examples  in  the  plates  ; or  the  point  for  the  air-pump  rod  being  found  by  the 
rule,  (art.  491.)  the  point  for  the  piston  rod  may  be  ascertained  by  drawing  a 
line  through  the  points  A E,  Fig.  4.  Plate  x.  (A)  till  it  cuts  tire  line  in  which 
the  piston  rod  is  to  move  at  G ; then  draw  G F parallel  to  the  link  B D,  and  G II 
parallel  to  the  beam,  and  B F G H are  tbe  moveable  points  of  the  parallelogram, 
and  G the  point  to  which  the  piston  rod  should  be  connected.  The  calculation 
and  construction  of  the  parallel  motion  adopted  for  steam  boat  engines,  Figs.  1. 
may  be  conveniently  solved  by  the  methods  before  described. 

To  pix  the  radios  bar.  The  line  of  the  piston  must  be  first  made  to 
bisect  the  versed  sine  of  the  arc  described  by  the  end  of  the  beam.  Plumb  the 
piston  rod  when  at  the  top  extremity  of  its  stroke ; then  the  radius  bar  being 
moveable  about  D,  with  the  other  end  C describe  a circular  arc.  Bring  the 
piston  down  to  the  lowest  extremity  of  the  stroke,  again  plumb  the  piston 
rod,  and  in  the  same  manner  describe  another  arc  intersecting  the  former. 
The  point  of  intersection  will  evidently  be  the  centre  upon  which  the  end 
C of  the  radius  bar  is  to  move. 

The  length  as  well  as  position  of  the  radius  bar  may  be  similarly  ascertained  by 
geometrically  finding  the  positions  of  the  point  D respectively  at  the  top  extremity, 
at  half  stroke,  and  at  the  bottom  extremity  ; and  then  describing  a circle  through 
tbe  three  points  so  found. 


Digitized  by  Google 


238 


OF  THE  PARTS  OF 


[sect.  Til. 


If  great  accuracy  be  required,  it  will  be  better  to  take  the  positions  within  each 
extremity  by  about  one-sixth  of  the  half  stroke,  the  note,  page  235,  being  pre- 
viously followed  in  the  calculation  of  the  parts. 

To  find  the  length  of  the  CONNECTING  rod.  Set  the  beam  at  half  stroke, 
that  is,  parallel  to  the  horizon  ; then  the  distance  between  the  centre  of  the  pin  on 
which  the  connecting  rod  is  to  move  and  the  centre  of  the  shaft,  is  the  length  of 
the  connecting  rod. 

In  concluding  this  part  of  our  subject  we  may  further  observe,  that  a consi- 
derable increase  of  accuracy  in  the  motion  will  be  obtained  by  the  adoption  of  the 
expedient  recommended  in  the  note  of  page  230,  in  each  calculation  where  the 
length  of  the  stroke  is  taken  into  account ; and  this  will  be  an  advantage  of  some 
importance  in  the  construction  of  large  engines.  According  to  Rules  it.  and  v.,  if 
the  beam  and  radius  bar  be  adjusted  parallel  to  the  horizon  at  half  stroke,  and  the 
vibration  of  the  beam  bisected,  the  direction  of  the  motion  of  the  point  G where  the 
piston  is  connected  will  be  precisely  vertical  at  half  stroke,  and  its  deviation  will 
take  place,  alternately  right  and  left,  towards  each  extremity  of  the  stroke.  By 
Rules  i.  and  tv.  the  three  principal  positions  of  the  point  G,  viz.  at  the  two  extre- 
mities and  at  half  stroke,  will  be  precisely  in  a vertical  straight  line,  and  its  devia- 
tion will  take  place,  on  alternate  sides,  between  the  middle  and  each  extremity. 
Thus  in  the  adjoining  diagram,  if  the  beam  and  radius 


bar  be  fixed  parallel  at  half  stroke,  G G G G,  Fig.  1 . 
represents  the  form  of  curve  described  when  calculated 

f | 

a 

by  Rule  it.  or  v. ; but  when  the  radius  bar  is  properly 
fixed  as  directed,  the  point  G will  coincide  with  the 
line  at  each  extremity,  and  at  another  point  not  ex- 

j  o « 

•( 

f’tfa 

actly  but  nearly  at  half  stroke,  and  at  half  stroke  the  „ 

bars  wall  not  in  this  case  be  exactly  parallel.  . 

Also  Fig.  2.  shows  the  curve  according  to  Rule  I.  or  J 
rv. ; but  if  the  half  length  of  the  stroke  be  diminished 

r 

a 

o.1 

by  its  one-sixth  part  previously  to  the  calculation  of  the  rule,  the  position  of  the 
curve  described  will  be  as  represented  in  Fig.  3.,  in  which  the  intersections 
occur  at  the  middle  and  one-Bixth  of  the  half  stroke  from  each  extremity. 
These  rules  will  cause  the  bars  to  be  precisely  parallel  to  the  horizon  at  half 
stroke,  and  may  be  fixed  in  this  way,  or,  perhaps  more  conveniently,  adjusted  by 
the  method  before  described. 
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Of  the  Strength  of  the  Parts  of  Steam  Engines. 

496.  In  considering  this  important  branch  of  my  subject,  I propose  to  follow 
the  most  simple  methods  I can  devise,  and  those  most  readily  applied  in  practice. 
The  foundation  of  the  inquiry  must  be  the  power  of  the  steam  in  the  boiler,  or 
rather  the  greatest  power  it  can  possibly  acquire  without  escaping  at  the  safety 
valve.  Now  since  there  is  always  a risk  of  the  safety  valve  not  being  in  perfect 
order,  wc  may  in  a great  degree  provide  against  such  risk,  by  taking  the  load  on 
the  valve  at  double  the  actual  load  upon  it.  Thus,  if  the  load  on  the  valve  be 
8 lbs.  on  a circular  inch,  consider  it  16  lbs. ; and  16  lbs.  added  to  1 1*5  lbs.,  the 
pressure  of  the  atmosphere,  will  give  27*5  lbs.  for  the  strength  of  the  steam,  or  the 
pressure  which  must  cause  the  machine  to  move  backwards. 

497.  In  the  case  of  steam  boats,  a greater  degree  of  surplus  of  strength  ought 
to  be  provided,  because  accidents  at  sea  are  attended  with  more  serious  conse- 
quences ; and  1 would  recommend  all  good  machinery  to  be  regulated  by  the  fol- 
lowing rule : it  is,  to  add  the  load  per  circular  inch  on  the  safety  valve  to  the 
pressure  of  the  atmosphere,  and  to  take  double  this  quantity  as  the  utmost  force  of 
the  steam : that  is,  if  the  load  on  the  safety  valve  be  8 lbs.  on  a circular  inch,  let 
this  be  added  to  11 '5,  the  pressure  of  atmosphere,  the  sum  is  19*5,  and  double  this 
is  39  lbs.  per  circular  inch,  for  the  possible  pressure  on  the  piston. 

If  the  parts  be  formed  to  resist  this  pressure,  then,  in  the  case  of  the  machinery 
being  impelled  backwards  by  an  excess  of  resistance,  they  will  not  be  injured  by  it, 
except  where  the  momentum  of  a heavy  fly  wheel  renders  it  necessary  to  provide 
a resistance  to  impulsive  force. 

498.  The  datum  for  the  resistance  of  the  material  must  be  the  strain  it  will 
bear  without  a permanent  derangement  of  its  parts ; and  this  strain  is  about  one- 
third  of  its  cohesive  force.1 

499.  In  respect  to  the  effect  of  the  friction  of  an  engine,  it  ought  to  be  added 
to  the  power  in  estimating  the  strength  ; because  when  the  resistance  is  capable  of 
reversing  the  motion  of  the  engine,  it  also  must  have  to  overcome  the  friction  of 
the  intermediate  parts ; but  when  the  force  of  the  steam  is  considered  double  its 
whole  pressure,  as  limited  by  the  safety  valve,  the  friction  may  be  neglected. 

500.  The  stress  on  any  of  the  moving  parts  of  a steam  engine  may  lie  most 
easily  found  by  comparing  the  number  of  revolutions  or  vibrations  it  makes  for 
each  double  stroke  of  the  piston  : the  stress  is  inversely  as  the  number  of  revo- 
lutions or  vibrations  multiplied  by  the  diameter  of  the  circle,  or  the  chord  of  the 
arc  described  by  the  point  where  the  force  acts : thus  if  a wheel  4 feet  in  diameter 
makes  three  revolutions  while  the  piston  makes  one  stroke,  and  the  length  of  the 

1 See  Practical  Essay  on  the  Strength  of  Cast  Iron,  &c.  sect.  v.  Second  edition. 
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stroke  be  0 feet ; then  4 x 3 : 5 : : pressure  on  the  piston  : stress  on  the  teeth  of 
the  wheel,  equal  five-twelfths  of  the  pressure  on  the  piston.  The  stress  thus  found 
is  to  be  considered  as  a weight  applied  at  the  point  to  which  the  motion  belongs. 

In  like  manner,  the  period  of  the  motion  of  the  working  point  of  any  machine 
may  be  considered  unity  ; and  by  comparing  the  chords  of  the  arcs  described  in 
the  same  time,  and  the  revolutions  in  the  same  period,  the  stress  may  be  found  in 
terms  of  the  force  required  to  overcome  the  resistance  at  the  working  point. 

501.  The  method  to  be  followed  in  determining  the  strength,  is,  when  there  is 
only  one  working  point  to  proceed  from  the  engine,  taking  its  power  as  the  measure 
of  the  stress  at  every  point,  and  to  make  the  part  so  that  it  shall  be  sufficiently 
strong  to  bear  a reversion  of  the  motion  ; but  if  the  power  of  the  engine  be  divided 
among  various  trains  of  machinery,  then  its  power  should  be  the  measure  of 
strength  only  to  the  point  where  the  trains  branch,  and  for  each  separate  train  the 
greatest  possible  stress  at  the  working  point  should  be  made  the  measure  of  the 
strength  of  its  parts. 

502.  The  advantage  of  reasoning  by  general  formula;  is  so  great,  that  it  will 
be  adopted,  and  the  rules  as  they  arise  given  in  words  at  length  with  examples. 

Let, 

D ~ the  diameter  of  the  piston  in  inches, 

L = the  length  of  its  stroke  in  feet, 

P = the  double  of  the  whole  clastic  force  of  the  steam  in  the  boiler,  in 
lbs.  per  circular  inch. 

/ = the  length  from  the  centre  of  motion  to  the  centre  of  stress  in  feet, 
a = the  depth  or  diameter, 
b — the  breadth  in  inches ; 

f — the  cohesive  force  of  a square  inch  at  the  point  of  alteration,  and 
R = the  radius  of  any  wheel. 

Then  the  force  on  the  piston  is  D!  P in  lbs. 

503.  Strength  of  hods  where  the  strain  is  wholly  tensile.  There  is  in 
every  case  of  this  kind  a possibility  of  the  strain  deviating  one-sixth  of  the  diameter 
of  the  rod  from  the  axis,  and  when  it  does  so  the  resistance  is, 

«*/  _ «*/  , 

nrvsi  - 25  ncar|y ; 

consequently,  D'  P ~ or  ■ = D (*  '/ 

For  malleable  iron  /=  17800,  consequently, 

“ = M SF- 

This  rule  applies  to  rods  subject  to  a tensile  strain  only : such  are  piston  rods 
of  single  acting  engines ; pump  rods. 
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For  Load  links  it  becomes, 

gj  SV  =41=  tile  breadth  multiplied  by  the  thickness  in  inches. 

504.  Rule.  Multiply  the  diameter  of  the  steam  piston  in  inches,  by  the 
square  root  of  twice  the  elastic  force  of  the  steam  in  the  boiler,  in  lbs.  per  circular 
inch,  and  the  product  divided  by  84  is  the  diameter  of  the  rod  in  inches. 

Example.  If  the  force  of  the  steam  be  16  lbs.  per  circular  inch,  and  the  diameter 
of  the  cylinder  54  inches,  then  the  square  root  of  32  is  5 '657,  and 

’"**  — = 3'C  inches,  the  diameter  required. 

For  the  atmospheric  pressure  it  is  one-sixteenth  of  the  diameter. 

505.  Or  the  strength  of  rods  alternately  extended  and  compressed.  In 
the  compression,  of  rods  the  force  increases  with  the  flexure  ; but  if  the  length  never 
exceed  about  thirty-six  times  the  diameter,  its  error  will  be  very  small  to  assume  that 
degree  of  flexure ; and  by  taking  in  addition  the  greatest  possible  deviation,  from 
misfitting,  which  is  half  the  diameter  of  the  rod,1  with  this  simplification  we  have 

D*  P = “!/ nearly,  or  a = D y '')*• 

For  cast  iron  / = 15300,  and  a = J~Y. 

42 

For  malleable  iron  / = 17800,  and  a = ^ ,/T. 

For  tempered  steel  / = 45000,  and  a = ^ JT. 

This  rule  applies  to  piston  rods  of  double  engines,  parallel  motion  rods,  air  pump 
and  force  pump  rods,  and  the  like ; and  if  P be  increased  in  the  ratio  of  the  radius 
to  the  sine  of  the  greatest  angle  a connecting  rod  makes  with  the  direction,  it 
applies  to  connecting  rods. 

506.  Rule.  Multiply  the  diameter  of  the  piston  in  inches  by  the  square  root 

of  twice  the  pressure  of  the  steam  in  lbs.  on  a circular  inch,  and  divide  the 
product  by,  % 

42  for  cast  iron, 

45  » wTought  iron, 

72  „ tempered  steel ; 
the  quotient  will  be  the  diameter  in  inches. 

Example  1.  The  force  of  the  steam  being  16  lbs.  per  circular  inch,  and  the 
diameter  of  the  piston  80  inches,  that  of  the  piston  rod  should  be,  for  wrought  iron, 

= 10  06  inches. 

Example  2.  The  force  of  the  steam  being  4 atmospheres  = 46  lbs.  per  circular 

1 Practical  Essay  on  Cast  Iron,  art.  246. 
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inch,  and  the  diameter  of  the  cylinder  1 1 inches,  the  diameter  of  a piston  rod  of 
wrought  iron  should  be, 

11  x '/92  = 2-34  inches. 

45 

If  the  rod  be  of  steel,  then  the  diameter  should  be, 

U_*  _ P4G  inches. 

Example  3.  The  force  of  the  steam  being  IG  lbs.  per  circular  inch,  and  the 
diameter  of  the  piston  24  inches,  the  diameter  of  a cast  iron  connecting  rod  should 
not  be  less  than, 

24  X4./-3i  = 323  inches. 

The  middle  is  commonly  expanded  into  a form  of  greater  lateral  strength  ; and 
in  all  cases  should  be  of  larger  diameter  than  the  ends,  in  the  proportion  of  about 
one-tenth. 

507.  For  air  pump  rods,  the  pressure  of  the  atmosphere  and  the  diameter  of 
the  pump  must  be  taken,  instead  of  the  force  of  the  steam  and  the  diameter  of  the 
cylinder.  Parallel  motion  rods  should  be  three-sevenths  of  the  diameter  of  the 
piston  rod,  except  in  the  case  of  that  for  steam  boat  engines,  when  there  is  lateral 
stress.  Connecting  rods  for  giving  motion  from  the  cross-head  to  beams,  or  to 
cranks,  should  lie  seven-tenths  of  the  diameter  of  the  piston  rod. 

508.  Of  the  strength  of  arms  of  beams,  cranks,  &c.  It  may  be  assumed  as 
a principle,  that  a beam  of  uniform  thickness  should  not  be  of  less  thickness  than  one- 
sixteenth  of  its  depth,  otherwise  it  is  liable  to  overturn ; besides,  in  cast  iron  it  is 
not  safe  to  trust  the  strength  of  a casting,. which  is  not  a sixteenth  part  of  its  depth 
in  thickness.  Now  for  the  case,  when  the  velocity  is  the  same  as  that  of  the  piston 
D*  P/  = 212  b a*, 1 and  when  16  b = a,  and  12  / = n D,  it  becomes  for  cast  iron 


That  is,  when  D = the  diameter  of  the  piston  in  inches,  and  d — the  depth  of  the 
beam  in  inches,  the  breadth  one-sixteenth  of  that  depth,  n the  number  of  times  the 
diameter  is  contained  in  the  length  from  the  centre  of  motion  to  the  point  where 
the  force  is  applied,  and  P double  the  force  of  the  steam  in  the  boiler,  in  lbs.  per 
circular  inch.  The  depth  at  the  end  should  be  half  the  depth  at  the  centre  of 
motion,  and  the  breadth  uniform  ; and  an  access  of  strength  may  be  given  by 
forming  the  section,  so  as  to  increase  the  thickness  at  the  edges  to  one-ninth  of  the 
depth,  or  till  the  parts  between  be  reduced  to  the  thickness  of  one-sixteenth  of  their 
width. 

1 Practical  Esxay  on  Strength  of  Iron,  art.  116. 
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For  wrought  iron  use  240  instead  of  212,  and  for  wood  64. 

509.  Example  1.  Beams.  An  engine  beam  is  3 times  the  diameter  of  the 
cylinder,  from  the  centre  to  the  point  where  the  piston  rod  acts  on  it,  the  force  of 
the  steam  in  the  boiler  is  14  lbs.  per  circular  inch,  its  double  is  28,  and  the 
diameter  of  the  piston  is  24  inches.  In  this  case, 


ora  = 19-4  inches,  and  the  mean  breadth  is  P21  inches,  and  the  breadth  at  top 
and  bottom  2‘1C  inches. 

If  of  wrought  iron  with  the  same  proportions,  ’78  D = a,  and  the  breadth  = one- 
sixteenth  of  the  depth. 

Of  wood  with  the  same  proportions,  -78  D = a,  but  the  breadth  = one-fourth  of 
the  depth. 

510.  Chaxks.  A crank  should  embrace  a shaft,  so  that  its  depth  at  the  shaft 
should  be  1'5  times  the  diameter  of  the  shaft;  hence,  if  S D be  the  diameter  of 
the  shaft,  the  depth  of  the  crank  must  be  1*5  S D,  but  since  (art.  508.)  D'  P / = 
212  ba*,  we  have 

PI  PI 

* - lit>  s=  x 212  “ 477"B* 


Example  2.  A crank  shaft  is  equal  in  diameter  to  '31  times  the  diameter  of 
the  cylinder,  and  the  force  of  the  steam  in  the  boiler  being  14  lbs.  per  circular 
inch,  or  P = 29  lbs.,  required  the  breadth  of  the  crank  at  the  shaft,  its  radius 
being  2’5  feet.  In  this  case, 

4 - 477  8*  477  x *31*  6 ’ m inC,1CS  ’ 

and  as  / = 2-5  feet,  it  is  'C  x 2’5  =15  inches,  and  the  depth  is  1'5  x -31  x 30 
= 14  inches. 

511.  Wheel  arms.  The  arms  of  wheels  may  be  considered  in  respect  to 
strength  only ; and  if  the  rim  be  of  equal  strength,  then  a wheel  should  have  six 
arms  in  all  cases,  when  it  is  of  sufficient  magnitude  to  require  its  strength  to  be 
found  by  rule.  With  this  condition  we  have  2D*  PR  = 212x65  a*,  or 
D’  P R = 3 x 212  b a'.  If  we  consider  the  arms  to  be  one-third  of  the  breadth  of 
the  wheel,  and  allow,  as  excess  of  strength,  that  which  is  added  to  give  it  lateral 
strength,  then 


When  R the  radius 
boiler,  then 


D’  P R 
212 


= ia’,  or  <i  = D 


1,  and  P = 28  = twice  the  force  of  the  steam  in  the 


D 

■JTb 


as  inserted  along  with  the  proportions  of  teeth  in  the  table,  art.  513. 
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512.  The  teeth  of  wheels  will  be  most  conveniently  given  in  a tabular  form, 
with  a correction  for  curvature  in  determining  their  breadth,  which  is  not  in- 
cluded in  the  formula  in  my  treatise  on  cast  iron.  The  first  column  shows  the 
stress  on  the  teeth  in  lbs. ; the  second,  the  horse  power  nearly  equivalent, 
when  the  velocity  is  three  feet  per  second ; the  third  column,  the  pitch  ; the  fourth, 
the  thickness;  and  the  fifth,  the  breadth  of  the  teeth  : the  sixth  column  shows  the 
greatest  depth  of  the  middle  of  the  arm  at  the  base  in  the  direction  of  the  wheels’ 
motion,  when  that  part  is  one-third  of  the  breadth  of  the  teeth,  and  the  radius  is 
one  foot ; hence,  being  multiplied  by  the  square  root  of  any  other  radius  in  feet, 
it  will  be  the  depth  for  it ; the  seventh  column  shows  the  breadth  of  the  rib  which 
strengthens  the  arm  ; and  the  eighth,  the  diameter  of  a cylinder,  when  the  force 
of  the  steam  is  thirty-five  inches  of  mercury  in  the  boiler,  and  the  teeth  move  at 
the  same  velocity  as  the  piston.  For  any  other  velocity  the  stress  will  be  found 
by  art.  500. 


513.  A Table  of  the  Strength,  &c.  of  Teeth  and  Arms 
for  Wheel  Work. 


1 

Teeth  of'Wkeeb. 

Wheel  with  6 arms. 

Diameter  of 
the  cylinder  for 

Stress 

Horse  power 
■t  3 feet  per 
second. 

Pitch 

Thickness 

Breadth 

Depth  of  arm 
for  1 foot  ra- 
tlins, in  inches. 

Breadth  of  rib 

low  prepare  * 

iu  lbs. 

in  inches. 

in  inches. 

in  inches. 

in  inches. 

moving  at  the 
same  velocity 
u the  piston,— 

in  inched. 

28 

0-25 

0-25 

0-1 19 

075 

0-87 

0-25 

24) 

85 

03 

0-5O 

0-238 

1-25 

1-24 

0-42 

37 

191 

1 

0*75 

0357 

1-75 

1 07 

0-00 

5-5 

337 

2 

100 

0-475 

250 

1-70 

0-30 

7*4 

520 

3 

1-25 

0-500 

300 

2-00 

1-00 

9-2 

800 

4 

1*50 

0-730 

4-OU 

2-20 

1-30 

11-3 

1010 

5 

1-75 

0*835 

4-25 

2 40 

1-40 

120 

1370 

7 

200 

0*965 

5-00 

2-50 

1*70 

14-8 

1720 

9 

2-25 

1-070 

550 

2-70 

1-80 

160 

2100 

10-5 

200 

1*190 

04)0 

2-85 

2*00 

18-4 

2500 

1.3 

2-75 

1-310 

6*75 

3-00 

2-20 

20-3 

3000 

15 

300 

1-430 

7-25 

3-20 

2 40 

22-2 

3800 

18 

325 

1550 

8-00 

3-30 

2410 

240 

4150 

21 

3-50 

1-070 

8-50 

3-40 

2-80 

26-0 

4800 

24 

3-7*3 

1-790 

9-25 

3-50 

200 

280 

| 5700 

27-5 

4-00 

1-910 

10-25 

3-00 

3-40 

295 

0300 

31-8 

4 25 

2-025 

10-50 

3-70 

3-50 

31*5 

0900 

34  5 

4-50 

2-150 

11-00 

3-80 

3-70 

33-3 

7700 

38-5 

4-75 

2-270 

11-75 

3-90 

3-90 

3541 

MOO 

42-5 

500 

2-390 

12*25 

4-00 

4-00 

37-0 
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514.  The  strength  of  beam  gudgeons  may  be  determined  by  the  rule, 
P D*  = 854  a’. ' 

It  reduces  to, 

„= 

3U  ’ 

and  the  length  should  not  be  less  than  eight-tenths  of  the  diameter.  For  low- 
pressure  steam,  twice  its  force  is  28  lbs.  per  circular  inch,  or  P = 28,  and 
therefore  in  that  case  one-sixth  of  the  diameter  of  the  cylinder  should  be  that  of 
the  gudgeon.  For  pins  for  connecting  rods  where  the  bearing  is  double,  the 
stress  is  reduced  one-half,  and 

D ,/P 
a~  43 

Or  in  the  case  of  low  pressure  steam, 

D 

0 8 

515.  The  strength  of  shafts.  The  shafts  are  supposed  to  be  supported  so  as 
to  render  the  lateral  stress  as  small  as  possible,  then  the  resistance  to  twisting 
alone  has  to  be  considered,  and  as  no  part  of  the  shaft  should  be  less  than  the 
bearings  or  journals,  therefore  allowing  one-sixth  for  wear  R D*  P = 900  a' ; 1 
when  the  shaft  revolves  in  the  same  time,  the  piston  makes  a double  stroke,  and 
if  the  radius  R = n D,  we  have 

a = D /iZ.  yi, 

V ooo  / ’ 

for  the  diameter  in  inches. 

If  it  revolve  N times  while  the  piston  makes  a double  stroke,  then  (art.  500.) 
we  have, 

a = D (fiSTl)* 

For  wrought  iron  the  divisor  should  lie  1080  instead  of  9fi0. 

Example.  What  should  be  the  diameter  of  a shaft  of  cast  iron,  when  the  crank 
arm  is  equal  to  the  diameter  of  the  cylinder,  double  the  force  of  the  steam  in  the 
boiler  28  lbs.  per  circular  inch,  the  piston  30  inches  in  diameter,  and  one  revolu- 
tion of  the  shaft  made  in  the  same  time  as  a double  stroke  ? In  this  case  n and  N 
are  each  *=  1,  and, 

a = I)  ( 1 - \ 1 = n f — \^  = 0'3 1 D,  in  inches, 

\900  / Vot»y 

or  a = 0-31  x 30  = 9 3 inches. 


1 Essay  on  Strength  of  Iron,  art.  139. 

a Essay  on  Strength  of  Iron,  art.  224.  R being  in  this  ease  in  inches. 
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Of  the  Strength  of  Pifes  and  Working  Cylinders. 

516.  The  thickness  for  pipes  and  cylinders  of  solid  metal  is  more  frequently 
determined  by  the  condition,  that  the  eastings  may  be  sound  and  perfect,  than  by 
a regard  to  strength ; yet  it  is  necessary  to  show  the  proportions  essential  for 
strength,  that  a mistake  in  this  respect  may  not  occur. 

The  data  required  are  the  tensile  strain  a square  inch  of  the  metal  will  bear 
without  permanent  alteration  at  the  proposed  temperature,  the  pressure  of  the 
steam  on  a circular  inch  including  such  allowance  as  is  proper  for  the  risk  of 
increase,  and  the  diameter  of  the  cylinder.  I advise  to  take  double  the  whole  force 
of  the  steam  when  it  escapes  at  the  safety  valve  of  the  boiler. 

We  may  safely  consider  the  cylinder  to  be  of  equal  resistance  throughout  its 
length  ; and  hence,  if  we  take  the  stress  upon  an  inch  of  that  length,  that  stress 
will  be  equal  to  the  diameter  in  inches,  multiplied  by  the  greatest  possible  force  on 
a square  inch,  and  the  resistance  will  be  twice  the  thickness  of  the  cylinder,  by 
one-fourth  of  the  limit  of  tensile  strain  of  the  metal,  the  tension  being  considered 
to  be  unequal  on  the  resisting  part.  Thus  we  have  the  following  rule. 

517.  Rule.  For  the  thickness  of  solid  metal,  pipes,  or  cylinders  to  bear  a 
given  stress,  the  whole  being  of  an  equal  temperature : — 

Multiply  2 '54  times  the  internal  diameter  of  the  cylinder,  by  the  greatest 
force  of  steam  on  a circular  inch  ; divide  by  the  tensile  force  the  metal  will  bear 
without  permanent  alteration,  the  result  is  the  thickness  in  inches. 

Example.  To  determine  the  thickness  of  a cast  iron  cylinder,  60  inches  dia- 
meter, for  a pressure  not  exceeding  3'2  lbs.  per  circular  inch,  in  addition  to  the 
atmospheric  pressure.  In  this  case  twice  the  force  is  30  lbs.  on  the  circular  inch, 
and  the  resistance  of  cast  iron  is  15,000  llis.  per  square  inch  ; hence, 

tt'54  X 60  X 30  „ . , 

150U0 “ 0 305  mches- 

518.  Were  there  the  direct  force  alone  to  consider,  we  see  that  a very  thin 
cylinder  or  pipe  is  sufficient,  but  the  pressure  is  often  aided  by  a powerful  strain 
from  unequal  expansion.  If  e be  the  extension  the  metal  will  bear  without 
alteration,  and  l its  thickness,  a being  the  diameter  of  the  pipe,  we  have 


the  greatest  quantity  which  the  expansion  of  one  side  of  the  pipe  should  exceed  the 
other,  = h t,  when  h = the  excess  of  heat,  and  t = the  expansion  for  one  degree. 

In  cast  iron,  r = j.^,  and  c = jjg^i  hence, 
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270  a 

k ■=  , 

the  increase  which  would  strain  the  metal  as  far  as  it  would  bear  without  per- 
manent derangement. 

519.  Here  we  suppose  the  heat  to  be  confined  to  a single  point;  but  generally, 
or  rather  in  all  cases,  a considerable  portion  of  surface  is  directly  affected  by  the 
heat : in  this  case  a near  approximation  will  lie  to  double  the  effect  of  expansion, 
or  make, 

^ 135  o 

t * 

In  the  case  of  pipes  and  cylinders,  the  greatest  difference  of  temperature  will 
never  exceed  300# ; and  then, 

300  / 2*2  t 

the  force  of  cohesion  the  cylinder  loses  by  unequal  expansion  * jgg-j  »*  — — . 


If  this  be  added  to  the  former,  we  derive, 

2’54  a p 2'2  / a p 

‘ ~ TsSOtT  + T~ ! or  ' = wxx) 


)• 


The  effect  of  irregular  expansion  is  sensible  only  in  small  cylinders  : in  the  case 
of  a cylinder  of  60  inches  diameter  we  found  its  thickness  305  inches,  and  it  became 
only  ‘315  when  corrected  for  expansion. 

For  pipes  of  less  than  5 iuches  diameter, 

' " ttuoo  (i  - o-no  «>' 

For  working  cylinders  both  wear  and  other  causes  of  pressure  exist ; the  latter 
will  require  at  least  that  the  thickness  should  be  double,  and  for  wear  half  an  inch 
may  be  added,  as  about  the  proper  quantity  of  allowance. 

520.  Rule.  For  the  thickness  of  a working  cylinder.  Multiply  four  times 
the  elastic  force  of  the  steam  in  lbs.  per  circular  inch  by  the  diameter  in  inches, 
and  divide  by  6000.  The  result  multiplied  by  the  quotient  arising  from  dividing 
the  diameter  by  the  diameter  less  2'2,  is  the  thickness  for  strength,  to  which  half 
an  inch  may  be  added  for  wear. 

Example  1.  A cylinder  24  inches  in  diameter  is  to  be  made  of  cast  iron,  for 
steam  not  exceeding  3£  lbs.  per  circular  inch  on  the  safety  valve,  or  11-5  + 3-5  = 15 
elastice  force,  required  its  thickness. 

We  have  — ^ = ‘24  ; and  ^ x '24  “ '264 ; 


which,  added  to  half  an  inch,  is  '764  inches,  the  thickness  required. 

Example  2.  A cast  iron  cylinder  for  a high  pressure  engine  being  9 inches 
in  diameter,  and  for  steam  50  lbs.  per  circular  inch  clastic  force,  required  the 
thickness. 
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In  this  case,  4 X(i^QX  ° — ‘3  ; and  g ^ i x '3  = '4  ; 

to  which  adding  ‘5  for  wear,  it  is  0!)  inches. 

521.  Of  the  strength  of  flat  plates  to  bear  the  .pressure  of  steam,  or  other  elastic 
Jluids.  The  strength  of  a plate  is  limited  by  the  curvature  it  takes  by  the  strain  ; 
and  when  the  length  and  breadth  arc  equal,  the  resistance  is  the  same  in  both 
directions ; but  in  any  other  case  the  two  flexures  do  not  correspond,  and  the 
resistance  depends  chiefly  on  the  curvature  in  the  shortest  direction  of  support. 

From  the  laws  of  deflexion  it  will  be  t*  : 4*  ::  1 : *a , the  resistance  in  the  lon- 
gitudinal direction ; and  1 + yj , multiplied  by  the  resistance  in  the  shorter 
direction,  gives  the  whole  resistance. 

When  a plate  is  fixed  at  the  edges,  the  flexure  lessens  the  quantity  of  strain  on 
the  resisting  part,  but  only  in  a small  degree  ; and  in  bending  to  the  new  position, 
the  inner  part  of  the  matter  must  be  partially  compressed,  and  the  resistance  to 
tension  will  extend  only  to  a little  more  than  half  the  thickness,  and  varies  as  the 
distance  from  the  neutral  line : hence  it  is  only  one-fourth  of  t f,  when  one-fourth  of 
the  thickness  is  an  inch,  t being  the  whole  thickness,  and  f the  cohesive  force  of  a 
square  inch ; and  allowing  for  riveted  plates, 

If  2 1/  . . 

4 x 3*  = ~jj~  = the  resistance  in  one  direction  ; 

and  { 1 + (■y)  } = the  whole  resistance. 

The  stress  is  as  the  force  on  a given  portion  of  the  curve,  resolved  into  its 
tendency  to  split  the  material.  If  : be  a part  of  the  curve,  and  r the  radius  of 
curvature,1  we  have  sir::  T27  p z : T27  p r,  the  stress,  p being  the  pressure 


1 But  the  curvature  is  limited  by  the  stretching  and  bending  in  the  shorter  direction ; sup- 
pose it  to  be  wholly  by  bending,  and  we  have, 


therefore  in  this  case, 


i ..  JL  . _ * . 

c.  1 . . o . r — o * * 


{«  + (*)’}'• 


Hence  we  find,  that  the  resistance  of  a plate  is  quite  independent  of  its  thickness  when  it  bends 
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on  a circular  inch  ; 


hence, 


l*Pr=!f{  ! + (-*)’}, 


or 


7 02  p r 

/(>  + *)■ 


lu  square  or  circular  plates  it  becomes 

f ' 

For  wrought  iron,  O'OOO  r — t when  low  pressure  steam  is  to  be  confined,  and 
both  r and  t arc  in  inches ; when  the  length  is  great  compared  with  the  breadth, 
or  the  bounding  edges  are  not  properly  confined  in  one  direction,  double  the  result. 


Of  the  Excess  of  Strength  to  render  Boilers  safe. 

522.  The  pressure  tending  to  separate  a boiler  is  about  proportional  to  the 
load  on  the  safety  valve ; that  to  crush  it  together  is  equal  to  the  pressure  of  the 
atmosphere.  In  the  latter  case  it  cannot  exceed  that  pressure ; in  the  former  a 
considerable  excess  may  take  place  if  any  derangement  happens  to  the  valves  ; and 
it  is  to  provide  against  accident,  in  the  event  of  the  valves  being  out  of  order,  that 
an  excess  of  strength  in  the  boiler  is  necessary. 

It  is  clearly  a matter  of  opinion,  founded  -on  the  experience  of  past  accidents,  as 
to  the  degree  of  excess  required,  and  it  has  been  almost  universally  allowed,  that 
three  times  the  pressure  on  the  valve  in  the  working  state  should  be  borne  by  the 
boiler  without  injury. 

This  degree  of  excess  of  power  seems  to  be  fully  sufficient  for  the  ordinary  low 
pressure  steam  boilers  ; indeed,  I should  think  twice  the  pressure  a proper  allow- 

in  this  manner,  but  that  the  pressure  Li  limited. 

For  wrought  iron,  / = 17800,  and  c = hence  ^ = 3*33;  and  therefore  we  have, 

3.33  {! + (!)•}, 

for  the  greatest  stress  in  lb».  on  a circular  inch  that  a plate  will  bear. 

When  the  plate  is  cither  square  or  circular,  it  becomes  0-85  lbs.  per  circular  inch,  = 8*5  lbs.  per 
square  inch.  When  of  other  proportions,  as  in  the  equation,  and  when  the  length  is  very  consi- 
derable, it  becomes  simply  3*33  lbs.  per  circular  inch,  or  4*25  lbs.  per  square  inch. 

Copper  bears  about  the  same  strain. 

This  is  important,  as  it  shows  us  that  flat  surfaces  cannot  be  used  with  safety  to  confine  high 
pressure  steam . 

2 i 
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ance,  and  were  it  always  provided,  there  would  be  little  chance  of  accident  if  the 
valves  be  properly  constructed  and  attended  to. 

It  becomes  insufficient  in  high  pressure  boilers,  because  a common  low  pressure 
boiler  contains  about  ten  times  the  volume  of  steam  required  for  one  stroke  of  the 
engine,  consequently  the  time  of  twenty  strokes  must  elapse  before  the  density  of 
the  steam  could  accumulate  to  three  times  its  working  density,  supposing  the 
engine  to  be  stopped,  and  the  valve  out  of  order ; but  if  the  boiler  contains  only  as 
much  steam  as  is  required  for  one  stroke,  the  force  will  be  increased  to  three  times 
in  the  time  the  engine  would  have  made  two  strokes.  This  rapidity  of  the  increase 
of  force  docs  not  leave  the  necessary  time  to  examine,  nor  even  to  open  the  valves 
in  this  extreme  case,  and  the  hazard  must  be  greater  in  consequence.  In  all  cases 
the  time  of  accumulating  power  should  not  be  shorter  than  it  is  in  the  common 
boiler.  Besides,  in  working  an  engine  where  the  excess  of  force  increases  so  fast, 
the  loss  of  steam  would  be  considerable  from  any  variation  of  the  heat  of  the  fire, 
even  were  the  valve  to  act  properly,  and  therefore  there  is  a temptation  to  load  the 
valve  beyond  its  regular  weight.  To  render  the  security  on  the  stoppage  of  the 
engine  equal  in  all  cases,  the  excess  of  strength  should  be  inversely  as  the  space 
allowed  for  steam. 

It  is  still  more  important  to  consider  the  subject,  in  relation  to  the  danger  arising 
from  unequal  action  of  the  fire ; and  for  this  the  excess  of  strength  should  be 
inversely  as  the  contents  of  the  boiler  expressed  in  units  of  the  power. 

Thus,  taking  the  horse  power  as  the  measure,  if  one  boiler  contains  twenty  cubic 
feet  for  each  horse  power,  and  another  only  ten,  the  boiler  with  only  ten  feet  of 
space  should  be  of  twice  the  strength  ; for  equal  powers  require  equal  fires,  and  the 
effect  of  excess  of  fire  in  raising  the  temperature  and  force  of  the  steam  is  inversely 
as  the  quantity  of  matter  acted  upon  ; hence  the  risk  of  the  dangerous  increase  of 
strength  is  inversely  as  the  quantity  of  water  and  steam  the  boiler  contains. 

523.  The  proportion  for  excess  of  strength  I shall  therefore  consider  to  he  two 
times  that  which  is  proper  for  the  working  pressure  when  the  boiler  contains  twenty 
cubic  feet  for  each  horse  power ; and  containing  any  other  quantity  as  n cubic  feet 
per  horse  power,  it  will  be 


The  effect  of  unequal  expansion,  of  improper  form  and  flexure,  and  of  wear, 
must  be  included  in  the  calculatiou  of  the  strength  ; for  these  are  not  allowances 
for  risk,  but  actually  necessary  for  security. 

Boilers  may  fail  from  strains  produced  by  other  causes  besides  the  force  of  the 
steam,  and  these  may  be  noticed  to  guard  against  the  circumstance  which  produces 
them. 
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If  a boiler  flue  rise  from  the  fire,  and  then  descend  again  before  it  enters  the 
chimney,  it  will  in  particular  states  of  the  fire  be  liable  to  fill  with  inflammable 
gas,  which  takes  fire  and  explodes.  The  effect  of  such  an  explosion  in  the  flues  of 
a boiler  must  cause  an  impulsive  strain  on  the  boiler,  under  which  it  may  fail. 

The  danger  may  be  avoided  by  making  the  flues  lead  off  to  the  chimney  without 
depression,  and  constructing  the  damper  so  that  it  cannot  be  perfectly  closed ; and 
it  should  either  rise  so  as  to  close  the  upper  part  of  the  aperture  last,  or  move 
horizontally. 

Hydrogen  gas  may  be,  and  frequently  is,  formed  in  steam  boilers,  through  the 
water  being  in  contact  with  a part  of  the  boiler  which  is  red  hot ; and  it  seems  to 
be  regularly  produced  during  the  formation  of  steam  at  very  high  temperatures : 
and  though  it  appears  to  me  that  it  would  not  add  to  the  risk  of  an  explosion 
happening,  it  undoubtedly  would  render  it  more  destructive  if  it  should  take 
place. ' 


Boilers  formed  of  Plates. 


524.  Having  determined  the  resistance  of  plates  of  any  curvature,  it  is  easy 
to  apply  these  rules  to  rectangular  boilers ; remarking,  that  it  is  indifferent  whe- 
ther the  curve  be  convex  or  concave  to  the  pressure,  provided  it  have  either  abut- 
ments as  an  arch,  or  forms  a complete  circle.  I doubt  the  efficacy  of  the  usual 
abutments,  and  I think  the  fact  that  boilers  fail  round  the  seats  is  greatly  owing  to 
the  strain  and  motion  of  the  parts  at  every  change  of  force  or  temperature. 

A rectangular  boiler  may  be  considered  as  a cylinder,  taking  the  greatest  dia- 
gonal line  of  its  section  for  the  diameter ; and  fur  strength  the  thickness  will  be, 
(art.  521.) 

3’81  a p 
t — / ■ 

For  wrought  iron , f = 17800  lbs. 


— ZZ 

“ 4(300  * 


1 In  a letter  I received  from  Mr.  W.  William?,  of  Cyrfartha  Iron  Work®,  he  attributes  the 
destructive  effects  of  an  accident  in  that  neighbourhood  to  an  accumulation  of  hydrogen  inflaming 
when  the  boiler  burst.  The  boiler  wti  constructed  of  the  old  spherical  form,  twenty  feet  in  dia- 
meter ; the  thickness  of  the  plates  when  new  was,  top  plates  a full  quarter  of  an  inch,  bottom 
plates  half  an  inch ; load  on  the  safety  valve  7 lbs.  per  circular  inch.  Many  lives  were  lost 
by  this  explosion  ; and  the  boiler  was  thrown  to  a distance  of  150  feet,  to  a place  30  feet  above  the 
level  of  its  former  scat.  The  upper  {dates  were  undoubtedly  too  weak* 
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The  excess  of  strength  for  risk  being 


40 


(see  art.  523.),  we  have 


For  copper,  f — 1 1000  and 


t 


Ji. 
120*  • 


ap 

‘ 11a 


525.  Ritlf.  for  the  upper  plates  of  long  rectangular  and  cylindric  boilers. 
Multiply  the  load  in  lbs.  per  circular  inch  on  the  safety  valve,  by  the  greatest  dia- 
gonal of  the  section  of  the  boiler  in  inches,  and  for  wrought  iron  divide  the  product 
by  120  times  the  cubic  contents  of  the  boiler  per  horse  power;  the  result  is  the 
thickness  in  inches.  For  copper,  divide  by  72  instead  of  120. 

The  bottom  plates  should  be  as  much  thicker  as  will  compensate  for  wear ; 
usually  twice  the  thickness  of  the  top  ones. 

Example  1.  In  a rectangular  boiler  the  greatest  diagonal  being  8 feet,  and 
consequently  equivalent  to  a radius  of  curvature  of  96  inches,  the  load  on  the  valve 

lbs.  per  circular  inch,  and  the  space  for  steam  for  each  horse  power  16  feet ; 
required  the  thickness  for  the  top  plates  of  wrought  iron. 

In  this  case, 

P>o  i hj  “ 0'175  inches,  for  the  top  plates. 

The  bottom  plates  should  not  be  less  than  2 x ‘175  = '35  inches. 

This  nearly  corresponds  with  the  practice  of  the  best  makers. 

526.  Example  2.  If  the  boiler  be  a long  cylinder,  of  which  the  diameter  is 
60  inches,  and  the  pressure  on  the  safety  valve  30  lbs.,  the  boiler  containing 
20  feet  for  each  horse  power  of  the  engine;  then, 

120  x ^0  “ 075  lnche9- 


In  practice  boilers  of  this  kind  arc  made  barely  equivalent  to  the  working 
pressure : can  we  wonder  that  they  sometimes  fail  1 

The  same  rule  applies  to  internal  flues,  with  addition  for  the  effect  of  the  fire. 

527.  Of  Spiiehical  Boilers.  A spherical  boiler  has  its  dimensions  equal, 
and  consequently  (art.  521.)  its  thickness  should  be, 

3‘81  q p 

1 = TT  • 

Hence  for  wrought  iron,  t — gw-  ; 


and  for  copper,  t = . 


Rule  for  spherical  boilers. 


Multiply  the  diameter  in  inches  by  the  pressure  on 
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the  valve  in  lbs.  per  circular  inch,  and  divide  by  240  times  the  cubic  contents  of 
boiler  for  each  horse  power  for  malleable  iron,  or  for  copper  by  144  times  instead 
of  240. 

Example.  A boiler  is  of  a spherical  form,  20  feet  in  diameter,  with  20  cubic 
feet  to  a horse  power,  and  the  load  on  the  valve  7 lbs.  per  circular  inch,  what 
should  be  its  thickness  ! The  diameter  is  240  inches,  therefore 

7 v 240 

m “ 35  inches> 

or  a little  less  than  three-eighths  of  an  inch.  (See  note  to  art.  523.) 

When  cylindric  boilers  have  spherical  ends,  the  radius  of  curvature  may  be 
equal  to  the  diameter  of  the  cylinder,  and  they  will  be  equally  strong  with  the 
same  thickness,  of  metal : flat  segments  are  more  convenient  in  construction,  and 
occupy  less  space  to  get  the  same  effect. 

Cast  Inorr  Boilers. 

528.  The  preceding  rules  apply  only'  to  boilers  of  ductile  metals : in  forming 
one  for  brittle  ones,  the  effect  of  unequal  expansion  must  be  considered.  For 
cylindric  boilers, 

i = 2 x , (art.  517  and  523.) 

and  the  mode  of  allowing  for  expansion  was  shown  in  treating  of  cylinders, 
art.  519. 

In  boilers  composed  of  solid  tubes  it  is  possible  that  in  a tube  having  a diameter 
of  8 inches  or  more,  the  excess  of  temperature  on  one  of  its  sides  may  be  1000”, 

and  then  = the  loss  of  force,  indicating  that  in  those  circumstances  a tube 
would  ultimately  burst,  of  whatever  strength  it  were  made,  if  7-4  t were  made 
greater  than  a ; for  whenever  the  quotient  is  unity , or  more  than  unity,  the  unequal 
expansion  alone  is  beyond  the  power  of  the  material. 

This  explains  the  known  fact,  that  such  tubes  break  without  apparent  defect,  or 
the  use  of  steam  stronger  than  usual. 

From  these  principles  we  derive  the  following  for  cast  iron  boilers : a being 
the  diameter,  and  p the  elastic  force  of  the  steam,  n = the  thickness  for 
strength  ; which,  added  to  a thickness  equivalent  to  the  loss  of  force  it  may 
sustain  by  unequal  expansion,  is,  for  boiler  cylinders  above  8 inches  diameter, 

' “ ISTi  + a * wnence, 

«'  p 

' = istn;  (.-7-4)  • 
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For  boiler  tubes,  or  cylinders  under  8 inches  in  diameter, 


a p 

' ~ rar.n  - o iwTT)  • 

In  cither  case  there  is  a risk  of  failure  when  the  diameter  is  less  than  74  inches 
in  the  first,  and  when  0’1 16  times  the  diameter  is  greater  than  one  in  the  second 
case.  If  the  thickness  be  much  more  than  the  rule  gives,  the  risk  from  unequal 
expansion  increases ; if  it  be  less,  the  joint  effect  of  pressure  and  inequality  may 
cause  failure. 

529.  Rule  for  the  strength  of  cast  iron  tubes  exceeding  8 inches  in  dia- 
meter. Multiply  the  square  of  the  diameter  by  the  pressure  on  the  safety  valve  in 
lbs.  on  a circular  inch,  and  divide  the  product  by  100  times  the  cubic  feet  of  space 
in  the  boiler  per  horse  power,  multiplied  by  the  difference  between  the  diameter 
and  7'4  inches ; the  result  is  the  thickness  in  inches,  which  should  be  increased  for 
wear  and  tear  in  proportion  to  the  degree  of  durability  required. 

Example  I.  The  internal  diameter  of  the  tube  being  10  inches,  the  cubic  feet 
of  boiler  per  horse  power  10,  and  the  load  on  the  valve  30  lbs.  on  the  circular  inch, 
what  should  be  its  thickness  ? In  this  case, 


10  x 10  x 30 
150  x 10  (10-7-4) 


•92  inches. 


Example  2.  The  internal  diameter  of  a cast  iron  cylinder  for  a boiler  being 
3 feet,  and  the  force  of  the  steam  to  be  confined  to  5 atmospheres,  58  lbs.  per 
circular  inch  on  the  valve,  what  should  be  its  thickness,  the  space  of  boiler  for 
each  horse  power  being  16  feet  ? In  this  case, 

lfiOx  16  x (36-7-4)  11  ,nclle*- 


Or  Joining  Pipes  and  other  Parts  of  Engines. 

530.  Joints  are  generally  connected  by  screw  bolts  passing  through  flanches ; 
between  these  flanches  an  elastic  material  of  a durable  nature  is  inserted,  or  a 
compound  called  a cement,  which  unites  and  forms  one  mass  with  the  joined 
surfaces. 

Iron  cement  is  the  most  valuable  of  the  latter  kind  ; it  may  be  compounded  as 
follows  : — To  two  ounces  of  sal-ammoniac,  add  one  ounce  of  flowers  of  sulphur,  and 
sixteen  ounces  of  clean  cast  iron  filings  or  tarings ; mix  all  well  together  by 
rubbing  them  in  a mortar,  and  keep  the  powder  dry.  When  the  cement  is  wanted 
for  use,  take  one  part  of  the  above  powder  and  twenty  parts  of  clean  iron  borings 
or  filings,  and  blend  them  intimately  by  grinding  them  in  a mortar.  Wet  the 
compound  with  water,  and,  when  brought  to  a convenient  consistence,  apply  it  to 
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the  joints  and  then  screw  them  together.  A considerable  degree  of  action  and 
reaction  takes  place  among  the  ingredients,  and  betwpen  them  and  the  iron  sur- 
faces, which  causes  the  whole  to  unite  as  one  mass ; the  surfaces  of  the  flanches 
become  joined  by  a species  of  pyrites,  all  the  parts  of  which  cohere  strongly 
together.  Mr.  Watt  found  that  the  cement  is  improved  by  adding  some  fine 
sand  from  the  grindstone  trough. 

531.  For  some  purposes  it  is  more  convenient  to  join  the  parts  with  white  lead 
paint,  mixed  with  a portion  of  red  lead  to  a proper  consistence,  and  applied  on 
each  side  of  a piece  of  thick  canvas,  flannel,  or  plaited  hemp,  previously  shaped  to 
fit  the  parts,  and  then  interposed  between  them  before  they  are  screwed  together : 
it  makes  a close  and  durable  joint,  and  is  generally  used  for  those  joints  which 
have  occasionally  to  be  opened,  and  for  those  which  must  be  separated  repeatedly 
before  a proper  adjustment  is  obtained ; and  when  this  is  the  case,  the  white  lead 
ought  to  be  predominant  in  the  mixture,  as  it  dries  much  slower  than  the  red. 

532.  There  is  another  cement  often  nsed  by  coppersmiths,  to  lay  over  the 
rivets  and  edges  of  the  sheets  of  copper  in  large  boilers,  to  serve  as  an  additional 
security  to  the  joinings,  and  to  secure  cocks,  &c.  from  leaking.  It  is  formed  by 
mixing  pounded  quick  lime  with  serum  of  blood  or  white  of  egg  into  a paste,  and 
must  be  applied  as  soon  as  it  is  made,  for  it  speedily  gets  so  hard  as  to  be  unfit  for 
use.  The  properties  of  this  cement  have  been  long  known  to  chemists,  and  it  may 
be  found  useful  for  many  purposes  to  which  it  has  never  yet  been  applied  : it  is 
cheap  and  very  durable. 

533.  Steam-tight  joints  may  also  be  formed  by  fitting  the  parts  very  accu- 
rately to  a conical  aperture,  and  screwing  them  close  together  with  bolts  of  a less 
expansible  metal ; and  the  same  method  may  be  followed  where  the  pressure  of  the 
steam  tends  to  close  the  joint. 

When  two  flat  surfaces  are  to  be  joined,  they  may  be  made  to  fit  together  very 
accurately,  and  a single  ring  of  fine  copper  wire  inserted  in  between  them  before 
screwing  them  close.  The  pressure  of  the  screws  partially  flattens  the  wire,  and 
makes  it  fit  so  accurately,  as  to  prevent  the  escape  of  even  very  high  pressure 
steam. 
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OF  EQUALIZING  TFIE  ACTION,  REGULATING  THE  POWER,  MEASURING 
THE  USEFUL  EFFECT,  AND  MANAGING  THE  STEAM  ENGINE. 


534.  The  action  of  a steam  engine  is  variable  ; consequently,  when  an  equable 
motion  is  necessary,  its  action  must  be  equalized.  It  may  also  be  employed  in 
one  hour  to  overcome  a small  resistance,  and  in  another  to  overcome  a conside- 
rable one ; therefore,  the  means  of  regulating  the  power  to  the  work  should  be 
provided : we  have  also  to  consider  certain  methods  which  may  be  made  sub- 
servient to  ascertaining  the  useful  effect  of  on  engine  after  it  is  erected,  or, 
in  the  language  of  technical  men,  its  performance  ; and,  lastly,  the  mode  of 
managing  the  generation  of  steam,  and  the  working  of  an  engine. 


Of  Equalizing  the  Action  of  Steam  Engines. 

535.  An  equable  motion  is  desirable  in  almost  every  kind  of  machine,  it 
being  strained  much  more  by  an  irregular  desultory  one,  as  well  as  the  fabric 
that  supports  it,  than  when  the  motion  is  equable.  The  strength  of  the  machine 
must  be  adapted  to  the  greatest  strains  that  occur,  but  the  quantity  of  work  done 
is  equivalent  to  the  mean  action  only,  and  more  is  not  performed  by  a desultory 
motion,  than  by  one  at  a mean  rate  and  uniform.  There  are  two  modes  used 
for  equalizing  the  action  of  an  engine,  which  we  propose  to  describe.  The  one 
is  by  the  fiy  wheel,  the  other  by  a counter-weight. 

536.  Of  the  fly  wheel.  A fly  wheel  is  a wheel  with  a heavy  rim  which 
absorbs  the  surplus  force  at  one  part  of  the  action,  to  distribute  it  again  when  the 
action  is  deficient ; it  has  been  aptly  compared  by  Professor  Leslie,  to  “ a reservoir 
which  collects  the  intermitting  currents,  and  sends  forth  a regular  stream." ' To 
equalize  a motion  which  is  subject  to  variation  at  each  reciprocation  in  the  steam 
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engine,  the  fly  is  used.  Its  heavy  mass  of  matter  must  he  so  shaped,  as  to  balance 
itself  in  any  position  on  an  axis  connected  with  the  machinery,  and  turning  round 
with  a part  of  it. 

The  proportions  of  the  fly  wheel  must  he  derived  from  the  laws  of  rotary  motion. 
They  are  not  often  stated  very  clearly,  and  rather  in  too  comparative  a form  for 
the  purpose  of  application : Dr.  Jackson's  equation  ' is  derived  most  in  unison  with 
my  own  methods,  and  adding  the  time,  the  radius  corresponding  to  the  angular 
velocity  of  the  exterior  ring  of  the  wheel,  and  comparing  with  the  force  of  gravity 
to  obtain  the  coefficient,  it  is 

32P«rt 

. - — - —Ml). 

b Xs 

In  this  equation 

P = the  mean  quantity  the  moving  force  varies  in  its  intensity  in  excess 
above  t he  resistance, 

t = the  time  in  which  that  variation  takes  place ; 
v = the  velocity, 

n v = the  greatest  variation  of  velocity, 
a = the  leverage  the  force  P acts  with, 
r = the  radius  corresponding  to  the  velocity  v,  and 
to  = the  weight  of  the  fly  acting  at  the  distance  a'  from  the  axis. 

It  is  obvious  that  the  mass  of  the  fly  must  be  sufficient  to  receive  the  excess  of 
force  during  the  time  it  acts,  and  afford  it  again  to  the  machine  in  an  equal  lapse 
of  time,  and  so  that  the  velocity  shall  not  vary  more  than  the  nth  part.  The  only 
point,  therefore,  which  depends  on  practical  experience,  is  what  variation  of  velocity 
may  be  allowed.  On  this  point  however  there  is  no  difficulty,  as  the  practice  of 
different  makers  is  so  different,  as  to  show  that  it  may  be  taken  with  considerable 
latitude. 

The  weigiit  of  the  rim  may  always  be  considered  to  be  collected  at  the  extremity 
of  the  radius ; and  then  x = r,  and  the  equation  becomes, 

-.v. 

it  r 

The  effect  of  the  arms  of  the  wheel  may  be  neglected,  as  it  is  a problem  which 
neither  requires  nor  admits  of  a very  refined  solution,  in  consequence  of  the  un- 
certainty regarding  the  precise  variation  of  the  intensity  of  the  moving  force; 
hence  it  ought  not  to  be  rendered  complicated. 

537.  From  this  equation  it  appears,  that  when  the  weight  or  the  diameter  of 

‘ Theoretical  Mechanic*,  art.  400 — 403. 

2 K 
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the  rim  is  considerable,  and  still  more  when  both  are  so,  it  may  acquire  a great 
momentum  with  but  little  increase  of  angular  velocity,  or  lose  a considerable 
momentum  with  little  diminution  of  that  velocity.  It  thus  becomes  a receptacle 
for  the  surplus  energy  of  the  power,  when  it  acts  with  most  intensity,  or  when  the 
resistance  is  least,  and  preserves  it  for  future  demand. 

By  either  a diminution  of  resistance,  or  an  increase  of  power,  the  machine 
would  otherwise  be  considerably  accelerated ; the  excess  of  motive  force  is  how- 
ever, in  a great  measure,  expended  upon  the  fly,  in  which  it  generates  a pro- 
portional momentum  with  little  increase  of  velocity : again,  when  the  resistance 
is  increased,  or  the  moving  power  diminished,  the  machinery  would  be  very 
sensibly  retarded  if  the  momentum  accumulated  in  the  fly  did  not  continue  the 
motion  with  little  diminution  of  its  own  velocity ; and  other  things  being  the 
same,  the  shorter  the  interval  of  reciprocation  or  of  unequal  resistance,  the  less 
will  be  the  change  of  velocity. 

The  greater  the  angular  velocity  of  the  axis  of  the  fly  is,  the  greater  will  be 
its  dominion  or  equalizing  power,  all  other  things  being  equal ; for  the  variation 
of  velocity  is  inversely  as  the  velocity  of  the  rim. 

Every  part  of  a machine  which  has  either  a continuous  or  pendulous  motion, 
particularly  when  it  is  massive,  will  obviously  act  as  a fly  in  equalizing  the  motion 
of  the  machine. 

The  greater  part  of  these  remarks  have  been  made  in  a less  general  form  by 
Dr.  Robison 1 and  Dr.  Jackson ; * but  they  also  state  that  when  a more  perfect 
equalizer  is  wanted,  we  should  increase  the  power  of  the  fly  wheel  by  eulargiug 
the  diameter  rather  than  the  mass,  because  we  thus  produce  the  same  effect  with 
less  weight,  consequently  with  less  transverse  strain  upon  the  axle  and  supports, 
and  less  friction.  This  must  however  be  carried  only  to  small  extent,  for  a 
mass  of  matter  with  an  immense  velocity,  sustained  by  arms  which  must  be  com- 
pletely incapable  of  resisting  its  impulse,  becomes  a very  dangerous  appendage 
to  a machine.  Arms  of  cast  iron  could  not  resist  a sudden  check,  with  a rim 
moving  at  the  velocity  of  eighteen  feet  per  second,  and  equal  to  the  weight  of  the 
arms, 1 consequently  such  wheels  should  be  of  limited  diameter. 

538.  When  it  is  necessary  to  exceed  a velocity  of  twelve  feet  per  second  at  the 
rim,  malleable  iron  arms  should  always  be  used,  and  a velocity  of  thirty-three  feet 
per  second  at  the  rim  is  about  the  extreme  limit  for  a fly,  even  where  the  ring  is 
of  malleable  iron.  For  cast  iron  rims,  with  arms  of  malleable  iron,  I should  not 
think  a velocity  exceeding  eighteen  feet  per  second  to  be  safe. 

' Mechanical  Philosophy,  vol.  ii.  p.  350.  * Theoretical  Mechanics,  p.  227. 

s Essay  on  the  Strength  of  Cast  Iron,  art.  301. 
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With  these  explanations  we  may  now  proceed  to  form  rules  from  the  equation. 
Tile  equation  is 


but  the  dimensions  of  the  rim  will  be  more  convenient  than  the  weight ; and  the 
weight  w = 2 x 3*1416  r Ax  3"2  lbs.,  for  cast  iron,  = 20  r A,  consequently, 

A = > the  area  of  the  section  of  the  rim  in  inches. 


If  the  fly  wheel  shaft  makes  N revolutions  per  minute,  then  in  the  time  t it  will 

, / N*.  . 0-3832/ Nr  , 

make  » • • « = (Vi and, 


530.  The  next  point  to  be  considered  is  the  degree  of  equalization  a machine 
requires.  Its  own  parts  have  much  effect,  and  the  species  of  parts  which  act  as 
flies  arc  most  numerous  in  machines  which  require  the  equalizing  power  of  the 
fly  the  most  At  a mean,  perhaps  a variation  of  one-tenth  is  nearly  corresponding 
with  practice,  and  with  this  condition  the  rule  is, 


540.  Case  i.  A double  engine  with  a crank.  In  this  case  the  variation  is 
from  the  full  force  of  the  steam  to  nothing  at  each  quarter  of  the  stroke ; hence, 
the  mean  excess  is  one-fourth  of  the  greatest  force  P on  the  piston,  and  the  rule  in 
the  nearest  simple  expression  is, 

. 40  P« 

A“  TTfp 

Rile.  Multiply  forty  times  the  pressure  on  the  piston  in  lbs.,  by  the  radius 
of  the  crank  in  feet,  and  divide  this  product  by  the  cube  of  the  radius  of  the  fly- 
wheel in  feet,  and  by  the  number  of  its  revolutions  per  minute,  the  result  is  the 
area  of  the  rim  of  the  fly  in  inches. 

The  number  of  horse  power,  multiplied  by  200,  will  be  the  greatest  pressure 
on  the  piston,  nearly. 

Example.  The  pressure  on  the  piston  of  an  engine  being  4000  lbs.,  the 
radius  of  the  crank  2-5  feet,  and  the  revolutions  per  minute  22,  required  the 
section  of  the  rim  of  a fly  of  0 feet  radius.  In  this  case. 


40  x 4000  x 2-5  _ 40000( 
(P  x 32  “ lOUtte 

for  the  area  of  the  section  of  the  rim. 


— 25  inches  nearly, 
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541.  Case  n.  In  a single  engine  with  a crank  the  mean  excess  is  half  the 
moving  force ; lienee, 

. »Pi 

A ~ ‘fTT ' 

or  the  rim  of  the  fly  wheel  should  be  double  that  required  for  a double  engine 
with  the  same  sized  cylinder,  or  of  twice  the  power.  * 

542.  Counter-weights.  If  the  beam  of  a single  engine  be  balanced  when  at 
rest,  that  weight  which  it  is  necessary  to  add  or  subtract,  to  cause  the  piston  to 
rise  at  the  proper  speed,  is  called  the  counter-weight.  The  excess  of  force  of  the 
steam  overcomes  the  friction  of  the  parts,  mid  the  additional  weight  ought  to  be 
sufficient  to  cause  it  to  rise  and  acquire  double  the  velocity  of  the  engine,  if  it 
freely  accelerated  during  the  whole  stroke.  If  W be  the  whole  weight  of  matter 
moved,  to  = the  counter-weight,  and  / = the  length  of  the  stroke,  then 

*ti=_  =4C, 

W + » 

V*  W 

no/^rjr- 

But  (art.  342.)  vz  = 2'(i(>  / ; v beiiig  for  one  second  : hence,  w = 0 2 W ; con- 
sequently, the  counter-weight  should,  with  these  proportions,  be  one-fifth  of  the 
mass  of  matter  it  has  to  move,  supposing  the  whole  to  be  collected  at  the  ends 
of  the  beam  ; and  it  is  most  easily  found  by  trial.  The  resistance  of  the  water  in 
the  pumps  will  reduce  the  accelerated  to  an  uniform  motion  of  half  the  final 
velocity  it  would  have  acquired  with  no  such  resistance.  * 

Of  regulating  the  Power  of  Engines. 

543.  An  engine  is  frequently  applied  where  the  work  to  be  done  is  not 
constantly  the  same ; and  when  the  machinery  of  a part  of  it  is  suddenly  stopped, 

1 In  single  acting  atmospheric  engines  a weight  has  been  applied  to  the  fly  wheel,  such  that 
its  force  to  turn  the  shaft  should  be  exactly  half  the  force  of  the  steam  to  tarn  it,  and  placed  so 
as  to  rise  while  the  piston  was  descending,  and  descend  during  the  rise  of  the  piston.  To  find 
the  weight,  we  have 

P a 

v zs ; 

2 r 

w being  the  weight,  and  P the  mean  pressure  on  the  piston.  It  is  supposed  to  be  applied  to  the 
rim  of  the  fly,  and  the  section  of  the  continued  rim  should  be  the  same  as  for  a double  engine  of 
the  same  power.  This  mode  is  described  in  ‘ Fenwick’s  Essays  on  Practical  Mechanics,’  p.  39. 
Woolf  proposed  to  equalize  the  motion  of  an  engine  by  a piston  working  in  a cylinder;  this, 
however,  1ms  no  other  effect  than  a weight,  while  the  friction  and  expense  of  construction  arc 
considerably  increased.  See  Nich.  Journal,  vol.  ri.  p.  218.  and  vol.  vii.  p.  134. 

* Smeaton  arranged  his  engines  to  make  the  returning  stroke  in  less  time  than  the  acting  one. 
(Reports,  vol.  ii.  p.  3(10.)  Watt  states  it  to  lie  generally  agreed  that  the  reverse  should  be  the  ease. 
(Robison’s  Mecb.  Phil,  vol.ii.  p.  99.)  The  reasons  for  making  them  equal  are  stated  in  art.  340. 
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or  suddenly  set  on,  if  the  moving  power  were  to  remain  the  same,  an  alteration 
of  the  Telocity  must  take  place ; it  must  move  faster  or  slower.  This  change  of 
velocity  would  in  most  eases  be  very  hurtful  to  the  work,  and  cause  considerable 
loss;  besides,  there  is  always  a velocity  at  which  a machine  will  act  with  greater 
advantage  than  at  any  other ; therefore  the  change  of  velocity  arising  from  the 
above  cause,  is  in  all  cases  a disadvantage,  aud  in  all  delicate  operations  ex- 
ceedingly injurious.  In  a cotton  mill,  for  example,  where  the  power  moved  the 
spindles  with  a given  speed,  if  so  much  of  the  work  were  at  once  thrown  off  as 
to  increase  the  velocity  in  a considerable  degree,  a loss  of  work  would  immediately 
take  place,  and  an  increase  of  waste  from  the  breaking  of  the  threads;  on  the 
other  hand,  there  would  be  much  loss  of  the  time  of  the  attendants,  if  the  machinery 
moved  too  slow. 

An  equally  bad  effect  is  observed  in  raising  water,  and  other  species  of  work. 

544.  The  tiibotti.e  valve.  The  power  of  a steam  engine  is  usually  regu- 
lated by  increasing  or  diminishing  the  steam  passage,  and  this  is  generally  per- 
formed by  admitting  the  steam  into  the  cylinder,  more  or  less  freely,  by  means 
of  what  is  called  a throttle  valve : this  valve  is  formed  of  a circular  plate  of  metal, 
a,  Fig.  1.  Plate  vm.  having  a spindle  fixed  across  its  diameter.  The  plate  is 
accurately  fitted  to  an  aperture  in  a metal  ring  of  some  thickness,  through  which 
the  spindle  is  fitted  steam-tight,  and  the  ring  is  fixed  between  the  flanches  of  that 
joint  of  the  steam  pipe  which  is  next  to  the  cylinder.  A square  part  is  formed 
on  one  end  of  the  spindle,  to  receive  an  arm  or  lever  b,  by  which  the  valve  may 
be  turned  in  either  direction. 

545.  For  many  purposes  engines  are  thus  regulated  by  hand  at  the  pleasure 
of  the  attendant ; but  where  a regular  velocity  is  required,  means  must  be  applied 
to  open  and  shut  it,  without  any  attention  on  the  part  of  the  person  who  has  the 
care  of  the  engine.  For  this  purpose  Mr.  Watt,  after  trying  various  methods, 
fixed  upon  the  conical  pendulum,  which  he  called  a governor.  (See  art.  550.) 

An  axis  valve  of  this  kind  has  much  advantage  over  a valve  of  any  other  form 
for  a circular  pipe,  because  it  contracts  the  aperture  without  being  difficult  to  move, 
or  presenting  more  than  the  necessary  obstruction ; but  it  is  by  no  means  an 
economical  mode  of  varying  the  power  of  the  steam  engine. 

546.  To  regulate  by  working  more  or  less  by  expansion.  This  may  be  done  by 
adjusting  the  motion  of  the  steam  valves,  so  that  they  may  he  closed  at  an  earlier 
or  later  period  of  the  stroke,  according  as  the  engine  has  less  or  more  work  upon  it. 
This  method  is  confined  chiefly  to  regulating  by  hand,  (sec  art.  481.  and  Plate  ix.) 
The  self-acting  regulator  in  use  applies  with  good  eflcct  only  to  valve  engines,  as 
neither  the  common  slide  nor  cock  can  be  adjusted  otherwise  than  to  close  the 
passage  to  the  condenser.  (See  art.  448.  and  456.) 


Digitized  by  Google 


203 


OF  THE  REGULATION  AND 


[SECT.  Till. 


547.  Field’s  valve.  An  ingenious  mode  of  cutting  off  the  steam  at  any  period 
of  the  stroke  has  however  been  discovered  by  Mr.  Joshua  Field.1  It  consists  of  a 
valve  placed  in  the  situation  usually  assigned  to  the  throttle  valve  ; that  is,  near  to 
the  place  where  the  steam  is  admitted  to  the  cylinder.  This  valve  is  to  be  opened 
at  once,  at  the  commencement  of  the  stroke,  so  as  to  afford  full  passage  to  the 
steam,  and  shut  at  once  after  a certain  part  of  the  stroke  is  made,  that  the  rest  of 
it  may  be  completed  by  the  expansive  power  of  the  steam.  This  may  be  done  by 
causing  the  valve  to  open  by  a tooth  or  cam  on  a cylinder,  on  one  of  the  revolving 
shafts  formed  to  raise  the  valve,  and  keep  it  open  till  the  shaft  has  made  part  of  its 
revolution,  and  then  shut  it.  If  the  toothed  cylinder  be  made  to  slide  on  the  shall, 
and  the  form  of  the  tooth  be  such  that  as  the  cylinder  is  moved  in  one  direction 
the  valve  will  shut  sooner,  and  in  the  other  direction  later,  there  is  then  the  means 
of  regulating  the  period  the  valve  shall  be  open,  and  consequently  of  regulating 
the  power  of  the  engine.  This  may  either  be  done  by  hand,  or  by  causing  the 
cylinder  having  the  tooth  to  slide  by  the  governor.  Its  application  to  Maudslay’s 
portable  engine,  where  it  is  moved  by  the  governor,  is  shown  in  Plate  xv.  It  was 
there  first  applied  by  way  of  experiment,  which  will  account  for  the  indirect 
passages  for  the  steam,  and  for  retaining  the  throttle  valve.  The  saving  of  power, 
according  to  the  experiment,  amounted  to  about  10  per  cent. 

548.  When  atmospheric  engines  condensing  in  the  cylinder  have  to  work 
under  loads  inferior  to  their  whole  power,  they  are  regulated  by  lessening  the 
quantity  of  injection,  or  by  shutting  the  injection  cock  sooner ; but  in  almost  all 
engines  employed  for  raising  water  which  are  regulated  by  hand,  it  is  necessary  to 
provide  the  means  of  warning  the  attendant  of  the  power  being  in  excess. 

549.  Spring  beams.  In  engines  with  fly  wheels  no  precaution  is  necessary  to 
limit  the  motion  of  the  beam,  because  this  is  most  effectually  done  by  the  length  of 
the  crank,  while  the  fly  continues  the  rotary  motion  so  as  to  prevent  strain  on  the 
crank  shaft ; but  in  engines  where  a crank  is  not  used,  as  in  engines  for  pumping, 
a very  strong  piece  of  timber  is  bolted  across  the  top  of  the  beam  at  each  end,  as 
shown  in  Plate  xn.  each  of  which  strikes  against  two  wooden  springs,  one  placed 
on  each  side  of  the  beam,  on  the  two  longitudinal  beams  which  support  the  axis  of 
the  engine  beam,  and  which  are  on  this  account  called  the  spring  beams  of  the 
engine.  To  prevent  noise,  the  springs  are  covered  with  cork  at  the  place  where 


1 This  is  an  ingenious  adaptation  of  what  Mr.  Watt  practised  in  the  reciprocating  engine,  viz. 
shutting  off  the  steam  at  any  required  period  of  the  stroke.  In  the  rotative  engine  the  same  object 
has  been  accomplished  since  the  application  of  Murdoch’s  slide  valve,  in  1799,  by  increasing  the 
depth  of  its  face  to  the  required  expansion  in  the  cylinder,  and  properly  adjusting  the  motion  of 
the  exccntric. — Ed. 
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they  receive  the  stroke ; and  when  they  are  bent  beyond  a certain  degree  they 
cause  a bell  to  ring,  which  gives  the  attendant  notice  that  the  engine  requires 
regulation. 


Tub  Conical  Pendulum  or  Governor. 

55 0.  If  two  or  more  balls  be  suspended  from  a revolving  axis  so  as  to  revolve 
with  it,  the  balls  will  rise  when  the  velocity  is  increased,  and  fall  when  it  is  dimi- 
nished ; and  by  connecting  anus  to  the  rods  by  which  the  balls  are  suspended, 
their  rising  or  falling  may  be  made  to  move  a lever  so  as  to  open  or  close  a valve, 
or  the  like,  on  any  change  taking  place  in  the  velocity  of  the  machinery;  and 
hence  it  is  employed  to  render  an  engine  the  regulator  of  its  own  power  to  the 
effect  it  is  to  produce. 

In  the  construction  of  this  apparatus  it  is  necessary  to  consider  the  place  of  the 
balls  corresponding  to  the  mean  velocity,  the  range  of  motion,  and  the  weight  and 
velocity  of  the  balls. 

Different  modes  of  combining  the  parts  are  used  by  different  engineers  ; one  of 
these  is  shown  in  Plate  vm.  Fig.  1.  where  g is  the  revolving  axis,  f the  point  of 
suspension,  jj  the  balls,  e e the  rods  by  which  the  balls  are  suspended.  These  rods 
arc  connected  to  the  rods  i i,  and  by  that  means  raise  or  depress  the  sliding  piece 
h,  and  with  it  the  lever  /,  which  acts  on  the  throttle  valve.-  The  parts  marked  k k 
arc  two  rests  to  receive  the  balls  when  the  engine  is  not  in  motion. 

551.  The  vertical  distance  between  the  point  of  suspension  and  the  plane 
in  which  the  centres  of  the  balls  revolve,  is  the  same  as  the  length  of  a pendulum 
which  makes  one  vibration,  forward  and  back  again,  in  the  same  time  the  balls 
make  one  revolution.  The  usual  velocity  for  the  axis  is  30  revolutions  per 
second,  and  therefore  the  height  should  be  the  same  as  the  length  of  the  seconds' 
pendulum,  that  is,  39-14  inches.  To  find  the  height  for  any  other  number  of 
revolutions  per  minute,  divide  3522G  by  the  square  of  the  number;  thus,  for 
twenty  revolutions,  20  x 20  = 400,  and 

35220 

-jj^p  “ 88-065  inches,  the  height  required. 

552.  The  range  may  be  settled  from  considering  the  greatest  change  of 
velocity  the  machinery  may  acquire  without  injurious  effect  on  the  work  ; and 
with  this  range  the  governor  ought  to  be  capable  of  completely  cutting  off  the 
acting  power.  Now  the  greatest  variation  should  not  generally  exceed  one-tenth 
of  the  velocity,  that  is,  one-twentieth  on  either  side  of  the  mean  ; and  the  range 
of  the  plane  of  revolution  will,  in  that  case,  be  nearly  one-fiftli  of  the  height  of 
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the  point  of  suspension  above  the  plane  of  revolution  at  the  mean  velocity. 1 Thus, 
if  the  mean  height  be  39' 14  inches,  then  one-tenth  on  each  side  will  be 

39- 14  + 3-914  = 43-054 
39  14  - 3-914  = 35-220 


One-fifth  of  39-14  >=  7-728,  the  range. 


Where  a throttle  valve  is  acted  on  by  a governor,  the  steam  passage  should  be 
fully  open  at  the  usual  velocity  of  the  engine,  and  contracted  only  when  it  exceeds 
that  velocity,  otherwise  the  steam  must  be  always  throttled,  except  when  the 
engine  is  working  against  an  unusual  resistance. 

553.  The  balls  are  made  from  30  to  80  lbs.  each ; their  effect,  however, 
depends  considerably  on  the  angles  formed  by  the  combination  of  bars.  In  the 
form  in  Fig.  1.  l’late  vm.  the  force  is  small,  but  the  quantity  of  motion  is  con- 
siderable ; while  that  in  Fig.  3.  Plate  xv.  has  more  force  and  less  motion.  The 
angle  the  ball  rods  make  with  the  axis,  should  be  about  30°  when  they  arc  at 
rest ; and  provided  the  range  be  sufficient,  the  angle  the  connecting  rods  make 
with  the  axis,  may  be  made  acute  with  advantage  in  point  of  power.  ’ 

554.  Tlie  velocity  of  an  engine  for  raising  water  lias  in  some  instances  been 
regulated  by  a small  cylinder  provided  with  a piston,  and  fixed  on  a pipe  from 
the  air  vessel  of  the  main  ; which,  when  the  engine  goes  too  quick,  forces  water 
into  the  lower  part  of  the  small  cylinder,  and  raises  its  piston.  The  piston  is 
loaded  with  a weight,  corresponding  to  the  proper  velocity  of  the  engine,  and 
therefore  it  is  only  when  it  goes  too  rapidly,  that,  the  friction  increasing  in  the 

1 For  if  v be  the  mean  velocity,  and  it  increases  to  e + a e « a (1  + ■) ; then  the  height  of  the 
plane  of  revolution  will  be  altered  from  A to  ^ ; or  iu  the  ratio  of  (1  + a)*  : 1,  consequently, 

the  change  in  the  velocity  will  be  to  the  change  in  the  height  of  the  plane  of  revolution,  as 
1 + ■ : (1  + »)’ } and  the  increments  arc  as  a : 2 a + a’,  or  as  1 -.  2 + a ; and  when  a ia  a small 
fraction,  it  is  nearly  as  1 : 2. 

From  want  of  attention  to  this  point,  the  governor  has  been  supposed  to  be  deficient  in  sensi- 
bility to  the  changes  of  velocity  in  a nice  machine  ; and  M.  Prcus  has  proposed  to  use  a small 
puiup  to  raise  water  to  a cistern,  from  whence  it  cscupca  by  an  aperture  which  cun  he  regulated  at 
pleasure.  When  the  engine  moves  at  a greater  speed  than  the  proposed  one,  the  water  rises  in  the 
cistern,  and  raises  a flout  which  closes  the  throttle  valve.  See  Phil.  Mag.  vol.  lxii.  p.  298.  It  is 
obvious  that  it  cannot  exceed  the  governor  iu  aenaibility,  while  it  will  require  considerable  atten- 
tion to  keep  it  in  order. 

’ Several  trials  have  been  made  to  apply  the  governor  to  boat  engines,  but  it  appears  to  me 
that  the  changes  arc  too  sudden  for  this  mode  of  regulation. 
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main  pipes,  the  pressure  in  the  air  vessel  increases  also ; and  this  pressure  being 
also  communicated  by  the  small  pipe  to  the  regulating  cylinder,  causes  its  loaded 
piston  to  rise,  and  the  motion  is  communicated  to  the  top  or  steam  valve  by 
means  of  spindles  and  gearing  to  the  regulating  screw,  so  as  to  regulate  the 
steam ; or,  on  the  other  hand,  if  the  engine  works  too  slow,  the  pressure  in  the 
air  vessel  diminishes,  and  the  loaded  piston  descends  and  opens  the  valve. 

In  order  to  prevent  the  motion  of  the  piston  being  too  great,  the  load  is  divided 
into  links  like  a chain,  and,  as  the  piston  rises,  more  links  are  raised,  consequently 
the  load  increases ; and  also  as  it  descends,  the  links,  by  resting  on  the  ground, 
diminish  the  load.  A spring  might  be  applied  to  produce  a similar  effect. 

This  plan,  however,  as  it  did  not  regulate  the  pressure  of  steam  in  the 
boiler,  and  from  the  friction  did  not  act  promptly,  has  been  some  time  abandoned. 

555.  In  some  cases  the  further  improvement  has  been  adopted,  of  using  this 
method  to  adjust  the  tappets  which  shut  off  the  steam.  For  this  object,  the 
motion  of  the  small  piston  is  communicated  to  a wheel  which  turns  a pair  of 
bevelled  wheels,  the  one  of  which  is  on  the  square  part  of  a screw  rod  attached  to 
the  plug  tree  ; and  whenever  the  motion  is  too  rapid,  the  rod  is  turned,  and  moves 
the  tappet  so  as  to  cut  off  the  steam  sooner,  and  the  reverse.  The  square  part  of 
the  rod  slides  in  the  wheel  upon  it  without  change,  except  when  that  wheel  is 
moved  by  the  regulator  piston. 

556.  Of  the  cataract.  The  power  of  an  engine  for  raising  water  may 
also  be  regulated  by  increasing  or  diminishing  the  interval  between  its  strokes ; 
this  is  done  by  causing  the  tappets  to  disengage  a loaded  piston,  which  descends 
in  a small  air  vessel,  expelling  the  air  from  it  by  a pipe,  which  can  be  regulated 
by  a cock  at  pleasure ; the  valves  are  not  free  to  open  till  this  piston  be  at  the 
end  of  its  stroke.  The  air  vessel  is  a cylinder  of  from  live  to  six  inches  diameter, 
and  twenty  inches  in  length,  open  at  the  top  with  a valve  opening  inwards  at  the 
bottom,  that  it  may  ascend  without  unnecessary  resistance.  It  is  provided  with 
a pipe  from  the  bottom,  of  sufficient  diameter  to  allow  the  air  to  escape  when  the 
engine  is  at  full  speed,  which  has  a cock  to  regulate  the  time  of  discharge.  It  is 
also  fitted  with  an  air-tight  piston,  the  rod  of  which  is  connected  with  the 
apparatus  which  opens  the  valves.  Two  air  vessels  are  required  for  a double 
engine. 

Of  the  Methods  of  ascertaining  the  State  and  effective  Power  ■ 
of  a Steam  Engine. 

557.  Certain  instruments  have  been  invented  which  are  of  great  use  in 
ascertaining  the  state  of  an  engine ; and  these  ought  to  be  kept  in  good  order, 
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so  as  to  be  capable  of  affording  tbe  required  proof  at  any  time.  Mr.  Watt  has 
most  justly  remarked,  “ it  is  tbe  interest  however  of  every  owner  of  an  engine  to 
see  that  they,  as  well  as  all  other  parts  of  the  engine,  are  kept  in  order.”  * 

The  instruments  consist  of  a steam  gauge,  the  condenser  gauge,  and  the 
indicator. 

558.  Steam  oacok.  The  steam  gauge,  Plate  mi.  Fig.  1,  18.  is  a short 
bent  tube  of  iron,  nearly  half  an  inch  in  diameter,  with  one  end  fixed  into  the 
boiler  or  the  steam  pipe,  and  open  to  it ; with  a portion  of  mercury  in  the  bent 
part  of  the  tube.  The  part  joined  to  the  boiler  or  steam  pipe  is  freely  open  to 
the  steam,  which,  pressing  on  the  surface  of  the  mercury  in  the  pipe,  raises  it  in 
the  other  leg  of  the  tube,  which  is  open  to  the  air  at  the  upper  end,  and  the  height 
it  is  raised  is  measured  on  a scale,  20,  by  a slender  stem  from  a light  float  on 
the  surface  of  the  mercury  ; which  therefore  shows  the  elastic  power  of  the  steam 
over  that  of  the  atmosphere.  The  scale  should  be  adjusted  by  allowing  the  air 
free  access  to  the  mercury  on  both  sides. 

The  scale  is  commonly  divided  into  inches  and  parts ; each  inch  corresponds 
to  2 inches  of  mercury,  and  to  a pressure  of  0'775  lbs.  on  a circular  inch,  or  to 
0'98  lbs.  on  a square  inch.  If  each  of  the  divisions  of  the  scale  be  made  1*3 
inches,  and  these  each  divided  into  10  equal  parts,  the  pressure  in  lbs.  and  tenths 
on  a circular  inch  will  be  shown  by  the  gauge.  Some  divide  the  scale  into  half 
inches,  then  each  division  represents  an  inch  of  mercury. 

Sometimes  a cock,  19,  is  placed  between  the  mercury  and  the  steam,  so  as  to 
use  it  or  not  at  pleasure. 

To  render  the  divisions  of  the  gauge  larger,  Mr.  Watt  made  his  gauge  pipe  of 
glass,  to  terminate  in  a cistern  of  mercury  enclosed  in  an  iron  box.  The  action 
is  then  like  a common  barometer ; the  steam  having  free  access  to  the  surface  of 
the  mercury  in  the  cistern. 

559.  Condenser  gauge.  This  is  sometimes  called  the  barometer  gauge, 
from  its  resemblance  to  a barometer.  It  is  made  of  iron  tube  in  the  form  of  an 
inverted  syphon,  Plate  vm.  Fig.  1,  21.  with  one  leg  about  half  the  length  of  the 
other.  To  the  upper  end  of  the  longer  leg,  24,  a pipe  is  joined  w hich  communi- 
cates with  the  condenser,  and  has  a stop  cock,  22,  to  open  or  close  it.  When  a 
proper  quantity  of  mercury  is  poured  into  the  short  leg  of  the  syphon,  and  it  is 
open  to  the  atmosphere  at  troth  ends,  it  naturally  stands  level  in  the  two  legs. 
A light  float  with  a slender  stem  is  placed  in  the  short  leg,  and  a scale,  25, 
attached,  which  is  usually  divided  into  half  inches ; and  as  by  the  exhaustion  in 


* Ilubison's  Median.  Phil.  vol.  ii.  p.  156. 
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the  condenser,  the  mercury  rises  as  much  in  the  long  leg  as  it  falls  in  the  short 
one,  these  divisions  will  be  equivalent  to  inches  on  the  common  barometer. 

The  condenser  gauge  should  indicate  the  state  of  the  vapour  in  the  condenser, 
to  be  capable  of  sustaining  from  two  to  three  inches  of  mercury.  While  it  docs 
not  exceed  three  inches,  the  condensation  may  be  esteemed  very  good  ; and  about 
two  inches  is  the  best  I have  seen  obtained  in  practice. 

The  difference  between  the  elastic  force  of  the  vapour  in  the  condenser,  and  the 
elastic  force  of  the  steam  in  the  boiler,  as  shown  by  the  gauge,  added  to  the  height 
of  the  barometer  at  the  time,  gives  the  relative  force  of  the  steam  to  move  the 
engine,  but  many  deductions  have  to  take  place  before  we  have  the  real  moving 
force ; nevertheless  they  show  the  state  of  two  very  important  parts  of  the  engine. 
(See  Sect.  v.  and  vi.) 

560.  The  indicator.  The  force  of  the  steam  and  the  state  of  exhaustion 
in  the  cylinder,  at  the  different  periods  of  the  stroke  of  the  engine,  cannot  be 
ascertained  by  the  condenser  gauge,  and  for  that  purpose  it  was  necessary  to  form 
an  instrument  less  subject  to  vibration ; the  instrument  in  use  is  called  the  in- 
dicator, and  is  found  to  answer  the  end  tolerably  well.  It  consists  of  a cylinder 
about  one  inch  and  three  quarters  in  diameter,  and  eight  inches  long,  exceedingly 
truly  bored,  with  a solid  piston  accurately  fitted  to  it,  so  as  to  slide  easy  by  the 
help  of  some  oil ; the  stem  of  the  piston  is  guided  in  the  direction  of  the  axis  of 
the  cylinder,  so  that  it  may  not  be  subject  to  jam  or  cause  friction  in  any  part  of 
its  motion.  The  bottom  of  this  cylinder  has  a cock  and  small  pipe  joined  to  it ; a 
flat  pillar  D,  Plate  xvi.  Figs.  1 and  2.  is  screwed  to  the  cylinder  of  the  indicator 
C,  and  supporting  the  frame  E E,  which  is  twelve  inches  by  seven  inches,  with 
the  upper  and  under  rail  grooved  to  retain  the  sliding-board  K. 

The  piston  rod  G is  about  five-eighths  of  an  inch  in  diameter,  and  sixteen  inches 
long ; and  H is  the  guide  for  it  screwed  to  the  pillar  D,  at  about  six  inches  above 
the  top  of  the  cylinder  C. 

A spiral  spring  I is  attached  to  the  piston  at  F,  and  to  the  guide  at  H.  It 
should  be  about  seven  inches  long  when  at  rest,  and  of  such  a strength  as  to  allow 
the  piston  to  descend  to  within  about  an  inch  of  the  bottom  of  the  cylinder  C, 
when  it  is  loaded  with  15  lbs.  upon  every  square  inch  of  its  area  ; and  the 
spring  should  admit  of  being  compressed  one  inch  and  a half. 

The  board  or  panel  K slides  in  the  grooves  of  the  frame  E E,  and  should  be 
seven  inches  square  ; and  a small  brass  slider  L should  be  set  at  any  height  on  the 
piston  rod  G,  by  means  of  a screw.  A short  pencil  is  inserted  in  the  other  end, 
with  a weak  spring  to  push  it  against  the  surface  of  the  board  K,  which  is  caused 
to  slide  by  a weight  N,  attached  to  a line  passing  over  a pulley ; the  opposite  line 
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O being  attached  to  any  convenient  part  of  the  parallel  motion  of  the  engine,  so 
as  to  cause  the  board  K to  traverse  a space  of  about  fourteen  inches  and  a half 
during  each  half  stroke  of  the  engine. 

Operation.  By  opening  the  stop  cock  B,  a direct  communication  is  made 
between  the  cylinder  of  the  steam  engine  and  the  cylinder  of  the  indicator.  When 
the  force  of  the  steam  in  the  cylinder  is  greater  than  the  pressure  of  the  atmosphere, 
the  piston  F will  rise ; when  the  force  of  steam  is  less  than  atmospheric  pressure, 
it  will  sink.  The  indicator  will  consequently  rise  when  the  upper  steam  valve 
opens,  and  will  be  at  a height  proportional  to  the  force  of  the  steam  in  the  cylinder 
during  the  stroke  of  the  engine ; and  when  the  eduction  valve  opens,  it  will  sink, 
and  by  the  rapidity  and  quantity  of  its  descent  denote  the  state  of  the  vapour  in 
the  condenser.  During  the  motion  of  the  piston  F,  the  sliding-board  will  move 
horizontally,  and  the  pencil  in  the  socket  in  L will  trace  on  the  board  K,  or  on 
a paper  on  its  surface,  a figure,  P Q R S,  resembling  those  shown  on  an  enlarged 
scale  in  the  annexed  figures.  Of  this  figure,  P Q is  described  during  the  descent 

Fto.  23. 


of  the  steam  piston  ; at  Q the  condensation  takes  place,  and  the  indicator  is  forced 
down  by  the  pressure  of  the  atmosphere,  till  it  is  balanced  by  the  resistance  of  the 
spring  and  the  vapour  in  the  cylinder.  While  the  engine  makes  the  ascending 
part  of  the  stroke,  the  line  R S is  described  ; and  the  line  S P is  described  during 
a fresh  admission  of  steam  by  the  upper  valve. 
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The  area  P Q R S is  proportional  to  the  force  of  steam  on  the  piston  during  the 
stroke ; but  the  steam  is  not  exerting  the  greatest  power  in  proportion  to  the  quan- 
tity of  fuel  when  this  area  is  the  greatest ; for  when  the  steam  acts  by  expansion, 
the  area  described  will  resemble  the  figure  P Q R S,  the  steam  being  cut  off  at  C, 
and  more  power  will  be  exerted  by  a given  quantity  of  steam.  In  the  Bame  engine 
doing  different  quantities  of  work  the  figures  show  two  cases ; the  black  lines 
represent  the  power  when  the  throttle  valve  is  used  for  regulation,  and  the  dotted 
lines  when  the  engine  is  regulated  by  cutting  off  the  steam. 

561.  Let  p be  the  number  of  lbs.  on  a circular  inch  of  the  indicator  piston, 
which  causes  it  to  descend  a inches,  and  let  m be  the  length  of  the  line  a b, 

measured  in  inches  on  the  diagram  drawn  by  the  indicator,  then  a : m ::  p : 
the  pressure  exerted  by  the  steam  in  lbs.  on  a circular  inch,  at  the  point  a of  the 
descent  of  the  piston.  Thus,  if  by  trial  2 lbs.  per  circular  inch  causes  the  piston  to 

descend  1 inch,  then  — = ” f ~ 2 m ; or  each  inch  of  the  indicator  would 
correspond  to  2 lbs.  per  circular  inch. 

If  the  distance  the  tracer  moves  horizontally  be  divided  into  equal  parts,  and 
the  vertical  distance  between  the  lines  P Q and  R S be  taken  at  each  point  of 
division,  and  the  sum  of  these  distances,  less  half  the  distance  P S,  be  taken  and 
divided  by  the  number  of  divisions,  the  result  will  be  the  mean  distance  the  piston 
of  the  indicator  moves  over ; and  calling  this  mean  distance  m,  it  will  be, 

m~  = the  mean  pressure  on  the  steam  piston  in  lbs.  per  circular  inch.1 

562.  To  measure  the  USEFUL  effect  op  an  engine.  The  preceding 
methods  only  give  the  state  of  parts,  but  the  useful  effect  depends  on  the  whole 
being  in  order ; and  the  most  simple  and  convenient  mode  of  measuring  the  effect 
is  by  means  of  friction.*  If  the  rim  of  a brake  wheel  on  the  engine  shaft  of  a 
known  diameter  be  pressed  with  a force  producing  a known  degree  of  friction, 
which  is  exactly  equal  to  the  effect  of  the  engine  at  its  working  speed,  then  it  is 
clear  that  if  the  friction  this  pressure  produces  be  ascertained,  the  power  of  the 
engine  will  be  equal  to  the  friction  multiplied  by  the  velocity  of  the  rubbing 
surface. 

1 The  indicator  was  invented  by  Watt,  (Robison’#  Mecb.  Phil.  vol.  ii.  p.  156.)  and  the  sliding 
board  and  tracer  were  afterwards  applied  by  Mr.  Southern.  Figures  made  by  the  board  and 
tracer,  as  far  back  as  130*2,  are  still  to  be  found  amongst  the  archives  of  Soho. 

* It  is  for  use  in  those  coses  where  the  work  itself  is  not  susceptible  of  accurate  measure  ; and 
almost  all  engines  for  impelling  machinery  ant  in  this  class.  The  power  of  engines  for  raising 
water  is  easily  computed. 
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To  apply  this,  let  A B be  a lever,  with  a 
friction  strap  that  may  be  tightened  upon 
the  cylindrical  surface  of  the  shaft  or  wheel 
C,  and  let  it  be  tightened  by  the  screw  at  B, 

(the  lever  being  stopped  by  the  stop  D,)  till 
the  friction  be  equal  to  the  power  of  the 
engine  when  all  other  work  is  thrown  off ; 
then,  while  the  engine  is  still  in  motion,  add 
such  a weight  at  E as  retains  the  lever  in  a 
horizontal  position. 

To  calculate  the  power.  Multiply  together  the  length  F C of  the  lever  in  feet, 
the  weight  E in  lbs.,  the  number  of  revolutions  of  C per  minute,  and  the  number 
6*2832,  the  result  will  be  the  lbs.  raised  1 foot  per  minute  ; and,  divided  by  33000, 
it  is  the  horse  power.1 

Thus  if  a shaft  C make  25  revolutions  per  minute,  and  the  length  F C of  the 
lever  be  10  feet,  and  if  it  be  found  that  a weight  of  240  lbs.  is  sufficient  to  retain 
the  lever  in  a horizontal  position,  then  6*2832  * 10  * 240  x 25  = 370902  lbs. 
raised  1 foot,  or  11J  horse  power  nearly. 

The  trial  is  so  easily  made,  and  the  result  so  accurate  a test  of  the  qualities  of  an 
engine,  that  1 strongly  recommend  it  to  the  notice  of  those  who  are  desirous  of 
having  good  engines. 

503.  The  counter.  To  estimate  the  saving  of  fuel  by  the  application  of 
Watt’s  engines,  an  apparatus  was  attached  to  the  beam  to  ascertain  the  number  of 
strokes  the  engine  made  iu  a given  time  : it  is  called  the  counter,  and  consists  of  a 
train  of  wheel-work  resembling  that  of  a clock,  so  arranged  that  every  stroke  made 
by  the  engine  moves  one  tooth,  and  the  index  shows  how  many  strokes  have  been 
made  between  the  times  of  examination.  The  counter  is  enclosed  in  a box  and 
locked,  to  prevent  it  being  altered  during  the  absence  of  the  observer.  If  the  box 
be  attached  to  the  axis  of  the  beam,  the  inclination  of  the  beam  causes  its  pendu- 
lum to  vibrate  every  time  the  engine  makes  a stroke,  and  thus  moves  the  counter 
round  one  tooth  for  every  stroke.  The  box  may  also  be  fixed  to  the  supports  of 
the  beam,  and  then  at  every  stroke  a small  detent  is  moved  one  tooth.  The 


Fio.  24. 


* For,  let  I bo  the  leverage  the  weight  w acts  wit}),  and  r the  radius  of  the  wheel  or  shah  C ; the 
friction  /,  the  velocity  v,  and  tho  revolutions  of  C per  minute  a.  Then  f v = the  power,  / = , 

and  e = 6*2832  r a ; consequently  f f = 6*2832  l » a,  the  power  in  lbs.  raised  1 foot,  when  I is  in 
feet  and  w in  lbs. 
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counter  i9  still  used  in  Cornwall,  in  order  that  the  effect  of  the  engines  may  be 
reported  on  by  the  inspectors ; and  it  is  useful  in  various  instances  where  a check 
on  the  consumption  of  fuel  is  desirable. 


Of  Working  Steam  Enoines. 

5G4.  The  first  attention  should  be  directed  to  the  qualities  of  the  fuel  and  the 
water.  The  fuel,  of  whatever  kind,  should  be  dry,  in  small  parts,  and  free  from 
earth,  &c.  No  coals  should  be  above  the  size  of  an  egg,  and  they  should  contain 
as  little  pyritical  matter  as  possible.  Wood  should  be  in  billets  not  more  than  a 
foot  long,  nor  two  or  three  inches  diameter.  The  water  used  should  be  pure  and 
soft  when  it  can  be  had. 

All  natural  waters  contain  a quantity  of  matter,  which  they  derive  from  the 
strata  through  which  they  flow.  The  purest  springs  usually  rise  in  beds  of  gravel, 
or  in  siliceous  or  argillaceous  rocks ; and  they  contain,  for  the  most  part,  only  a 
minute  portion  of  saline  matter,  which  is  principally  common  salt.  The  water  of 
limestone  or  calcareous  districts  generally  contains  a much  larger  quantity  of  solid 
matter,  most  frequently  lime  in  solution,  either  carbouate  or  sulphate  of  lime,  which 
occasions  that  peculiar  quality  in  waters  commonly  known  by  the  name  of  hard- 
ness.' The  waters  of  mines  are  still  more  impure ; they  often  contain  earths,  acids, 
alkalies,  and  saline  compounds.  Hence  water  in  its  natural  state  is  often  unfit  for 
a steam  engine. 

Almost  the  only  practicable  method  of  improving  water  is  that  of  exposing  it 
long  to  the  air  in  ponds : a more  effective  one  is  to  use  the  same  water  over  and 
over  again,  with  only  such  addition  as  compensates  for  loss ; but  even  this  requires 
a larger  reservoir  to  allow  the  water  time  to  cool.  Foul  river-water  may  be  cleared 
by  filtering  through  sand  or  gravel. 

To  prevent  the  sediment  from  the  water  adhering  to  boilers,  it  is  common  to  put 
in  crushed  potato,  the  refuse  of  malt,  and  the  like,  and  change  it  frequently. 

565.  For  sea-boat  engines  sea  water  must  be  used,  and  it  deposits  salt  after 
the  water  is  saturated.  This  may  be  prevented  by  letting  a small  quantity  of  hot 
water  escape  constantly  from  the  boiler.  One  hundred  parts  of  sea  water  contains 
three  parts  of  its  weight  of  saline  matter  ; and  is  saturated  when  it  contains  thirtv- 


1 Hard  waters  do  not  readily  dissolve  soap,  nor  form  a good  lather  with  it ; on  the  contrary, 
they  partially  decompose  it,  and  a light  floccalent  substance  is  produced,  which  is  insoluble  in 
water. 


Digitized  by  Google 


272 


OF  THE  REGULATION  AND 


[sect.  thi. 


six  parts  ; 1 consequently,  if  the  boiler  contain  one  hundred  parts  of  water,  and  s 
parts  be  used  for  steam,  and  « parts  let  out,  fix  on  the  degree  of  saturation, 
for  example,  to  contain  a parts  of  saline  matter ; then  if  3 ( s + n)  = a «,  the 
quantity  of  salt  entering  and  the  quantity  quitting  in  the  same  time  will  be  equal ; 
hence, 


If  a = 30,  the  water  in  the  boiler  will  not  reach  to  a higher  degree  of  saturation 
when  a ninth  part  of  the  quantity  used  for  steam  is  allowed  to  escape.  Hence,  as 
it  requires  only  about  one-sixth  of  the  quantity'  of  fuel  to  boil  water  that  is  required 
to  convert  it  into  steam,  the  loss  of  fuel  will  be  £ x l = one  fifty -fourth  part.® 

566.  Of  working  a condensing  engine.  The  engine  is  supposed  to  be  at 
rest,  the  cylinder  quite  cold,  and  the  condenser  partially  filled  with  water,  and  the 
piston  at  the  top.  When  the  water  in  the  boiler  begins  to  boil,  let  steam  enter  by 
the  valves,  or  the  slide,  and  the  communication  which  is  added  when  a slide  is 
used  ; it  will  then  fill  the  cylinder  and  pipes ; and  the  injection  cock  being  shut,  it 
will  gradually  displace  the  water  in  the  condenser,3  by  forcing  it  out  at  the  blow 

1 According  to  Mr.  Faraday's  experiments,  the  deposits  take  place  at  the  following  degrees  of 
saturation  and  temperature,  when  1000  parts  of  sea  water  were  reduced  by  evaporation. 


Quantity  of  MS  water. 

Boiling  tempers  tv  re.  Salt  in  100  parts.  Nature  of  deposit. 

1000 

214°  3 i None. 

200 

217  | 10  *|  Sulphate  of  lime. 

102 

228  20*5  i Common  salt. 

• An  ingenious  combination  was  formed  by  Messrs.  Mandalay  aud  Field,  to  avoid  this  loss,  by 
musing  the  water  entering  the  boiler  to  traverse  the  central  parts  of  the  pipe  which  removed  the 
saturated  hot  water ; the  loss  of  effect  then  becomes  very  small,  even  when  the  degree  of  satura- 
tion is  much  less.  Now  to  prevent  the  deposition  of  sulphute  of  lime  we  must  make  a «=  10,  and 
then  three-sevenths  of  the  quantity  required  for  steam  must  be  let  out,  and  one-fourteenth  of  the 
effect  of  the  fuel  will  be  lost.  It  may  be  necessary  to  explain,  that  sulphnte  of  lime  docs  not  appear 
to  exist  in  sea  water  till  a change  of  combination  among  its  constituents  lakes  place  through  eva- 
poration ; also,  it  requires  thirty-six  parts  of  salt  to  saturate  one  hundred  of  water  at  226'.  but  it 
appears  that  deposit  takes  place  at  228°  with  only  thirty  parts. 

3 The  best  method  would  be  to  use  a cock  to  let  out  the  water  from  die  condenser,  placed  so  low 
as  to  completely  drain  it,  and  the  water  should  be  let  out  in  the  first  instance ; then  the  steam 
should  be  let  on,  and  as  soon  as  steam  issues  at  the  cock,  it  should  be  closed,  till  it  be  evident  that 
the  cylinder  is  os  hot  as  the  steam  will  render  it ; then  open  the  cock  again  till  steam  has  passed 
out  a few  seconds,  and  close  it,  confining  the  steam  to  the  top  of  the  piston,  and  open  the  injection, 
when  motion  will  commence  if  the  operation  has  been  properly  performed. 
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valve,  and  afterwards  the  air.  When  all  the  air  except  that  mixed  with  the  steam 
is  driven  out,  which  will  be  known  by  the  sharp  cracking  noise  at  the  blow  valve, 
this  noise  must  be  allowed  to  continue  till  it  be  supposed  that  there  has  been  time 
for  at  least  as  much  steam  as  fills  the  engine  to  run  through.  Then  shut  off  the 
steam  except  to  the  upper  side  of  the  piston,  and  open  the  injection  cock  ; if  motion 
does  not  commence,  the  injection  cock  must  be  shut,  and  the  blowing  through  of 
steam  repeated.  If  the  engine  have  a steam  case  or  jacket,  that  case  must  be 
cleared  of  air  and  water,  and  filled  with  steam  before  the  operation  of  blowing 
through  be  commenced. 

The  noncondensing  species  of  engines  require  nothing  more  than  to  be  heated 
and  freed  from  water,  and  atmospheric  engines  condensing  in  the  cylinder  to 
be  freed  of  air. 

567.  Op  the  management  op  the  fiiie.  The  chief  thing  is  to  obtain  as 
equable  a supply  of  steam  as  possible  ; and  the  object  of  the  attendant  must  be  to 
render  it  so  with  the  least  occasion  fur  opening  the  fire  door.  He  must  endeavour 
to  preserve  a clear  free  burning  fire,  which  cannot  be  done  if  it  be  allowed  to 
become  foul  by  clinkers  accumulating.  Every  coal  which  will  not  pass  a ring  of 
about  two  inches  and  a half  diameter  should  be  broken ; and  either  feed  frequently, 
thinly,  and  equally  over  the  surface  of  the  fire,  or  adopt  the  method  pointed  out  in 
art.  249 ; but  in  important  works  Brunton's  method  should  be  applied  (art.  250). 

568.  Great  care  should  be  taken  to  keep  the  engine  and  boiler  clean  and 
in  good  order,  and  for  this  purpose  frequent  and  steady  attention  is  more  effectual 
than  twice  the  quantity  of  irregular  labour.  In  work  of  this  kind  that  which  is 
done  well  is  twice  done ; and  the  most  furious  zeal  is  vastly  inferior  to  steady 
attention,  for  the  one  destroys  the  objects  of  its  care,  the  other  preserves  them. 

The  best  kinds  of  oil  and  tallow  should  be  used  : for  piston  grease,  tallow  is  most 
esteemed  ; and  when  cylinders  are  new,  a small  addition  of  very  soft  black  lead  in 
fine  powder  improves  the  effect  of  the  tallow.  Oil  appears  to  be  improved  by  the 
addition  of  a small  quantity  of  wax. 
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OF  THE  APPLICATION  OF  STEAM  ENGINES  TO  DIFFERENT  PURPOSES. 


509.  The  great  variety  of  objects  to  which  steam  power  is  or  may  be  applied, 
renders  it  necessary  to  confine  our  attention  to  the  most  prominent  ones  for 
illustration.  These  are  to  raising  water  ; to  impelling  machinery  for  mining, 
manufacturing,  and  agricultural  purposes;  and  to  land  carriage:  the  application 
to  navigation  however  is  so  distinct  and  important  as  to  require  a separate 
treatment ; and  it  is  therefore  reserved  for  the  next  section. 

Of  Raising  Water. 

570.  Water  is  generally  raised  by  means  of  pumps  of  the  lifting  or  forcing 
species.  The  stroke  of  a pump  should  not  exceed  about  eight  feet,  otherwise  the 
air  disengaged  from  the  water,  the  escape  by  the  bucket  or  piston,  and  the  defect 
of  pressure  on  the  fluid  which  is  rising  after  the  piston,  becomes  greater  than  the 
escape  by  the  valves.  The  velocity  of  the  piston  should  not  exceed  98  times 
the  square  root  of  the  length  of  the  stroke,  (art.  342.) 1 

571.  Owing  to  the  escape  at  the  valves  and  the  disengagement  of  air,  the 
quantity  of  water  a pump  in  the  best  order  delivers  at  one  stroke  is, 

ft>  "144* ~~~  “ ’00518  la'  cubic  feet ; 

where  l is  the  length  of  the  stroke  in  feet,  and  a the  diameter  of  the  pump  in 
inches ; or  substituting  half  the  velocity  for  /,  it  gives  the  cubic  feet  per  minute. 

572.  The  power  required  to  raise  water  a given  height  is  found  by  taking  the 
exact  height  in  feet,  from  the  surface  of  the  water  to  the  point  of  discharge,  adding 
one  foot  and  a half  for  each  lift,  for  the  force  required  to  give  the  water  the  velo- 
city, and  also  one-twentieth  of  the  height  for  the  friction  of  the  piston.  Call  this 
quantity  in  feet  A ; then  '341  An*  = the  load  in  lbs. 

1 See  note,  page  167. 
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Whence,  if  P = the  mean  effective  force  on  the  steam  piston  in  lbs.  per  circular 
inch,  we  have 


tile  diameter  of  the  steam  piston  in  iuches.* 

And  as  180  feet  per  minute  is  a very  good  velocity  for  raising  water,  if  Q 
be  the  quantity  in  cubic  feet, 

* ” (sKOTdxTw)*  “ (215Q>i* 

hence, 

p -(”■**)«. 

Example.  Suppose  it  be  required  to  raise  80  cubic  feet  of  water  per  minute 
by  a single  acting  engine,  the  mean  effectual  pressure  of  the  steam  being  1 1 lbs. 
per  circular  inch,  and  the  lift  149  fathoms  in  6 lifts.  In  this  case  149  fathoms  = 

894  feet ; hence,  9 + 894  + 44-7  - 948  = h ; and  ( _ (5054-171 

— 72  inches  nearly,  for  the  diameter  of  the  cylinder;  and  (2-15  x 80)'-  _ 13-115 
inches  = the  diameter  of  the  pump  ; the  velocity  being  180  feet  per  minute. 

Both  these  diameters  ought  to  be  increased  5 per  cent,  for  contingencies. 


Drainage  of  Mines. 

573.  In  this  country  the  drainage  of  mines  is  a subject  of  vast  importance. 
It  is  mines  which  supply  the  means  of  employing  steam  power,  and  also  a large 
proportion  of  the  materials  on  which  that  power  is  expended.  To  persons  accus- 
tomed to  mines,  it  is  seldom  necessary  to  state  those  principles  which  should  direct 
them  in  the  choice  of  engines.  The  absolute  necessity  of  an  economical  system  of 
drainage  is  felt  and  acted  upon ; and  it  is  by  comparison  of  annual  expense,  and 
not  by  a comparison  of  the  effect  from  a given  quantity  of  fuel,  that  this  economy 
should  be  estimated. 

A mine  engine  should  be  simple  id  construction,  durable  in  use,  and  made  with 


1 When  a given  quantity  of  water  is  to  be  raised ; if  Q be  that  quantity,  we  have 


2 Q P D'  2 Q P D* 

“ “ djosiFi- antl  -00518  v ~ urn  • 

, 2D  _ 

Also,  I — . an(j  v = Qg  'jj  . hencc  we  find, 
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a view  to  easy  repair.  When  coais  are  not  expensive,  the  most  simple  methods 
are  the  most  economical ; for  instance,  at  the  mouth  of  a coal  pit,  the  extra  con- 
sumption of  coals  is  of  less  value  than  the  extra  wear  and  tear  of  a complex 
engine. 

574.  The  modes  of  draining  mines  are  dependent  on  the  nature  of  the  district 
where  they  are  situated.  If  it  be  mountainous,  a subterraneous  channel  or  day 
level  drift 1 may  be  made,  from  the  lowest  part  of  the  mine  to  terminate  in  the 
nearest  valley,  to  carry  off  the  water ; and  it  is  only  when  this  method  is  imprac- 
ticable that  water  is  raised  by  power,  and  even  then  the  water  is  raised  no  higher 
than  to  where  a day  level  drift  can  be  obtained.  But  it  frequently  happens  that 
the  flatness  of  the  country  renders  any  other  method  impracticable,  than  that  of 
raising  the  water  to  the  surface.  For  example,  in  the  coal-field  of  Northumberland 
and  Durham,  many  of  the  large  double  pits  exceed  one  hundred  fathoms  in  depth, 
and  some  arc  nearly  150  fathoms  deep,  with  no  means  of  drainage  by  levels. 
These  pits  therefore  require  very  powerful  engines,  and  lately  they  have  chiefly 
erected  double  engines,  some  of  which  are  above  100  horse  power:  the  largest 
1 saw  there  was  one  on  the  south  side  of  the  Tyne,  which  was  working  with 
160  horse  power,  and  was  capable  of  exerting  the  power  of  200  horses  in  action 
at  once.  In  Cornwall  they  have  some  larger  engines ; but  two  engines  should 
always  be  preferred,  when  the  cylinder  of  one  engine  would  exceed  about  sixty 
inches  in  diameter,  for  two  engines  give  many  advantages. 

575.  When  double  engines  are  used  for  lifting  water,  they  generally  work 
one  set  of  pumps  by  the  outward  end  of  the  beam,  and  another  set  by  a diagonal 
spear  from  the  piston  rod  end.  And  in  cases  where  it  has  not  been  convenient 
to  divide  the  pumps  into  two  sets,  the  ascending  motion  of  the  piston  has  been 
employed  to  raise  a weight  equal  to  the  pressure  of  half  the  column  of  water  in 
the  pumps ; but  for  such  cases  a single  engine  should  be  preferred. 

576.  'Tire  following  table  (p.  278.)  will  give  some  idea  of  the  work  done  by  a 
given  quantity  of  fuel,  and  of  the  nature  of  the  engines  most  approved  of  in  Corn- 
wall ; the  results  however  can  be  correct  only  through  the  different  errors  of  the 
mode  of  estimation  balancing  one  another,  for  the  weight  of  the  column  of  water 
is  less  than  the  resistance,  and  the  counter  only  registers  the  strokes,  and  not  the 
actual  quantity  of  water  raised.* 

1 In  Cornwall  and  Devon  it  is  called  an  adit,  in  some  other  places  a soagh. 

* In  the  year  1811,  a number  of  the  respectable  proprietors  of  tha  valuable  tin  and  copper  mines 
in  Cornwall  resolved  that  the  work  which  their  respective  steam  engines  were  performing,  should 
be  ascertained,  as  it  was  suspected  that  some  of  them  might  not  be  doing  duty  adequate  to  the 
consmnption  of  fuel ; and  for  the  greater  certainty  of  attaining  their  object,  it  wae  agreed  that  a 
counter  should  be  attached  to  each  engine,  (art.  563.)  and  all  the  engines  be  put  under  die  super- 
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intendence  of  tome  respectable  engineer,  who  should  report  monthly  the  following  particulars  in 
columns:  viz. 

The  name  of  the  mine  ; 

the  size  of  the  working  cylinder ; 

whether  working  single  or  double; 

the  load  per  square  inch  in  the  cylinder ; 

length  of  stroke  in  the  cy tinder ; 

the  number  of  pump  lifts  ; 

the  depth  in  fathoms  of  each  lift ; 

diameter  of  pumps  in  inches ; 

time  worked ; 

consumption  of  coals  in  bushels ; 
number  of  stroke*  during  the  time ; 
length  of  stroke  in  pump; 
load  in  lb*. ; 

lbs.  lifted  one  foot  high  by  a bushel  of  coals ; 
number  of  strokes  per  minute  ; 

and,  lastly,  a column  fur  name  of  engineer  and  remurks. 

Messrs.  Thomas  and  John  Lean  were  appointed  to  the  general  superintendence  ; and  the 
different  proprietors,  as  well  as  the  regular  engineers  of  the  respective  mines,  engaged  to 
give  them  every  facility  and  assistance  in  their  power.  The  first  monthly  report  was  for 
August  1811.  See  Phil.  Mag.  vol.  xlvi.  p.  116.  See  also  Appendix. 
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The  engineers'  names  are  given  who  plan  the  construction  and  superintend  the 
execution  and  erection  of  the  engines,  for  which  they  are  paid  in  proportion  to  the 
power ; they  also  attend  to  them  afterwards,  and  direct  such  renewals  or  repairs 
as  may  he  necessary,  at  fixed  salaries.  The  principal  manufacturers  of  engines 
for  the  Cornish  mines  are  Messrs.  Trevenan,  Came,  and  Wood ; Messrs.  Harvey 
and  Co. ; Messrs.  Fox  and  Co.;  and  Messrs.  Price* and  Co. 

•577.  The  depth  of  the  pump  shaft  of  a mine  is  divided  into  lifts  of  not  more 
than  twenty-five  or  thirty  fathoms,  if  it  can  be  avoided,  with  a cistern  at  each  lift, 
consequently  the  water  is  raised  from  cistern  to  cistern.  The  size  of  the  pumps 
is  seldom  greater  than  sixteen  inches  in  diameter,  and  it  will  always  be  found 
better  to  make  an  additional  set  than  to  exceed  this  size. 

578.  The  engines  most  adapted  for  economy  of  fuel  are  described  in  art.  4 1 1 
and  419;  those  which  are  most  simple,  in  art.  393  and  400;  and  as  it  frequently 
happens  that  engines  have  to  be  removed  from  place  to  place,  an  engine  supported 
by  frames  of  cast  iron  is  shown  in  Plate  xt. 

579.  For  drawing  ores  and  coals,  a double  engine  of  from  twenty  to  thirty 
horse  power  is  used ; the  size  of  the  cylinder  should  be  such,  that  the  power  shall 
be  equal  to  the  resistance  when  the  stress  is  the  greatest ; hence,  engines  for  this 
purpose  require  more  fuel  to  raise  the  same  quantity  of  matter  a given  height,  and 
there  is  also  much  loss  of  effect  through  stoppages,  changes  of  motion.  See.  When 
1 lb.  of  coal  raises  70,000  lbs.  of  ore,  it  is  about  the  maximum  quantity  in  irregular 
work  of  this  kind.  The  weight  of  matter  drawn  at  once  is  from  3 to  7 cwt. 
The  weight  of  a rope  is  about  '27  c*  lbs.  per  fathom ; when  c is  the  circum- 
ference in  inches:  the  greatest  stress  on  a rope  should  not  be  more  than  700 
times  the  weight  of  a fathom  of  the  rope  ; and  the  stress  on  the  engine  should  be 
equalized  by  the  rope  winding  on  to  a spiral  drum, 1 like  the  fusee  of  a watch, 
by  which  the  expense  of  the  engine,  and  the  expenditure  of  fuel  would  be  reduced. 
The  engine  should  work  expansively,  (art.  419.)  and  be  equalized  by  a fly  wheel, 
(art.  540.)  and  regulated  by  a governor,  (art.  550.) 

When  an  inclined  plane  is  necessary  under  ground,  a small  high  pressure  engine 
is  sometimes  used  to  draw  the  coals  to  the  principal  shaft,  of  the  kind  described 
in  art.  371. 

580.  Engines  are  also  employed  to  break  ores  by  means  of  stampers,  a 
process  which  seems  capable  of  much  improvement.  Double  engines  are  em- 
ployed to  raise  the  stampers  by  means  of  cams  ; and  as  the  power  of  the  engine 
is  nearly  uniform,  the  space  through  which  the  stamper  is  raised,  should  increase 

1 See  Encycl.  Mtlho.  Diet,  de  Cbimic  ct  Mttallurgie,  Seconds  Partie,  Planche  20;  or  Gilpin’s 
Method,  Transactions  of  the  Society  of  Arts,  vol.  xxv.  p.  70. 
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at  first  in  the  proportion  due  to  an  uniform  force ; otherwise  the  motion  will  be 
irregular,  and  the  loss  of  power  considerable.  The  weight  of  a stamper  is  usually 
made  about  190  lbs.,  and  the  height  it  is  raised  about  2 feet ; and  not  less  than 
two-thirds  of  the  stampers  should  be  rising  at  any  instant  of  time. 


Water  Works. 

581.  The  same  formula;  apply  to  water  works  as  to  other  modes  of 
raising  w-ater,  when  it  is  raised  perpendicularly ; but  as  this  is  seldom  the  case, 
instead  of  adding  1 ’5  feet  for  each  lift,  as  in  art.  572, 

V1 

add  feet  to  the  vertical  height ; 

where  v is  the  velocity  in  feet  per  second,  L the  length  of  the  main  in  feet, 
and  a its  diameter  in  inches:  add  also  one-tenth  of  the  height  for  the  friction 
of  the  piston,  and  proceed  in  other  respects  as  in  the  article  referred  to. 

582.  The  supply  of  a town  should  be  ten  cubic  feet  per  day  for  each  house, 
and  for  the  averaged  sized  houses  this  is  not  more  than  comfort  and  cleanliness 
requires ; or  two  cubic  feet  per  day  for  each  individual,  besides  what  is  required 
for  watering  streets,  for  breweries,  engines,  and  various  purposes;  and  for  these 
purposes  two  cubic  feet  more  ought  to  be  delivered  in  summer,  making  a total  of 
four  cubic  feet  per  day  for  each  person,  for  the  greatest  quantity : in  small  and  open 
towns  a less  quantity  of  water  is  required ; but  even  in  these,  two  cubic  feet  and  a 
half  ought  to  be  calculated  upon.1  In  raising  water  by  forcing,  the  air  vessel 
should  always  be  in  the  direction  of  the  motion  of  the  fluid,  and  not  to  one  side 
of  it ; want  of  attention  to  this,  causes  those  concussions  to  take  place  which  tear 
the  joints  asunder,  break  the  cranks,  and  spoil  the  machinery.  Double  engines 
with  fly  wheels  are  the  most  economical  when  fuel  is  dear,  (art.  419.)  and  single 
engines  where  it  is  cheap,  (art.  411  and  400.)  See  Plates  xn.  and  xin. 


1 The  following  table  is  compiled  chiefly  from  Leslie’s  Nat.  Phil.,  with  some  additions,  and 
a more  reasonable  estimate  of  the  quantity  supplied  to  ancient  Rome. 


Town*. 

Inhabitant*. 

Supply  of  water  per  day. 

Each  person  per  day. 

London 

1,325,004 

3, H8H.000  cubic  feet 

3-15  cubic  feet 

Edinburgh  (old  service) 
Rome  (modem) 

138,235 

130,000 

80, tWO 

5,305,000  

001 

300 

Rome  (ancient) 

1,300,000 

10,500,000 

00 

Paris 

713,765 

293,000 

0-42  1 

| Plymouth 

•21 ,570 

33,400 

i-se 
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Of  Impelling  Machinery  for  Manufacturing  Purposes. 

583.  Iron  Manufacture.  In  this  manufacture  the  steam  engine  is  applied 
to  blowing  machines,  forge  hammers,  rolling,  flatting,  and  slitting  machines,  and 
various  other  purposes. 

584.  Blowing  Machines.  The  object  of  tills  machine  is  to  supply  oxygen 
to  furnaces,  cither  for  melting  or  reducing  ores  to  the  metallic  state ; hence,  in 
order  that  the  effect  may  be  the  same,  or  nearly  so,  when  the  same  fuel  is  used, 
the  supply  of  oxygen  should  be  the  same.  But  in  the  same  bulk  of  dry  air  there 
is  nearly  10  per  cent  less  oxygen  at  85“  than  at  32°;  and  12  per  cent  less 
when  the  air  at  85°  is  saturated  with  vapour ; consequently,  if  1500  feet  per 
minute  he  a sufficient  supply  for  a furnace  in  winter,  it  may  require  1625  feet  per 
minute  in  summer,  to  have  the  same  effect ; and  the  difference  ought  clearly  to 
be  gained  partly  by  the  aperture  being  enlarged,  and  partly  by  increasing  the 
intensity  of  the  blast. 

The  blast  is  usually  produced  by  condensing  the  air,  till  it  will  sustain  a column 
of  from  four  to  six  inches  and  a half  of  mercury,  (one  and  a half  to  two  lbs. 
per  circular  inch,)  according  to  the  quality  of  the  coal ; and  the  mean  between 
these  is  most  generally  found  to  answer : the  quantity  discharged  varies  from 
3000  to  1200  feet  per  minute. 

If  t>  be  the  velocity  of  the  piston  of  a blowing  cylinder  in  feet  per  minute,  p the 
force  of  compression  in  lbs.  per  circular  inch,  and  a the  diameter  of  the  blowing 
cylinder  in  inches,  then,  allowing  that  the  friction  increases  the  power  from  1 to 
125,  we  have  1"25  p v a*  = the  power  in  lbs.  raised  one  foot  high  per  minute, 
w'hen  the  stroke  is  effective  in  both  directions,  and  half  that  when  in  one  direction 
only. 1 The  capacity  of  the  air  chest  should  be  proportioned  by  the  principle  given 
in  art.  21 1,  and  the  passages  to  it  should  be  about  one-twentietb  of  the  area  of  the 
cylinder.  The  quantity  of  air  delivered  into  the  chest  will  be  about  one-fifth  less 
than  the  capacity  of  the  cylinder,  when  taken  at  atmospheric  density,  partly 
through  escape  by  the  valves,  and  by  the  air  not  entering  till  the  space  within  the 
cylinder  is  rarefied  so  as  to  produce  the  velocity. 

For  this  as  well  as  all  other  parts  of  iron  manufacture,  the  double  acting  con- 
densing engine,  prepared  to  work  either  expansively  or  at  full  power,  will  be 
found  the  best.  (See  art.  421.) 


1 The  rule  is  only  &n  approximation,  but  nearly  correct  for  small  degrees  of  compression ; in 
greater  one*  the  principles  of  the  note  to  art.  377  should  be  applied. 

2 N 
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585.  Cotton  Mills.  The  steam  engines  best  adapted  for  cotton  mills  are 
double  acting  engines  working  expansively.  The  mean  pressure  on  the  piston  of 
an  engine  of  this  kind,  using  low  pressure  steam,  when  working  with  the  greatest 
advantage,  is  about  five  pounds  per  circular  inch,  (art.  420.)  and  each  circular 
inch  of  the  piston  may  be  estimated  to  drive  three  spindles  of  cotton  yarn 
twist  with  the  preparatory  machinery.  And  for  mule  yarn  with  its  prepa- 
ration, if  15  be  added  to  the  number  of  the  yarn,1  and  the  sum  be  mul- 
tiplied by  '26,  the  result  will  be  the  number  of  spindles  for  each  circular  inch 
of  the  piston.  Thus  if  it  be  No.  40,  then  40+  15  = 55,  and  '26  x 55  = 14 
spindles. 

It  is  somewhat  more  accurate  to  estimate  the  power  of  the  engine  in  horse 
power,  and  then  one  horse  power  will  drive  100  spindles  with  cotton  yarn,  and 
the  preparatory  machinery.  And  add  the  number  of  the  yarn  to  15,  and 
multiply  the  sum  by  8,  and  the  result  will  be  the  spindles  that  are  equivalent 
to  one  horse  power  of  mule  yam  with  preparation. 

One  horse  power  will  work  twelve  power-looms  with  preparation.  * 

The  day’s  work,  supposing  it  to  be  11  hours,  ought  to  be  done  with  about 
90  lbs.  of  the  best  caking  coal  for  each  horse  power. 

586.  Paper  Mills.  Steam  engines  are  also  used  extensively  in  making 
paper ; for  where  the  supply  of  water  is  regular,  it  has  acquired  a value  equivalent 
to  steam  power,  while  the  latter  possesses  many  advantages. 

A beating  machine  requires  about  seven  horse  power  to  work  it ; the  new 
machines  for  making  paper,  from  two  to  two  and  a half  horse  power ; and  three 
and  a half  horse  power  will  prepare  one  ton  of  old  rope  in  a week,  when  the 
machine  works  ten  hours  per  day. 1 


Of  Impelling  Machinery  for  Agricultural  Purposes. 


587.  In  farming,  there  are  few  things  that  admit  of  the  employment  of  steam 
power  with  economy ; but  where  it  is  employed  at  all,  it  is  an  advantage  to  apply 
it  to  as  many  purposes  as  possible. 

The  species  of  work  to  which  it  is  susceptible  of  application,  are — thrashing  and 


1 The  number  is  the  banks  to  the  lb.  of  yarn,  and  a hank  appears  to  be  120  yards. 
A spindle  produces  two  hanks  per  day  at  an  average,  and  the  waste  in  spinning  is  about  10  per 
cent. 

1 Brunton's  Compendium,  p.  100.  3 Fenwick’s  Essays,  third  edition,  p.  02. 
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winnowing  grain,  cliaff-cutting,  grinding  bones  for  manure,  and  to  grinding  com 
for  fatting  cattle  and  for  family  uses. 

The  boiler  may  be  further  applied  to  steam  food  for  cattle.  No  other  objects 
occur  to  me,  except  to  notice,  that  for  drainage  in  fenny  districts,  and  for  irrigation 
in  others,  it  is  worthy  of  the  landowner’s  consideration,  whether  its  application 
would  or  would  not  repay  the  expense. 1 

588.  Thrashing.  Thrashing  machines  to  bo  driven  by  a steam  engine  are 
made  from  four  to  six  horse  power ; and  the  usual  proportions  arc. 

The  feeding  rollers  35  to  371  revolutions  per  minute,  diameter  3}  inches. 

Straw  rakes  30  revolutions  per  minute,  diameter  31  feet. 

Drum  300  revolutions  per  minute,  diameter  31  feet. 

The  drum  has  four  beaters  faced  with  strong  iron  plate;  and  a cylindric  frame 
with  four  sets  of  teeth,  five  inches  long,  attached  to  its  circumference,  forms  the 
straw  rake.* 

The  breadth  of  the  machine,  or  length  of  the  rollers  to  receive  the  feed,  is 
limited  by  the  width  to  which  one  feeder  can  attend  in  a proper  manner,  and 
about  from  four  to  five  feet  is  the  range:  the  thickness  of  the  feed  cannot  be 
materially  altered  from  that  which  gives  the  best  effect ; and  therefore  there  is 
only  the  velocity  in  which  the  power  can  be  altered  beyond  the  small  change  in 
width.  The  quantity  of  wheat  thrashed  by  a machine  four  feet  in  breadth  varies, 
according  to  its  quality,  from  twelve  to  twenty-four  Winchester  bushels  per  hour, 
and  from  sixteen  to  thirty  bushels  of  oats  per  hour. 

The  power  required  is  100,000  lbs.  raised  one  foot  per  minute  when  for  thrash- 
ing, and  133,000  raised  one  foot  per  minute  when  winnowing  machinery  is  also 

i By  a single  engine,  (art.  411.)  280,000  cubic  feet  of  water  may  bo  raised  one  foot  high  by 
one  bushel  of  coals,  and  for  any  other  height  divide  280,000  by  the  height  in  feet.  It  will  require 
an  engine  of  one  horse  power  to  work  eleven  hours  and  a half  per  day,  to  raise  that  quantity 
daily.  The  expense  will  be  about  £8  per  annum  for  each  horse  power,  to  return  the  first  cost, 
and  pay  for  the  renewals  and  repairs  of  the  engine ; the  fuel  is  one  bushel  of  coals  per  day  for 
each  horse  power;  and  one  mau  and  boy  will  attend  an  engine  of  ten  or  twclvo  horse  power, 
and  also  partly  to  the  distribution  of  the  water : the  quantity  required  for  an  acre  would 
be  about  500  cubio  feet  per  day,  and  therefore  an  engine  of  ten  horse  power  would  supply 
500  acres,  if  it  had  to  be  raised  ten  feet,  at  a cost  which  in  few  cases  could  exceed  ten 
shillings  per  acre  if  continued  for  six  months  per  year.  On  proper  lands  for  the  purpose,  the 
return  would  be  ample,  and  a more  perfect  mode  of  applying  water  to  land  will  very  probably 
be  discovered. 

« The  straw  advances  so  that  each  inch  receives  three  strokes  of  the  beaten ; and  the  stroke 
should  be  made  with  a velocity  of  about  55  feet  per  second,  or  the  beater  should  move  at 
the  rate  of  3500  feet  per  minute ; these  conditions  being  attended  to,  the  parts  may  be,  in  other 
respects,  arranged  as  the  engineer  pleases. 
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worked  ; other  sized  machines  nearly  in  proportion  to  their  breadth  : this  supposes 
the  machine  to  be  well  made  and  kept  in  tolerable  order. 

The  proper  species  of  engine  for  farm  use  is  the  double  engine  (art.  414 
and  419.)  with  slides,  and  the  whole  arranged  in  the  most  simple  and  obvious 
manner.1 

589.  Corn  Mills.  The  mean  quantity  of  power  required  to  grind  and  dress 
a Winchester  bushel  of  wheat  per  hour  is  31,000  lbs.  raised  one  foot  per  minute, 
and  the  best  velocity  for  the  circumference  of  a millstone  is  twenty-three  feet  per 
second ; and  with  this  velocity  a pair  of  five  feet  stones  will  grind  from  four  to 
five  bushels  per  hour,  according  to  their  condition  and  the  state  of  the  grain : 
the  double  expansive  engine  should  be  used  for  this  kind  of  work  ; and  when 
working  to  the  best  advantage  with  low  pressure  steam,  it  should  grind 
fourteen  bushels  of  wheat  for  each  bushel  of  coals,  and  the  average  should  be 
eleven  bushels  and  a half  for  one  bushel  of  coals.  * The  same  species  of  engine 
with  strong  steam  will  of  course  do  more  work  with  a given  quantity  of  fuel. 
(See  art.  419.) 


Of  the  Application  of  Steam  Power  to  Carriages. 

590.  The  application  of  a power  within  a carriage  to  move  it,  is  a subject 
that  at  an  early  period  engaged  the  attention  of  speculative  men.  Some  of  their 
schemes  are  described  by  Emerson  in  his  ‘ Mechanics,’  and  he  gives  an  example 
of  calculation  there  (Ex.  90.  p.  194.)  which  seems  to  be  very  little  understood. 
The  object  of  it  is  to  determine  the  power  required  to  move  a waggon  ; but  in  fact 
it  simply  determines  the  relation  of  the  forces,  tire  power  being  the  same  whether 
it  be  in  the  waggon  or  out  of  it,  provided  it  docs  not  add  to  the  weight  of  the 
waggon.  But  power  cannot  be  gained  without  adding  weight ; and  in  steam 
carriages  the  whole  mass  of  the  engine,  with  its  boiler  and  fuel  and  water,  has 
to  be  moved  as  well  as  the  load ; and  in  order  to  keep  the  engine  as  simple  and 
light  as  possible,  and  to  avoid  the  weight  of  water  and  complexity  of  a condensing 
apparatus,  high  pressure  steam  is  always  employed. 

The  idea  of  employing  steam  as  a moving  power  has  been  considerably 


1 If  an  engine  be  applied  fur  irrigation,  it  may  have  the  thrashing  machine  attached  when  the 
situation  is  courenient ; but  in  that  case  a double  engine  should  bo  used. 

2 For  (J*5  lbs.  per  hour  is  equal  to  a horse  power,  (art.  419.)  and  a bushel  of  coals  being  thirteen 
times  this  quantity,  it  is  equal  to  thirteen  horse  power  per  hour;  and  31000  : 33000  : : 13  : 14, 
nearly. 
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ridiculed,  and  some  of  the  schemes  for  applying  it  not  without  reason.  As 
far  as  railways  are  concerned,  it  has  however  been  proved  to  be  applicable, 
and  with  as  few  accidents  as  in  any  other  of  the  varied  applications  of  steam 
power. 1 

591.  Of  the  application  of  steam  power  to  railways.  The  power  of 
steam  may  be  applied  by  means  of  a fixed  engine,  or  by  a moveable  one  called 
a steam  carriage. 

Fixed  engines  have  been  applied  only  in  the  case  of  inclined  planes,  and  no 
peculiarity  is  required  in  the  construction  of  the  engines,  more  than  is  wanted  in 
one  for  impelling  a machine.  Low  pressure  engines  are  generally  employed  for 
this  purpose ; and  they  arc  obviously  the  most  safe  and  economical  for  the  end, 
unless  when  there  is  not  a convenient  supply  of  water. 

The  motion  of  the  engine  ought  to  be  equalized  by  a fly  wheel,  and  it  should 
also  be  provided  with  a regulating  valve. 

To  proportion  the  power  of  the  engine  to  the  effect,  the  area  of  the  piston 
in  inches,  multiplied  by  the  effective  pressure  on  an  inch  in  lbs.,  should  be 
equal  to  the  resistance  of  the  carriages  added  to  the  friction  of  the  rope  and  the 
engine. 

If  A be  the  ascending,  and  D the  descending  load,  and  q the  resistance  from 
friction  at  the  axis,  and  i the  angle  of  inclination. 

Then  A (sin.  i + q)  — D (sin.  i — q)  = (A  — D)  sin.  i + (A  + D)  q ■»  the  re- 
sistance of  the  carriages. 

The  weight  of  the  rope  or  chain,  and  of  the  moveable  parts  of  the  engine,  being 
C,  its  friction  and  the  stiffness  of  the  rope  may  be  represented  by  C S,  hence. 


1 On  common  roods  there  are  several  circumstances  which  prevent  the  application  of  steam 
power.  The  nndulations  of  the  road  render  it  necessary  to  provide  a power  competent  to  ascend 
the  greatest  inclination,  and  consequently  an  immense  addition  must  be  made  to  the  weight  of 
the  engine,  so  as  to  make  the  engine  itself  on  an  ordinary  road  consume  half  the  power  it  gene- 
rates. The  resistance  of  these  roads  may  be  reduced  by  using  larger  wheels,  as  it  chiefly  arises 
from  the  wheels  sinking  into  the  road ; and  larger  wheels  afford  a greater  surface  without  increasing 
the  quantity  to  be  depressed,  while  broad  wheels  give  very  little  if  any  advantage.  See  my  book 
on  4 Rail  Roads/  p.  44.  It  may  be  proved,  that  no  species  of  feet  can  be  applied  that  will  require 
less  power  than  plain  wheels.  An  animal  is  contrived  to  move  among  obstructions,  and  when  we 
attempt  to  copy  from  the  beautiful  arrangements  of  our  Creator,  we  should  never  lose  sight  of  their 
object.  It  is  their  perfect  adaptation  to  the  end,  and  their  accomplishment  by  the  most  simple 
means,  that  excites  our  admiration ; and  the  more  we  stndy  the  fine  examples  of  the  application  of 
power  which  nature  affords,  the  more  we  feel  the  advantage  of  knowing  the  first  principles  which 
determine  the  action  of  natural  forces. 
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if  a be  the  diameter  of  the  piston,  and  p = the  pressure  on  a circular  inch,  we 
have, 

a*  p = (A  — D)  sin.  i + (A  + D)  f + C S. 

From  this  the  diameter  of  the  cylinder  is  easily  found,  and  in  all  cases 


? ” 


Tf 

R ’ 


where  R is  the  radius  of  the  wheels  of  the  carriage,  r that  of  the  axles,  and  / the 
friction,  when  the  pressure  is  1. 

Also 


s = 


yC' 


where  X is  the  diameter  of  the  pulleys,  and  x that  of  the  axes.  When  the  railway 
is  level, 

a*  p = (A  + D)  q + C S. 

In  these  equations  the  piston  of  the  engine,  and  the  load,  are  supposed  to  move 
at  the  same  velocity. 

592.  Steam  Carriages.  The  engines  of  steam  carriages  are  double  non- 
condensing engines,  of  the  kind  described  in  art.  372.  They  have  generally  two 
cylinders.  If, 

p be  the  mean  effective  pressure  on  the  piston, 
a the  diameter  of  the  cylinders,  * 
v the  velocity  in  feet  per  minute  ; 
i the  angle  of  inclination  of  the  rails  of  the  road, 
q the  friction  of  all  the  axes, 

W the  weight  of  the  carriages  and  their  loads, 

V their  velocity  in  feet  per  minute, 
and  E the  weight  of  the  engine. 

Then,  V (W  + E)  (y  + sin.  i)  =»  2 o*  p v,  in  ascending  the  inclination  ; 

and,  V (W  + E)  (q  — 6in.  i)  = 2 a’  p v,  in  descending  the  inclination. 

Also 

E (-08  cos.  i — sin.  i)  w 
q 4-  sin.  i ' 

so  that  the  engine  may  not  slide  in  ascending;  and 

E (’08  cos.  i -f  sin.  i)  _ yy 
q — sin.  i 

when  it  will  not  slide  in  descending. 
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In  either  case, 


when  r is  the  radius  of  the  axle,  and  R the  radius  of  the  wheels. 

The  engines  should  work  expansively  when  moving  at  the  ordinary  rate,  and 
upon  the  mean  inclination,  with  the  power  of  working  at  full  pressure  on  the 
steeper  ascents.  See  Sect.  v.  art.  371 — 380. 

For  further  information  respecting  steam  carriages  and  railways,  see  the 
Appendix. 
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593.  On  the  value  of  the  application  of  steam  to  impel  vessels,  it  has  become 
unnecessary  to  say  more  than  that  its  employment  is  extending  rapidly  at  almost 
every  place  on  the  globe  where  the  trade  is  considerable,  and  that  its  use  is  limited 
only  by  its  yet  imperfect  state.  If  we  had  intended  to  have  confined  our  researches 
to  the  mere  application  of  an  engine  to  a vessel  already  constructed,  our  labour 
would  have  been  Bhort,  and  easily  completed : but  the  construction  of  vessels  is 
a subject  which  is  capable  of  improvement ; and  while  we  think  there  is  a power 
in  science  to  indicate  the  steps  by  which  it  may  be  improved,  it  is  our  duty  to 
submit  it  to  the  reader. 

The  forms  of  vessels  for  stability,  speed,  capacity,  and  strength  ; the  kinds  of 
vessels  for  different  purposes,  the  resistance,  and  modes  of  propulsion ; the  nature 
of  the  engines  adapted  for  vessels,  the  strength  of  their  parts,  and  the  species  of 
fuel,  and  its  management  to  obtain  the  best  effect ; are  all  objects  of  importance, 
and  each  of  these  we  propose  to  consider. 

These  inquiries  are  equally  applicable  to  mercantile  and  to  government  pur- 
poses, but  there  is  yet  another  portion  of  the  subject  to  which  it  would  be  desirable 
to  direct  attention. 

In  the  case  of  war,  steam  boats  will  become  a means  of  attack  ; therefore  it  ought 
to  be  considered  how  far  they  may  become  a means  of  defence,  the  power  of 
resisting  being  the  best  guard  against  a mode  of  attack,  which  will  deprive  us  of 
many  of  the  advantages  of  our  insular  state.  Hence,  the  construction  of  gun  boats 
for  the  defence  of  rivers,  and  of  river  navigation,  and  harbours,  would  be  a proper 
subject  for  inquiry,  if  our  limits  did  not  forbid  it. 

Op  the  Forms  op  Vessels  for  Stability,  Speed,  Capacity,  and  Strength. 

594.  In  considering  the  properties  of  a vessel,  the  orderly  arrangement  of  our 
subject  requires  that  we  should  treat, — First,  Of  stability,  or  the  power  a vessel 
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has  of  resisting  any  change  of  position  when  in  the  water ; Secondly,  The  forms 
having  stability  which  have  the  least  resistance,  and  are  therefore  best  adapted  for 
speed;  Thirdly,  The  different  methods  of  propelling  vessels;  and  Fourthly,  The 
construction  for  strength. 


Of  the  Stability  of  Vessels. 

595.  A perfectly  spherical  ball  floating  in  a fluid  has  no  stability  whatever, 
except  that  which  arises  from  the  friction  of  the  fluid  against  its  sides.  On  the 
addition  of  a small  weight  to  any  point  of  its  surface,  that  point  would  immediately 
descend,  and  become  the  lowest ; such  a form  would  be  useless  as  a vessel. 
It  is  obvious,  however,  that  when  a weight  has  been  added,  and  become  the  lowest 
point,  the  sphere  possesses  a degree  of  stability  depending  on  the  quantity  of 
weight,  compared  with  the  weight  of  the  sphere  itself.  Hence,  stability  may  be 
given  by  disposing  the  weight  of  a floating  body. 

Stability  may  also  be  given  by  the  form  of  the  floating  body : a spheroid,  for 
example,  remains  in  stable  equilibrium  when  its  longer  axis  is  horizontal,  and  a 
triangular  prism  resists  change  of  position  with  considerable  energy  from  its 
peculiar  form  ; so  does  a thin  rectangular  prism. 

596.  Stability  is  distinguished  by  its  being  longitiulinal  or  lateral;  these  should 
be  separately  considered,  and  when  each  is  the  greatest  possible,  their  joint  effect 
will  be  a maximum. 

597.  For  river  navigation,  the  mode  of  obtaining  stability  does  not  appear 
to  be  of  much  importance,  but  for  a sea  vessel  it  must  be  obtained,  so  that  the 
vessel  may  have  the  least  motion  possible  in  consequence  of  the  action  of  the 
disturbing  forces ; hence,  it  is  necessary  to  consider  that  the  sea  is  not  a level 
surface  at  rest,  and  that  at  the  time  when  stability  is  most  important  to  a vessel, 
the  greatest  degree  of  unevenness  occurs. 

598.  Lonijiti’dinal  Stability.  A vessel  at  rest  would  be  least  disturbed 
by  the  motion  of  the  sea,  if  its  surfaces  at  the  water  line  were  vertical  ones,  and 
the  fore  and  aft  parts  of  the  same  figure ; but  in  motion  it  is  an  advantage  that 
the  parts  should  spread  above  water,  both  fore  and  aft,  to  prevent  the  vessel 
burying  its  head  in  the  wave,  or  dropping  behind  as  the  wave  leaves  it.  The 
quantity  of  motion  is  not  increased  by  this  construction,  provided  the  parts  produce 
similar  effects ; and  the  degree  of  inclination  should  be  proportioned  to  the  velocity 
the  vessel  is  expected  to  make.  It  is  also  obvious,  that  the  vessel  will  be  more 
easy  in  its  longitudinal  motions,  the  more  gradually  it  terminates  at  its  extremities. 
If  the  vessel  be  inclined  by  the  action  of  a lateral  force,  the  longitudinal  motions 
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will  be  more  easy,  in  proportion  as  the  cross  section  approaches  to  that  of  a solid 
of  revolution. 

599.  Lateral  Stability.  The  inequality  of  the  surface  of  the  sea  will 
alone  produce  considerable  lateral  motion,  if  the  sides  be  not  sensibly  vertical ; 
hence,  in  sea  vessels  lateral  stability  should  not  be  obtained  by  form  at  the  surface 
of  the  water.  The  next  important  point  is,  that  the  stability  should  be  equal 
throughout  the  length. 

To  render  it  easier  to  manage  the  inquiry,  we  may  consider  the  vessel  to  be 
a homogeneous  mass  of  matter,  with  vertical  or  circular  surfaces  at  the  water 
lines  when  at  rest ; and  that  it  is  of  a parabolic  form,  having  the  equation  p x = y\ 
taking  the  two  cases  when  the  ordinate  y is  the  half  breadth,  and  when  it  is  the 
depth  ; for  these  cases  enable  us  to  contrast  very  opposite  forms. 

BOO.  The  ordinates  being  parallel  to  the  depth , we  have  the  difference  of  the 
moments  of  the  parabolic  parts,  when  i is  the  angle  the  body  makes  with  its 
position,  and  B D (Fig.  3.  Plate  xvi.)  coincides  with  the  water  line  = 


*/y‘,'{(4“"')coe'i  + f”"  '}  -Jv*1  {(| 


| coa.  i — 2!  sin. 


■ y i sin.  * 

~T+ Vs 


and  the  difference  between  this  quantity  and  the  moment  of  twice  the  area  of 
the  triangle  B C b is  the  stability. 

But,  (-g  ) **n- ' — — — j"— * = the  moment  of  the  triangles ; 
hence, 

b .in. i rb,  _ the  stability. 

s - 12  \ 2 + • /' 

The  capacity  of  the  section  is  j"  * * . 


601.  If  the  negative  quantity  be  less  than  b',  the  body  has  no  stability ; hence 
we  sec  that  a certain  relation  must  hold  between  the  breadth  and  depth,  to  render 
a vessel  stable. 

602.  If  the  form  be  a triangle,  then  n <=  1,  and  putting  A = the  area,  we 
have, 

8 = (h>-  2 «*),  and  A = °b  . 

603.  If  the  form  be  a common  parabola,  then  n — 2,  and 

9 = (4*  - 3 «»),  and  A “ 2-°  -. 
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604.  If  the  form  be  a cubic  parabola,  then  n = 3,  and 

8 = - 3-6  «'),  end  A s ®li  . 

605.  If  the  form  be  a parabola  where  p x ■=  y,  as  in  Fig.  3.  Plate  xvi.  then, 

8 = (t*  - 4-3  *•),  and  A = 6*JL. 

I*  tj 

60G.  The  stability  and  capacity  both  increase  as  the  ordinate  of  the  parabola 
becomes  of  a higher  power,  but  a greater  breadth  is  necessary  in  proportion  to  the 
depth. 

G07.  When  the  ordinates  are  parallel  to  the  breadth. 


u/»o(|c«l  + (i  — x)  sin.  ij  — f fix  if-  CM.  i — («  — x)  sin.  i) 
— 2 sin.  i ; 


and. 


8 = 


4s  sin.  i 
12 


2 a*  a*  b sin.  i b sin.  i 


(n  + 1)  $ » + 


i _ ( ira.  i _ 12  «- »'  \ 

1)  12  \ (^fM27+T)J- 


The  capacity  is  * ^ * as  before ; 


and  in  the  case  of  the  triangle  we  have  the  same  results. 

G08.  But  if  the  form  be  a common  parabola,  or  n = 2,  then 

8 = I"”' 1 <4«  - 3-2  «*),  and  A - 

1st  3 

609.  If  the  form  of  the  parabola  be  p x = y5,  as  in  Fig.  4.  Plate  xvi.  then, 

8 = (6s  — 4*5  a*),  and  A =a  *±L. 

G10.  This  species  of  figure  may  be  easily  traced  through  all  the  varieties  of 
form,  and  it  is  so  easy  to  compute  its  capacity  and  to  describe  it  by  ordinates, 
that  it  is  much  to  be  preferred  to  the  elliptical  figures  which  foreign  writers  have 
chosen  for  calculation. 1 The  breadth  should  be  every  where  in  the  same  ratio 
to  the  depth,  to  render  the  stability  equal  throughout  the  length,  or  so  that  the 
vessel  may  undergo  no  strain  from  change  of  position.  * 


1 For  a mode  of  describing  curves  of  this  kind,  sec  my  * Principles  of  Carpentry,’  Sect.  i. 
art.  68. 

* For  other  methods  BoBsut’fi  Hydrodynamiqae,  tom.  i.  chap.  xiii.  ct  xiv ; or  Poisaon'b 
Traitd  de  Mecanique,  tom.  ii.  p.  389. 


Digitized  by  Google 


202 


OF  STEAM  NAVIGATION. 


[SECT.  X. 


Of  the  Resistance  of  Vessels. 

611.  The  resistance  of  a vessel  moving  in  a fluid  increases  from  the  com- 
mencement of  the  motion,  till  it  is  equal  to  the  moving  force,  and  then  the  motion 
becomes  uniform.  It  is  the  resistance  at  this  uniform  motion  only,  which  we  have 
to  consider. 

In  order  to  assist  in  the  first  steps  of  the  inquiry,  let  us  confine  ourselves  to 
a prismatic  vessel  with  flat  ends,  moving  in  the  direction  of  its  length. 

612.  The  resistance  of  such  a prism  would  be  nearly  equal  to  the  head  of 
water,  which  would  give  the  water  in  a canal  of  the  same  length,  and  one  and  a 
half  times  the  section  of  the  immersed  part  of  the  prism,  the  same  velocity  as 
the  prism. 

For  let  A B he  that  head ; then  the  resistance  to  efflux  at  D must  be  equal 
to  the  resistance  to  motion  at  C,  the  section  being  the  same  ; otherwise  the  motion 
would  accelerate.  But  the  fluid  will  rise  at  C,  and  fall  at  D,  till  the  difference 
be  equal  to  the  head  due  to  the  velocity  of  the  boat ; and  the  efflux  at  D must 


Fiu.  2-j. 


both  supply  a void  with  fluid  equivalent  to  the  velocity  of  the  boat,  and  supply 
a resistance  equal  to  the  bead  pressure.  This  will  be  the  case  when  two-thirds 
of  A B is  the  head  corresponding  to  the  velocity.  Hence,  if  v = the  velocity, 
A E = A,  and  B E = r = the  head  equivalent  to  the  friction, 


where  64,  neglecting  a small  fraction,  is  the  proper  coefficient  for  the  motion  of 
a fluid  when  free  from  friction  or  cohesion ; consequently, 


i 


1*5  e* 
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613.  Now  if  c be  the  perimeter  of  the  section  in  contact  with  the  fluid,  and 
a its  area,  l the  length  of  the  vessel,  and  F — 64  times  the  friction  when  the  sur- 
face is  1,  we  have, 

c F 


the  head  equal  to  the  friction  being  nearly  as  the  square  of  the  velocity  directly, 
and  the  area  inversely,  and  the  friction  being  as  the  surface  of  the  fluid  put  in 
motion,  or  the  rubbing  surface  of  the  vessel. 

These  two  values  of  x must  therefore  be  equal,  hence 

! 1-5  _l  r Fs« 

64  “(Ms* 


or  the  whole  head  is, 


A 


1*5  v2  . / c F v* 
1H  + 64 « ‘ 


But  the  resistance  being  usually  estimated  in  lbs.,  we  have  for  sea  water  64  h a 
= that  resistance,  = t)'  (l‘S  a + Ic  F)  = R,  the  resisting  force ; and  the  power 
required  is  as  the  force  and  velocity  *=  v1  (1'5  a + / c F)  = the  lbs.  raised  one 
foot  per  second,  when  F is  in  lbs. 

614.  For  fresh  water  put  1*45  in  the  place  of  1‘5,  but  the  correction  is  not 
necessary  in  practice.  The  coefficient  F is  0 0032  lbs.  found  from  experiment. 

615.  If  the  body  have  a simple  angular  prow,  and  an  after  body  of  the  same 
figure,  and  a be  the  angle  the  prow  forms  with  the  direction  of  its  motion,  and  0 
the  angle  of  the  after  part,  then  the  pressure  on  its  surface  depends  on  the  velocity 
of  the  surface,  in  a direction  perpendicular  to  itself.  This  velocity  before  is  v sin.  a ; 
and  behind  v sin.  0 ; being  to  the  velocity  of  the  vessel  as  the  sine  of  the  angle 
is  to  radius ; and  therefore  the  resistance  would  be, 

+ (,f). 

The  effect  of  this  head  in  the  direction  of  the  motion  of  the  vessel  is  as  the  sine 
of  a to  radius  at  the  prow,  but  the  quantity  of  fluid  required  to  fill  the  void  behind 
is  constant  for  the  same  angle ; hence  the  resistance  is, 

*«  -McF)  =R. 

and, 

v’  ^ 2 »»in  - j + icf'j  = the  power  in  lbs.  raised  one  foot  per  second. 

This  gives  the  resistance  when  the  vessel  is  of  a wedge  shape  at  both  ends,  or  of 
anv  regular  pyramidal  form,  a being  the  angle  the  slant  side  of  the  pyramid  makes 


Digitized  by  Google 


OF  STEAM  NAVIGATION. 


[sect.  X. 


*204 

with  the  length  ; also  when  the  body  terminates  either  in  cones  or  pyramids,  the 
angles  being  those  the  slant  sides  form  with  the  length. 

616.  If  the  section  be  a triangle,  and  the  ends  triangular  pyramids,  0 being 
the  angle  the  side  of  the  triangle  forms  with  the  upper  surface,  then,  if  y be  the 
product  of  the  sin.  a,  by  sin.  3,  the  resistance  will  be, 

e'  + 60033 1 c ^ = the  power  in  lbs.  raised  one  foot  per  second. 

The  resistance  of  this  figure  is  less  than  that  of  any  convex  curved  solid,  but  its 
capacity  is  also  small ; and  its  stability  depending  on  the  form  at  the  water  lines, 
it  will  be  subject  to  roll  at  sea.  Great  capacity  cannot  be  obtained  with  a 
minimum  of  resistance. 

617.  If  the  plan  of  the  water  lines  be  composed  of  circular  arcs,  the  bottom 
flat,  and  the  radius  be  m times  the  half  breadth  of  the  boat,  and  z be  the  length 
of  the  curved  part,  r = the  radius,  and  a the  depth,  which  is  uniform ; then  3 z 
= r (4  ■/  2 m — n/  2 m — m*),  and 

, /3» -r(l  — b)(3—  4m)  j~$m  . (2  - 2(1  — m)  j(l  - n)  «+  3 m< „ . 0032/c\ 

■» 3" 

the  power  in  lbs.  raised  one  foot  per  second,  required  to  keep  the  vessel  in  motion 
at  the  velocity  tr. 

618.  In  canal  boats  m ■=  | = "125,  or  the  radius  is  4 times  the  breadth, 
and  therefore  v'  (-35  a b + -0032  / c)  *■  the  power  in  lbs.  raised  one  foot  per 
second. 

If  the  radius  be  equal  the  breadth,  then  m = "5,  and  o’  (-74  a b + -0032  l c)  = 
the  power  in  lbs. 

619.  Mr.  Bevan  made  some  experiments  with  a canal  boat  of  the  form  just 
described,  the  results  of  which  he  has  communicated  to  me  for  the  purpose  of 
comparing  theory  with  practice. 

The  length  of  the  boat  was  69’57  feet,  its  width  6‘83  feet,  its  floating  depth 
when  tried  0 89  feet;  the  bottom  was  flat,  and  the  sides  were  parallel  to  within 
about  13'75  feet  of  each  end,  but  the  ends  were  curved,  the  curves  being  circles 
described  by  a radius  of  8 times  the  half  breadth  of  the  boat.  The  whole 
surface  in  contact  with  the  water  was  540  feet ; and  the  weight  was  9J  tons. 
Putting  these  numbers  in  the  equation  (art  618.)  we  have 

Vs  (-80  x 0-83  x -35  + 0033  x 540)  = 3-8  v<  = the  resistance. 
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Velocity. 

Reiiitonct  in  lb*. 

Fee*  per  aecond. 

Mile*  per  hour. 

By  experiment. 

Ry  calculation. 

fert. 

Balt*. 

lb*. 

lb*. 

10 

3-8 

1-31 

0-80 

til 

65 

IBS 

IS.") 

140 

14-8 

203 

2*00 

28-0 

325 

•2-50 

51  0 

4 30 

2-92 

5(J0 

70-0 

The  agreement  is  sufficiently  near  for  practical  purposes. 

620.  The  area  of  the  bottom  being  417  feet,  a ton  will  sink  it  an  inch.  The 

increase  of  section  by  adding  a ton  to  the  load  is  therefore  0 — .57  feet ; and 

the  increase  of  surface  12  feet.  Adding  each  ton  must  therefore  increase  the 
resistance  about  3 2 lbs.,  at  the  velocity  of  24  miles  per  hour ; therefore  the  load 
in  tons  multiplied  by  3’2,  added  to  51  lbs.  for  the  boat,  will  give  the  force  required 
to  draw  it.  Thus  if  the  load  be  20  tons,  the  force  of  traction  will  be  20  x 3-2  + 5 1 
- 115  lbs. 

621.  Tlie  forms  used  for  vessels  are  generally  curved  surfaces  of  double 
curvature.  To  investigate  these  we  may  consider  them  divided  into  gores,  having 
their  bases  at  the  section,  and  meeting  in  a point  at  the  water  line.  A solution  on 
this  supposition  is  fully  sufficient  for  practical  objects.  Let  r be  the  radius  of 
curvature  of  the  gore,  and  c its  breadth  at  the  base,  a being  its  distance  from  the 
axis.  Then  the  differential  of  the  area  of  the  section  occupied  by  the  gore 
will  be, 


and, 

« (l  — ")  = the  resistance  from  pressure. 

By  using  the  approximate  equation,  2 r x = y,  we  have 

d x = , and  — c=!  sin.  a, 

T r 

hence, 

"*e  ( >r  + “57T  ~ dy  “ the  differential  of  the  resistance. 

Its  fluent  is, 

f r—  + 4-  - I = the  direct  resistance. 

H 'Or  a 14r»«  84  raj 
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Putting  y = >/2rx,  and  b — 2 ^ ; x - a = and  correcting  by  comparison 
with  particular  cases,  we  have, 

c + 0 0633)  + -0033  + '29»^1  + 2«  ) j = the  resistance  in  lbs. 

622.  Now,  by  taking  a radius  that  will  describe  an  arc  nearly  agreeing  with 
the  form,  the  resistance  will  be  found  with  tolerable  accuracy,  even  in  the  most 
complicated  forms ; and  in  cases  where  the  curve  is  a circle,  it  will  be  very  near 
the  truth.  To  render  it  more  easy  to  make  such  calculations,  the  following  table 
is  added,  with  examples  to  explain  its  application. 


lUtlius  of  cur- 
vature in  half 
breadth’s. 

Equation*  for  different  r«dii  of  curvature. 

i 

tit  c , 

(-245  4 + 

•0032  (I  + -5  4)  ) = resistance 

1*25 

•188-  + 

l» 

+ *545  „ as  resistance 

1*50 

•140-  + 

-t-  *58  „ =a  resistance 

1*75 

•120-  + 

-f  ‘010  „ ss=  resistance 

2 

•101  - + 

+■  *65  „ = resistance 

2*35 

•086  - + 

-f  *08  „ = resistance 

2-5 

•075  . + 

■f  *71  „ = resistance 

2-75 

*007  - -f 

*74  „ = resistance 

3 

•000-  + 

*» 

■+■  *77  „ =■  resistance 

4 

•041  - + 

4-  *87  „ = resistance 

032.  + 

-f  *955  ,s  — resistance 

6 

•02-5  - + 

+ 1-05  „ = resistance 

7 

» 

021  - + 

»♦ 

+ 1*13  „ ss  resistance 

8 

(•018  4 + 

•003*2  ( l + 1*2  b)  ^ :=  resistance 

In  this  table  b is  the  breadth  of  the  vessel  at  the  surface  of  the  water,  l the 
length  of  the  part  which  is  parallel,  c the  girt  from  water  edge  to  water  edge, 
of  the  lower  part  of  the  midship  section,  v the  velocity  in  feet  per  second,  and  the 
result  is  the  resistance  in  lbs.  To  find  the  power,  multiply  the  resistance  again 
by  the  velocity  ; or  use  the  cube  instead  of  the  square  of  the  velocity  in  the  above 
table,  the  result  is  the  lbs.  raised  one  foot  per  second. 

623.  Required  the  resistance  of  a vessel  of  which  the  breadth  is  22  feet,  the 
length  of  the  parallel  part  80  feet,  and  the  girt  of  the  midship  section  31  feet, 
when  the  velocity  is  10  feet  per  second,  and  the  radius  of  curvature  equal  4 half 
breadths. 

In  this  case,  by  the  table  we  have, 

(.041 t + -0032(1  + -87*))  = 10*  x 31  ( 041  x 22  + 0032  (80  + -87  x 22))  = 
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3778'9  lbs.  for  the  resisting  force ; consequently  the  power  is  10  x 3778-9  = 3778!) 
lbs.  raised  one  foot  per  second ; and  as  550  lbs.  raised  one  foot  per  second  is  a 
horse’s  power,  the  resistance  is  equivalent  to  Tjyp  = 087  horse  [tower. 

As  ten  feet  per  second  is  six  nautical  miles  per  hour,  or  nearly  seven  common 
miles,  and  the  power  required  is  as  the  cube  of  the  velocity,  it  is  easily  ascertained.1 

Of  the  Methods  of  Phopeluxo  Steam  Vessels. 

024.  Much  of  the  advantage  of  steam  power  depends  on  its  being  conimo- 
diously  and  effectively  applied  to  propel  vessels.  A slight  review  of  these  methods 
will  therefore  enable  us  to  judge  whether  or  not  the  most  effective  and  commodious 
have  been  resorted  to. 

The  first  and  most  simple  and  ancient  method  of  applying  a power  within  a 
vessel  to  move  it,  is  by  means  of  oars,  and  the  mode  of  combining  them  appears  to 
have  been  carried  to  a considerable  degree  of  perfection.  Oars,  however,  are  not 
at  all  adapted  to  move  a large  vessel ; they  occupy  too  much  space,  and  would 
require  too  complicated  a system  of  machinery  to  move  them.  Second  : next  in 
simplicity,  and  perhaps  also  next  in  time,  is  the  method  of  putting  a wheel  like  a 
water  wheel,  with  paddle  boards  on  each  side  of  the  vessel.  This  mode  is  now 
almost  universally  followed.  Third : an  ingenious  combination  of  parts  has  been 
proposed,  to  be  constantly  under  water,  and  to  fold  up  into  a small  space  when 
they  are  moved  forward,  and  spread  when  striking  backward.  Fourth  : inclined 
planes  placed  behind  the  vessel,  and  moved  with  an  alternating  motion.  Fifth  : 
Daniel  Bernouilli’s  method,  proposed  in  1752,  consisting  of  planes  immersed  in  the 
water,  parallel  to  the  sides  of  the  vessel,  which,  turning  in  a collar,  were  to  be  moved 
in  a plane,  perpendicular  to  the  keel.  Sixth  : a screw,  resembling  the  water  screw, 
working  in  a cylinder  entirely  immersed  in  the  water.'  Seventh  : or  two  spirals 
or  screws  to  work  in  opposite  directions  without  a cylinder.5  And  lastly  : a pump 

1 Some  recent  valuable  experiments  by  John  Macueill,  Esq.,  C.  E.,  show  that  the  preceding 
investigations  and  formula  for  the  resistance  of  vessels,  (which  are  far  from  being  clear,)  are  not 
to  be  depended  upon  as  accurate.  See  Appendix. — Eo. 

* It  was  proposed  by  Mr.  Scott  of  Ormiston.  Dr.  Thomson’s  Annals  of  Philosophy,  vol.  xi. 
p.  438. 

3 This  method  was  partially  tried  by  Mr.  Whytocfc,  (Brewster’s  Philosophical  Journal,  vol.  ii. 
p.  39.)  and  is  alluded  to  by  Col.  Beaufoy,  who  states  it  to  have  been  brought  from  China ; and  he 
attended  to  see  an  experiment  on  a considerable  scale,  made  in  Greenland  Dock  by  Mr.  Lytllcton. 
This  gentleman  had  fixed  to  the  stern-post  of  a Virginia  pilot  boat,  a frame  containing  a large 
copper  spiral,  which,  by  a winch  turned  by  two  or  more  men,  gave  it  a rotary  motion  : the  effect 
was  much  less  than  expected,  for,  notwithstanding  the  boat  was  completely  empty  and  considerable 
exertions  used,  the  progressive  velocity  did  not  exceed  tbe  rate  of  two  miles  per  hour. 

2 p 
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to  raise  and  propel  water  out  behind  the  vessel : this  mode  was  proposed  by  Ber- 
nouilli,  and  afterwards  by  Mr.  Linaker.'  These,  with  numberless  variations,  the 
gTcater  part  of  which  are  obviously  inferior  to  the  methods  in  their  simple  form, 
have  been  proposed.  Some  of  the  best  we  propose  to  notice.  Our  selection  must 
however  be  limited,  because  it  must  be  confined  to  those  which  afford  sufficient 
power  in  a convenient  manner,  and  without  being  liable  to  injury  by  the  violence 
of  the  waves,  or  to  get  out  of  order. 

625.  The  species  may  be  divided  into  two  classes  ; viz.  I.  those  in  which  the 
action  is  continuous,  or  nearly  so ; 2.  those  which  act  at  intervals.  To  the  first 
class  belong  the  second,  sixth,  and  seventh  methods ; to  the  second,  the  first, 
third,  fourth,  fifth,  and  eighth. 

Since,  when  the  action  is  continuous,  the  area  of  the  surfaces  in  action,  multiplied 
by  their  resistance,  must  be  equal  to  the  area  of  the  vessel,  by  the  vessel’s  resistance 
when  reduced  to  the  same  direction,  it  is  obvious  that  all  those  which  act  at  inter- 
vals only,  must  require  to  be  of  greater  area  than  those  which  act  continually. 
Hence,  unless  there  be  some  other  manifest  advantage,  tills  circumstance  alone 
must  determine  us  to  reject  all  except  the  first  class,  and  of  this  to  take  only  the 
second,  sixth,  and  seventh  methods.  Most  of  the  others  would  require  complicated 
action,  and  be  inconvenient  in  practice.  The  first  class  also  reduces  to  two ; for 
the  two  opposite  water  screws  without  a cylinder  give  about  the  same  effect  as  one 
with  a cylinder ; and  this  method,  though  it  has  not  been  used,  deserves  attention, 
from  the  circumstances  of  its  being  capable  of  acting  wholly  below  the  surface  of 
the  water,  and  in  a direction  parallel  to  the  motion  of  the  vessel,  and  only  so  far 
above  the  centre  of  resistance  as  is  deemed  necessary  to  stability.  I can  easily 
conceive  that  the  trial  of  an  experiment  may  be  the  means  of  condemning  a very 
useful  principle,  merely  through  inattention  to  the  proportions  and  mode  of  action. 


Of  the  Spiral  Propeller  or  M ater  Screw. 

626.  The  acting  portion  is  a spiral  surface  projecting  from  a cylindrical  axis ; 
and,  in  order  that  it  may  be  at  all  effective,  each  |>oint  in  the  surface  must  revolve 
so  rapidly,  that  the  motion  of  that  point  in  the  direction  of  the  axis  must  be  greater 
than  that  of  the  vessel.  Also  if  the  angle  of  the  spiral  to  the  axis  be  constant,  it  is 
obvious,  that  by  having  more  than  one  revolution,  the  rest  add  little  to  the  effect, 
perhaps  not  equivalent  to  tile  additional  friction. 

1 Buchanan  on  Propelling  Vessels  by  Steam,  p.  40. 
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Let  B A C ea  a be  the  angle  which  the  screw  forms  with  a line  A B perpetl- 
dicular  to  its  axis ; then  during  the  time  the  boat  would  move  from  C to  B,  a point 

Fio.  2& 


in  the  surface  must  move  from  B to  A,  otherwise  it  would  retard  the  boat ; and,  in 
order  that  it  may  be  effective,  it  must  move  at  some  greater  velocity.  But  the 
velocity  of  the  boat,  «,  is  to  that  of  a point  in  the  surface  when  no  effect  is  pro- 
duced, as  BC  : A B : : ti  : Hence  the  actual  effective  velocity 

must  be, 

t*  V tan.  a — t> 

\ — B — • 

tan.  a tun.  a 

2T  j 

Let  x be  the  variable  radius  of  the  cylinder,  then  = the  length  of  the 
spiral,  and  2 T * d - = the  differential  of  its  area.  Its  resistance  is  therefore, 

i ' cos.  a 

w (V  Inn.  a — t>)3  (2  sia.  os  + sin.  nc)  x d x 
cos.  « tat).  9 a 


wlien  the  vessel  is  at  rest ; and  when  it  is  in  motion,  it  increases  in  the  ratio  of 

V tan.  a — r , 

: v ; hence, 

tan.  a 

x v (V  tan.  a — »)  (2  sin.1  a + sin.  a)  x d x = the  differential  of 

the  resistance. 

The  integral  gives, 

h x o x'  (V  tan.  a — v)  (2  sin.'  a + sin.  a)  — the  resistance. 

This  resistance  is  to  the  effect  to  impel  the  boat,  as  the  radius  is  to  tan.  a ; 
hence, 

Jr/t  (V  tan.  a — »)*  (2  sin.  a'  + sin.  a)  tan.  a = the  force, 
and  £ x i9  v‘  (V  tan.  a — t)  (2  sin.4  a + sin.  a)  tan.  a = the  effect, 
which  should  1«  equal  to  the  resistance  of  the  vessel. 

It  is  a maximum  when  e*  (V  tan.  a — e)  — a max. : that  is,  when  V = . ? - 
Hence  the  effect  at  the  maximum  is  Jr/e1  (2  sin.'  a + sin.  a)  tan.  a. 


But  tlie  power  to  produce  it  must  he,  


3 * **  r5  (2  sin.*  a + sin.  a) 


, its  velocity  being 
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V.  Consequently,  when  tan.  a ■»  1,  the  power  is  to  the  effect  as  3 to  2,  as  in  the 
ordinary  paddle  wheel ; but  if  tan.  a = 1*5,  the  power  and  effect  are  equal : on  the 
contrary,  if  tan.  a = '5,  or  the  angle  C A B is  about  26°,  the  power  is  to  the  effect 
as  3 : 1. 

Now  a little  more  than  one  revolution  of  the  spiral  would  produce  this  effect,  and 
a second  revolution  at  the  same  angle  could  have  very  little  action,  because  the 
water  would  have  acquired  all  the  velocity  the  spiral  could  communicate.  If  it  be 
continued,  it  should  therefore  be  made  with  a decreasing  angle. 

627.  In  practice  the  size  corresponding  to  these  effects  is  every  thing ; our 
next  object  must  therefore  be  to  ascertain  it.  Taking  an  angle  of  60°  for  the  angle 
C A B,  tan.  a = 1*732,  and  sin.  a » ’866.  The  effect  is  in  this  case, 

r **  (2  x •800'  + -860)  = 0-73  . j*; 

4 

but  t .i'  is  the  area  of  the  end  of  the  cylinder,  therefore  each  foot  of  surface  of  the 
end  of  the  cylinder  will  act  with  a force  of  0'73  lbs.  for  one  foot  per  second.  The 
length  of  the  cylinder  would  be  2 it  x tan.  a = 10'8  times  its  radius,  or  5'4  times 
its  diameter.  The  power  required  for  this  effect  is, 

3,s»(2x  ■86Q»+-88B)  _ .ggy  T ^ 

or  0-887  lbs.  for  each  foot  of  area  of  the  end  of  the  cylinder,  for  one  foot  |>cr 
second. 

When  a = 40",  the  effective  force  is  only  0‘43G8  lbs.  per  foot,  and  the  power  to 
each  foot  must  be  ‘64  lbs.  The  power  therefore  decreases  nearly  in  the  same  ratio 
as  the  length. 

These  calculations  are  sufficient  to  show  that  this  method  may*  be  used  with 
considerable  advantage,  the  action  being  under  water,  and  the  projection  from  the 
side  not  so  great  as  paddle  wheels  ; while  the  smoothness  and  the  uniformity  of  the 
motion  arc  circumstances  much  in  its  favour.  On  the  other  hand,  the  mode  of 
communicating  motion  and  the  resistance  the  parts  will  offer  that  are  applied  for 
that  purpose,  are  objections  ; for  the  present  I shall  therefore  content  myself  with 
recommending  it  to  the  notice  of  my  readers. 


Paddle  Wheels. 

628.  The  next  inquiry  is  to  ascertain  the  effect  of  paddle  wheels.  Of  these 
the  commonest  species  are  plain  boards,  called  paddle  boards,  fixed  to  the  arms  of 
a wheel ; these  arms  are  as  thin  as  is  consistent  with  strength,  and  are  connected 
by  one  or  more  thin  iron  rings,  to  act  as  braces  in  giving  them  firmness  ; they  are 
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sometimes  made  to  slide  on  the  arms,  so  as  to  reduce  or  increase  the  depth  of 
immersion  in  the  water,  according  as  the  vessel  is  more  or  less  laden. 

G29.  To  determine  their  power,  let  V be  the  velocity  of  the  exterior  portion  of 
the  wheel,  and  r its  radius ; then  the  velocity  at  any  distance  r — .r  from  the  centre  is 

. But  while  the  paddle  acts  on  the  water,  the  vessel  moves  forward,  and 

the  water  recedes  only  at  the  rate  of  the  difference  between  the  velocity  of  the 
wheel  and  that  of  the  vessel  ; therefore,  if  t>  be  the  velocity  of  the  boat, 

~'r  — « = the  velocity  with  which  the  paddle  strikes  the  water.  Hence,  as 

the  quantity  of  water  so  struck  and  put  in  motion  is  nearly  proportionate  to 
the  velocity  of  the  vessel,  we  have, 

1-6  v ^ r ~ r " ■=  the  resistance  to  one  square  foot  of  the  paddle  ; 


and,  making  b — the  breadth  of  the  paddle, 

— — (V--~  ^ J ~ r "l bd—  _ the  differential  of  the  effective  power. 
The  integral  is 

1-5  iA  HVr  r-J  Vi>-r  vj) . 
r 


and  when  the  depth  of  the  paddle  is  h,  it  is 

{('-**)  V — r’}  = the  direct  power, 

r 


which  must  be  equal  to  the  resistance  of  the  vessel. 

The  loss  by  oblique  action  has  to  be  estimated  before  the  power  of  the  engine 
can  be  found,  but  previously  we  may  proceed  to  determine  the  best  velocity  for  the 
wheels  in  still  water. 

630.  Let  the  equation  be  freed  of  all  its  constant  multipliers,  except  those 
relating  to  or  connected  with  its  velocities  ; then  it  is  v'  (V  r — J V A — re);  and 
making  v variable,  its  differential  is  2Vrvdv  — \ h v d v — 'A  r t?  ti  v — <j  ; from 
whence  we  have. 


„ 3 r j 2 <r  - t *)  „ 

' = «•  and  » - ^57^  v- 


The  excess  of  the  velocity  of  the  outer  point  of  the  paddle  therefore  depends  in 
part  on  its  depth  compared  with  the  radius ; the  greater  the  depth,  the  less  excess 
is  necessary.1 


1 The  above  is  according  to  the  principles  of  Tredgold’s  investigation,  but  it  is  not  here 
sanctioned  as  to  its  accuracy.  Although  the  quantity  of  water  put  in  motion  may  be  proportional 
to  the  velocity  of  the  vessel,  it  does  not  appear  that  the  whole  of  this  water  is  struck  by  the  paddle. 
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631.  If  this  value  of  V be  inserted  in  the  equation  for  the  area  of  the 
paddles,  then  *75  o’  b h = the  effect  of  the  paddles,  which  must  be  equal  to 

us  is  assumed  at  the  outset ; on  the  contrary,  a large  portion  is  evidently  put  in  motion  by  second* 
ary  pressure.  The  pressure  on  the  paddle  must  in  all  cases  be  nearly  proportional  to  the  square 
of  its  velocity  (V'  — v)  through  the  water,  V'  denoting  the  velocity  of  the  u centre  of  pressure,” 
which  is  near  to  the  centre  of  the  paddle.  It  should  however  be  observed,  that  the  passage  of 
each  paddle  leaves  a vacuum  behind  it,  and  that  its  repletion  COOKS  a temporary  stream,  which 
necessarily  diminishes  the  effect  of  the  succeeding  paddle.  Consequently,  if  we  represent  the 
pressure  by  e (V  — »)*  the  coefficient  c must  be  rather  less  than  iu  the  case  of  the  motion  of  a body 
through  still  water;  and  it  can  only  be  regarded  as  constant  for  quick  velocities,  as  the  diminu- 
tion from  the  cause  alluded  to  will  be  most  considerable  when  the  velocities  of  the  vessel  and 
paddle  are  slow. 

If  we  suppose  the  vessel  to  be  influenced  only  by  the  engine  and  the  resistance  of  the  water, 
and  disregard  the  variations  of  her  immersion,  the  resistance  will  obviously  be  proportioned  to  Vs, 
and,  the  velocities  being  uniform,  it  must  be  equal  to  the  reaction  or  pressure  against  the  paddles, 
in  the  direction  of  the  motion  of  the  vessel.  Let  C v*  denote  this  pressure,  and  let  k bo  the  distance 
of  the  centre  of  pressure  below  the  axis,  or  the  leverage  with  which  it  acts  ; then  C * e-  is  the 
effort  to  turn  the  wheel.  As  k ©c  must  therefore  be  constant  under  given  circumstances,  whatever 
be  the  dimensions  of  the  wheel  and  paddle,  it  is  evident  that  the  velocity  will  be  increased  by 
diminishing  k,  and  that  in  this  respect  small  wheels  are  preferable  to  large  ones,  were  it  not  for 
the  power  required  to  overcome  the  increased  oblique  action,  and  the  inconveniences  attending  it. 
In  strictness  k refers  to  the  centre  of  the  entire  horizontal  pressure  against  all  the  paddles  im- 
mersed. and  this  will  be  near  the  middle  of  that  which  is  most  depressed.  If  we  suppose  A to  be 
proportional  to  r,  the  effort  to  turn  the  wheel  may  be  represented  by  Cm5,  and,  w denoting  the 
angular  velocity  of  rotation,  Crst^aC  \ Vs  will  then  represent  the  whole  power  expended  by 
the  engine.  It  hence  also  appears,  that  when  the  engine  works  with  a given  power  and  a given 
speed,  both  r e5  and  **  must  be  constant  for  all  sized  wheels,  the  dimensions  of  the  paddle  and 
the  radius  of  the  wheel  being  properly  adapted  to  each  other,  for  the  due  consumption  of  the 
steam  generated  in  the  boilers. 

To  put  the  relations  in  an  analytical  form,  let  the  notation  be  as  follows  : — 

P the  pressure  on  the  piston  in  lbs.  per  circular  inch. 
a „ radius  of  the  cylinder, 

/ „ length  of  stroke, 

a „ number  of  strokes  per  minute, 
w „ velocity  of  the  piston  in  feet  per  second, 
t*  „ velocity  of  the  vessel  ,,  ,,  „ 

V „ velocity  of  the  centre  of  pressure  of  the  wheels, 
k ,,  the  radius  of  the  wheel  to  the  centre  of  pressure  ; 

and  let  B:  Vs  be  the  pressure  or  resistance,  in  lbs.,  experienced  at  the  bow  of  the  vessel,  and 
b"  (V  — e)2  that  on  the  {Middies,  both  estimated  in  the  line  of  motion,  so  that 
B » = 4 (V  — v)  - - (1) 

then  B*.  &*,  will  be  factors  proportional  to  the  equivalent  resisting  surfaces  of  the  boat  und 
the  paddles  immersed.  And  since,  in  respect  of  the  engine,  the  pressure  B*  c-  on  the 
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the  resistance  of  the  vessel ; and  the  comparison  is  easily  made  by  means 
of  the  equations  for  the  resistance  of  vessels  (art.  622).  The  power  required 


peddles  act*  with  tin*  velocity  V,  and  the  pressure  P u8  on  the  piston  acts  with  the  velocity  a, 
we  have,  neglecting  the  effects  of  oblique  action, 

P t»*  a = B*  v-  V - - - (2) 

We  have  also,  from  the  mechanical  arrangement  of  the  parts. 


y _ *2  » a k 

TO 


r H k 

30 


(3) 


2a  / 
60 


* / 

30 


- - (4) 


These  four  equations,  which  embody  the  whole  theory  of  paddle  wheels,  may  be  easily  discussed 
for  any  purpose  that  may  be  had  in  view.  The  following  expressions,  deduced  from  them,  arc  the 
most  commonly  applicable 


V = 11  + 4 = , 


J 

l 


B + 4 / Y a’ l 
TTT v *>*■ 

/ Bt  \*  XI 
\ B +~4/  "F** 
B*  (B  + 4)  **_ 

4 P«* 


* b if  k 

B 4-  4 Ek* 


1 


I ■?/ 

B V 


B 4 


p.l'. 


n k 

"W 


B + b / P«t 


ir  k 


(«) 

(»,) 

(-,) 

(V.) 

(*t) 

(V.) 

(V,) 

(V.) 


Equations  (e3),  (V3)#how  that  with  given  sized  paddles  ami  draught  of  water,  the  velocities,  under 
all  circumstances,  will  be  proportional  to  the  cube  root  of  the  quantity  of  steam  consumed  per 
minute.  Also  equation  (a,)  shows  that  more  steam  may  be  consumed  by  either  increasing  the 
length  of  the  stroke  or  diminishing  the  radius  of  the  wheel,  while  (p?),  (Vg)  indicate  a corresponding 
increase  of  the  velocities  in  the  ratio  of  the  cube  root  of  the  increased  consumption.  It  is  also 
evident  from  these  lust  equations,  that  if  the  paddle  be  lessened  or  6 diminished,  the  velocities 
u V and  consumption  of  steam  will  be  increased,  while  v will  remain  unaltered. 

For  any  particular  vessel  the  constants  B,  6,  may  be  determined  from  a few  good  experiments  • 
the  former  will  be  nearly  proportional  to  the  square  root  of  the  draught  of  water,  and  the  latter 
nearly  as  the  square  root  of  the  area  of  one  of  the  paddles.— Ed. 
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to  produce  the  effect  is, 


3r 

•2(r-  }*)  X 


■75  6 4 


2-25  r r*  6 4 
(r  — J 4>  ' 


A somewhat  greater  power  is  required,  because  there  is  also  a loss  by  oblique 
action,  and  this  will  be  expressed  with  accuracy  enough  for  the  object  by  multiply- 
ing the  power  by. 


where  r is  the  radius  C B,  and  h the  depth  of  the  float  boards  D B. 


For  the 


Fio.  27. 


centre  of  gravity,  a of  the  immersed  part  A B D may  be  considered  the  actual 
point  where  the  whole  force  acts,  instead  of  being  distributed  over  the  segment ; 
and  its  mean  direction  will  be  E F,  which  is  perpendicular  to  the  line  A C,  drawn 
from  the  centre  of  the  wheel  through  the  centre  of  gravity  : and  the  direction  of 
this  line  will  determine  the  loss  by  oblique  action,  for  the  power  is  to  the  effect 
as  A H : A D,  and  is  nearly  given  by  the  multiplier  above. 

An  example  may  give  a clearer  idea  of  its  effect.  Let  the  radius  of  the  wheel 
be  8 feet,  and  the  depth  of  the  paddles  2 feet,  then 

v/  *“  L024,  nearly. 

Hence,  as  it  will  not  exceed  one-fortieth  part  of  the  whole,  it  may  be  neglected. 
The  mean  direction  of  the  action  is  of  greater  importance  to  the  motion,  than  the 
loss  of  power. 

632.  We  have  supposed  the  paddles  to  be  of  the  same  breadth  every  where. 
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but  this  may  not  be  the  best  form,  and  therefore  let  A-  : A : : . 
at  any  point  s,  which  substituted  for  b we  have 
1*5  e9  b (V  r — Vj-ri)rl* 


i the  breadth 


r A" 


= the  differential  of  the  power. 


Its  integral  is. 


»+l  »+! 

l*5e*A  fr(V-v)i  Vj  \ 

rA*  V • + I » +2;' 


and  when  j = A,  it  is 


1*5  b*  6 A f r (V  — v)  V A \ 
r \ a + 1 — a + 8/ 

If  n = 0,  the  form  of  the  paddle  is  a rectangle  with  the  same  result  as  before. 

633.  If  it  be  a triangle,  n = 1,  and  the  result  is  less  than  for  the  rectangle, 
the  velocity  and  area  being  the  same. 

634.  If  n = 1 the  form  is  parabolic,  and  the  result  is, 


1*5  o'  b A (10  r <v_-  e)  - fiVA) 

15"r 

There  we  obviously  gain  advantage,  by  getting  an  equal  resistance  with 
less  breadth,  and  by  this  form  the  resistance  to  the  paddle  is  least  when  it 
strikes  the  water  obliquely  as  at  A,  and  increases  as  its  action  becomes  more 


Fio.  28. 


direct.  The  velocity  for  the  maximum  effect  is  to  the  velocity  of  the  vessel  as 
2 r — 1*2  A : 3r  : : b : V = } ^ -,  which  is  less  than  for  square  paddles  ; if  this 

value  of  V be  inserted  in  the  equation,  we  have  — J 3-*-*  = the  power  of  the 
paddles  when  they  are  of  a parabolic  form,  with  the  depth  h,  and  breadth  b. 

If  the  form  of  the  exterior  edge  be  more  rounded  than  the  vertex  of  the  common 

2 Q 
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parabola,  the  effect  again  decreases.  I was  led  to  examine  this  point,  by  observing 
the  form  of  those  fins  of  fish  which  are  used  for  impelling  in  a similar  manner. 
The  lines  A D R F show  the  size  of  a square  paddle  capable  of  producing  the  same 
effect.  It  strikes  the  water  at  once  with  its  whole  breadth,  as  at  G.  The  parabolic 
one  strikes  a little  sooner,  and  gradually  acquires  its  full  hold  of  the  water. 

635.  The  best  position  for  the  paddles  appears  to  be  in  a plane,  passing 
through  the  axis,  as  represented  in  the  figure ; if  they  be  in  a plane  which  does 
not  coincide  with  the  axis,  they  must  either  strike  more  obliquely'  on  the  fluid  on 
entering,  or  lift  a considerable  quantity  in  quitting  it. 

In  the  direction  of  the  breadth  of  the  paddle,  it  is  evident  the  form  should  be 
such  that  the  resistance  to  its  motion  should  be  the  greatest  possible,  and  the 
pressure  behind  it  the  least  possible.  These  conditions  appeared  to  be  fulfilled,  in 
a high  degree,  by  making  it  a plane  in  this  direction  also.  A flat  curve  has  been 
used,  the  concave  surface  to  strike  the  fluid,  and  perhaps  with  a very  small  increase 
of  power.  To  set  the  paddles  at  any  other  than  a right  angle,  must  obviously  be 
a defect;  for  the  resistance  to  motion  becomes  less  when  the  surface  strikes  the 
water  obliquely,  whereas  the  greater  this  resistance,  the  greater  the  effect  in 
impelling  the  vessel. 

636.  It  is  desirable  that  the  action  of  the  paddles  should  be  as  equable  and 
continuous  as  possible.  But  in  attempting  to  render  the  action  of  the  paddles 
equable,  their  number  ought  not  to  be  increased  more  than  can  he  avoided, 
because  the  construction  is  more  expensive,  and  the  time  for  the  water  to  flow 
between  them  so  as  to  afford  a proper  quantity  of  reaction  is  reduced ; neither  do 
they  clear  themselves  so  well  in  quitting  the  water.  If  we  suppose  A E to  he  the 
line  the  water  would  assume  when  at  rest,  the  most  favourable  arrangement  with 
the  smallest  number  of  paddles  appears  to  be  to  make  a paddle  at  A,  just  entering, 

Fic.  29. 


when  one  at  B is  in  a vertical  position,  and  the  one  E quitting  the  water : if  a 
smaller  number  were  employed,  there  would  be  a Bhort  interval,  during  which 
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none  of  the  paddles  would  be  in  full  action.  A still  more  equable  action  will  be 
obtained  by  dividing  the  immersed  arc  into  three ; beyond  this  I do  not  think  the 
advantage  will  be  worth  the  extra  expense,  therefore  I propose  to  give  general 
equations  for  any  proportion,  and  particular  rules  for  three  to  be  immersed. 

(537.  To  determine  the  radius  of  the  wheel  or  the  depth  of  the  paddles,  when 
the  number  of  the  paddles  is  given,  becomes  an  easy  problem  when  the  preceding 
conditions  are  to  be  adhered  to.  For,  put  r = the  radius  B C,  x — the  depth 
B D of  tlie  paddles,  n their  number,  and  a the  number  of  parts  into  which  the 
immersed  arc  is  divided.  Then  — — = the  angle  ACB,  corresponding  to  half 
the  immersed  arc,  and 

r cm.  li§9  = C D, 

n 

the  cosine  of  the  angle,  being  the  depth  from  the  centre  of  the  wheel  to  the 
surface  of  the  water ; and, 

r cos.  “ ^ = r — r;  or  r ^ 1 — cos.  — 1 = >=  BD,  the  depth  of  the  paddles. 

And, 


j—  = r = B C,  the  radius  of  the  wheel. 

1 - 

A 

From  these  equations  we  have  the  following  rules  for  the  case  when  three 
paddles  arc  immersed,  or  when  a — 3. 

638.  Rule  i.  To  find  the  radius  of  the  wheel,  when  the  number  and  depth 
of  the  paddles  are  given.  Divide  540  by  the  number  of  paddles,  which  will  give 
the  degrees  in  the  angle  contained  by  half  the  immersed  arc.  From  unity  sub- 
tract the  natural  cosine  of  this  angle,  and  the  depth  of  the  paddles  divided  by  the 
remainder  will  give  the  radius  of  the  wheel. 

Or  the  radius  of  the  wheel  multiplied  by  the  remainder  will  give  the  depth  of 
the  paddles. 

639.  Rule  ii.  To  find  the  number  of  paddles,  when  the  radius  of  the  wheel 
and  the  depth  of  the  paddles  are  given.  Divide  the  depth  of  the  paddles  in  feet, 
by  the  radius  of  the  wheel  in  feet,  and  subtract  the  quotient  from  unity.  Find  the 
angle  corresponding  to  the  remainder  as  a natural  cosine,  and  540  divided  by  the 
degrees  in  that  angle  is  the  number  of  paddles  required. 

If  the  radius  of  the  wheel  be  8 feet,  and  the  depth  of  the  paddles  2 feet,  then, 

1 — = -75  which  is  the  cosine  of  the  angle  41°  4', 

and  = 13,  the  number  of  paddles. 
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640.  The  size  of  the  wheels  depends  chiefly  on  the  mode  of  giving  them 
motion  from  the  engine  ; they  must  be  so  large  as  to  have  the  proper  speed  at  the 
circumference,  and  where  large  wheels  can  be  admitted,  they  have  some  ad- 
vantages : they  must  necessarily  be  narrower,  and  they  strike  the  fluid  in  a 
favourable  direction,  and  also  quit  it  better ; the  paddles  having  more  direct  action 
on  the  water,  they  splash  it  about  much  less ; the  weight  of  the  wheel  also  renders 
it  more  effective,  as  a regulator  of  the  forces  acting  upon  it.  On  the  other  hand, 
there  are  some  strong  practical  objections  to  very  large  wheels  for  sea  vessels  ; 
they  give  the  momentum  of  the  waves  a greater  hold  on  the  machinery,  they  are 
cumbersome  and  unsightly,  and  they  raise  the  point  of  action  too  high  above  the 
water  line. 

641.  When  the  wheels  are  on  the  first  motion,  the  radius  is  determined  by 
the  velocity  of  the  engine.  Let  that  velocity  be  n strokes  per  minute,  then  3‘  1 4 16 
x 2 r = the  circumference  of  the  wheel;  r being  its  radius,  and  its  velocity  per 
minute  is  3' 14 16  x 2rn:  but  this  is  to  the  velocity  of  the  boat  nearly  as 
3 to  2 ; 1 hence, 

31416  x 2 r i = 3 ’, 

or  = «,  the  number  of  strokes  per  minute,  when  v = the  miles  per  hour. 

Also  fixing  tire  number  of  strokes  we  have, 

-1—  = r,  the  radius  of  the  wheel. 

» 

This  therefore  reduces  to  this  simple  rule : 

Rule.  The  velocity  of  the  vessel  per  hour  multiplied  by  21  is  equal  to  the 
number  of  strokes  per  minute,  multiplied  by  the  radius  of  the  wheel. 

From  this  exceedingly  simple  rule  it  can  be  known  at  once  whether  the  wheel 
becomes  too  large  or  not,  when  the  simple  crank  motion  is  used ; it  ought  to  be 
used  in  preference  to  a second  motion,  in  all  cases  where  it  does  not  involve  some 
other  difficulties  than  merely  the  size  of  the  wheel. 

For  further  information  on  the  subject  of  paddle  wheels,  the  reader  is  referred 
to  the  Appendix. 


Modification's  of  Paddle  Wheels. 

642.  Several  methods  have  been  tried  or  projected  for  getting  rid  of  certain 
supposed  defects  of  the  paddle  wheels.  The  quantity  of  force  lost  by  oblique  action 

1 This  ratio  is  obtained  from  art.  630. 
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has  been  greatly  overrated,  and  most  of  the  contrivances  are  directed  to  remove  it 
either  wholly  or  in  part.  The  methods  proposed  are  of  two  kinds.  In  one  a 
gradual  change  of  position  of  the  paddle  is  produced  by  the  movement  of  the 
wheel ; completely  forgetting,  that  by  loss  of  the  velocity,  the  decrease  of  force  is  as 
the  square,  while  by  variation  of  direction  the  loss  is  only  in  simple  proportion. 
Mr.  Oldham,  of  the  Bank  of  Ireland,  proposed  a plan  for  these  revolving  paddles, 
to  avoid  the  defects  of  the  fixed  paddles  commonly  used  ; and  states,  that  the  violent 
action  of  the  paddles  of  common  wheels,  in  striking  the  water  in  a rough  sea,  is 
entirely  removed  by  the  use  of  the  revolving  paddles,  as  they  enter  and  rise  out  of 
the  water  with  a peculiarly  soft  and  easy  motion.  We  can  only  regret  that  so 
much  ease  cannot  be  obtained  without  a considerable  and  constant  sacrifice  of 
power. 

The  other  method  is  to  cause  the  paddles  to  change  at  once  to  a new  position  at 
two  points  in  the  revolution,  by  means  of  proper  catches  and  mechanism.  This  is 
a better  method  for  cases  where  the  wheels  arc  to  work  when  deeply  immersed  in 
water  ; but  such  wheels  require  to  be  made  so  very  strong  and  powerful,  that  there 
appears  to  be  small  probability  of  the  machinery  keeping  in  order. 

The  plan  of  making  paddles  which  seems  most  plausible,  is  to  have  a pair  of 
wheels  at  each  side  of  the  vessel,  having  two  endless  chains  acting  on  them,  with 
paddles  fixed  on  these  chains.  As  the  chain  passes  in  one  direction,  the  paddle 
boards  are  immersed  in  the  water,  and  return  in  the  opposite  direction  out  of  the 
water ; the  two  wheels  around  which  they  pass  being  partially  under  water.  The 
whole  of  the  impulse  given  by  these  boards  from  the  lowrer  part  of  one  wheel  to  the 
lower  part  of  the  other,  seems  as  though  it  would  be  direct  and  effectual ; and  it  is 
stated,  that  so  far  as  the  plan  has  been  tried  on  a very  small  scale,  it  has  been 
successful.  It  is  said  however  by  Buchanan  to  have  been  tried  on  the  Duke  of 
Bridgwater's  canal,  where  it  did  not  give  satisfaction  ; and  the  reason  not  being 
assigned,  we  must  endeavour  to  show  whether  or  not  the  arrangement  can  have 
greater  effect  than  the  common  paddle  wheel. 

If  a wheel  have  a sufficient  number  of  paddles  to  force  the  whole  of  the  fluid 
opposed  to  the  area  of  the  paddle  into  motion,  it  is  obvious  that  any  continuation  of 
the  line  of  action  of  the  paddles  will  be  only  equivalent  to  the  friction  of  the 
stream  put  in  motion  by  their  first  action  on  it : and  this  effect  is  by  far  too  small 
to  be  obtained  by  a complicated  arrangement,  which  it  would  be  difficult  to  render 
durable ; hence  the  construction  is  imperfect. 

The  subject  is  further  treated  in  the  Appendix. 
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Of  the  Strength  of  Vessels. 

043.  It  was  not  till  1818  that  steam  vessels  were  made  to  perform  regular 
voyages  at  sea  ; and  in  proportion  as  they  have  had  experience,  the  strength  of  the 
vessels  has  been  increased.  A vessel  should  be  considered  as  one  slightly  flexible 
frame,  and  the  strength  determined  so  that  the  greatest  possible  stress,  acting  with 
the  most  disadvantage  probable,  would  not  derange  the  natural  elasticity  of  the 
parts,  nor  disturb  the  connexions.  The  want  of  considering  the  frame  as  a whole, 
has  often  led  to  weak  modes  of  construction,  and  improper  modes  of  bracing. 
A vessel  is  also  to  be  considered  in  the  condition  where  hydrostatic  pressure 
contributes  least  to  its  support.  The  strains  reduce  to  those  which  would  take 
place  in  a large  hollow  beam,  of  which  wc  have  to  find  the  neutral  axis,  and  then 
the  resisting  forces  arc  easily  measured.1  When  the  timbers  arc  filled  in  between, 
it  must  increase  the  strength,  if  it  be  done  in  a proper  manner;  and  this  increase 
might  perhaps  be  obtained  with  less  material,  and  less  addition  to  the  weight  of 
the  vessel,  but  the  advantage  of  leaving  no  hollow  cavities  is  of  much  importance 
both  to  the  durability  and  cleanliness  of  a vessel.1 

644.  In  respect  to  timber,  fir  has  the  advantage  of  lightness,  and  for  straight 
timbers  it  is  stronger  than  a like  weight  of  oak ; but  for  curved  timbers  the  harder 
woods  which  have  greater  lateral  cohesion  arc  better. 


Of  the  Application  of  Sails. 

645.  It  is  found  that  sails  may  be  effectively  combined  with  steam  power, 
whenever  the  direction  is  not  within  four  points  of  that  of  the  wind. 

But  when  the  force  of  the  wind  becomes  considerable,  and  the  sea  rough,  the 
wheels  often  revolve  without  touching  the  water  in  the  hollows  of  the  waves,  and 
acquire  a great  increase  of  velocity,  to  be  reduced,  as  soon  as  they  meet  the  wave 
again,  to  less  than  the  ordinary  speed.  To  lessen  the  abruptness  of  these  changes, 
it  is  necessary  to  diminish  the  supply  of  steam,  and  consequently  the  power  of  the 
engine. 

646.  It  appears  to  be  impossible  to  apply  so  much  sail  as  to  give  a steam 
vessel  the  advantage  of  being  used  as  an  effective  sailing  vessel,  in  the  event  of  the 
engines  or  coals  failing.  The  proper  object  of  sails  in  a steam  vessel  is  to  save  fuel 


1 See  my  * Elementary  Principles  of  Carpentry/  Sect.  1 and  2;  and  ‘ Treatise  on  the  Strength 
of  Iron/  art.  85  a. 

* See  Philosophical  Transactions  for  1820. 
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when  the  wind  can  be  of  service,1  and  to  do  this  witli  economy,  the  engines  should 
work  expansively  (sec  art.  419.);  hence,  the  arrangement  of  the  engine  should  be 
such  as  would  answer  to  work  at  full  pressure  in  a calm.  This  condition  enables 
us  to  fix  the  power  of  the  engine  by  the  rate  for  still  water ; and  if  the  vessel  has 
sails  sufficient  to  maintain  the  speed  with  about  half  the  power  of  the  engines, 
when  the  wind  is  fair,  it  will  be  as  much  as  can  lie  usefully  employed.  The 
greatest  attention  should  be  given  to  keep  the  centre  of  effort  on  the  sails  as  low  as 
possible,  and  to  arrange  them  so  that  the  angle  of  the  vessel's  inclination  may  be 
inconsiderable,  that  the  wheels  may  not  dip  unequally. 

647.  The  average  speed  in  still  water,  beyond  which  it  does  not  seem  to  be 
desirable  to  go,  is  ten  feet  per  second ; that  is,  seven  common  miles,  or  six  nautical 
miles  per  hour : and  at  this  velocity,  when  the  wind  is  as  powerful  as  it  is  prudent 
to  carry  all  the  canvas,  the  direct  effect  will  be  only  one  horse  power  for  each 
thirty-two  yards  superficial.* 

648.  A fair  wind  also  contributes  to  the  motion  of  a vessel,  by  giving  motion 
to  the  sea  itself;  a head  wind  opposes  its  motion,  and  a current  has  a similar  effect. 
If  v be  the  velocity  a vessel  is  impelled  at  in  still  water  by  the  power  P,  and  the 
velocity  of  the  current  be  + n t',  using  the  upper  sign  when  it  is  with  the  vessel, 
then  P (1  ± »)'  “ the  power  the  boat  will  require. 

If  the  stream  be  in  the  direction  of  the  vessel’s  motion,  and  half  its  velocity  in 
still  water,  then  n = • 5 and  P (1  — ’5)*  = '25  P ; or  the  vessel  will  require  only 
one-fourth  of  the  effective  power. 

If  the  vessel  move  against  the  stream,  the  stream  being  half  its  velocity  in  still 
water,  then  P (1  + -5)*  “ 2'25  P ; or  the  vessel  will  require  2J  times  the  power  to 
preserve  its  velocity. 

649.  But  in  ascending  a stream  the  difference  must  be  in  the  velocity,  and  it 


1 ll  is  ft  common  notion,  that  die  waifs  should  be  used  in  addition  to  the  steam  power,  to  gain 
greater  velocity  ; but  this  is  not  desirable,  except  for  post-office  packets  and  the  like,  because  an 
immense  extent  of  canvas  affords  only  a very  Braall  power  when  the  vessel  moves  at  a considerable 
velocity  ; hence,  economy  directs  to  saving  fuel,  rather  titan  increasing  speed. 

1 To  find  the  effect  of  the  wind  in  any  other  direction,  and  with  any  other  velocity,  let  V be  the 
velocity  of  the  wind  in  feet  per  second,  a = the  angle  it  makes  with  the  direction  of  the  vessel's 
motion,  v = the  velocity  of  the  vessel  in  feet  per  second,  6 = the  angle  a perpendicular  to  the 
surface  of  the  sail  makes  with  the  direction  of  the  motion  of  the  vessel ; then  it  is  noarly, 


3200  eos.  4 


■ v cos.  4) 


- — the  yards  of  canvas, 


equivalent  to  u horse  power  or  500  lbs.  raised  one  foot  per  second. 
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is  generally  go  also  in  the  descent ; hence,  if  t)  be  the  velocity  of  the  stream,  and 
m v the  velocity  of  the  vessel  moving  in  the  stream,  then 

>*»■(■»  + «)*. 

The  value  of  m is  not  easily  separated  in  this  equation,  but  by  assuming  that  the 
force  of  the  wheels  is  invariable,  we  have  »'  = (m  v +_  u)’ ; or  v +_  u — m o.  The 
upper  sign  to  be  used  when  the  vessel  moves  with  the  current. 

Hence,  if  the  velocity  in  still  water  be  8 miles  per  hour,  and  that  of  the  stream 
3 miles  per  hour. 

Then  down  the  stream  « + u = 8 + 3 = ll  miles ; and  up  the  stream  v — u = 8 
— 3 = 5 miles. 

if  the  velocity  of  the  paddles  alter,  the  power  will  not  be  constant ; and  if  it  do 
not  alter,  this  ratio  cannot  exactly  hold. 


Role  for  the  Power  of  Boat  Engines. 

650.  The  power  of  boat  engines  may  be  ascertained  thus.  Let  p be  the  mean 
pressure  on  the  piston  in  lbs.,  a its  diameter  in  inches,  v its  velocity  in  feet  per 
minute,  and  A = the  number  of  horses  equivalent  to  its  power;  then 

A = fva’ 

33000* 


Let  the  length  of  the  stroke  in  feet  be  /,  then  v = A -S  t,  where  A is  the 
multiplier  found  by  art.  336. ; hence, 


A — 


pa1 p A a*  */  t __ 


33000 


33000 


= A,  or  a = 


_ /■3300O»\J 
Vb  A 


In  logarithms,  log.  a = i (log.  33000  + log.  A — log.  p — log.  A — t log.  /). 

For  low  pressure  steam  acting  at  full  pressure  throughout  the  stroke  we  have 
A = 103,  (art.  337.)  and  p = 7*1.  (art.  416.)  Hence,  in  this  case  the  rule  becomes 
log.  a - 1 (log.  A + 1-66726  - i log.  Q. 

Also, 

log.  A = 2 log.  a + 1 log.  I - 1-66726. 

651.  If  m times  the  length  of  the  stroke  in  feet  be  the  diameter  in  inches,  then 
log.  a = } (log.  A + 1-66726  + i log.  m). 

The  most  common  proportion  now  used  is  m — 9,  or  the  length  of  the  stroke 
four-thirds  of  the  diameter,  hence. 


log.  a = } (log.  A + 2-14438). 
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Example, 
of  50  each ; 


If  the  resistance  be  equal  to  100  horse  power,  with  two  engines 

the  log.  50  = 1 -69897 

2 14438  ' 


3-84335 

2 


5)  7-68670 
log.  a - log.  34-5  = 1-53734 

Hence,  the  diameter  should  be  34’5  inches,  and  the  length  of  the  stroke 
9i  46  inches. 


Op  ARRANGING  TUB  PROPORTION  OF  Pow-ER  FOR  VESSELS. 

652.  If  we  now  proceed  through  a calculation  of  the  proportions,  and  a 
statement  of  the  conditions  to  w-hich  we  ought  to  attend  in  arranging  the  parts 
of  an  engine  for  a vessel,  it  will  form  the  best  illustration  of  the  use  of  the 
preceding  rules. 

653.  The  resistance  of  the  vessel  should  be  ascertained  for  the  average  velocity : 
now  without  pretending  to  fix  the  best  average,  I will  suppose  this  to  be  10  feet 
per  second,  or  7 miles  per  hour  in  still  water.’  Let  the  length  of  the  parallel  part 
of  the  vessel  be  72  feet,  the  mean  radius  of  curvature  of  the  ends  lie  6 half 
breadths,  the  breadth  at  the  midship  section  25-7  feet,  and  the  girt  of  that  section 
in  contact  with  water  38  feet  Then  the  velocity  being  10  feet  per  second,  we 
have  by  the  table,  (art  622.) 

10s  x 38  ( 025  x 25-7  + -0032  (72  + 1 05  x 25  7)  ) = 

10’  x 36-5  = 36500  lbs.  raised  one  foot  per  second, 

or  36500  divided  by  550  — 67  horse  power  nearly.  * 

654.  Now  if  we  were  to  fix  on  the  area  and  velocity  of  the  paddles  for  this 
velocity,  it  would  not  be  possible  to  work  with  advantage  against  either  wind  or 


1 This  will  be  equivalent  to  an  average  speed  of  nine  miles  per  hour,  where  sailing  power  is  to 
be  used  in  addition. 

* The  coefficient  *0032  (see  art.  614.)  it*  very  likely  too  high  ; it  is  taken  from  the  experiments 
made  by  the  Society  for  the  Improvement  of  Naval  Architecture,  and  agrees  with  the  more  recent 
experiments  of  Col.  Bcaufoy  ; but  I am  quite  convinced  that  when  water  is  in  motion  the  friction 
is  less,  only  the  exact  measure  remains  to  be  determined. 

2 R 
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current ; besides  there  is  a disadvantage  in  lnrge  paddles  at  sea,  which  is  greater 
than  the  loss  by  varying  from  the  maximum.  Hence,  I would  recommend  to 
arrange  the  paddles  for  a velocity  about  one  foot  per  second  greater  than  the 
average  rate.  Consequently,  (art.  631.)  1 1 1 x ‘75  x b h = the  power  of  the 
paddles ; and  as  the  resistance  is  36500,  we  have 

1 = b h = 36'6  feet,  the  area  of  the  paddle  boards. 

Again,  suppose  the  radius  of  the  wheels  to  be  four  times  the  depth  of  the 
paddles,  then  by  the  second  equation  of  art.  631.  wc  have, 

2-25  r x 11  * x bh  9 x 11 5 X 36*0  /taaoo  ik  • a c l a 

- — — — - = ^ = 62633  lbs.  raised  one  foot  per  second, 

or  62633  divided  by  550  = 114  horse  power  nearly. 

6-55.  As  the  vessel  requires  1 14  horse  power,  if  we  have  two  engines,  each  will 
be  57  horse  power;  and  (art.  651.) 

log.  57  = 1-75587 

2- 14438 

3- 90025 

2 

5)  7-80050 
log.  diameter  = 1-50010 

or  the  diameter  = 36-32  inches;  the  length  of  the  stroke  four-thirds  of  the 
diameter,  or  48*43  inches  ; and  consequently  (art,  336.)  the  number  of  strokes  per 
minute  will  be  251:  hence,  (art.  641.)  corrected  for  the  depth  of  the  paddle.1 
we  have,  when  the  velocity  is  11  feet  per  second,  or  7-5  miles  per  hour, 


24  x r 
46  5' 


24  x 7 5 
25-5 


= 71  feet, 


for  the  radius  of  the  wheels;  and  dividing  it  by  4 gives  the  depth  of  the  paddles 
1-8  feet.  But  in  order  to  reduce  the  breadth  of  the  wheel,  it  is  better  that  they  be 
made  2 feet,  and  the  radius  of  the  wheel  7-3  feet ; the  paddles  will  then  be  2 feet 


* For  when  the  depth  is  one-fourth  of  the  radius,  V 

hence,  : 21  : 24. 

2 7 


. = !* ',  instead  of  1V . 

ir—d  7 2> 
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by  9'2  feet  for  each  wheel,  making  an  area  of  36’8  feet  for  both,  or  the  breadth  of 
the  wheel  9'2  feet.' 

The  other  proportions  of  the  engines  will  be  found  by  the  general  rule,  (art.  415.) 
except  that  a somewhat  smaller  quantity  of  water  produces  the  steam,  owing  to  its 
being  of  a higher  temperature,  (see  art.  90.)  but  it  is  only  about  2 per  cent  less, 
and  the  fuel  required  is  not  sensibly  altered ; there  is  also  a slight  advantage  by 
the  force  of  the  steam  being  less  in  the  condenser  than  when  pure  water  is  used. 
(See  table,  art.  94.)  Hence,  the  cistern  of  water  to  contain  the  condenser  is 
omitted  without  loss.  The  engines  should  be  prepared  to  work  expansively,  to  be 
adjusted  by  hand,  (see  art.  419  and  481.)  and  the  strength  of  the  parts  will  be 
found  by  art.  496 — 527  : the  management  of  the  water  is  treated  of  in  art.  565. 
and  the  parallel  motion,  art.  488—495. 

656.  I think  it  would  be  desirable  to  try  the  effect  of  giving  a considerable 
degree  of  elasticity  to  the  arms  of  the  paddles,  and  to  form  the  boards  in  the 
manner  shown  in  Fig.  28.  page  305.  The  wheels  of  vessels  appear  to  be  kept  too 
forward,  so  as  to  keep  the  fore  part  of  the  vessel  constantly  heaving  upwards ; and 
such  an  action  is  unfavourable.  A vessel  should  bear  firmly  in  the  direction  of  its 
motion  to  move  well ; and  that  this  remark  is  true  in  practice  as  well  as  theory, 
may  be  inferred  from  the  fact,  that  in  the  present  construction  they  find  an 
advantage  in  using  the  sails  to  steady,  and  determine  the  direction  of  the  vessel’s 
motion.  In  vessels  for  towing,*  this  may  be  adopted  with  still  greater  advantage ; 
and  in  both  cases  the  proper  place  for  the  wheels  appears  to  be  behind  the  centre  of 
gravity  of  the  vessel. 

The  following  Tables  are  collected  chiefly  from  the  evidence  printed  in  the 
Reports  on  the  Holyhead  Steam  Packets,  by  the  committee  appointed  by  the 
House  of  Commons ; and  will  afford  a means  of  comparing  the  practice  of  different 
manufacturers : — 


1 The  proportions  of  the  vessel  in  this  ease  are  as  nearly  those  of  that  called  the  Jamn  ll'alt,  as  I 
canid  ascertain  them ; and  in  the  tables  which  follow,  die  best  information  I could  procure 
respecting  that  vessel  is  given  in  order  to  compare  the  calculated  with  the  reported  effect  t the 
velocity  is  that  in  still  water,  that  is,  the  velocity  in  the  river  with  that  of  the  current  deducted 
therefrom. 

* The  power  required  for  towing  a vessel  may  be  estimated  by  art.  022. 
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The  average  consumption  of  coals  is  that  required  when  the  engine  is  in  full 
action,  and  including  all  delays,  waste,  lee. ; and  is  to  be  understood  as  that  which 
multiplied  by  the  hours  it  requires  for  the  average  passage,  would  give  the  quantity 
consumed  for  each  passage ; and  the  Btore  ought  evidently  to  be  for  the  longest 
passage.  In  the  best  engines  (of  this  time)  it  will  be  found  to  vary  from  12  to  16 
lbs.  of  Newcastle  coals  per  hour  for  each  nominal  horse  power,  and  in  inferior 
engines  it  may  extend  to  20  lbs. 

When  the  consumption  is  stated  at  less  than  it  amounts  to,  at  12  lbs.  per  hour 
for  each  nominal  horse  power,  it  may  be  fairly  esteemed  an  experimental  trial ; and 
of  course  the  fires  are  more  carefully  attended,  with  every  precaution  to  prevent 
waste  and  give  efTect.  The  last  column  of  Table  m.  will  nearly  give  the  fuel 
required  per  hour  if  the  nominal  power  be  taken  in  the  first  column,  (art.  664.) 
when  applied  to  steam  boats. 

The  velocity  of  sea  vessels  appears  to  average  about  ten  miles  per  hour ; their 
power  to  face  a wind  is  inconsiderable,  because  the  wind  gives  the  surface  of  the 
water  so  much  velocity,  that  the  paddles  act  with  less  force  in  proportion  as  the 
velocity  of  the  water  approaches  to  the  difference  between  the  velocity  of  the 
paddles  and  that  of  the  vessel ; and  when  these  are  equal,  the  boat  will  commence 
moving  backward  ; and  it  is  also  with  much  reason  supposed  that  the  action  of  the 
wind  itself  tends  greatly  to  retard  a vessel’s  motion  when  it  is  directly  opposed  to 
it : for  if  a vessel  of  100  horse  power  has  a surface  of  60  yards  above  water,1  and 
the  velocity  of  the  wind  be  50  feet  per  second,  (in  which  vessels  are  under  their 
courses,)  then  by  the  equation,  (art.  647,  note) 

‘2500  x 60  » 

— 32wT~  = horse  power, 

for  the  resistance  offered  to  motion  when  the  vessel  is  at  rest;  and  as  with 
whatever  velocity  the  vessel  moves  against  the  wind,  this  velocity  should  be  added 
to  that  of  the  wind,  the  plus  sign  being  the  proper  one,  in  the  equation  for  this 
case  it  will  appear  that  the  power  to  move  forward  is  extremely  limited  with  so 
much  surface  above  water. 

The  only  vessels  in  the  table,  art.  657.  which  have  dimensions  to  enable  us  to 
approximate  to  their  speed,  arc  the  ‘Lightning’  and  the  ‘Dee;’  and,  notwith- 
standing the  great  quantity  of  power  to  be  placed  in  the  * Dee,’  1 expect  that  its 
velocity  in  still  water  will  be  one-eighteenth  less  than  that  of  the  ‘ Lightning’  in 
similar  circumstances ; and  it  would  require  the  engines  of  the  ‘ Dee’  to  be  230 
horse  nominal  power  to  render  them  of  equal  speed.  The  ‘ Dee’  spreads  above 
water  at  an  angle  of  about  50  degrees  with  the  water  line,  to  a width  of  about 

1 This  ia  estimated  from  s vessel  in  use,  and  esteemed. 
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5 feet  on  each  side,  in  the  same  manner  as  in  boats  for  the  accommodation  of 
passengers. 

660.  Much  has  been  said  respecting  American  steam  vessels ; and  these 
vessels  as  far  as  excellent  workmanship,  neatness  of  fitting  up,  and  convenience  is 
concerned,  do  appear  to  be  superior  to  our  own.  Their  best  engines  however  seem 
to  be  not  more  than  equal  to  the  British  ones,  if  so  good,  as  many  of  the  reports 
respecting  them  carry  internal  evidence  of  their  inaccuracy.  The  best  I have  met 
with  is  that  of  the  6tcam  vessel  called  the  * Chancellor  Livingston,’  constructed  by 
Mr.  Fulton  for  the  Hudson  River,  from  New  York  to  Albany.  It  is  one  of  their 
largest  vessels:  the  keel  is  154  feet  long;  deck  165;  breadth  32  feet;  draught  of 
water  about  7 feet  3 inches,  and  burden  520  tons ; the  principal  cabin  54  feet  long, 
7 high : ladies’  cabin,  above  the  other,  36  feet  long,  with  closets ; the  forward 
cabin  30  feet  long,  and  7 high.  The  number  of  sleeping-berths,  in  the  principal 
cabin,  is  38  ; in  the  ladies'  cabin  24  ; in  the  fore  cabin  56  ; in  the  captain's  cabin 
on  deck  2 ; in  the  engineers’  and  pilot's  3 ; in  the  forecastle  6 ; and  for  fire- 
-men,  cooks,  &c.  6 ; being  a total  of  135.  The  engine  is  of  60  horse  power ; 
the  diameter  of  cylinder  40  inches,  length  of  stroke  5 feet ; the  boiler  is  28  feet 
long,  12  broad,  with  2 funnels;  the  paddle-wheels  17  feet  diameter;  paddle- 
boards  5 feet  10  inches  long;  they  have  2 fly-wheels,  each  14  feet  diameter, 
connected  by  pinions  to  the  crank  shaft.  The  machinery  rises  4 feet  and  a half 
above  the  deck.  Average  rate  of  sailing  is  said  to  be  8 and  a half  to  8 and  three 
quarter  miles  an  hour.  With  a strong  wind  and  tide  in  her  favour  she  has  made 
12,  but  with  wind  and  tide  against  her  not  more  than  6 miles  per  hour.  As  for 
low  pressure  steam  the  engine  is  estimated  at  the  greatest  power  of  the  cylinder,  and 
it  has  been  imagined  that  the  vessel  is  moved  by  less  power  than  the  British  vessels 
of  equal  magnitude. 

The  fallacy  arises  out  of  erroneous  methods  of  measuring  vessels  to  register 
their  tonnage. 


To  ASCERTAIN  THE  REGISTER  ToNXAGE  OF  A StEAM  VESSEL. 

06 1 . The  breadth  is  to  be  taken  at  the  broadest  part  of  the  vessel,  whether  it 
be  above  or  below  the  main  wales,  and  is  to  be  from  the  outside  to  outside  of  the 
plank ; the  length  is  to  be  the  horizontal  distance  between  the  back  of  the  main 
stern  post  and  the  fore  part  of  the  main  stem,  under  the  bowsprit ; and  calling  this 
length  I,  the  breadth  b,  and  r = the  length  of  the  engine-room,  the  rule  is 

J' = the  tonnage.  (Sect.  59th  Geo.  III.  cap.  5.) 
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Example.  If  the  breadth  be  32  feet,  the  length  162  feet,  and  the  length  of  the 
engine-room  47  feet, 

('02-47-  19-2)  = 520  tons. 

The  register  tonnage  is  the  same  whether  the  draught  of  water  be  7 feet  or  14 
feet ; and  it  is  the  same  whatever  may  be  the  form  of  the  vessel : it  is  an 
unpleasant  task  for  an  Englishman  to  mark  as  fallacious  the  modes  of  measuring 
the  capacity  of  vessels  adopted  by  his  government ; it  is  necessary  however  for 
the  purposes  of  science  not  only  that  it  should  be  pointed  out,  but  that  the 
error  ghould  be  corrected.1 


1 Since  the  publication  of  the  first  edition,  the  Law  of  Tonnage  lias  been  altered  and  established 
by  Act  of  Parliament,  William  IV.,  Sept.  9,  1835,  of  which  the  following  is  a summary : — 

Divide  the  length  of  the  upper  deck  between  the  after-part  of  the  stem  and  the  fore-part  of  the 
stern-poet  into  six  equal  parts,  and  note  the  foremost,  middle,  and  aftermost  points  of  division. 
Dbptus.  At  these  three  points  measure  in  feet  and  decimal  parts  of  a fout,  the  depths  from  the 
underside  of  the  upper  deck  to  the  ceiling  at  the  limber  strake,  or,  in  case  of  a break  in  the  upper 
deck,  from  a line  stretched  in  a continuation  of  the  deck.  Breadths.  Divide  each  depth  into  five 
equal  parts,  and  measure  the  inside  breadths  at  the  following  points,  viz.,  at  one-fifth  and  at 
four-fifths  from  the  upper  deck  of  the  foremost  and  aftermost  depths,  and  at  two-fifths  and 
four-fifths  from  the  upper  deck  of  the  midship  depth.  Length.  At  half  the  midship  deptli 
measure  the  length  of  the  vessel  from  the  after- part  of  the  stem  to  the  fore-part  of  the 
stern- poBt. 

Calculation.  To  twice  the  midship  depth  add  the  foremost  and  aftermost  depths  for  the 
si m of  the  depths  ; and  add  together  the  foremost  upper  and  lower  breadths,  three  times  the  upper 
breadth  with  the  lower  breadth  at  the  midship,  and  the  upper  and  twice  the  lower  breadth  at  the 
after-division,  for  the  sum  of  the  breadths. 

Then  multiply  together  the  sum  of  the  depths , the  sum  of  the  breadths , and  the  length,  und  divide 
the  product  by  3500,  which  will  give  the  number  of  tons  or  register. 

If  the  vessel  have  a poop  or  half  deck,  or  a break  in  the  upper  deck,  measure  the  inside  mean 
length,  breadth,  and  height  of  such  part  thereof,  as  may  be  included  within  the  bulk-head  ; and 
multiply  these  three  measurements  together,  and  divido  the  product  by  92'4.  The  quotient  will  be 
the  number  of  ton9  to  be  added  to  the  result  as  above  found. 

To  ascertain  the  tonnage  of  open  vessels , the  depths  are  to  be  taken  from  the  upper  edge  of  the 
upper  stroke. 

For  Steam  Vessels,  the  tonnage  due  to  the  engine-room  shall  be  deducted  from  the  total 
tonnage  calculated  from  the  above  Rule.  To  determine  Lbis,  measure  the  inside  length  of  the 
engine-room  from  the  foremost  to  the  aftermost  bulk-head;  then  multiply  this  length  by  the 
midship  depth  of  the  vessel,  and  the  product  by  the  inside  midship  breadth  at  two-fifths  of  tin? 
depth  from  the  deck,  and  divide  the  fiuul  product  by  92*4. 
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662.  Table  I.  Of  the  Properties  of  the  Steam  of  Water  of  different  degrees 

of  elastic  force. 


Tot 

I n atmo- 
apbere*. 

aJ  force  at  iteam. 

j 

In  inchc*  In  lb*.  per 
of  liter-  i circular 
cury.  | inch. 

Exon*  at 
the  atmr 

In  lb*,  per 
circular 
inch. 

dree  above 
sphere. 

In  lbi.  per 
square  inch. 

Tempe- 

rature, 

Fahren- 

heit. 

Volume 
la  cubic 
feet,  the 
water 
heir wj  1. 

Wiwbtof 
a cubic 
foot  in 
grain*. 

Specific 
gravity,  air 
being  1. 

Velocity 
Info  a va- 
cuum in 
feet  per 
second. 

Hem  of 
conversion 
from  ter 
of  52%  to 
(■team. 

•OIKS 

•55 

■21 

— is  as 

-14-4 

60 

72190 

0-1 

•0115 

1377 

100aJ 

•0333 

1 

•385 

11154 

14*7 

77 

41010 

10-7 

*0202 

1100 

1023 

•0007 

t 

•77 

10-77 

13  7 

98-7 

21 100 

20-5 

•03*8 

1127 

1017 

S 

lift 

10  30 

13-2 

112-5 

14370 

30 

-0368 

1115 

1061 

133 

4 

1*44 

10  0 

12  7 

123 

II 130 

39 

0744 

1458 

1071 

•23 

7-5 

288 

HOT. 

I0W 

147  fi 

6187 

•134 

1490 

1096 

•ft 

IS 

stt 

5-77 

7-33 

178 

3249 

1U 

•253 

1520 

1126 

•75 

72-5 

H-C5 

— t'KO 

— 3ti6 

1971 

2232 

196 

•371 

1549 

1116 

100 

30 

11-54 

o- 

0- 

212 

1711 

234-7 

•484 

1366 

1160 

•i  it 

Sft 

IS  46 

-f  1 92 

•f  2 44 

220 

1497 

202 

•533 

1575 

1168 

1ft 

45 

17-31 

477 

7-33 

233-8 

1178 

363 

•687 

1391 

1182 

1-75 

425 

*0- 19 

8-65 

19-99 

212-5 

1022 

427 

•81 

1601 

1101 

2-0 

no 

23-OH 

11-54 

14-65 

25 0*2 

903 

1*3 

-915 

I6|0 

1199 

2 -ft 

75 

28-fift 

17-31 

21-98 

263  5 

7j; 

593 

1123 

1623 

1212 

SO 

00 

3 i 02 

23-0* 

29-3 

274-7 

623 

700 

1-33 

1038 

1223 

3 5 

105 

40-39 

28-85 

36-63 

284-5 

442 

810 

1-33 

1610 

I2S3 

1 4 

120 

4016 

31  02 

43-95 

2931 

470 

1)10 

1-728 

165* 

1241 

' ft 

150 

67-7 

46- 1ft 

48-60 

308 

391 

1110 

212 

1671 

1236 

r. 

1*0 

60-24 

57  7 

73-25 

320*6 

331 

1317 

2-4 

168* 

1269 

i 

210 

*0-78 

mu 

*7-90 

3315 

288 

1320 

2-H8 

1700 

1 280 

8 

240 

92SJ 

80-78 

102  55 

341-2 

255 

loGO 

3 25 

1710 

1289 

» 

270 

103  841 

9232 

117-20 

350 

2Z9 

1910 

361 

1720 

129* 

10 

SOO 

IlftM 

103-841 

131-83 

358 

209 

-JUKI 

3-97 

1720 

1306 

to 

000 

230-8 

219  26 

27835 

414 

III 

3910 

T 44 

1786 

1362 

30 

Of  JO 

346  2 

334  06 

424-8.*, 

450 

77 

3f,70 

10-75 

1823 

1 398 

10 

1200 

461*0 

+ 450  OC 

+*71  35 

477 

60 

7330 

13-88 

1850 

1 

Ijl 

a 

S 

4 

ft 

6 

7 

8 

0 

10 

II 

The  mode  of  obtaining  the  first  five  columns  is  obvious ; and  in  the  fourth  and 
fifth  the  negative  sign  indicates  that  the  force  of  the  steam  is  less  than  atmospheric 
pressure,  and  the  numbers  show  how  much  less : the  sixth  column  is  calculated 
by  art.  89,  the  seventh  by  art.  121,  and  from  it  the  eighth  and  ninth:  the  tenth 
column  is  calculated  by  the  equation  in  the  note  to  art.  136,  with  the  allowance  for 
contraction  of  the  aperture ; and  the  last  column  is  obtained  in  the  manner  shown 
in  the  note  to  art.  190. 


• The  usual  force  of  low  pressure  swam. 
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663.  Table  II.  Of  the  Proportions  of  Single  Acting  Steam  Engines  equivalent  to 
different  numbers  of  horses ; the  horse  power  being  33000  lbs.  raised  one  foot 
high  per  minute,  and  the  clastic  force  of  the  steam  in  the  boiler  = 35  inches  of 
mercury. 


Stnun  seting  expansively. 

Steam  at  full  pres- 
sure throughout  the 
stroke  in  the  same 
engine. 

Number 
of  borer 
power. 

Diameter  of 
the  steam 
plslOD- 

Mean  pmnre 
oa  the  piston,  at 
lb*,  per  cir- 
cular inch. 

Velocity  of 
the  ctenm 
piston  per 
minute. 

Length 
of  the 
stroke. 

Number  o# 

strokes 

per  minute. 

Water  required 
per  hour  to 
supply  the 
boiler. 

Cools  ctm- 
ju  iL' 1 per 
hour. 

Number  (coals  eon- 
vf  horse  s anted  per 
power.  [ hour. 

horse*, 

inches. 

tbs. 

feet. 

feet. 

strokes. 

cubic  feet. 

lbs. 

horses.  I lbc.  1 

10 

26*4 

3*50 

174 

4-4 

19* 

Ill 

114 

11-4  152  j 

1 13 

31-1 

5321 

187 

5-2 

1H 

16-7 

161 

16*8  220 

40 

34-9 

6702 

197 

4-8 

17 

42*3 

213 

22*5  285 

25 

3b- 1 

80!* 

*01 

IP* 

10 

47-7 

257 

*H  343 

30 

41  1 

0470 

214 

6*8 

I5< 

33*3 

307 

33  5 410 

35 

43-7 

10400 

221 

7*3 

39- 

356 

39-2  475  1 

40 

461 

11670 

227 

7*7 

i M 

44-5 

401 

45*  536 

45 

48-3 

1 4840 

232 

80 

50- 

450 

30*5  600 

40 

50-4 

13950 

237 

8*4 

“I 

55*6 

500 

56  670 

46 

52* 

15050 

242 

8*7 

14 

01-2 

541 

62  735  , 

GO 

514 

16140 

346 

9*0 

13* 

66-7 

600 

07  800 

65 

560 

17210 

450 

9* 

>»i 

74! 

649 

73  865 

70 

57-0 

18260 

254 

9-6 

131 

78* 

702 

78  040 

74 

59-4 

10*290 

247 

‘>H 

13 

H3*3 

740 

84  1000 

HO 

60-8 

*0310 

460 

10*1 

13 

HU* 

HOI  | 

HU  1070 

85 

62-3 

41330 

464 

10*4 

14* 

94*5 

851 

96  1 1 40 

00 

63*7 

223*0 

*07 

10  6 

•4 

100 

900 

101  1200 

66  5 

24290 

272 

11-0 

14} 

111 

999 

112  1330 

71‘A 

28100 

283 

11-9 

14 

13* 

1197 

134  1600 

140 

76*0 

*1790 

291 

12*6 

11} 

150 

14414 

147  1860 

80*2 

35380 

499 

13  3 

Hi 

178 

1604 

179  2140 

1WI 

84*1 

388  JO 

807 

14*0 

II 

200 

1 800 

201  4400 

*00 

87*7 

42300 

313 

140 

10} 

244 

199H 

444  2650 

41*1 

90 

44530 

*18 

15*0 

">i 

237 

4133 

465  2860 
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6G4.  Table  III.  Of  the  Proportions  of  Double  Acting  Steam  Engines  equivalent 
to  different  numbers  of  horses ; the  horse  power  being  33000  lbs.  raised  one 
foot  high  per  minute,  and  the  elastic  force  of  the  steam  in  the  boiler  = 35 
inches  of  mercury. 


Stum  acting  expansively. 

Steam  acting  at  full 
pressure  throughout 
the  stroke  in  the 
ssme  engine. 

Number 
of  horse 
power. 

Diameter 
of  the 
stum 
pinion. 

Mom  pressure 
on  the  piston  si 
4*8  Ihs.  per  cir- 
cular inch. 

Velocity  of 
the  stum 
piston  per 
minute. 

Length 
of  the 
stroke. 

Number 
of  strokes 
per 

minute. 

Wster  required 
per  hour  to 
supply  the 
boUer. 

Cosls  con- 
sumed per 
hoar. 

Number 
of  horse 
power. 

Cosls  con- 
sumed per 

hour. 

horse*. 

inches. 

lh*. 

feet. 

feet. 

strokes. 

cubic  fort. 

lb>. 

horses. 

lbs. 

1 

7*8 

2M!) 

114 

13 

41 

0-8 

15 

1*40 

31-5 

It 

10-25 

516 

13t 

1*74 

87J 

1-47 

21 

295 

48 

3 

12  05 

697 

III 

2- 

35 

S’ 36 

30* 

4 1 

64 

< 

13-52 

877 

119 

2 25 

31 

313 

38 

5-9 

86 

5 

140 

1049 

167 

2-5 

at 

3 92 

15 

7*4 

91 

0 

15-2 

1211 

16* 

2*06 

W 

47 

53 

8-85 

111 

7 

ic-y 

1373 

167 

2-8 

w 

6-5 

60 

10-3 

1*26 

8 

17-85 

1527 

171 

2-07 

29 

6-3 

67 

11*8 

110 

y 

1 8*7 

1078 

175 

3-1 

28 

705 

71 

13-3 

153 

10 

19-3 

1 820 

180 

2-25 

2ft 

7 82 

80 

14-6 

168 

is 

20-9 

2113 

18C 

35 

26 

9-1 

05 

17-7 

199 

H 

223 

23W) 

191 

37 

25 

110 

109 

•207 

•230 

16 

23*6 

2059 

196 

1-9 

*23 

12-6 

1*22 

23  0 

256 

IS 

24*7 

*922 

101 

41 

211 

141 

135 

26-5 

2S3 

so 

25-75 

1179 

20ft 

4-3 

24 

15-7 

149 

29  5 

312 

ss 

26*73 

3131 

211 

4-5 

231 

17-1 

163 

12-5 

311 

24 

27*7 

1078 

213 

46 

23 

|8-8 

176 

15-5 

370 

Sfi 

28-6 

3922 

21ft 

4 75 

2-2 

20-4 

18‘J 

18-4 

195 

2H 

29-45 

4161 

220 

4-9 

221 

22- 

203 

41  3 

425 

30 

30  27 

4397 

222 

5-04 

*22 

23-5 

•2IS 

41  2 

451 

32 

31  1 

4030 

226 

62 

21 

26- 1 

230 

47  3 

480 

31 

11*82 

4861) 

229 

6-3 

21 

26-7 

213 

50* 

510 

12-56 

50KB 

213 

6- tl 

•21 

28-3 

256 

53 

535 

3H 

S3  3 

5313 

234 

5-35 

21 

29*7 

269 

56* 

56 1 

40 

34- 

5535 

237 

5-67 

21 

111 

283 

59 

596 

42 

*4-63 

575ft 

239 

5-77 

20* 

33  0 

297 

62- 

624 

41 

35*13 

5910 

241 

6-RS 

20* 

34  4 

311 

66* 

65* 

16 

35-9 

11190 

244 

6*0 

201 

36-2 

321 

67 ‘5 

680 

46 

36-5 

6404 

246 

6 1 

•201 

37  7 

338 

70  5 

709 

r»o 

37*13 

Ml  17 

2 tW 

t>2 

20 

39  3 

353 

73-4 

739 

as 

37*7 

0S28 

250 

0*3 

20 

40-7 

367 

761 

768 

54 

38-3 

7036 

252 

0-4 

42*4 

SHI 

79-3 

7 9H 

! 56 

18*85 

7245 

264 

6-49 

mi 

41-0 

390 

82-2 

827 
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Table  111.  continued. 


Steam  acting 

expansively. 

Steam  acting  at  fall 
pressure  throughout 
the  stroke  in  the 
same  engine. 

Number 
of  horse 
power. 

Diameter 
of  the 
steam 

piatOll. 

Mean  prewure 
on  the  piston,  at 
4*8  lba.  per  cir- 
cular inch. 

Velocity  of 
the  strum 
piston  per 
minute. 

Length 
of  the 
stroke. 

Number 
of  strokes 
per 

minute. 

Water  required 
per  hour  to 
supply  the 
boiler. 

Coals  con- 
sumed per 
hour. 

Number 
of  horse 
power. 

Coals  coo- 1 
turned  per 
hour. 

horse*, 

Incite*. 

Ihs. 

feet. 

feet. 

strokes. 

cubic  feet. 

lbs. 

horse*. 

lbs. 

as 

«•« 

7453 

255 

0*47 

191 

45*4 

409 

Ml 

836  j 

GO 

39-y 

7050 

257 

6*65 

i*H 

470 

423 

88*1 

887 

62 

40-3 

7 SCO 

*59 

6-75 

19J 

48*6 

137 

91*0 

916 

64 

41-0 

8062 

260 

C.-H3 

19 

50*2 

452 

93*9 

946 

66 

415 

6263 

361 

6-0 

19 

3l*ft 

466 

96*8 

V75 

6ft 

42-0 

8162 

263 

7-0 

53*1 

481 

99*7 

1065 

70 

4*  5 

8662 

265 

7*1 

lb) 

55  0 

495 

102*7 

1033 

72 

13-0 

H85B 

*60 

7-17 

I8j 

56-6 

569 

105*6 

1064 

74 

134 

9013 

268 

7-23 

18J 

68*1 

511 

10ft  5 

1091 

76 

13-9 

9250 

2C9 

7*3 

181 

59-8 

639 

in-4 

1123 

78 

44  4 

9444 

2T0 

7-1 

i*i 

61*5 

651 

114  3 

115* 

Krt 

41*8 

9637 

272 

7-47 

l*i 

62-5 

563 

117*3 

1182 

63 

45*9 

10120 

275 

7-65 

1ft 

66*5 

599 

124*6 

1 236 

90 

46-07 

10390 

279 

7-83 

HI 

70*5 

635 

131*9 

1330 

03 

46  0 

HOBO 

*82 

8-0 

11 

74*4 

670 

139  *2 

1104 

100 

19-0 

11520 

261 

6*16 

It 

78-2 

704 

1460 

1478 

103 

40-05 

11980 

267 

6-3* 

Itt 

82-1 

739 

163-3 

1552 

110 

50  0 

12430 

2GH) 

8*5 

17 

86  0 

774 

161*6 

1626 

115 

51*6 

1*700 

292 

b-fl 

17 

8U'U 

809 

167*9 

1700 

1*0 

52-7 

13330 

*94 

8-8 

1GJ 

93  8 

844 

175*2 

1774 

1*5 

53  6 

1 37  CO 

*97 

8-9 

\<4 

97*7 

879 

182*5 

184ft 

130 

51  4 

14210 

290 

9-0 

>64 

101*7 

on 

189-8 

1921 

135 

55*3 

11710 

300 

9-2 

IIH 

106-0 

950 

197*1 

1995 

140 

56  1 

15080 

302 

915 

1*4 

109*5 

986 

201  4 

2069 

145 

56*64 

15310 

306 

9*47 

1C.J 

11**4 

1021 

211*7 

2143 

no 

37-6 

IS  930 

*08 

9-6 

16 

117* 

1053 

219  0 

2217 

155 

58-4 

1C  SCO 

310 

9-7 

16 

121-2 

1091 

226  3 

2291 

ICO 

59-1 

16760 

*12 

9*83 

nj 

1 25-2 

1127 

233  6 

2364 

175 

ft!  3 

16030 

318 

10-2 

hi 

129*1 

1162 

246*9 

243ft 

180 

62-0 

18140 

3*0 

10*3 

ni 

1330 

1197 

218  4 

2512 

200 

67-7 

22000 

»*' 

11  J 

i* 

156*4 

1408 

292-0 

2956 
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EXPLANATION  OF  THE  PLATES; 

WITH  REFERENCES 

TO  THE 

ARTICLES  WHERE  THE  CONSTRUCTION  IS  INVESTIGATED. 
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explanation  of  the  plates. 


PLATE  I. 

Fig.  1.  is  an  isometrical  projection  of  a rectangular  steam  boiler,  (art.  225,  226.) 
with  part  of  the  top  plates  of  the  boiler,  and  part  of  the  brickwork  removed  to  show 
the  internal  parts.  A is  the  boiler ; the  half  of  the  doorway  to  the  fire  is  at  B,  and 
the  fuel  rests  on  the  fire-bars  G,  and  against  the  back  F : the  flame  passes  over  F, 
and  along  under  the  bottom ; it  rises  at  H,  and  returns  in  a flue  by  the  nearest 
side,  passes  round  the  end  by  the  flue  I,  and  along  a flue  by  the  further  side  to  the 
chimney'  at  L;  a horizontal  damper  K.  regulates  the  aperture  to  the  chimney. 
See  art.  257.  The  door  to  the  ash-pit  C should  shut  perfectly  close,  and  the 
supply  of  air  for  the  fire  should  enter  by  a passage  E,  the  aperture  of  which  is 
regulated  by  the  force  of  the  steam  acting  by  the  chain  n,  »,  (art.  258.)  In  the 
figure  the  air  is  supjmscd  to  enter  by  the  grating  at  D.  The  supply  of  water  enters 
by  the  pipe  M N,  the  end  N being  turned  along  the  bottom  of  the  boiler,  that  the 
water  may  acquire  heat  before  it  mixes  with  the  rest ; the  admission  is  regulated 
by  the  stone  float  c.  (art.  251 — 253.)  The  steam  passes  to  the  engine  by  the  pipe 
S,  and  when  it  is  not  required,  it  goes  off  by  the  safety  valve  V,  (art.  260.)  and 
through  the  pipes  T W.  The  internal  valve  is  on  the  man-hole  plate  at  a b, 
(art.  259.)  The  steam  gauge  is  at  h,  (art.  558.)  the  gauge  cocks  at  k,  i ; and  a 
cock  to  clear  the  boiler  of  water  is  at  R.  Opposite  each  flue,  as  at  Q,  there  must 
Ire  an  aperture  to  clear  it  out  at. 

Fig.  2.  shows  a method  of  admitting  water  to  a boiler  where  high  pressure  steam 
is  used.  The  pump  forces  the  water  by  the  pipe  1),  through  the  valve  aperture  A, 
into  the  boiler ; but  when  the  quantity  is  in  excess,  the  copper  float  F closes  the 
valve,  and  opens  the  valve  B to  the  waste  pipe  C,  by  which  the  surplus  passes  off. 
The  parts  must  be  balanced  on  the  axis  by  the  weight  G.  (See  art.  253.) 

Fig.  3.  4.  5.  and  6.  are  tops  for  engine  chimneys.  Fig.  3.  is  a plain  obelisk  : the 
proportions  of  an  Egyptian  obelisk  are  very  well  adapted  for  a chimney,  and  if  the 
faces  were  stuccoed  and  covered  with  sunk  figures,  it  would  render  them  novel  and 
ornamental.  Fig.  4.  is  an  octagon  top  for  a square  shaft ; Fig.  5.  an  octagon 
chimney;  and  Fig.  6.  a chimney  to  represent  a column.  (See  art.  274 — 278.) 
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PLATE  II. 


This  plate  represents  a plan  and  two  sections  of  a cylindrical  steam  boiler, 
(art.  227 — 230.)  Fig.  1.  is  a cross  section,  Fig.  2.  a longitudinal  section,  and 
Fig.  3.  the  plan ; in  the  last,  half  of  it  is  the  plan  above  the  level  of  the  boiler 
bottom,  and  the  other  half  below  it.  The  fuel  is  put  in  at  the  fire-door  13,  it 
inflames  at  D,  and  the  smoke  in  passing  over  the  hot  current  of  air  rising  through 
the  red  fuel  at  E is  consumed.  The  ash-pit  door  is  supposed  to  be  provided  with  a 
register  to  regulate  the  admission  of  air,  but  it  would  be  better  to  make  it  regulate 
itself  as  in  the  preceding  plate.  By  pushing  back  the  plate  k by  the  handle  i,  the 
clinkers  are  let  out  behind,  (art.  248.)  The  supply  of  water  is  regulated  by  a 
hollow  copper-ball  float,  and  the  supply  is  continuous,  except,  when  by  the  water 
rising,  the  valve  is  closed,  (art.  254.)  To  prevent  sediment  depositing  over  the 
fire,  I would  recommend  a division  to  be  placed  across  the  boiler  as  at  O ; the 
safety  pipe  T W is  recommended  instead  of  the  valve,  on  account  of  the  certainty 
of  its  action.  The  first  effect  of  strong  steam  is  to  displace  the  water  down  to  the 
level  of  the  mouth  of  the  pipe  at  T ; this  sets  the  feed  pipe  into  action,  and  steam 
and  water  rise  by  the  pipe  T W till  the  boiler  be  cooled  to  its  proper  temperature, 
(art.  2C4  ;)  no  internal  valve  is  required : S is  the  steam  pipe  leading  to  the 
engine.  The  same  letters  refer  to  the  same  parts  in  all  the  figures.  For  the  area 
of  the  grate,  and  ash-pit,  see  art.  197 — 199;  size  of  the  boiler,  art.  229;  the 
area  of  the  chimney,  art.  274 — 278 ; and  the  strength  of  the  boiler,  art.  525. 

Note.  In  Section  III.  I neglected  to  remark  that  the  boilers  formed  of  small 
pipes  cannot  possibly  produce  more  effect  than  others,  and  that  every  boiler  must 
contain  a certain  quantity  of  water  and  steam,  otherwise  the  slightest  neglect  of  the 
fire  would  cause  the  engine  to  stop.  It  has  been  pretty  clearly  ascertained  that  not 
one  of  the  combinations  hitherto  proposed,  has  equalled  the  kind  of  boiler  above 
described. 
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EXPLANATION  OF  THE  PLATES. 


PLATE  III. 

This  plate  represents  Brunton's  apparatus  for  feeding  furnace-fires  by  means  of 
machinery.  The  general  principles  of  the  method  and  its  advantages  have  been 
stated,  (art.  250.)  and  it  only  remains  to  describe  the  parts  of  the  figure.  The 
apparatus  was  added  to  two  boilers  of  Boulton  and  Watt’s  construction.  To  the 
original  boilers  A A,  two  additional  boilers  B B,  are  attached,  which  are  prepared 
for  the  purpose  of  being  over  the  revolving  fire-grate ; the  smoke  from  which 
passes  over  and  under  the  bridges  d d,  and  round  the  boilers  A A,  by  the  flue  C ; 
and  D D are  the  flue-doors.  The  coals,  broken  to  a proper  size,  are  put  into  the 
hoppers  E E,  and  fall  through  the  openings  F F,  and  through  the  top  of  the 
boiler  to  the  grate.  The  door  H,  to  examine  or  repair  the  fire-place,  is  attached  to 
the  boiler  by  a cement  joint.  The  additional  boilers  are  connected  to  the  main 
boilers  by  the  steam  pipes  G G. 

To  clear  the  dust  away  that  falls  over  the  edge  of  the  revolving  grate,  there  are 
doors  at  I I ; they  also  admit  a small  quantity  of  air  to  the  burning  fuel.  The 
axis  K of  the  grate  is  turned  by  the  pinion  and  wheel  at  L,  turned  by  the  upright 
shaft  N,  which  receives  its  motion  by  the  shaft  It  from  the  engine. 

The  pivot  of  the  shaft  N,  and  of  the  spindle  K,  are  in  the  foundation  plate  M. 
The  grate  bars  arc  surrounded  by  fire  bricks  h,  and  a thin  hoop  projects  below  the 
frame,  and  moves  in  sand  in  a trough  f,  and  prevents  air  entering  by  any  other 
passage  than  through  between  the  bars : a scraper  attached  to  the  grate,  and 
consequently  moving  with  it,  keeps  the  channel  i clear  of  dust. 

To  regulate  the  fire,  the  chains  S S are  connected  to  the  damper  chains,  and 
raise  or  depress  the  wedge  U by  the  lever  T,  and  thus  increase  or  diminish  the 
supply  of  coals  according  to  the  force  of  the  steam.  (Sec  art.  257.) 

The  feed  pipe  0,  with  its  stone  float  c and  balance  /,  are  as  in  other  boilers,  (art. 
251.)  The  gauge-cocks  are  at  Z,  the  man-hole  at  a,  with  an  internal  valve  at  b\ 
the  safety  valve  is  at  V,  with  a pipe  Q to  convey  away  the  steam  ; P is  the  pipe  for 
conveying  steam  to  the  engine,  with  a self-acting  stop  valve  W,  to  prevent  the 
steam  passing  from  one  boiler  to  the  other  when  both  are  in  action  ; and  X Y is  a 
lever  handle  for  closing  the  aperture  when  only  a small  supply  of  steam  is 
required. 

The  construction  will  admit  of  considerable  variation  ; and  its  advantages  in 
saving  fuel,  in  regularity  of  action,  and  in  consuming  the  sooty  matter  of  smoke, 
render  it  a desirable  addition  to  a large  boiler. 
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PLATE  IV. 

Fig.  1.  is  a section  of  the  parts  of  a high  pressure  engine  with  a four-passaged 
cock.  The  engine  is  supposed  to  be  partly  within  the  boiler,  of  which  D B is  the 
top  plate.  P is  the  steam  piston,  and  R the  piston  rod,  A is  the  four-passaged 
cock  ; the  steam  enters  from  the  boiler  at  S,  and  passes  through  l to  the  top  of  the 
piston,  and  the  steam  below  escapes  through  the  passage  b,  and  pipe  a and  E,  to 
the  atmosphere ; the  pipe  E is  surrounded  by  water,  which  the  escaping  steam 
warms  ready  for  the  boiler.  By  turning  the  cock  the  motions  are  reversed,  but  it 
is  obvious  we  cannot  in  this  engine  employ  the  expanding  force  of  the  steam.  The 
motion  is  regulated  by  a throttle  valve  V.  See  art.  350 — 361. 

Fig.  2.  and  3.  show  a section  and  plan  of  a similar  engine,  with  a D-slide 
instead  of  a cock  ; the  steam  enters  from  the  boiler  at  S,  and  by  the  passages  being 
shut  and  opened  close  to  the  extremities  of  the  cylinder,  there  is  no  loss  by  the 
communicating  pipes  bring  filled  with  strong  steam.  See  art.  364.  This  engine 
will  not  work  expansively  unless  the  construction  of  the  slide  be  altered.  See 
art.  371.  Contrary  to  the  usual  practice,  the  packing  of  the  slide  is  on  the  sliding 
part ; the  advantage  of  this  plan  is  obvious,  hut  the  practical  difficulty  of  boring 
a semi-cylinder  is  incurred. 

Fig.  4.  is  a simple  arrangement  of  the  high  pressure  engine  by  which  the 
expanding  power  of  the  steam  may  be  used ; it  is  the  invention  of  Murdoch.  The 
passages  are  opened  and  closed  by  pistons  sliding  in  a pipe  : the  steam  enters  this 
pipe  at  S,  and  the  steam  is  supposed  to  be  just  shut  off  by  the  upper  piston,  so  that 
by  the  expansion  of  that  in  the  cylinder  the  rest  of  the  stroke  is  completed,  the 
passage  E to  the  atmosphere  being  still  open.  See  art.  371 — 380.  The  slide 
would  be  improved  by  making  it  of  the  form  of  a D-slide. 

The  construction  of  the  pistons  of  the  slide  is  a suggestion  which  may  perhaps 
answer  better  than  the  common  ones,  (art.  450.  and  note.) 

Fig.  5.  is  an  arrangement  to  illustrate  the  action  of  a high  pressure  engine  to 
work  expansively  by  means  of  combined  cylinders.  See  art.  381 — 383. 
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PLATE  V. 


Fig.  1.  ig  a section  of  a double-acting  condensing  engine,  with  a slide  adapted 
for  working  by  the  expanding  force  of  steam ; the  slide  being,  in  Fig.  1.,  in  the 
position  for  letting  the  steam  on  at  the  top.  Fig.  2.  shows  the  steam  shut  off,  and 
the  passage  to  the  condenser  still  open  ; and  Fig.  3.  the  position  when  the  steam  is 
let  on  at  the  bottom.  See  art  448.  The  steam  enters  at  S,  and  a pipe  of  com- 
munication between  the  steam  pipe  and  the  condenser  is  necessary,  to  allow  steam 
to  enter  the  condenser  when  the  engine  is  about  to  be  set  to  work,  (art.  414.) 

Fig.  4.  is  a section  of  a single-acting  condensing  engine,  with  valves  to  the 
passages,  (see  art.  406.) ; and  Fig.  5.  a different  arrangement  of  the  valves  for  a 
single  engine. 

Fig.  6.  represents  the  box  slide,  admitting  steam  through  the  upper  passage  and 
open  below  to  the  eduction  passage,  or  to  the  condenser. 

In  all  these  figures  the  same  letters  indicate  the  same  parts.  C is  the  steam 
cyliuder,  P the  steam  piston,  R the  piston  rod,  B the  condenser,  with  a jet  of  water 
playing  into  it  from  I the  injection  cock ; A is  the  air  pump,  and  p its  piston  ; 
G is  the  foot  valve  between  the  condenser  and  air  pump ; M the  air  pump,  and 
Q the  discharge  valve  of  the  air  pump,  through  which  the  air  and  hot  water  are 
forced  into  the  hot  well  K,  from  whence  a part  is  raised  by  a small  force  pump  to 
the  boiler  feed  head,  and  the  rest  runs  off  by  a waste  pipe.  II  is  the  blow  valve  to 
the  condenser,  (art.  566.)  The  condenser  and  air  pump  are  placed  in  a cistern, 
which  is  constantly  supplied  with  cold  water  by  a pipe  N. 

The  jet  should  be  made  through  a rose  on  the  end  of  the  pipe  ; for,  to  produce 
speedy  and  perfect  condensation,  the  cold  fluid  should  present  the  greatest  possible 
surface  to  the  steam  it  is  to  condense,  (see  art.  280.) ; and  it  should  be  impelled 
into  the  condenser  with  greater  force  than  the  ordinary  head  in  the  cistern 
admits  of. 

In  large  engines  the  connecting  eduction  pipe  E,  Fig.  1.  may  be  on  the  outside 
of  the  steam  pipe  S,  and  the  parts  of  the  slide  connected  only  by  a rod,  as 
mentioned  in  art.  447. 
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PLATE  VI. 

Fig.  1.  is  a section  of  a common  atmospheric  steam  engine ; C is  the  cylinder, 
and  the  piston  is  supposed  to  have  a wooden  bottom,  according  to  the  practice  of 
Sineaton,  (art.  466.)  ; the  steam  is  let  on  by  a modification  of  Hornblower's  valve, 
(art.  442.)  instead  of  the  common  regulator,  (art.  461.)  For  the  proportions  of  the 
engine,  see  art.  393—399. 

Fig.  2.  is  a section  of  an  atmospheric  engine  with  a separate  condenser  and  air 
pump  ; sec  art.  400 — 405.  An  elevation  of  this  engine  is  shown  in  Plate  XI. 

Fig.  3.  is  a section  of  a combined  cylinder  engine  on  Hornblower’s  principle, 
(art.  32.)  where  the  steam  passages  are  opened  and  closed  by  a combination  of 
slides  in  one  pipe.  See  art.  425—429.  Woolfs  engines  have  two  cylinders,  but 
the  passages  are  opened  by  valves. 

Fig.  4.  is  a section  of  Hornblower’s  double-seated  valve.  See  art.  441. 

Fig.  5.  represents  a section  of  Murray’s  slide ; it  is  a sliding  cover  which  alter- 
nately covers  the  passages  a c and  c b : the  disadvantage  of  this  construction  is, 
that  the  pressure  of  the  steam  is  nearly  three  times  as  great  on  the  moving  surfaces, 
as  it  is  in  Murdoch's  arrangement  shown  in  the  last  Plate.  See  art.  446. 

Fig.  6.  and  7.  show  the  mode  of  forming  the  apertures  of  a four-passaged  cock, 
so  that  the  steam  may  be  shut  off  at  any  period  of  the  stroke  without  closing  the 
passages  to  the  condenser.  See  art.  456.  T is  the  passage  to  the  top,  and  I)  that 
to  the  bottom  of  the  cylinder  ; the  steam  enters  at  S,  and  C is  the  passage  to  the 
condenser.  Fig.  6.  shows  the  position  of  the  cock  when  the  steam  is  entering,  and 
Fig.  7.  when  it  is  shut  otf. 
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PLATE  VII. 

This  plate  is  to  represent  the  construction  of  pistons. 

Fig.  1.  represents  a section,  and  part  of  the  plan,  of  the  common  packed  piston, 
which  is  tightened  by  the  screws  S when  it  wears.  See  art.  467. 

Fig.  2.  shows  one  of  Woolf s methods  of  tightening  the  whole  of  the  screws  at 
once,  and  consequently  in  the  most  regular  manner,  without  having  to  take  olf  the 
cylinder  lid.  See  art.  468. 

Fig.  3.  is  the  plan  and  section  of  Cartwright’s  metallic  piston,  (art.  43.)  as  at 
first  executed  ; it  was  afterwards  made  with  spiral  and  other  springs,  acting  only 
on  the  interior  segments  of  rings  A A,  but  it  required  that  the  outer  ones  should  be 
moved  ; and  this  has  been  done  by  making  the  interior  segments  in  short  pieces  to 
cover  the  joints  of  the  outer  ones,  so  as  to  leave  Bpace  to  insert  springs  between 
them,  to  act  directly  on  the  outer  segments,  by  Mr.  Lloyd  ; it  has  also  been  done 
by  inserting  a short  cylindrical  piece  against  each  joint  of  the  outer  ring,  both  the 
cylindrical  pieces  and  the  outer  segments  being  pressed  outwards  by  spiral  springs : 
this  method  is  employed  by  Messrs.  Hall.  See  art.  469. 

Fig.  4.  represents  Barton’s  construction  of  metallic  pistons  in  plan  and  section. 
The  points  of  the  wedges  G expaud  faster  than  the  segments  E in  the  ratio  of  m n 
to  o »,  and  hence  wear  the  cylinder  unequally.  To  prevent  this,  the  points  are 
shortened,  and  two  elastic  hoops  A A,  Fig.  5.  are  put  round,  neatly  fitted  with  a 
loose  tongue  joint,  as  shown  at  Fig.  6.  See  art.  470. 

Fig.  7.  shows  a method  of  avoiding  the  defect  of  Barton’s  piston,  by  keeping  the 
points  of  the  wedges  as  much  within  the  segments  of  tire  piston  as  may  be  necessary 
for  wear,  before  a change  of  parts  becomes  necessary,  and  making  two  series  to 
break  joints.  See  art.  471,472. 

Fig.  8.  represents  a section  of  Jessop’s  piston,  and  Fig.  9.  the  expanding  coil  of 
metal  which  rubs  against  the  cylinder.  Sec  art.  473.  I am  of  opinion  that  a 
more  perfect  method  of  pressing  the  packing  against  the  metal  coil,  is  the  only 
thing  wanted  to  render  this  decidedly  the  best  kind  of  piston. 

The  friction  of  pistons  is  investigated  in  art.  474. 
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PLATE  VIII. 

Fig.  I.  represents  a section  of  the  steam  pipes  and  valves  of  Messrs.  Fenton 
and  Murray’s1  double  engine,  Plate  xiv. ; and  Fig.  2.  the  communicating  rods. 
The  steam  enters  by  the  pipe  C,  which  has  a throttle  valve  at  a,  to  regulate  the 
supply’  of  steam  to  the  engine,  (art.  544.)  It  is  regulated  by  the  action  of  the 
governor  balls  on  the  lever  b , by  the  connecting  rod  c : the  rotary  motion  is  com- 
municated to  the  axis  of  the  governor,  by  means  of  a band  passing  from  a pulley 
on  the  crank  shaft  to  a similar  pulley  d on  the  axis  of  the  governor.  The  governor 
consists  of  two  bent  levers  e e,  passing  through  a slit  in  the  middle  of  the  spindle, 
and  turning  upon  an  axis  at  f.  The  upper  part  of  the  spindle  has  a slide  It,  which 
is  connected  to  the  levers  by  the  rods  i i,  and  ascends  when  the  centrifugal  force 
of  the  governor  increases,  so  as  to  cause  the  balls  to  rise,  and  descends  when  it 
decreases ; and  the  lever  / moves  with  it,  and  consequently  the  valve.  When  the 
engine  is  at  rest,  the  balls  j j rest  against  the  arms  k k ; the  upper  end  of  the 
levers  e e are  nearer  to  each  other;  and  the  rod  e is  raised  so  that  the  throttle 
valve  may  be  quite  in  a horizontal  direction,  and  the  pipe  completely  ojicn  for  the 
passages  of  the  steam.  See  art.  550. 

By  the  pipe  D D,  the  steam  passes  either  to  the  top  or  bottom  of  the  cylinder 
from  the  throttle  valve  a,  and  by  the  eduction  pipe  E E the  steam  from  cither 
passes  down  to  the  condenser.  The  valves  n o have  each  a cylindrical  tube  or 
spindle  passing  through  the  stuffing  boxes  ri;  the  upper  end  of  each  of  these  has 
a stuffing  box,  the  upper  one  at  t,  the  other  at  u,  for  the  rods  of  the  valves  p q , 
which  open  to  the  eduction  pipe  E,  so  that  cither  the  steam  or  eduction  valves  may 
be  opened  without  allowing  steam  to  escape. 

Fig.  2.  is  a front  view  of  the  two  sliding  rods  which  give  motion  to  the 
valves  n,  o,  p,  and  q.  These  rods  are  kept  in  a fterpendieular  direction  by  the 
pieces  z z,  and  the  guide  1 ; the  lower  end  of  the  rods  have  friction  rollers  3 3, 
which  are  acted  upon  by  the  two  eccentric  pieces  4 4,  on  the  horizontal  shaft  Z, 
which  derives  its  motion  from  a shaft  Y,  placed  at  right  angles  to,  and  communi- 

1 In  reference  to  these  nozlcs  amt  stile  pipes,  Fenton  and  Murray  brought  an  action  against 
Boulton  and  Watt  for  an  infringement  on  their  patent  for  working  one  valve  through  the  other; 
but  it  wus  decided  that  Mr.  Boulton’s  Mint  Engine  had  been  working  with  valves  similarly  con- 
structed for  a length  of  time  previous  to  their  patent. 
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eating  by  means  of  beveled  wheels  with  the  crank  shaft.  Four  arms,  9,  10,  11, 
and  12,  are  fixed  to  the  rods  v v and  w tc,  for  the  purpose  of  moving  the  valves, 
and  a lever  or  handle  (13),  turning  on  a pin  screwed  on  the  pipe  E,  is  used  to  open 
and  shut  the  steam  valves  when  the  engine  is  first  set  to  work ; (sec  art.  566  ;)  the 
steam  gauge  (21)  is  for  measuring  the  pressure  of  the  steam  above  that  of  the 
atmosphere,  (art.  558.)  and  the  condenser  gauge  (24)  is  for  measuring  the  force  of 
the  vapour  in  the  condenser,  (art.  559.) 

Fig.  3.  4.  5.  and  6.  represent  the  four-way  cock  as  executed  by  Maud-lay. 
Fig.  5.  is  the  plan  taken  at  the  horizontal  line  D E,  in  Fig.  3.  and  4.,  which  are 
sections  through  the  steam  cock.  In  these  figures  E is  the  steam  pipe,  and  F the 
pipe  leading  to  the  condenser  G.  Fig.  4.  is  the  steam  cock  or  cone  ground  into  its 
seat,  and  provided  with  a grease  cup  H to  afford  a regular  supply. 

Fig.  6.  is  a plan  of  the  upper  side  of  the  steam  cone.  See  art.  457  and 
Plate  xv. 
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PLATE  IX. 

The  apparatus  for  opening  and  closing  the  steam  passages  is  of  more  importance 
to  the  perfection  of  the  steam  engine,  than  any  other  part  of  its  mechanism.  In  the 
present  state  of  the  engine  the  action  is  either  very  complicated  or  imperfect : my 
object  in  this  plate  is  to  show  how  the  imperfection  of  the  most  simple  method  may 
be  avoided,  and  also  how  it  may  be  applied  to  reciprocating  movements. 

Fig.  1.  shows  a section,1  and  Fig.  2.  a plan,  of  an  apparatus  for  opening  and 
closing  the  steam  passages  by  means  of  the  rotary  motion  of  the  crank  shaft  D : 
the  object  of  the  method  is  to  give  such  a form  to  a wheel  on  the  shaft  D as  will 
move  the  pin  e twice  during  the  stroke,  and  in  the  easiest  and  quickest  manner. 
For  this  purpose  the  shaft  passes  through  a rectangular  frame  which  rests  in  grooves 
on  the  shaft  to  keep  it  in  its  place,  with  liberty  to  slide  backwards  and  forwards  ; 
aud  it  is  provided  with  two  rollers,  to  be  acted  on  by  the  curved  surfaces  of  a wheel 
fixed  on  the  shaft.  The  curve  H G moves  the  valves  at  the  termination  of  the 
stroke,  and  I K shuts  off  the  steam,  that  the  engine  may  work  expansively  the 
rest  of  the  stroke.  In  order  that  there  may  be  the  power  of  varying  the  time  of 
cutting  off  the  stroke,  the  curve  I K may  be  on  a separate  piece  M,  (Fig.  2.)  capable 
of  being  moved  from  N to  0.  The  apparatus  is  supposed  to  move  a slide  of  the 
kind  represented  in  Plate  v.  Fig.  1 ; but  is  equally  applicable  to  move  the  four- 
passaged  cock,  (art.  456  and  458)  or  valves.  For  the  nature  of  the  curves,  see 
art.  481. 

Fig.  4.  and  5.  represent  the  same  principle  applied  to  a reciprocating  motion. 
The  plug-tree  A B is  kept  in  its  place  by  guides  on  the  brackets ; these  guides 
slide  in  the  dark  grooves.  The  curved  parts  H I,  C D,  K L,  See.  successively 
move,  horizontally,  the  frame  C on  four  rollers  supported  by  the  brackets  attached 
to  the  engine ; and  by  the  backward  and  forward  motion  it  turns  the  axis  E,  aud 
raises  or  depresses  the  lever  F,  which  acts  on  the  rod  of  the  slide.  The  same  move- 
ment would  obviously  open  valves  or  turn  a cock.  By  the  lever  on  the  right-hand 
side,  the  roller  frame  may  be  moved  by  hand  ; but  by  not  reversing  Fig.  5.  it  has 
been  shown  there  on  the  left.  See  art.  483. 

Fig.  3.  represents  the  method  of  opening  valves  by  weights,  the  plug-tree  A B 
being  made  a means  of  raising  the  weights,  and  of  disengaging  them  by  the 
tappets  f,  d.  See  art.  478. 

1 Fig.  1.,  as  represented  la  the  Plate,  is  too  much  limited  to  allow  the  motion  to  be  reversed. 

2 c 
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PLATES  X.  (A)  AND  (B). 

The  figures  of  these  plates  are  to  illustrate  the  combinations  used  to  produce 
rectilinear  motion,  from  motion  in  a circular  arc. 

Fig.  1.  is  the  parallel  motion  used  for  steam  boat  engines.  The  beam  A F is 
below  the  cylinder  ; from  G,  the  end  of  the  cross  head,  draw  a line  to  A,  the  centre 
of  the  axis  of  the  beam,  and  it  will  cut  the  rod  I)  B in  E,  and  the  length  of  the 
radius  bar  C D may  be  found  by  art  492. ; when  E B is  equal  to  E D,  the  length 
of  the  bar  C D is  equal  to  A B,  and  this  is  the  best  though  not  always  the  most 
convenient  form.  The  rod  D'  G may  be  at  any  height,  provided  it  be  parallel  to 
A F ; and  B may  be  at  any  point  in  A F,  if  the  position  of  C is  not  limited. 

Fig.  2.  shows  the  most  common  construction  for  engines  with  the  beam  above 
the  cylinder.  H is  the  piston  rod  connected  at  G,  and  C D is  the  radius  bar. 
The  line  G A cuts  the  lint  B D in  E,  the  proper  point  for  the  air  pump  rod. 
Fig.  3.  shows  a plan  of  the  upper  side  of  the  beam,  where  C D,  C D are  the  radius 
bars ; and  the  beam  is  in  two  parts,  as  is  usual  in  large  engines. 

Fig.  4.  is  a diagram  to  illustrate  the  investigation  of  the  properties  of  the 
combination  in  its  most  simple  form.  See  art.  489. 

Fig.  5.  is  a diagram  for  the  apparently  more  complicated  case,  when  the  rod  is 
fixed  to  one  angle  of  a parallelogram.  See  art.  492. 

Fig.  6.  shows  how  to  arrange  for  three  piston  rods  to  move  parallel,  as  for 
Woolf s engine  : the  points  of  suspension  must  be  all  in  the  line  A G ; and  any 
number  of  them  may  be  similarly  adapted. 

Fig.  7.  shows  another  arrangement  for  three  rods  at  one  end,  and  two  at  the 
other  end  of  the  beam.  See  art.  495.  The  dotted  arcs,  Plate  x.  (B),  bIiow  how 
the  centre  C for  the  radius  bar  may  be  determined  geometrically,  by  drawing  a 
circle  through  die  three  positions,  D,  d,  cT,  of  the  point  of  connexion. 

In  all  the  cases  the  corresponding  points  are  marked  by  the  same  letters,  and 
therefore  by  referring  to  the  investigation  of  Fig.  4.  the  relations  may  be  traced  : 
the  particular  forms  of  different  engine  makers  will  be  found  by  turning  the  part 
upside  down,  altering  the  place  of  the  parallel  bar  G D,  or  altering  the  proportions 
of  the  parts.  In  every  combination  where  the  bar  C D is  not  equal  to  A B,  the 
variation  from  rectilinear  motion  increases  with  the  extent  of  the  angle  described. 

Variations  of  the  parallel  motion  are  exhibited  in  some  of  the  other  Plates. 

Fig.  8.  is  designed  to  show  that  the  vibrating  pillar  motion  is  exactly  the  same 
in  principle,  and  only  differs  in  the  particular  mode  of  combination.  See  art.  494. 
Fig.  9.  is  a particular  case. 
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Fig.  10.  and  II.,  parallel  motions  for  steam  boat  engines,  show  how  the  point 
of  connexion  of  the  radius  rod  may  be  determined  by  geometrical  construction. 
Thus,  having  determined  the  three  points,  H,  A,  A',  set  off  A A equal  to  C A' ; join 
C A,  and  bisect  it  with  the  straight  line  n d,  meeting  k h d in  the  point  required  : 
for  since  A d = C d,  and  A A ■=  C A',  we  have  A d — A'  dt ; and  hence  when  d arrives 
at  d A will  coincide  with  A',  and  the  motion  will  thus  be  properly  adjusted. 
Fig.  1.  may  be  constructed  in  this  manner.  See  art.  492. 

Fig.  12.  exhibits  a simple  parallel  motion,  and  is  easily  constructed  geometrically 
by  finding  C,  the  centre  of  a circle,  passing  through  the  three  points  D D'  D''. 
Fig.  13.  shows  how'  a pump  rod  may  be  attached  to  this  motion. 


PLATE  XI. 

This  plate  represents  a plan  and  elevation  of  an  atmospheric  engine  for  raising 
water  from  a mine.  The  beam  is  supported  by  a frame  of  cast  iron,  designed  so 
that  it  may  be  taken  apart  when  it  is  necessary  to  move  the  engine  to  another 
mine,  (art.  578.)  The  steam  comes  from  the  boiler  by  the  steam  pipe  S,  and  is 
admitted  to  the  cylinder  C by  a sliding  piston  in  D,  (see  Fig.  2.  Plate  vi.)  and 
then  the  piston  in  the  cylinder  C rises  to  the  top  of  the  stroke,  and  the  piston  rod 
forces  the  end  / of  the  beam  up  with  it ; as  the  beam  rises,  it  draws  the  rod  F G 
with  it,  which  near  the  end  of  the  stroke  moves  the  sliding  frame  H,  (art.  483.) 
and  by  the  rod  O the  slide  in  B,  so  as  to  shut  the  steam  oil',  and  open  the  passage 
to  the  air  pump  A : into  the  passage  a jet  of  water  plays  at  I.  The  piston  then 
begins  to  descend  by  the  pressure  of  the  atmosphere  and  raises  the  pump  rods,  and 
at  the  end  of  the  stroke  the  part  F of  the  rod  F G moves  the  elide,  and  shuts  the 
passage  to  the  air  pump,  and  opens  that  for  the  steam.  See  Plate  vi.  Fig.  1. 

The  parallel  motion1  is  guided  by  the  radius  rod  cd  attached  to  the  frame,  (art. 
491.  and  495.)  and  by  connecting  the  rods  Ai:  the  same  rod  does  for  both  ends 
of  the  beam.  The  sliding  frame  II  is  supported  by  a cross  bar  beneath  H, 
and  another  at  K,  and  the  slide  may  be  moved  by  hand  by  the  lever  M.  Cold 
water  for  injection  is  supplied  by  the  pump  E,  and  water  is  raised  from  the  hot 
well  by  the  pump  1),  and  passes  to  the  boiler  by  the  pipe  Q,  with  a small  branch 
pipe  at  P,  to  give  water  to  the  top  of  the  piston.  See  art.  400 — 405. 

1 In  the  parallel  motion  apparatus,  shown  in  Fig.  1.,  the  vibration  of  the  beam  is  not  bisected. 
See  p.  233,  Note. 
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PLATE  XII. 

This  plate  shows  an  elevation  of  a single  acting  engine,  as  executed  by  Messrs. 
Boulton  and  Watt.  The  boiler  a is  inclosed  in  a ease  of  brickwork,  and  the  steam 
passes  by  the  steam  pipe  b,  to  the  cylinder  e,  which  is  firmly  attached  to  the  floor 
of  the  engine  room,  by  the  bolts  d,  d:  its  upper  end  is  covered  by  the  lid  c, 
through  which  the  piston  rod  k slides  in  an  air-tight  box  called  a stuffing  box. 
The  beam  / g moves  on  its  axis  or  gudgeon  at  h ; and  the  bearings  in  which  the 
gudgeons  work  are  sustained  by  the  floor  and  wall  i. 

The  pump  rody,  carrying  a counter-weight,  is  suspended  at  the  end  g of  the 
beam ; and  both  it  and  the  piston  rod  k are  connected  by  a parallel  motion  appa- 
ratus to  the  working  beam  f g.  See  art.  492.  • 

The  condensing  cistern  is  at  m,  and  contains  the  air  pump  it,  the  condenser,  and 
hot  well  o : a continued  supply  of  cold  water  is  procured  by  the  action  of  the  cold 
water  pump  p,  and  the  excess  is  carried  off  by  a waste  pipe  to  the  well  q ; the 
whole  of  the  external  part  of  the  apparatus  being  kept  by  that  means  at  the  lowest 
temperature  possible. 

The  upper  steam  valve  is  at  r,  and  the  lower  at  .1,  and  the  exhaustion  valve  at  I. 
See  Fig.  5.  Plate  v.  These  valves  are  moved  by  the  plug  tree  »,  which  is  furnished 
with  tappets  to  give  motion  to  the  levers  acting  on  the  valves  r,  r,  (.  See  art.  478, 

The  pump  to  raise  water  from  the  hot  well  o,  to  supply  the  boiler,  is  at  u,  and 
tlie  water  is  conveyed  by  the  pipe  w to  to  the  small  cistern  x on  the  top  of  the  feed 
pipe,  which  is  provided  with  a valve,  and  acted  on  by  a lever  connected  by  a wire 
passing  down  through  a stuffing  box  y,  to  a stone  float  in  the  boiler,  which  by  its 
descent  opens  the  valve,  and  allows  the  admission  of  an  additional  supply  of  water 
when  it  is  required,  (art.  251.) 

In  order  to  prevent  concussion,  two  blocks  1,  2,  are  fixed  across  the  upper  side 
of  the  beam,  and  extend  on  each  side  so  as  to  strike  on  four  wooden  springs,  on 
the  floor  which  supports  the  beam.  See  art.  549. 

For  large  engines  the  beam  is  in  two  parts,  with  a space  between  them,  as 
shown  in  Fig.  3.  Plate  x. 

The  proportions  of  the  single  engines  arc  given  in  Sect.  vi.  art.  406 — 413  ; the 
application,  in  art.  572,  573.  582.  and  587  ; their  effects,  art.  576  ; and  their  power, 
and  consumption  of  fuel,  Table  it.  art.  6G3. 
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PLATE  XIII. 

This  plate  represents  a double  acting  steam  engine  for  raising  water,  (art.  570, 5t?2.) 

The  steam  from  the  boiler  enters  by  the  steam  pipe  S,  passes  through  the  top 
valve  a,  to  act  on  the  piston  p,  and  forces  it  down ; and  just  before  it  arrives  at  the 
bottom  of  the  cylinder,  the  plug  on  the  rod  R will  come  in  contact  with  a lever, 
and  shut  the  valves  a b,  and  open  c d , which  were  shut ; the  steam  will  now 
continue  its  course  down  the  pipe  S through  the  valve  d,  act  on  the  bottom  of  the 
piston  p,  and  again  force  it  up  to  the  top  of  the  cylinder,  while  the  steam  which 
forced  it  down  will  make  its  escape  to  the  condenser  B,  through  the  valve  b,  by 
a pipe  which  conveys  the  steam  from  the  valves  to  the  condenser. 

Having  described  one  double  stroke  of  the  engine,  it  is  only  necessary  to  remark 
that  its  continued  motion  is  made  of  a repetition  uf  the  same  thing  over  again.  The 
steam  which  passes  to  the  condenser  B meets  w ith  a jet  of  cold  water  from  the 
injection  cock  I,  and  the  greater  part  of  it  is  reduced  to  the  state  of  water,  and  it 
is  the  office  of  the  air  pump  A to  clear  it  away.  The  rod  R works  the  air  pump 
which  draws  out  all  the  injected  water,  air,  and  condensed  steam,  and  discharges 
it  through  the  valve  at  the  top  of  the  air  pump  into  the  hot  well,  w:here  a certain 
portion  of  the  water  is  again  forced  back  to  the  boiler  by  the  force  pump  L,  and 
the  remainder  runs  to  waste : at  the  same  time,  to  the  other  end  of  the  great  beam 
is  attached  the  rod  of  the  cold  water  pump  N,  which  supplies  the  cistcm  containing 
the  condenser  and  air  pump  with  cold  water ; and  from  this  source  the  injection 
cock  has  its  supply. 

The  governor  Q is  put  in  motion  by  beveled  wheels  on  the  shaft  of  the  fly 
wheel  P,  (art.  540.)  and  regulates  the  throttle  valve  in  the  steam  pipe  S,  so  as  to 
close  it  a little  for  a less  admission  of  steam  when  the  speed  is  increasing ; and  on 
the  contrary,  when  the  engine  relaxes  in  its  speed,  the  balls  will  again  begin  to 
fall,  and  open  it  a little  so  as  to  admit  more  steam ; by  this  means  the  work  may 
vary,  and  yet  a uniform  motion  be  kept  up  by  the  engine,  (art.  550.) 

In  the  pumping  apparatus,  the  rod  M is  the  pump  rod  for  the  purpose  of  raising 
water ; when  the  rod  descends,  the  water  will  be  forced  through  G into  the  upper 
air  vessel  E,  from  w hence  it  passes  in  a continued  stream  to  the  reservoir,  at  a 
distance  and  height  proportional  to  the  power  of  the  engine.  The  barrel  of  the 
pump  will  be  refilled  from  F,  the  source  which  communicates  with  the  lower  air 
vessel  H ; when  the  rod  rises,  the  opposite  valve  at  the  top  will  open,  and  the  water 
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will  be  forced  through  into  the  air  vessel  E,  and  the  supply  for  the  descending 
stroke  will  rush  in  by  the  bottom  valve  from  F,  and,  as  before,  be  discharged 
through  G. 

For  the  proportions  of  this  kind  of  engine  (see  art.  414 — 423).  I would  re- 
commend the  adoption  of  Field’s  valve  instead  of  the  throttle  valve.  See 
art.  547. 


PLATE  XIV. 

This  plate  represents  a double  acting  steam  engine,  for  impelling  machinery,  as 
executed  by  Messrs.  Fenton,  Murray,  and  Co.,  of  Leeds. 

The  engine  is  supported  by  the  walls  A A A A,  part  of  which  form  the  walls  of  the 
engine  house.  The  steam  cylinder  B is  secured  to  the  wall  below  it  by  bolts ; it  is 
enclosed  in  a jacket  or  casing  of  cast  iron,  a little  larger  than  the  cylinder,  and  the 
space  between  them  is  supplied  with  steam,  to  keep  the  temperature  of  the  cylinder 
as  near  to  the  temperature  of  the  steam  as  possible.  (Sec  art.  155.)  The  steam 
comes  from  the  boiler  by  the  steam  pipe  C C,  to  the  valve  pipe  D D,  and  passes 
to  the  condenser  by  the  eduction  pipe  E E,  leading  to  the  condenser  F,  which 
with  the  air  pump  G is  immersed  in  the  cold  water  cistern  H,  supplied  through 
the  pipe  J.  The  cold  water  pump  1 is  worked  by  the  rod  O attached  to  the 
engine  beam.  The  air  pump  is  worked  by  the  rod  N,  and  delivers  the  water 
into  the  hot  well,  from  whence  the  hot  water  pump  K,  worked  hy  the  rod  P,  the 
upper  part  of  which  is  connected  with  the  working  beam  at  Q,  raises  a quantity  of 
hot  water  to  supply  the  boiler. 

The  working  beam  Q is  supported  by  the  cast  iron  column  R,  and  is  connected 
to  the  piston  rod  L by  the  parallel  motion  M M (sec  art.  188);  the  other  end  of 
the  beam  gives  a rotary'  motion  to  the  crank  Bliaft  by  means  of  the  connecting  rod 
S,  the  lower  part  of  which  is  attached  to  the  crank  T ; and  a spur  wheel  U on  the 
crank  shaft,  working  into  a pinion  on  the  shaft  V,  gives  motion  to  it,  and  to  the 
fly  wheel  W,  (sec  art.  540.)  By  means  of  a train  of  shafts  and  beveled  wheels 
X V Z,  moved  by  the  crank  shaft,  the  axis,  carrying  the  eccentric  rollers  which 
move  the  valves,  is  kept  in  motion,  and  the  rods  a b,  which  are  connected  to  the 
valves,  are  raised  and  depressed  at  the  proper  times,  or  by  hand  by  the  lever  e, 
in  the  manner  more  fully  described  in  Plate  vm.  In  some  of  their  engines 
they  use  slides  nearly  of  the  kind  mentioned  in  art.  447.  The  injection  of  cold 
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water  to  the  condenser  is  regulated  by  a cock,  moved  by  the  handle  c on  the 
spindle  d. 

The  governor  g (see  art.  550.)  is  kept  in  motion  by  bands  from  the  crank  shaft, 
and  opens  or  closes  the  throttle  valve  in  the  steam  pipe  C by  means  of  a lever  A A. 
See  Plate  vm.  Fig.  1. 

The  proportion  of  the  parts  for  a double  engine  of  this  kind  may  be  ascertained 
by  art.  414—423.  It  ought  to  be  made  to  work  expansively,  but  in  this  case  it 
has  not  been  done : the  saving  resulting  from  causing  the  engine  to  work  ex- 
pansively, will  be  in  the  ratio  of  about  10  to  7 to  do  the  same  work,  (art.  422.) 
See  Table  in.  art.  604. 


PLATE  XV. 

As  an  example  of  a portable  condensing  engine  for  impelling  machinery,  I have 
taken  that  of  Mr.  Maudslay,  where  the  beam  is  omitted,  and  the  crank  connected 
directly  with  the  piston  rod.  Fig.  1.  is  a front  elevation  of  an  engine ; Fig.  2. 
a longitudinal  section  ; and  Fig.  3.  an  end  view.  The  cylinder  B is  supported  by 
a cast  iron  frame  A,  and  C is  the  piston,  with  the  rod  D,  connected  to  a cross  head 
at  E,  and  guided  by  the  wheel  F,  which  keeps  the  piston  rod  in  a vertical  direction, 
by  moving  in  the  frame  G ; die  side  rods  H H connect  the  cross  head  E with  the 
double  crank  I 1,  which  turns  in  the  plummer  blocks  or  bearings  J J,  one  on 
each  side  of  the  frame,  and  to  which  the  fly  wheel  shaft  K,  carrying  a fly  wheel  M, 
is  connected  by  a coupling  box,  or  clutch  L,  at  the  end  next  the  engine. 

Two  eccentric  wheels  N N,  on  the  crank  shaft  K,  give  motion  to  the  levers  O 
and  T,  by  means  of  the  connecting  rods  P P.  The  lever  O,  supported  by  the 
bearing  Q,  works  the  cold  water  pump  S,  by  the  rod  R ; while  the  beam  T, 
working  on  the  centre  V,  works  the  air  pump  X by  the  slings  t>,  and  the  hot 
water  pump  Y ; which  by  the  feed  pi|>e  Z supplies  the  boiler  widi  hot  water.  On 
the  cross  rail  (a)  the  guide  is  fixed  to  confine  the  air  pump  rod  to  a vertical  motion ; 
the  condenser  b surrounds  the  air  pump,  and  is  again  surrounded  by  one  of  the 
cold  water  cisterns  c ; the  two  cisterns  are  connected  by  a pipe  d : the  steam  from 
the  cylinder  passes  to  the  condenser  through  the  eduction  pipe  e,  and  the  cold 
water  for  injection  is  admitted  to  the  condenser  by  the  cock  f.  The  air  and  con- 
densed steam  ascends  through  the  foot  valve  g in  the  bottom  into  the  air  pump. 
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The  mechanism  for  opening  and  closing  the  steam  passages  consists  of  an 
eccentric  piece  It,  fixed  on  the  crank  shaft,  the  action  of  which  communicates 
a reciprocating  motion  to  the  rod  i,  which  by  a bent  lever  moves  the  connecting 
rod  /,  and  lever  m,  that  is  fixed  at  one  extremity  of  a spindle  having  a beveled 
wheel  at  the  other ; which  works  into  another  on  the  spindle  n of  the  steam  cock  o, 
by  which  the  steam  is  admitted  from  the  steam  pipe  to  the  cylinder.  The  engine 
is  worked  by  hand  by  means  of  the  handle  A. 

A pair  of  beveled  wheels  on  the  fly  wheel  shaft  gives  motion  to  the  governor 
balls,  and  these  raise  or  depress  the  piece  marked  p on  the  axis,  which  by  its 
peculiar  form  acts  on  a lever,  and  retains  the  valve  in  the  steam  pipe  at  <]  open  for 
a longer  or  shorter  time  for  the  admission  of  steam  according  to  the  velocity  of  the 
engine,  (see  art.  .547.)  There  is  also  an  apparatus  for  working  the  throttle  valve 
by  the  same  governor. 

This  engine  is  in  a very  compact  form  : it  is  however  a little  too  complex,  and 
its  frame  reminds  one  of  an  antiquated  style  of  cabinet-work  ; but  the  beauty  of 
the  workmanship  is  unequalled,  and  is  faithfully  represented  by  Mr.  Clement's 
drawings. 

To  proportion  the  parts  of  an  engine  of  this  kind,  see  art.  419 — 422.  and  the 
articles  there  referred  to ; and  Table  in.  (art.  664.)  It  is  adapted  for  engines  of 
from  2 to  30  horse  power. 
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PLATE  XVI. 

Fig.  1.  and  2.  represent  the  instrument  called  the  indicator,  for  measuring  the 
force  of  the  steam  in  the  cylinder  of  an  engine.  See  art.  560. 

Fig.  3.  and  4.  are  diagrams  to  illustrate  the  comparative  stability  of  opposite 
classes  of  forms  for  vessels.  See  art.  599,  600. 

Fig.  5.  If  the  motion  of  a vessel  were  always  direct,  its  sides  should  be  parallel, 
and  one  of  the  section  Fig.  3.  may  be  terminated  by  making  both  the  extremities 
of  the  same  figure,  and  formed  by  circular  arcs ; then  if  the  section  be  similar,  so 
that  the  stability  may  be  equal  throughout  the  length,  (art.  599.)  the  water 
lines  will  increase  in  curvature  towards  the  keel  (they  are  shown  by  dotted  lines) ; 
but  the  actual  obliquity  of  the  resisting  surface,  by  which  these  resistances  are 
measured,  decreases  in  descending.  The  objection  I should  make  to  this  mode  of 
forming  a vessel' is,  that  it  would  not  have  a sufficient  tendency  to  keep  in  its 
course ; and  I think  a better  form  would  be  obtained  by  conceiving  the  midship 
section  to  advance  parallel  to  itself,  and  also  towards  the  keel,  in  the  same  manner 
as  is  shown  in  the  next  figure. 

Fig.  6.  If  the  section  Fig.  4.  be  the  midship  section,  and  the  plan  of  the  load- 
water  line  be  formed  by  arcs  of  circles,  and  the  sections  be  all  drawn  by  the  same 
mould  as  the  midship  section,  as  far  as  the  breadth  at  the  part  allows,  then  the 
form  will  be  as  Fig.  6. ; the  water  lines  would  be  all  of  the  same  curvature,  the 
capacity  would  be  easily  measured,  and  the  construction  would  be  simple. 

But  it  is  necessary  to  remark,  that  parallel  sides  are  best  only  for  direct  motion. 
In  an  oblique  motion,  such  as  that  almost  universally  produced  by  wind,  the 
vessel  should  diminish  towards  the  stem  ; the  oblique  force  of  the  wind  then 
presses  its  side  against  the  fluid  so  as  to  produce  an  effect  similar  to  that  of  an 
inclined  plane,  if  the  sails  be  properly  set,  and  I think  the  diminution  should 
commence  where  the  curvature  of  the  fore-part  ends. 

It  is  chiefly  for  direct  motion  that  a steam  vessel  is  intended,  and  where  it  is  so, 
parallel  sides  have  the  advantage ; but  where  sails  are  to  be  used  with  effect  in 
addition  to  steam  power,  the  direct  resistance  must  be  a little  increased,  or  the 
capacity  diminished,  to  get  a clean  run  when  the  oblique  force  of  the  wind  is 
available.  Hence,  it  appears  that  a vessel  adapted  for  one  mode  of  action  is  not 
the  best  for  another ; and  instead  of  theory  being  imperfect,  it  is  evident  that  it 
only  wants  to  be  followed  up  by  analysing  the  different  cases  which  occur  in 
practice.  It  is  difficult  to  conceive  how  much  this  subject  has  been  neglected,  or 
how  much  remains  to  be  done. 

2 x 


Digitized  by  Coogle 


346 


EXPLANATION  OF  THE  PLATES. 


PLATE  XVII. 

Fig.  1.  is  a section  of  a steam  vessel  with  its  boiler  in  two  parts ; the  right  part 
is  shown  in  a section  across  it  through  one  fire-place  F,  and  its  flues  N,  P ; and 
through  the  cross  flue  L of  the  other  fire-place,  and  through  the  safety  valve  U 
(art.  263.);  showing  the  dampers  O,  R,  and  the  passages  of  the  flues  to  the 
chimney.  Of  the  left  part  the  fire-door  end  is  shown  with  the  fire-doors  D D,  the 
handles  for  clearing  the  clinkers  B B,  the  doors  for  cleaning  the  flues  at  E E E, 
and  the  gauge  cocks  G ; also  part  of  the  chimney  C,  the  steam  pipe  S,  and  a slide 
valve  V,  to  shut  off  the  steam  from  the  engine.  There  should  be  as  much  space 
between  the  boiler  and  the  sides  of  the  vessel,  as  to  admit  a person  to  go  round  to 
examine  it.  The  floor  under  the  boiler  should  be  rendered  as  strong  as  possible, 
and  the  boiler  should  rest  on  a plate  of  iron  bedded  on  a layer  of  bricks  or  tiles 
laid  over  the  floor  in  cement ; in  this  manner  a thin  plate  of  wrought  iron  ex- 
tending under  the  whole,  being  flexible,  and  brick  a slow  conductor  of  heat,  is 
more  secure  than  a much  thicker  cast-iron  plate. 

Fig.  2.  is  a plan,  showing  the  arrangement  of  the  two  fire-places  F F,  and  their 
flues.  The  fire-door  is  at  D,  the  fire  on  the  grate  F,  the  clinkers  fall  at  H,  and 
the  smoke  turns  at  I.  and  returns  along  the  flue  N,  rises  at  O,  and  goes  back  along 
a flue  P over  N.  The  boilers  should  be  strengthened  by  internal  frames  disposed 
in  triangles,  and  so  as  to  afford  supports  for  the  flues. 

Fig.  3.  is  a longitudinal  section  through  the  boiler,  and  one  of  the  fire-places : 1 the 
same  letters  refer  to  the  same  parts  in  all  the  figures ; see  art.  239 — 244. : for  the 
fire  and  flue  surface,  art.  204. ; for  the  capacity,  art.  215 — 220.;  for  the  area  of 
the  chimney,  art.  278.;  for  safety  valves,  art.  259 — 272.;  for  the  strength  of 
boilers,  art.  525. ; and  for  the  management  of  sea  water,  art.  565. 

1 In  this  last  figure  there  ia  scarcely  sufficient  apace  allowed  for  the  action  of  the  slide  valve  V. 
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PLATE  XVIII. 

To  Boulton  and  Watt  steam  navigation  is  indebted  for  the  effective  method  of 
working  two  engines  jointly,  giving,  with  other  advantages,  a more  equable  motion 
to  the  paddle  wheel,  and,  in  the  event  of  accident  to  one  of  them,  enabling  the 
vessel  to  proceed  with  the  other  at  about  two-thirds  of  her  greatest  velocity. 

This  plate  is  an  isomctrical  projection 1 of  a steam  boat  engine,  in  the  manner 
they  were  first  arranged  by  Messrs.  Boulton  and  Watt ; and  nearly  the  same 
general  principle  of  construction  is  followed  by  all  the  best  manufacturers.  Two 
small  engines  connected  in  this  way  were  adapted  to  the  * Prince  of  Orange  ’ and 
‘ Princess  Charlotte,’  on  the  Clyde,  by  these  gentlemen,  in  1814.  Previous  to 
this,  it  had  been  the  practice  to  employ  only  one  engine,  ranged  by  the  side  of  the 
boiler,  having  a Hy  wheel  on  the  paddle  axis  to  assist  the  engine  in  passing  its 
centres ; and  in  such  case  the  occurrence  of  any  accident  immediately  put  an  end 
to  the  progress  of  the  vessel  by  steam. 

The  steam  comes  from  the  boiler  by  the  pipe  in  the  front  of  the  figure,  and 
passes  into  the  steam  case  and  round  the  cylinder  to  the  slide  box,  (see  art.  146.) ; 
from  whence  it  is  let  into  the  cylinder  in  a manner  which  will  be  more  clearly 
understood  by  referring  to  the  next  plate : from  the  lower  part  of  the  cylinder  a 
trunk  proceeds  to  the  condenser,  which  is  below  a square  cistern  ; beyond  which 
a part  of  the  air  pump  is  seen,  and  to  the  left  of  it  the  hot  water  pump  to  supply 
the  boiler. 

The  motion  of  the  parts  commences  at  the  cylinder  : the  piston  rod  is  supposed 
to  be  descending,  and  by  means  of  a cross  bar  (called  a cross  head)  and  two  side 
rods,  it  depresses  the  ends  of  the  side  beams,  these  side  beams  moving  on  axes  in 
the  centre ; the  other  ends  rise  and  force  a cross  bar  upwards,  to  the  middle  of 
which  the  connecting  rod  is  fixed,  by  which  the  crank  of  the  paddle  wheel  shaft  at 
the  upper  part  of  the  figure  is  turned  ; and  also  by  the  rising  of  the  further  end  of 
the  side  beams,  the  cross  head  of  the  air  pump  and  hot  water  pump  is  raised  by 
two  side  rods.  The  motion  of  the  piston  rod  is  guided  by  a combination  of  rods 
called  the  parallel  motion,  (see  art.  495.)  and  the  slide  is  moved  by  an  eccentric 


1 Some  account  of  this  simple  and  useful  mode  of  drawing,  which  was  invented  by  Professor 
Parish,  is  given  in  Dr.  Gregory’s  1 Mathematics  for  Practical  Men.’ 
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wheel  on  the  crank  shaft ; and  to  reduce  the  friction  its  weight  would  cause,  it  is 
balanced  by  a heavy  ball  acting  on  a lever  below  it. 

Though  the  figures  on  the  next  plate  arc  not  a plan  and  section  of  this  engine, 
yet  the  same  parts,  with  the  exception  of  the  steam  pipe,  arc  nearly  in  the  same 
places ; and  hence,  by  comparison  of  the  two,  the  uses  and  action  of  the  parts  may 
be  understood. 

The  weight  of  an  engine  of  this  kind  is  not  exactly  proportional  to  its  power  ; 
but  is  nearly  so  ; and  that  of  a forty  horse  power  engine,  with  proper  duplicate 
parts,  water,  and  other  appendages,  is  about  100  tons.  See  Section  x. 
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PLATE  XIX. 

In  this  plate,  Fig.  1.  is  a section,  and  Fig.  2.  a plan,  of  a steam  boat  engine. 
A strong  frame  of  cast  iron  supports  tbe  crank  shaft  1,  and  connects  the  parts  of 
the  engine ; and  the  whole  is  sustained  by  two  strong  beams  on  the  floor.  The 
steam  pipe  S brings  the  steam  from  the  boiler  to  the  passages  of  the  slide,  and 
from  thence  to  the  top  or  bottom  of  the  cylinder  A,  and  it  passes  from  the 
slide  to  the  condenser  B,  where  it  is  condensed  by  a rose  jet  playing  constantly  ; 
the  air  pump  C expels  the  air  and  water  into  the  cistern  D,  from  whence  it  runs 
out  by  a pipe.  The  motion  of  the  piston  is  transmitted  to  the  crank  by  means  of 
the  double  side  beams  or  levers  E F,  moving  on  the  axis  G ; these  are  connected  to 
the  cross  head  of  the  piston  L L by  two  rods  called  the  side  rods,  and  the  ends  E 
are  connected  to  the  crank  by  the  connecting  rod  H.  The  air  pump  is  also  worked 
liy  side  rods  from  the  side  beams,  and  the  hot  water  pump  from  the  same  cross 
head.  The  parallel  motion  is  guided  by  tbe  radius  rod  M N ; see  art.  489. : the 
vibration  of  the  beam  is  not  bisected ; sec  page  233,  note.  The  slide  is  on  Mur- 
doch's construction,  (art.  447.)  and  is  moved  by  a wheel  on  the  crank  shaft  I, 
with  a sliding  frame  P,  (art.  481.)  and  by  hand  by  the  lever  T ; the  slide  rod 
being  moved  by  slings  from  the  arm  R.  The  valve  O is  used  to  let  steam  into 
the  condenser  in  setting  the  engine  to  work,  and  the  air  and  water  are  blown  out 
at  the  discharge  valve  into  the  cistern  D. 

For  the  strength  of  the  parts,  see  art.  490.  ; the  proportions  of  the  engine,  art. 
419 — 422.  The  parts  of  the  slide  should  be  counterbalanced,  in  order  that  its 
resistance  may  be  equal  in  either  direction. 

Each  vessel  generally  has  two  of  these  engines,  placed  parallel  to  one  another, 
with  a passage  between  them  ; and  there  is  room  left  for  working  the  fires  between 
the  cylinder  and  the  boilers.  The  coals  should  be  kept  in  iron  tanka  in  the  engine- 
room,  each  to  hold  a given  weight  of  coal,  with  the  object  of  ascertaining  with 
accuracy  the  consumption  for  any  time ; about  four  tons  is  a sufficient  quantity  to 
l>e  together,  and  they  should  be  kept  out  of  the  danger  of  taking  fire. 

The  proportion  of  the  power  to  the  effect  is  given  in  Sect.  x.  art.  955. 
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PLATE  XX. 


Fig.  1.  represents  a side  elevation  of  a steam  carriage,  and  Fig.  2.  part  of  a 
cross  section  to  double  the  scale  :*  the  same  letters  refer  to  the  same  parts  in  both. 
The  steam  is  generated  in  a cylindrical  boiler  A,  and  the  fire  and  flues  surrouud 
it ; it  is  joined  to  t«o  cylinders  II II,  of  the  same  diameter,  intended  as  reservoirs 
for  steam,  and  in  these  are  inserted  the  engine  cylinders  G G' ; the  parts  I I 
form  a reservoir  of  water  not  exposed  to  the  pressure  of  the  steam,  but  surrounding 
the  flues  and  chimney  so  as  to  be  heated  ready  for  injection  into  the  boiler  A bv 
a small  force  pump. 

In  order  to  distribute  the  heat  of  the  fuel  so  as  to  render  it  effective  on  a larger 
surface,  there  arc  two  fire-places,  with  fire-doors  at  B B',  but  fed  with  coals  by 
hoppers  from  the  boxes  D D' ; the  doors  are  used  only  to  clear  the  bars,  and 
should  be  kept  open  as  little  as  possible.  The  fire-llues  meet  at  the  middle  : the 
one  from  the  fire  B'  rises  at  P,  (Fig.  2.)  passes  along  on  the  upper  surface  of  the 
cylinder  A,  round  H at  M,  also  round  the  end  of  the  boiler,  and  returns  on  the 
opposidc  side,  to  ascend  the  chimney  in  the  division  E' ; the  other  proceeds  in  the 
same  manner  in  the  opposite  direction,  and  ascends  at  E.  There  are  two  apertures 
for  air  C C,  to  each  ash-pit,  both  of  which  should  be  provided  with  registers,  so 
that  those  may  be  open  which  either  face  a strong  wind,  or  (in  ordinary  cases) 
those  which  face  the  direction  of  the  motion  of  the  carriage.  For  a like  reason  the 
top  of  the  chimney  E should  have  two  apertures,  that  the  motion  of  the  air,  or  the 
motion  in  the  air,  may  assist  the  draught. 

The  engine  and  boiler  are  supported  by  a frame,  and  this  is  supported  by  the 
axis ; but  to  prevent  the  carriage  resting  on  three  wheels,  there  may  be  four  spiral 
springs  in  the  boxes  L L,  and  the  cross  heads  must  be  connected  to  the  piston  rods 
by  moveable  joints,  and  all  the  bearings  must  be  formed  so  as  to  admit  of  the 
motion  which  would  take  place  by  the  sinking  of  one  of  the  wheels  in  a certain 
degree.  The  waste  steam  passes  from  the  slides  to  the  chimney  by  the  pipes  K ; 
and  there  should  be  two  safety  valves,  one  locked  in  a box  at  J,  the  other  open  for 
the  use  of  the  engine-man  at  J'.  See  art.  26G — 273. 


* This  drawing  is,  through  some  oversight,  not  accurately  double  in  all  its  parts ; and  in  the 
parallel  motion  of  Fig.  I.  the  vibration  of  the  beam  is  not  bisected  ; see  page  *233,  note. 
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There  will,  1 think,  be  some  advantage  in  making  the  pistons  act  together, 
because  the  effect  will  be  as  great  as  by  dividing  it,  supposing  both  methods  to  be 
perfect ; and  in  acting  together,  there  would  be  less  interference  of  the  motion  of 
the  one  with  that  of  the  other.  The  slide  would  be  best  moved  from  curved  teeth 
on  the  beams.  See  art.  481. 

For  the  proportions  and  construction  of  the  boiler,  see  art.  244,  227,  278,  and 
522 — 526;  for  the  engines,  see  art.  271 — 380;  and  for  the  power  required,  see 
art.  590.- 
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PLATE  XXI. 

This  plate,  which  represents  Kingston’s  valves,  is  given  by  Mr.  Dinnen  as  con- 
nected with  the  subject  of  his  valuable  paper  in  the  Appendix  on  steam  boilers,  and 
the  following  is  his  description,  icc. 


I.  BLOW-OFF  VALVES. 

a,  Gun-metal  pipe  with  conical  base,  passing  through  the  ship’s  bottom,  with  the 

conical  part  outwards  and  made  even  with  the  same.  Inboard,  the  cover  of  the 
pipe  (forming  the  gland  or  stuffing  lx>x  and  the  nozle  which  joins  to  the  stop- 
cock of  the  blow-off  pipe)  is  screwed  on  the  upper  end  of  the  pipe,  down  to 
the  ship’s  floor,  on  to  a chock  of  wood  fitted  thereon  as  requisite,  in  the  manner 
of  a screwed  bolt  and  nut. 

b.  The  valve,  fitted  within  the  cone  of  the  pipo  and  opening  outwards,  having  a 

copper  rod  which  passes  through  a stuffing  box  in  the  cover.  A guard  pro- 
tects the  valve  beneath. 

c,  Cover,  which  is  screwed  tightly  on  the  pipe. 

d.  Gland  or  stuffing  box. 

«,  Handle  for  lifting  the  valve. 

f Nozle,  with  a flanch  for  connecting  the  valve  with  the  stop-cock  of  the  blow-off 
P'pe- 

g,  Guard,  extending  across  the  base  of  the  pipe,  and  having  no  guide  spindle  passing 
through  it ; for  the  object  of  allowing  the  valve  to  )>e  pressed  entirely  on  one 
side,  thereby  affording  a more  ready  passage  to  any  matters  intruding  into  the 
pipe  from  the  boilers. 
x.  Planking  of  the  ship’s  bottom. 

m.  Timbers  of  the  ship’s  floor. 

n,  Chock,  fitted  on  the  timbers  to  accommodate  the  required  length  of  the  pipe. 


II.  INJECTION  VALVES. 

a.  Gun-mctal  pipe,  passing  through  the  ship’s  bottom. 
b\  The  valve,  having  a guide  spindle  below. 

2 Y 
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c.  Cover,  screwed  on  the  pipe. 

d.  Gland,  or  stuffing  box. 
t.  Handle  of  the  valve. 

f,  Nozle  with  flanch  for  connecting  the  valve  with  the  stopcock  of  the  injection  pipe. 
j.  Guard,  so  constructed  as  to  form  a grating,  in  order  to  prevent  weeds  or  other 
substances  from  being  admitted  into  the  condensers  ; and  having  a socket  rising 
from  the  centre,  through  which  the  lower  spindle  of  the  valve  passes. 

/i’  h\  Two  copper  standards,  screwed  into  the  cover,  having  mortices  or  key  ways 
through  them,  which  coincide  in  direction  with  a corresponding  one  in  the  rod; 
and  are  so  adjusted,  that  when  the  valve  is  completely  open,  a key  passing 
through  them  maintains  the  valve  in  its  place,  and  thereby  prevents  its  being 
closed  by  the  pressure  of  the  water  without  rushing  in  to  fill  up  the  void  in  the 
condensers. 

t,  Key,  or  cutter,  for  fixing  the  valve  as  above. 

m,  Ship’s  timbers. 

x.  Planking  of  the  ship’s  bottom. 


III.  HAND-PUMP  VALVES. 

These  are  the  same  as  the  Injection,  with  the  exception  of  the  grating. 


MANNER  OF  FIXING  THE  VALVES  IN  THEIR  PLACES. 


The  situation  of  the  pipes  being  fixed,  a close  jacket  of  fearnought,  well  covered 
on  both  sides  with  a mixture  of  white  and  red  lead,  is  sewn  on  from  the  base  to  the 
lower  part  of  the  screw,  and  a corresponding  hole  is  formed  in  the  ship’s  bottom. 

Then  the  pipe,  being  set  up  in  its  place  by  shores,  is  firmly  screwed  up  by  the 
cover,  and  the  space  between  the  cone  and  a corresponding  flanch  of  copper  sheathing 
(extending  two  or  three  inches  up  between  the  planking  and  the  cone,  to  protect  the 
former  from  the  attacks  of  the  worm)  is  well  caulked ; this  done,  a copper  screw  is 
fitted  through  the  lower  part  of  the  cone,  into  the  wood,  to  prevent  the  possibility  of 
the  pipe  turning  or  heaving  the  cover  on  or  off. 

The  cover  is  now  taken  off,  and  the  space  around  the  upper  part  of  the  pipe  is 
caulked  ; then  it  is  finally  replaced  and  screwed  down  on  a copper  washer  of  about 
| inch  in  thickness. 

The  chocks  are  well  coated  on  their  under  sides  with  red  and  white  lead. 
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PLATE  XXII. 

BOILERS  OF  H.M.  STEAM  VESSEL  •<  AFRICAN.” 
See  the  description  of  the  next  plate. 


PLATE  XXIII. 

BOILERS  OF  H.M.  8TEAM  FRIGATE  " MEDEA." 

This  and  the  preceding  plate  are  also  furnished  by  Mr.  Dinnen  in  connexion  with 
his  paper  in  the  Appendix  on  steam  boilers.  The  following  is  his  description. 

(The  same  letters  refer  to  corresponding  parte  in  the  several  views.) 

0,  Furnaces. 

a,  Grate  bars, 
a".  Bearer  bars. 

b,  Ash  pits. 

c,  Bridges. 

d,  Flues. 

']  ^-mo'ce  j°jnts>  1 for  connecting  the  fore  with  the  after  boilers. 

e , b team-joints,  ) ° 

f,  Uptake,  through  which  tho  smoke,  &c.,  passes  from  the  flues  to  the  chimney. 

g,  Chimney. 

h,  Air  casing,  which  surrounds  the  base  of  the  chimney  to  prevent  too  great  a trans- 

mission of  heat  to  the  deck,  or  other  materials  liable  to  be  injured  thereby. 

1.  Dampers  with  their  levers,  for  checking  the  draught  of  the  furnaces. 

j.  Water  ways  between  the  flues  and  fireplaces. 

/,  Water  ways  of  the  bridges,  and  beneath  the  flues  and  fire-places,  such  that  one 
may  enter  at  the  mud  hole  doors,  forward  and  aft,  and  pass  over  the  entire 
bottoms  of  the  hoilers,  and  under  the  flues. 

k.  Mud  hole  doors,  with  a similar  one  on  each  after  boiler. 

4 Furnace  doors. 

m.  Clinker  bars,  for  supporting  the  levers  employed  in  clearing  the  furnace  bars. 

n.  Feed  pipe,  with  two  branches  and  valve  boxes,  for  supplying  the  boilers  with 

water. 
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o,  Floats,  with  indexes,  for  shewing  the  height  of  the  water  in  the  boilers. 

p,  Glass  water-gauges,  through  which  the  exact  height  of  the  water  is  seen. 
ip  Gauge  cocks,  below  which  tho  water  is  never  supposed  to  descend. 

r.  Steam  chests. 

s,  Safety  valve  box,  containing  the  two  safety  valves,  with  the  waste  steam  pipe 

rising  from  the  same. 

s.  Waste  steam  pipe. 

t.  Pipes  for  conveying  the  water  overboard  from  the  safety  valve  box,  and  likewise 

that  resulting  from  the  condensation  of  the  steam  in  the  globe,  or  other  con- 
trivance at  the  head  of  the  waste  steam  pipe. 

u.  Safety  valve  levers : — accessible  at  the  front  of  the  boilers,  the  safety  valves  being 

lifted  by  other  levers  fitted  to  the  same  axes,  within  the  steam  chest, 
tr,  Man  holes,  with  their  covers  in  place. 

«•,  Communication  valves,  having  screwed  spindles,  which  are  acted  on  from  above 
by  two  levers,  for  the  purpose  of  shutting  off  cither  boiler  from  the  main  steam 
pipe. 

j-.  Main  steam  pipe. 

y , Reverse  valves,  to  prevent  the  boilers  collapsing  by  the  pressure  of  the  atmosphere, 

which,  in  case  of  a vacuum  being  formed,  presses  the  valves  inwards  to  restore 
the  equilibrium. 

z,  Vacuum  pumps,  the  rods  of  which  are  attached  to  levers  on  deck,  by  working 

which,  on  charging  the  boilers  with  water  from  the  sea,  an  exhaustion  is  effected 
which  causes  the  water  to  rise  within,  from  the  pressure  of  the  atmosphere 
without,  and  thus  saves  the  labour  of  forcing  many  tons  of  water  into  them. 
The  time  occupied  in  fully  charging  the  boilers  of  the  “ Medea”  by  these  pumps 
was  usually  from  fifteen  to  twenty  minutes. 
z.  Blow-off  pipes,  with  a nozle  to  each  boiler. 

The  same  description  applies  generally  to  Plate  XXII.  of  the  African’s  boilers, 
which  are  fitted  with  precisely  similar  appendages,  with  the  exception  of  the 
vacuum  pumps. 
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PLATE  XXIV. 

MORGANS  PADDLE  WHEEL  AND  SEAWARDS  PADDLE  WHEEL. 

This  plate  rolatos  to  Mr.  Barlow's  paper  on  “ Paddle  wheels  ” given  in  the  Appen- 
dix, page  40,  and  a description  of  the  drawings  is  to  be  found  at  pages  41  nnd  13. 


PLATE  XXV. 

POSITIONS  OF  A FLOAT  OF  A RADIATING  PADDLE  WHEEL,  AND  ALSO  OF  A 
VERTICALLY  ACTING  WHEEL,  IN  A VESSEL  IN  MOTION. 

This  plate  relates  to  Mr.  Barlow's  paper  on  paddle  wheels,  and  is  described  by 
him  at  pages  45  and  49  of  the  Appendix. 


PLATE  XXVI. 

CYCLOIDAL  PADDLE  WHEEL  FITTED  TO  THE  "GREAT  WESTERN"  STEAM 
VESSEL,  WITH  ANOTHER  DRAWING  REPRESENTING  THE  POSITIONS  OF 
ONE  OF  THE  FLOATS. 

This  plate  likewise  relates  to  Mr.  Barlow's  valuable  paper  in  the  Ap|iendix,  where 
it  is  described  by  him  at  page  53. 
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PLATES  XXVII.  AND  XXVIII. 

These  plates  are  designed  to  illustrate  Capt.  Oliver’s  paper  on  the  supposed  advan- 
tages of  sail  on  large  sea-ooino  steam  vessels  under  various  circumstances  of  unfavour- 
able winds.  Plate  XXVII.  represents  a scale  of  different  courses  from  the  Cape  of 
Good  Hope  to  the  Isle  of  France,  with  the  several  distances  marked,  and  Plate 
XXVIII.  represents  four  drawings  of  her  Majesty's  steam  ship  Phcenix,  in  different 
positions  with  respect  to  the  wind. 


PLATE  XXIX. 

This  plate  exhibits  the  various  situations  of  a trial  at  sailing  of  her  Majesty's  steam 
ship  of  war  Medea  with  the  Caledonia,  Vanguard,  and  Asia.  For  particulars  see 
the  end  of  Lieut.  Baldock’s  excellent  Memoir  of  the  Medea,  Appendix,  page  100. 


PLATE  XXX. 

In  1816  a vessel  (Caledonia)  was  purchased  by  Messrs.  Boulton  and  Watt,  and 
fitted  with  two  engines  of  fourteen  horses’  power,  solely  for  the  purpose  of  making 
experiments  under  various  circumstances  and  modifications  of  paddle  wheels.  One 
of  these  experiments  embraced  the  ascension  of  the  Rhine  in  the  winter  of  1817  as 
high  as  Coblentz. 

The  plate  represents  a side  view  of  the  engines  manufactured  by  Boulton  and 
Watt  for  the  Red  Rover  and  City  of  Canterbury  steam  vessels.  This  form  of  marine 
engine  adopted  by  them  about  this  period,  say  1817,  was  fitted  on  board  the  Fa- 
vourite in  April  181 8,  and,  with  the  exception  of  some  slight  improvements  principally 
made  by  themselves,  it  still  remains  unchanged. 

In  the  first  edition  of  this  work  it  was  stated  in  mistake,  that  they  had  adopted  it 
from  the  Clyde.  This  is  incorrect,  and  we  take  the  present  opportunity  of  stating 
that  this  mode  of  construction  is  due  to  Boulton  and  Watt,  and  that  a preference  has 
been  given  to  the  arrangement  by  several  of  the  best  makers  who  have  followed  it. 
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PLATE  XXXI. 

This  plate  is  a longitudinal  section  of  the  preceding  engine  with  boiler  attached, 
and  the  same  reference  letters  apply  to  both. 

The  engines  and  boiler  stand  on  sleepers  of  oak  X X,  African  oak  from  its  stiffness 
being  generally  employed.  And  the  base  of  the  engine  is  secured  by  l>olts  passing 
through  the  sleepers  and  bottom  timbers'.  The  steam  pipe  8 brings  the  steam  from 
the  boiler  to  the  space  between  the  slides,  c,  and  by  their  movement  admits  it  to  top 
and  bottom  of  cylinder  A.  At  the  termination  of  each  stroke  it  passes  to  the  con- 
denser 0,  by  the  upper  and  lower  eduction  pipes,  C and  D,  and  is  there  condensed 
by  a jet  of  cold  water.  The  air  pump  E,  withdraws  the  air  and  water,  from  the 
condenser  to  the  hot-water  cistern  F,  which  being  close  at  the  top  forms  an  air 
vessel  to  expel  the  water  from  the  cistern  through  the  waste  water  stop- valve  pipe  0. 

The  motion  of  the  piston  rod  is  transmitted  to  the  crank  by  means  of  the  main  levers 
H,  I,  moving  on  the  main  gudgeon  K.  These  are  connected  at  the  cylinder  and  to 
the  cross  liar  of  the  piston  by  two  side  rods  L L,  and  the  other  end,  1 1,  to  the  crank 
by  the  connecting  rod  M. 

The  air  pump  E is  also  worked  by  two  side  rods  from  the  main  levers,  and  the 
hot  water  and  bilge  pumps  from  the  same  air-pump  cross  bar  N. 

The  piston  rod  is  guided  by  a parallel  motion  a a , the  slides  h b are  separate,  but 
connected  by  a rod  similar  to  their  land  construction  of  1808.  These  and  the  upper 
eduction  pipe  have  been  lately  applied  by  Houlton  and  Watt,  and  may  be  considered 
a great  improvement  upon  the  long  slide,  where  the  expansion  of  the  metal  is  liable 
to  twist  the  face  and  render  them  leaky. 

Motion  is  given  to  the  slide  valves  by  the  eccentric  circle  O,  by  means  of  the  ec- 
centric rod  d,  connected  with  the  eccentric  arm  <e,  from  which  it  may  bo  disengaged 
with  facility  when  the  engines  are  required  to  be  stopped ; f,  the  working  gear  shaft, 
receiving  its  action  from  the  eccentric  arm. 

P P,  Upper  and  lower  blow  valves,  the  former  is  used  before  starting  the  engines 
to  admit  steam  into  the  condenser  to  blow  out  the  air  and  water  by  the  lower  valve, 
so  as  to  form  a partial  vacuum  in  the  condenser. 

Q and  R,  Upjter  and  lower  headstock  frames  which  support  the  engine  and  paddle 

1 It  may  not  be  irrelevant  to  notice  here,  that  owing  to  thie  mode  of  accnring  the  engines  the  pro- 
prietors of  the  Red  Rover  were  recently  enabled  to  raise  that  vessel  when  sunk  in  forty  feet  water. 
The  principal  chain  which  lifted  her  being  secured  to  the  frames  of  the  engines,  it  having  given  way 
when  fastened  to  the  vessel  itself.  It  is  the  practice  of  some  makers  to  bolt  only  through  the  sleepers, 
which  we  by  no  means  consider  so  secure. 
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shaft  connected  with  the  hot  water  cistern  and  cylinder  casing,  the  ribs  or  webs  of 
which  are  disposed  in  the  direction  of  the  strain  : there  are  many  more  fanciful  and 
pleasing  forms,  but  certainly  none  so  mechanical  or  so  well  adapted  to  the  purpose. 
T,  Injection  pipe  through  side  of  vessel,— bilge  injection. — To  be  used  in  the  event 
of  the  vessel  leaking  to  any  extent,  in  which  case  the  river  injection  would  be  shut 
off,  and  the  bilge  one  opened.  This  is  an  apjiendage  which  has  till  lately  been  over- 
looked by  other  makers,  but  a very  necessary  one,  as  by  such  means  about  four 
gallons  per  horse  |>ower  jier  minute  might  be  withdrawn  by  injecting  from  the 
vessel. 

U is  a longitudinal  section  of  the  boiler ; V,  the  grate ; and  W,  the  flues ; y,  safety' 
valves  enclosed  in  safety  pipe,  and  perfectly  inaccessible  to  the  engine-man  for  the 
purjiose  of  applying  extra  weight  to  endanger  the  boiler.  This  description  of  valve 
was  used  by'  them  as  far  back  as  1814,  in  a vessel  fitted  on  the  Tyne,  consequently' 
three  years  previous  to  the  examination  before  the  Committee  of  the  House  of  Com- 
mons for  some  such  precaution,  h h.  Blow-out  pipes  and  cocks ; i i i,  feed  pipes ; k k, 
&c.,  hold-down  bolts,  occasionally'  cased  with  brass  to  prevent  corrosion. 


PLATE  XXXI I. 

This  plate  represents,  with  similar  reference  letters,  a transverse  section  of  the  same 
splendid  steamers,  the  Red  Rover  and  City  of  Canterbury,  shewing  on  the  left  the 
cylinder,  and  on  the  right  the  crank  end  of  the  engine,  with  the  paddle  wheels,  main 
beams  for  support  of  paddles,  stays,  &c.,  &c. 
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PLATE  XXXIII. 

SIDE  ELEVATION  OF  THE  ENGINE  OF  THE  NILE  STEAM  SHIP. 


o.  Boiler. 
bbbb,  Flues. 

c,  Fire  place. 

d,  Steam  box. 

e e.  Blowing-off  valve  and  pipe. 
f Air  case. 
gg,  Man  holes. 
b.  Steam  pipe. 

»,  Cylinder. 

j.  Slide  valve. 

k.  Working  beam. 

/,  Cylinder  side  rod. 

m,  Motion  side  rod. 

n,  Parallel  rod. 

o,  Working  gear. 

/>,  Counterbalance. 

q.  Working  gear  arm. 
r r.  Eccentric  and  frame. 

«,  Gear  for  starting,  bee. 
t,  Reverse  motion. 


«,  Hot  water  cistern, 
r.  Condenser. 
te.  Air  pump. 
r.  Air  pump  side  rod. 
y y,  Feed  pump  and  rod. 
z,  Connecting  rod. 

A,  Paddle  wheel  shaft. 

B,  Crank  on  ditto. 

C,  Crank  on  intermediate  shaft. 

D,  Drag  link. 

E,  Paddlo  wheel. 

F F,  Suction  for  feed,  hand  pumps, 
and  injection  cock. 

G G G,  Blowing-out  pipes. 

H H H H,  Feed  pipes  and  head. 
Ill,  Pipe  for  charging  boiler  by 
hand  pump. 

K,  Pipe  and  cock  for  washing  deck. 

L,  Guard  rod. 


PLATE  XXXIV. 

FLAN  OF  THE  ENGINE  OF  THE  NILE  STEAM  SHIP. 


a a.  Boilers. 
bbbbb.  Flues. 
ccee.  Fire  places. 

d,  Steam  box. 

e,  Blowing-off  pipe. 

f,  Air  case. 


g g,  Man  holes. 
h.  Steam  pipe, 
i Cylinders. 
jj.  Slide  valves. 
kkkk.  Working  beams. 
I /,  Motion  cross  bars. 
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m m,  Cross  heads  to  slide  valves, 
n «,  Cross  heads  to  cylinders. 
o o.  Working  gear. 
p p,  Counterbalance. 
q,  Working  gear  ann. 

*■  r,  Eccentric  frame  and  rod. 
t,  Gear  for  starting,  &c. 

I,  Reverse  motion. 

« «,  Hot  water  cisterns, 
v r.  Air  pump  cross  heads, 
w w,  Air  pumps. 
xx,  Blow  valves. 
yy,  Injection  cocks. 
z.  Connecting  rod. 


A,  Paddle  wheel  shaft. 

B,  Crank  on  ditto. 

C,  Crank  on  intermediate  shaft 

D,  Drag  link. 

E,  Paddle  wheel. 

F F F,  Suction  for  feed,  hand  pumps, 
and  injection  cocks. 

G G,  Hand  pumps. 

H H,  Injection  pipes. 

I I 1 1,  Pipes  for  charging  boilers  by 
hand  pumps. 

K K,  Blowing-out  pipes. 

I.  L L I,,  Feed  pipes. 

M M M M,  Guard  rods. 


PLATES  XXXV.  and  XXXVI. 

CROSS  SECTIONS  OF  THE  ENGINE  OF  TIIE  NILE  STEAM  SHIP. 


a a.  Boilers. 
bbbbb,  Flues. 
ccec.  Fire  places. 

d,  Steam  box. 

e,  Blowing-off  valve  and  pipe. 

f,  Air  case. 
gg,  Man  holes. 
h.  Steam  pipe. 

» i,  Feed  pipe  and  head. 
j.  Waste  water  pipe. 
kkk  k kk,  Blowing-out  pipes. 
Ill,  Gauge  cocks. 

m,  Cylinder  cross  head. 

n,  Motion  cross  bar. 

o o,  Side  rods  to  slide  valve. 

p.  Cross  head  to  slide  valve. 

q.  Working  gear. 

r.  Working  gear  arm. 


j s,  Side  rods  to  cylinder. 

I,  Cross  head  to  air  pump. 

« it.  Side  rods  to  air  pump, 
r,  Connecting  rod  bar. 
w w.  Short  links. 
x,  Connecting  rod. 

g.  Paddle  wheel  shaft. 
z,  Crank  on  ditto. 

A,  Drag  link. 

B,  Crank  on  intermediate  shaft. 
c c.  Plumber  blocks. 

D,  Paddle  wheel. 

E E,  Suction  pipes,  to  feed  hand 
pumps,  and  injection  cocks. 

F F,  Pipes  for  charging  boilers  by 
hand  pumps. 

G G,  Pipes  for  washing  deck. 

H H,  Air  pumps. 


Digitized  by  Google 


EXPLANATION  OF  THE  PLATES. 


333 


I I,  Blow  valves. 

K K,  Hot  water  cistern. 
L L,  Feed  pumps,  dotted. 


M,  Condenser. 

N,  Handle  of  injection  cock. 
oooo,  Holding  down  bolts,  dotted. 


PLATES  XXXVII.,  XXXVIII,,  and  XXXIX. 

ENGINES  OF  HER  MAJESTY’S  STEAM  FRIGATE  FIKENIX. 

These  three  plates  represent  a plan,  side  elevation,  and  transverse  section  of  the 
steam  engine  of  her  Majesty’s  steam  frigate  Phoenix ; they  also  describe  the  engines 
of  the  Medea,  Rhadamantlie,  and  Salamander,  the  machinery  of  these  four  vessels 
being  identical,  and  all  manufactured  by  Messrs.  Maudslay,  Sons,  and  Field.  Plate 
XXI11.  gives  a more  detailed  representation  of  the  boilers  of  these  vessels,  and  may  be 
referred  to  for  additional  information. 

The  general  arrangement  of  these  engines  is  on  the  ordinary  side  beam  construc- 
tion ; all  the  working  part,  except  the  beam,  of  wrought  iron ; metallic  piston ; and  the 
crank  pins  are  so  arranged  that  the  wheels  may  be  readily  disconnected  for  sailing. 

The  boilers  are  of  iron,  in  two  independent  parts,  and  furnished  with  valves  so 
contrived  that  they  may  be  used  either  separately  or  both  together. 

The  wheels  are  of  the  ordinary  construction,  except  those  of  the  Medea,  which  are 
Morgan’s;  some  of  the  others  have  had  cycloidal  boards  applied  to  the  original 
wheels. 

The  proportions  of  these  engines  are  as  follows : — 

The  nominal  power  is  ....  110  each,  or  220  H.  P.  collectively. 


Diameter  of  cylinder  . 
Length  of  stroke 
Diameter  of  wheels  . 
The  Medea,  Morgan's 
Length  of  engine  room 


. of.  i inches. 

. 5 feet. 

. 21  feet.  8 ft.  6 in.  wide. 

. 24  feet.  5 ft  8 in.  „ 

38  feet. 

The  tonnage  of  the  Phoenix,  Rhadamanthe,  and  Salamander  is  about  800  tons;  that 
of  the  Medea  being  807  tons.  They  carry  two  heavy  traversing  guns,  10  calibre, 
which  throw  an  84  pound  shot ; one  of  these  guns  is  placed  in  the  bow  and  one  at 
the  stem;  below  they  carry  four  18  pounder  carronades,  with  provisions  for  120  men. 
They  can  stow  from  200  to  300  tons  of  coal  at  a draught  of  water  of  1 4 feet. 

The  consumption  of  cool  being  15  tons  per  day,  they  can  stoam  from  15  to  20 
dayB. 

The  scale  of  the  drawings  is  j of  an  inch  to  the  foot. 


Digitized  by  Google 


364 


EXPLANATION  OF  THE  PLATES. 


PLATE  XL. 

ENGINES  OF  TIIE  GRAVESEND  PACKET  RUBY. 

This  celebrated  vessel,  undoubtedly  the  fastest  in  Europe,  and  perhaps  in  the  world, 
was  built  by  Mr.  Wallis,  of  Black  wall,  near  London,  in  the  year  I8S6,  from  the  de- 
signs and  specifications  of  Mr.  0.  Lang,  Jun.,  of  Her  Majesty’s  Dock  Yard,  Woolwich. 
The  engines  were  made  by  Messrs.  Seawards  and  Co.,  of  the  Canal  Iron  Works,  near 
London. 

The  very  great  success  of  this  vessel,  she  having  beaten  all  competitors  from  the 
time  of  her  starting  to  the  present,  may  be  attributed  to  two  principal  causes : — 

First,  to  a most  judicious  arrangement  in  the  form  and  construction  of  the  vessel, 
by  which  the  quantity  of  materials  used  in  the  building  are  brought  so  to  bear  upon 
one  another  that  each  piece  performs  the  office  assigned  to  it ; and  no  more  timber 
is  used  than  what  is  requisite  to  give  the  ship  the  necessary  strength  and  solidity. 
From  the  method  of  planking  which  is  adopted,  consisting  of  three  thicknesses  of  oak 
placed  diagonally  and  longitudinally,  the  vessel  is  completely  trussed  from  eud  to  end, 
and  at  once  combines  strength  and  lightness  in  an  eminent  manner.  The  length  of  the 
Ruby  is  155  feet  between  the  perpendiculars,  19  feet  beam,  and  9 feet  6 inches 
depth  of  hold ; she  will  carry  with  ease  800  passengers.  When  launched  she  drew 
about  two  feet  of  water.  Her  after  cabin  is  S3  feet  long,  and  will  dine  100  pas- 
sengers ; the  ladies’  cabin  is  about  1 5 feet  long,  and  tho  fore  cabin  33  feet. 

Secondly,  her  superiority  is  attributable  to  her  engines,  which  consist  of  two  50 
horse  power  engines,  (100  horse  power  the  two,)  in  the  making  and  fixing  of  which, 
every  care  was  taken  to  have  them  as  light  and  efficient  as  possible,  without  endan- 
gering their  stability ; and  the  calculation  of  weights  and  of  displacement  was  so 
nicely  adjusted,  that  when  the  whole  of  the  weights  were  on  board,  and  the  vessel 
equipped  for  service,  her  real  draught  of  water,  4 feet  fore  end  and  4 feet  (j 
inches  aft,  was  within  a quarter  of  an  inch  of  the  builder's  estimate.  The  weight  of 
the  engines  complete  with  tho  water  in  the  boiler  is  exactly  90  tons  5 cwt.,  being 
about  1 8 cwt.  to  the  horse  power ; the  diameter  of  the  cylinder  is  40  inches,  length 
of  stroke  3 feet  6 inches,  diameter  of  outer  edge  of  paddle  wheel  17  feet,  and 
length  of  board  9 feet  8 inches,  with  a dip  of  17  inches  with  800  passengers 
on  board ; then  the  speed  of  the  engines  is  80  strokes  per  minute,  the  pressure  of  the 
steam  being  only  34  lbs.  above  the  atmosphere.  The  speed  of  the  piston  is  there- 
fore 810  feet  per  minute,  the  speed  of  the  outer  edge  of  the  paddle  board  is  nearly 
80  miles  per  hour,  and  the  speed  of  the  vessel  through  still  water  by  repeated  trials 
is  exactly  134  milts  per  hour. 
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It  is  n remarkable  (act,  that  from  the  first  day  of  trial  up  to  the  present  time,  this 
boat  has  not  varied  her  speed  -Ath  of  a mile  per  hour ; she  has  neither  increased  nor 
lost  her  speed.  This  is  mostly  to  be  attributed  to  the  fact  of  the  engines  being  in  a 
most  perfect  state  when  set  to  work,  but  more  particularly  to  the  use  of  the  patent 
slide  valves  on  board  of  this  vessel,  and  which  after  two  years’  working  have  been 
found  as  perfect  upon  their  faces  as  when  first  put  together ; a further  proof  of 
their  superior  working  is  evinced  by  the  vacuum  in  the  condensers  of  the  engines 
having  never  varied  Jth  of  an  inch,  remaining  constantly  between  28 J and  28J.  This 
is  ascertained  by  barometers  attached  to  each  engine,  which  are  not  affected  by  the 
atmosphere  and  makes  the  vacuum  as  perfect  as  possible,  for  supposing  the  waste 
water  as  it  leaves  the  condenser  to  have  a temperature  of  110",  which  is  equal  to  1 J 
inch  of  mercury,  (see  Professor  Robinson’s  experiments,)  when  added  to  28^  it 
gives  29f,  the  usual  height  of  the  marine  barometer  in  fine  weather. 

The  safety  valves  are  arranged  upon  the  plan  invented  and  used  by  Messrs.  Boul- 
ton and  Watt  a long  time  since,  and  now  generally  adopted  by  the  engineers  of 
London.  They  are  so  arranged  that  no  one  on  board  can  possibly  have  access 
to  them  ; the  engine  man  can  at  pleasure  open  them  and  let  tho  steam  escape,  but  he 
has  no  means  by  which  he  can  keep  them  down,  beyond  the  weight  placed  upon 
them  by  the  engine  maker,  which  weight  is,  as  before  stated,  3^  lbs.  on  the  inch  ; 
and  it  is  a curious  fact,  that  this  boat  has  attained  the  great  speed  named,  with  this 
small  pressure,  while  in  a variety  of  instances  vessels  from  different  outports,  working 
with  high  pressure  steam,  and  with  the  safety  valves  loaded  ad  libitum  by  the  en- 
gineers and  captains,  have  never  been  able  to  approach  her  in  speed.  This  clearly 
proves,  what  the  late  Mr.  Watt  demonstrated  long  ago,  that  tho  most  efficient,  safe, 
and  economical  mode  of  working  steam  engines  for  marine  purposes  is  at  a pressure  of 
from  to  3^  lbs.  on  tho  inch.  At  the  same  time,  for  single  acting  pumping  engines 
there  is  no  doubt  an  advantage  gained  by  tho  judicious  use  of  high  pressure  steam, 
say  of  30  lbs.  on  the  inch,  working  expansively,  with  boilers  properly  constructed, 
but  which  boilers  for  many  reasons  are  not  at  all  fit  for  steam  vessels ; in  fact,  almost 
all  the  melancholy  accidents  that  have  lately  occurred  to  steam  boats  by  the  explo- 
sion of  their  boilers,  have  been  caused  by  the  injudicious  application  of  high  pressure 
boilers  to  marine  purposes. 

It  is  here  worthy  of  remark,  that  the  Americans,  who  claim  to  propel  their  vessels 
at  the  high  speeds  of  15,  16,  and  in  some  cases  18  miles  per  hour,  (which,  by  the 
by,  has  been  amply  contradicted  in  this  work  by  an  able  American  writer, 
who  states  the  greatest  speed  through  still  water  attained  by  the  best  American 
steamers,  he  believes  to  be  in  one  instance  1 4 miles  per  hour,  but  that  the  rest  of 
the  New  York  boats  do  not  come  up  to  this,)  state  that  the  principal  cause  of  their 
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alleged  triumphs  is  owing  to  the  nse  of  high  pressure  steam,  used  expansively ; 
the  causing  the  pistons  of  very  long  stroke  engines  to  move  at  the  rate  of  300,  400, 
and  sometimes  600  feet  per  minute;  and  lastly,  to  the  superior  form  of  the  bows 
of  their  steamers,  which  are  built  so  as  to  glide  over  the  water  instead  of  cutting 
through  it. 

In  the  case  of  the  Ruby,  in  all  these  important  matters  she  is  decidedly  the  re- 
verse of  the  Americans;  the  piston  only  travels  about  810  feet  per  minute,  very  low 
pressure  steam  is  used,  the  stroke  of  the  engines  is  very  short,  being  only  two  inches 
more  than  the  diameter  of  the  cylinder,  and  the  form  of  the  bow  is  decidedly  that 
which  will  cut  or  divide  the  wuter  without  the  least  tendency  to  ride  over  it,  inas- 
much as  this  vessel's  bow  is  shaped  like  a knife,  being  as  long  on  the  keel  as  at  the 
water’s  edge  within  two  feet. 

Judging  from  these  facts,  it  will  be  seen  that  high  pressure  steam,  length  of  stroke, 
and  prow-shaped  bows,  qualities  so  loudly  extolled  by  the  Americans,  are  not  all 
necessary  for  speed,  but  on  the  contrary,  the  first  two  are  positive  nuisances ; the 
length  of  stroke  rendering  the  vessel  an  unwieldy,  ill-contrived  machine,  totally  use- 
less for  the  purposes  of  sea  navigation,  as  events  have  proved ; while  the  high 
pressure  steam  system  has  been  the  means  of  filling  the  journals  with  those  ever- 
occurring,  heart-rending,  and  sickening  details  of  hundreds  and  thousands  that  are 
being  yearly  sacrificed  to  ignorance  and  prejudice,  by  attempting  to  do  that  by  the 
dangerous  use  of  high  pressure  steam  which  can  be  so  well  effected  by  steam  of  a 
low  pressure,  and  tliat  too  at  one  half  the  consumption  of  fuel. 

The  limits  of  this  paper  will  not  permit  tho  writer  to  digress  upon  the  subject  of 
consumption  of  fuel,  except  by  stating,  that  in  no  instance  has  the  use  of  high  pressure 
steam  applied  to  an  engine  for  rotary  purposes  ever  been  attended  with  economy  of 
fuel,  but  the  reverse ; and  it  is  not  a little  singular,  that  in  this  age,  even  in  this  year, 
northern  engineers  are  imitating  the  Americans,  by  the  use  of  the  long  stroke  and 
high  pressure  steam,  in  the  Thames,  which  one  would  think  might  have  been  spared 
this  pestiferous  curse.  The  results  have  been,  and  are,  tliat  the  short  stroke  engines 
are  propelling  the  boats,  both  sea  and  river  class,  faster  than  the  long  stroke  ones. 
This  length  of  stroke  has  been  obtained  by  the  placing  of  one  half  the  machinery 
upon  deck,  some  1 2 or  1 4 feet  high,  and  thus  making  tho  vessel  frightfully  crank  and 
most  unseemly  to  look  at,  while  in  vessels  going  head  to  wind,  it  exposes  some 
hundreds  of  square  feet  of  surface  to  be  acted  upon  us  a back  sail. 

The  great  danger  of  high  pressure  steam  will  be  evident  to  every  one,  when  it  is 
recollected  that  within  the  last  three  years,  three  different  vessels  have  had  dreadful 
explosions,  viz.,  two  on  the  Thames  and  one  at  Greenock,  (besides  some  less  fatal 
ones  in  different  parts  of  the  north,)  by  which  more  lives  have  been  sacrificed  to  the 
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Moloch  of  high  pressure  steam,  than  has  ever  occurred  with  low  pressure  steam  during 
the  whole  progress  of  steam  navigation,  extending  now  almost  to  a period  of  40  years, 
and  in  the  course  of  which  nearly  3000  steam  vessels  have  been  fitted  out  and  suc- 
cessfully worked. 


REFERENCES. 


A,  The  cylinder. 

B B,  The  sway  beams. 

C,  The  cross  head. 

D,  Main  gudgeon. 

E E,  The  side  rods. 

F,  The  fork  head. 

G,  The  connecting  rod. 

H H,  The  cranks. 

1 I,  The  shafts. 

K K,  The  side  frames. 

L L L,  The  condenser,  hot  well,  and 
foundation  plate,  all  cast  in  one  piece. 

M,  The  air  pump. 

N,  The  feed  pump. 

0 0,  The  sleepers. 

P,  The  crank  pins. 


a a.  The  steam  nozlo  and  valves. 
b b,  The  eduction  nozle  and  valves, 
e,  The  steam  pipe. 

d,  The  throttle  valve. 

e.  Handle  and  rod  of  throttle  valve. 
yi  Starting  lever. 

g,  Spill  of  steam  valve. 

h.  Spill  of  eduction  valve. 

i i i f.  Levers  for  working  the 
valves. 

k,  Rod  to  connect  levers. 

/ 1,  Parallel  motion. 
m,  Snifting  valves. 

»,  Blow  through  valve. 

o,  Eccentric  rod. 

p.  Eccentric  beam  and  balance. 


DIMENSIONS. 

Speed  of  the  engine 30  strokes. 

Diameter  of  wheel . . . . • . 17  ft.  6 in. 

Diameter  of  the  float  . . . . . 17  6 

Diameter  of  cylinder 8 4 

Length  of  stroke 3 6 

Weight  of  engines  (two)  ....  80  tons. 

Dimensions  of  boiler  . 18  feet  long,  14  feet  2 inches  wide,  and  7 feet  high. 

Length  of  paddle  board 9 ft.  2 in. 

Width  of  board 15  inches. 

Speed  through  still  water  . . . . 1 3j  miles. 

This  boat  has  run  four  times  a day  to  and  from  Gravesend  six  months,  making 
48,600  miles ; a feat  never  equalled. 

Beats  Red  Rover 10  minutes. 

Star 12  „ 

Mercury  ......  27  „ 
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Beats  Vesper 10  minutes. 

Diamond 12  „ 

Gem 5 „ 

Against  tide  from  Gravesend  to  London — all  other  boats  from  30  to  60  minutes. 
For  further  information,  see  description  of  Plate  XCIX. 


PLATE  XLI. 

SECTION  OF  ONE  OF  THE  ENGINES  OF  THE  DON  JUAN,  PENINSULA 
COMPANY'S  PACKET. 

The  Don  Juan  was  built  by  Messrs.  Fletcher  nnd  Fcamall,  of  Limehouse,  in  1836. 
She  was  sailed  round  to  Glasgow,  where  her  engines  were  put  in  by  Messrs.  Claud, 
Girdwood,  and  Co.,  the  makers.  On  her  first  return  voyage  from  the  Mediterranean  to 
London,  she  unfortunately  struck  on  the  Tarifa  point  and  went  down  in  deep  water. 


PLATE  XLIL 


BOILERS  OF  HER  MAJESTY'S  SHIPS  HERMES,  SPITFIRE,  AND  FIREFLY. 

The  drawings  represent  a front  view  and  sections  of  boilers  recently  constructed 
by  the  Butterly  Company,  who  are  now  making  a spare  set  to  be  used  for  any  one 
of  the  three  vessels  which  may  first  require  them.  These  boilers  are  very  compact, 
light,  and  efficient,  and  any  two  of  them  may  be  employed  in  case  of  accident  to 
one  of  them,  when  the  vessel  is  at  sea.  Each  has  its  own  steam-pipe,  which  can  be 
shut  off  at  pleasure,  its  safety  valve,  and  a damper,  which  being  closed,  as  shewn  in 
the  transverse  section,  cuts  off  the  communication  with  the  chimney.  A contrivance 
is  effected  by  which  a man  can  creep  into  the  boiler  underneath  the  flues  to  clean  or 
repair  it,  which  has  been  found  very  useful ; it  does  not  increase  the  height  of  the 
boilers,  and  adds  very  little  to  their  weight.  The  front  view  of  the  boilers  is  placed 
in  a section  of  the  Hermes,  to  shew  “the  channels"  or  passages  by  which  the  man 
has  access  to  the  under  side  of  the  flues,  down  between  the  engine  sleepers  or 
foundation  timbers. 

The  cylinders  of  the  Firefly  are  43^  inches  in  diameter,  and  the  stroke  is  4 feet  6 
inches,  which,  at  22  revolutions  per  minute,  gives  the  velocity  of  piston  198  feet  per 
minute.  The  area  of  the  piston  in  square  inches  is  1486'1,  and  if  the  effective  pres- 

. „ . . . , , . , 14861  x 198 

sure  be  10  lbs.  per  square  inch,  it  would  make  the  horses  power  - 
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horses’  power.  But  the  speed  of  the  piston  is  taken  at  185  feet,  large  allowances  are 
made  which  the  present  improved  state  of  workmanship  perhaps  renders  unnecessaiy, 
and  the  engines  are  estimated  at  2 x 70  = 140  horses’  power.  Probably  for  a sea- 
going vessel,  where  the  engines  often  cannot  work  at  their  proper  speed,  we  are 
right  in  so  doing. 


PLATES  XLIII.,  XLIV.,  XLV.,  and  XLVI. 

The  drawings  in  these  plates  shew  an  elevation,  plan,  and  two  sections  of  the 
engine  room  of  those  armed  Russian  steam  ships  Jason  and  Colchis,  lately  built  by 
Messrs.  Fletcher  and  Feamall,  of  Limehouse,  and  fitted  with  engines  by  the  Butterly 
Company  for  the  Imperial  Government,  under  the  direction  of  Mr.  Glynn.  It  has 
l>een  thought  unnecessary  to  give  a drawing  of  the  boilers,  as  they  are  similar  to 
those  made  for  our  own  government,  and  differ  only  in  dimensions.  The  difference 
of  dimensions  is  shewn  in  the  general  drawing,  the  internal  construction  being  the 
same  as  shewn  in  the  boilers  of  her  Majesty's  steamers  Hermes,  Firefly,  and  Spitfire, 
Plate  XLI1.  The  Jason  and  the  Colchis  are,  it  may  be  said,  sister  ships,  but  the 
Colchis  being  the  last  built,  some  slight  alterations  were  made  by  the  constructor,  Mr. 
Feamall,  and  the  Colchis  was  his  last  work  as  it  was  his  best  This  celebrated 
shipwright  died  on  the  23d  of  October,  1837 ; and  for  the  construction  of  steam  ships 
he  had  no  superior.  The  vessels  being  expressly  designed  for  the  Black  Sea,  and 
this  being  a shallow  sea,  carried  ten  days’  fuel,  and  with  all  their  stores  and  equip- 
ments drew  only  9 feet  6 inches  water;  yet  with  only  2 x 60  horse  power  engines 
they  were  propelled  through  the  water  at  the  rate  of  10  nautical  miles  (or  about  1 1| 
statute  miles)  per  hour.  They  each  carry  one  long  heavy  gun  (a  32  pounder)  in 
midships  on  the  quarter  deck,  besides  two  bow  guns  for  chasing  a flying  enemy;  also 
32  pounders,  and  smaller  guns  for  signals  and  salutes.  They  lie  very  low  on  the 
water,  and  as  war  steamers,  are  formidable  antagonists,  whilst  their  capabilities  as 
sea  boats  have  been  put  to  severe  trials  in  the  Bay  of  Biscay  in  heavy  gales  of  wind. 
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PLATES  XL VII.  and  XL VII I. 

SAMUEL  HALLS  IMPROVEMENTS  ON  8TEAM  ENGINES. 

Some  very  important  improvements  have  been  made  on  the  steam  engine  by  Mr. 
Samuel  Hall,  of  Harford,  near  Nottingham,  for  which  he  has  obtained  letters  patent. 
The  principal  objects  of  these  improvements  are  to  supply  the  boilers  with  pure 
distilled  water  (thereby  increasing  their  duration,)  to  effect  an  economy  of  fuel,  and  to 
produco  an  increase  of  power.  These  objects,  it  is  stated,  are  obtained  by  condensing 
the  steam  by  the  external  application  of  cold  water,  instead  of  injecting  it  into  the 
steam.  The  improvements  have  been  in  successful  operation  for  upwards  of  four 
years,  having  been  applied  to  several  land  engines  and  to  a considerable  number  of 
marine  engines,  varying  from  70  to  320  horse  power  each  pair,  and  there  is  every 
probability  that  they  will  generally  supersede  injection  engines.  As  Mr.  Watt 
attempted  to  condense  steam  without  injecting  cold  water  into  it,  and  came  to  the 
conclusion  that  it  was  impossible  to  effect  a sufficiently  rapid  condensation  of  steam, 
for  steam  engines  worked  by  vacuum,  by  means  of  the  external  application  of  cold 
water,  and  as  many  other  persons  have  also  (ailed  in  similar  trials,  it  is  desirable  to 
ascertain  the  means  adopted  by  Mr.  Hall,  and  for  this  purpose  we  give  the  following 
extract  from  the  specification  of  his  patent,  shewing  wherein  his  invention  consists) 
and  the  causes  of  his  succeeding  in  obtaining  a desideratum  which  others  have 
attempted  without  success. 


EXTRACTS  FROM  THE  SPECIFICATION. 

“ The  objects  of  my  invention  (which  invention  I confine  to  steam  engines  worked 
bv  a vacuum  produced  by  condensation)  are  to  condense  without  injection  water 
(for  the  purpose  of  creating  as  good  a vacuum  as  is  obtained  and  well  known  in 
injection  engines)  the  steam  which  passes  through  the  engine  for  the  working 
thereof,  and  also  to  condense  for  the  most  part  (if  not  wholly)  that  portion  of  steam 
which  usually  escapes  into  the  atmosphere  through  the  safety  valves  when  the 
pressure  of  the  steam  in  the  boiler  is  too  high  during  the  working  of  the  engine,  in 
order  that  the  water  resulting  from  the  condensation  of  such  steam  may  be  returned  into 
the  boiler.  And  also,  further  to  supply  so  much  more  distilled  water  to  the  boilers 
of  the  above  mentioned  description  of  engines  as  is  required  to  supply  and  replace 
any  waste  that  may  take  place  in  the  working  thereof,  in  order  to  avoid  the  intro- 
duction of  any  water  (into  the  boilers)  containing  saline  or  other  extraneous  matters. 
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“ My  invention  doe*  not  consist  in  the  novelty  of  any  one  of  the  five  apparatus 
hereinafter  mentioned,  but  in  the  combination  of  the  whole  five,  or  at  least  three  out  of 
the  five,  within  proper  proportions,  (as  hereinafter  described,)  as  regards  tho  first  three, 
which  I have  found  by  experience  to  be  beneficial,  and  from  the  want  of  knowing 
and  observing  which  I have  reason  to  believe  that  all  persons  who  have  made 
former  attempts  of  the  same  nature  have  failed.  I now  proceed  to  describe  the 
above  mentioned  five  apparatus,  consisting  of — 

“ First,  a sufficient  quantity  of  metallic  surfaces  in  the  form  of  vessels,  channels, 
passages,  or  pipes  of  any  convenient  form,  arrangement,  or  construction.  The  extent  of 
such  metallic  surfaces  should  be  about  9800  square  inches  for  the  condensation  of  60,000 
cubic  inches  of  steam  per  minute. 

“ Secondly,  a pump  or  any  other  proper  apparatus  for  the  passing  of  a sufficient 
quantity  of  cold  water  amongst  such  above  mentioned  pipes,  not  only  to  condense  all 
the  steam  of  steam  engines,  but  also  to  cool  the  water  resulting  from  the  condensation 
thereof,  to  as  low  a temperature  as  (or  even  lower  than)  that  of  the  mixture  of  the 
condensed  steam  and  injection  water,  which  is  discharged  from  tho  air  pumps  of 
injection  engines,  in  order  to  produce  by  such  application  of  cold  water,  when  used 
in  combination  with  the  metallic  surfaces,  as  above  stated,  and  with  tho  air-pump 
hereinafter  mentioned,  a*  good  a vacuum  as  is  obtained  and  well  known  in  such 
injection  engines,  if  not  indeed  a still  more  perfect  vacuum.  The  quantity  of  cold 
water  which  I employ  is  ten  gallons  for  such  condensation  of  such  60,000  cubic  inches 
per  minute. 

“ Thirdly,  the  ordinary  air-pump  of  tho  capacity  hereafter  stated  to  produce,  when 
in  conjunction  with  the  before  mentioned  two  apparatus,  a sufficiently  perfect  vacuum, 
as  above  defined. 

“ Fourthly,  an  apparatus  for  distilling  water  to  replace  the  waste  of  water  that  may 
take  place  in  the  working  of  the  engine,  in  order  to  avoid,  as  above  mentioned,  the 
introduction  of  any  water  into  the  boilers  containing  saline  or  other  extraneous 
matters. 

“ Fifthly,  an  apparatus,  which  I call  the  steam  saver,  for  saving  the  steam  that 
usually  escapes  into  the  atmosphere  from  tho  safety  valves,  when  it  becomes  of  too 
high  pressure  during  the  working  of  the  engine,  the  apparatus  causing  such  steam  to 
pass  into  the  condensers  to  be  converted  into  water  and  return  to  the  boiler. 
It  may  be  proper  here  to  remark,  that  within  certain  limits  which  experience  will 
readily  suggest,  tho  above  mentioned  proportions  of  metallic  surfaces  of  cold  water 
and  capacity  of  the  air-pump  may  be  varied  in  a certain  inverse  order,  that  is  to  say, 
if  the  cold  water  be  diminished,  the  extent  of  metallic  surfaces  or  the  capacity  of  the 
air-pump,  or  both,  should  be  increased ; and  on  the  other  hand,  if  the  extent  of 
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metallic  surfaces  be  diminished,  the  quantity  of  cold  water  or  the  capacity  of  the  air- 
pump,  or  both,  should  be  increased  to  produce  the  same  effect. 

“ Having  now  described  the  five  several  apparatus  the  combination  of  which  (within 
proper  proportions  as  hereinbefore  described  as  regard  the  first  three)  constitute  my 
invention,  I proceed  again  to  define  and  explain  the  extent  of  my  claims.  I now 
therefore  state,  I do  not  claim  the  exclusive  use  of  any  one  of  the  five  apparatus 
herein  described  taken  separately,  some  of  them,  if  not  all,  having  been  used  before, 
nor  indeed  do  I claim  the  use  of  any  two  of  them,  if  unaccompanied  by  any  or  either 
of  the  others,  but  I do  claim  as  ray  invention  the  exclusive  use  of  the  threefold 
combination  of  the  sufficient  quantity  of  metallic  surfaces,  the  sufficient  quantity  of 
cold  water  passing  among  them,  and  the  sufficiently  capacious  air-pump  as  herein- 
before fully  described,  whether  the  said  threefold  combination  be  used  alone  or  com- 
bined with  the  distilling  apparatus  and  the  steam  saver,  or  either  of  them.  I 
also  claim  the  exclusive  right  of  combining  the  distilling  apparatus  and  the  steam 
saving  apparatus,  or  either  of  them,  with  the  above  mentioned  threefold  combination, 
or  even  with  the  two  first  of  them,  videlicet,  the  metallic  surfaces  and  cold  water 
passing  among  them,  should  a less  air-pump  be  used.  In  witness  whereof,"  &c. 

The  advantages  of  Mr.  Hall’s  patent  engines  over  injection  engines  will  perhaps 
be  best  understood  by  his  comparative  statement  of  them. 


“COMPARISON  BETWEEN  INJECTION  STEAM  ENGINES  AND  SAMUEL  HALLS 
PATENT  STEAM  ENGINES. 


“ 1.  Injection  engines,  when  applied  to 
steam  navigation,  comprise  of  necessity 
the  barbarous  practice  of  supplying  dirty 
salt  water  to  the  boilers. 

2.  In  injection  engines,  the  water  in 
the  boilers  may  become  saturated  with 
salt,  in  which  case  it  will  not  boil  under 
225"  of  temperature. 

3.  In  injection  engines,  in  order  to  pre- 
vent the  water  from  becoming  saturated 
with  salt,  a large  quantity  of  boiling 
water  must  be  pumped  out  of  the  boilers, 
or  blown  off,  and  replaced  with  cold  water 


The  patent  engines  effect  a supply  of 
the  purest  distilled  water  to  the  boilers, 
by  which  they  are  always  kept  in  a 
perfectly  clean  state. 

The  patent  engines  having  pure  dis- 
tilled water  in  the  boilers,  it  boils  at  212" 
or  at  1 3°  less  temperature  than  salt  water, 
and  of  course  requires  less  fuel  to  convert 
it  into  steam. 

The  boilers  of  the  patent  engines  never 
require  any  blowing  out,  no  mattor  how 
long  the  engines  are  in  uninterrupted 
operation. 
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every  two  or  three  hours,  which  cold 
water,  having  to  be  brought  up  to  the 
boiling  point,  causes  a considerable  waste 
of  fuel  to  take  place. 

4.  In  injection  engines,  the  boilers  will, 
after  every  precaution  is  taken,  become 
coated  with  hard  scale  of  considerable 
thickness  ; this  being  a bad  conductor  of 
heat  prevents  the  free  transmission  thereof 
from  the  fires  to  the  water,  causes  the 
boilers  to  bum  and  wear  out  very 
rapidly,  and  greatly  increases  the  con- 
sumption of  fuel. 

5.  In  order  to  prevent  the  boilers  of 
injection  engines  from  burning  and  wear- 
ing out  with  a rapidity  that  could  not  be 
submitted  to,  it  is  necessary  in  long 
voyages  to  suspend  the  working  of  the 
boilers  in  order  to  empty  and  cool  them, 
for  the  purpose  of  clearing  away  and 
chipping  off  the  scale  that  firmly  adheres 
to  them,  which  operation  considerably 
injures  the  boilers. 

6.  In  injection  engines,  the  oil  which 
is  put  into  the  cylinders,  stuffing-boxes, 
slides,  &c.,  is  speedily  carried  away  by 
the  injection  water  into  the  sea ; the  time, 
therefore,  of  its  being  in  the  engines  is  so 
short  that  nine  tenths  of  it  is  wasted  and 
does  but  little  if  any  good,  and  it  docs  not, 
as  in  the  patent  engines,  enter  the  boilers 
and  protect  them  from  the  corrosive  ac- 
tion of  hot  salt  water. 

7.  In  injection  engines,  a portion  of  the 
salt  contained  in  the  water  is  carried  over 
mechanically  along  with  the  steam  into 
the  working  cylinders,  slowly  corroding 
and  wearing  the  slides,  valves,  and  other 


The  patent  boilers  of  the  engines  will 
be  perfectly  clean  not  only  for  many 
voyages  but  for  years,  and  their  dura- 
bility will  be  very  much  greater  than 
that  of  boilers  supplied  with  salt  water, 
and  a comparatively  small  consumption 
of  fuel  will  also  be  the  result.  • 


In  the  patent  engines,  all  delays  and 
inconveniences  arising  from  the  empty- 
ing and  clearing  of  boilers  are  entirely 
superseded,  for  by  their  permanent  clean- 
ness, the  water  they  contain  entirely  de- 
fends them  from  the  action  of  the  fire, 
and  as  no  deposit  takes  place,  they  are 
not  subjected  to  the  injury  caused  by 
chipping  off  scale,  as  in  injection  engines. 

In  the  patent  engines,  not  a particle  of 
the  oil  which  is  given  to  the  internal  parts 
of  the  engine,  &c.,  is  washed  away  into 
the  sea  or  lost,  but  it  is  all  carried  into  the 
boilers,  whereby  they  are  protected  from 
corrosion,  and  an  ample  lubrication  of  the 
engines  is  effected  at  scarcely  any  cost,  as 
hereafter  mentioned. 

In  the  patent  engines,  a portion  of  oil 
being  always,  as  before  stated,  introduced 
in  commixture  with  the  pure  water  into 
the  boilers,  it  passes  over  mechanically 
along  with  the  steam  in  minute  parti- 
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internal  parts  of  the  engines,  whereby 
they  are  rendered  untrue,  and  a consider- 
able quantity  of  steam  escapes  past  them 
and  is  wasted, 

8.  In  injection  engines,  salt  water,  dirt, 
sand,  and  other  impurities  pass  through 
the  air  pumps  and  thereby  render  them 
and  their  piston  rods,  & c.,  very  rough  and 
full  of  furrows ; in  consequence  whereof, 
great  friction  in  working  them  and  waste 
of  power  is  occasioned. 

9.  In  injection  engines,  a considerable 
power  is  required  to  pump  out  the  injec- 
tion water,  in  engines  of  450  horse  power, 
(like  those  on  board  the  Great  Western.) 
9700  gallons  of  water  per  minute  have  to 
be  pumped  out  of  a vacuum,  (reckoning 
six  gallons  per  horse  power  per  minute,) 
and  this  requires  as  much  power  as  the 
pumping  of  that  quantity  of  water  out  of 
a well  30  or  32  feet  deep. 

10.  In  injection  engines,  in  stormy  wea- 
ther and  heavy  seas  the  condensing  water 
enters  the  condensers  as  rapidly  when  the 
engines  are  going  at  a slow  as  when  they 
are  going  at  a fast  speed,  and  as  it  is  impos- 
sible to  regulate  the  quantity  of  injection 
water  according  to  the  irregularity  of  the 
speed  of  the  engines,  great  danger  arises 
on  the  one  hand  of  choking  the  condenser 
and  the  air  pump,  and  of  even  breaking 
down  the  engines,  by  the  admission  of 
too  much  water  when  they  are  going 
slow,  or  on  the  other  hand,  of  deducting 
greatly  from  the  pow'er  of  the  engines  by 


cles  into  the  cylinder,  thus,  this  ample 
lubrication  actually  improves  the  slides, 
valves,  and  other  internal  parts  of  the  en- 
gines instead  of  injuring  them,  whereby 
a great  saving  in  their  wear  and  tear  is 
effected. 

In  the  patent  engines,  nothing  but  dis- 
tilled water  and  oil  pass  through  the 
air  pumps,  which  instead  of  becoming 
rough  are  thereby  rendered  more  smooth 
and  polished,  and  of  course  brass  buckets, 
piston  rods,  and  linings  to  the  air  pumps 
are  not  necessary,  as  is  the  case  in  injec' 
tion  engines. 

In  the  patent  engines,  the  air  pump  has 
only  to  pump  out  of  the  vacuum,  the  wa- 
ter resulting  from  the  condensation  of  the 
steam,  which  in  a pair  of  engines  of  450 
horse  power  is  only  about  50  gallons  per 
minute ; the  saving  of  the  power,  there- 
fore, required  to  pump  out  the  2700  gal- 
lons per  minute  of  injection  water  is  so 
much  additional  effective  power  gained 
and  applicable  to  the  paddle  wheels. 

The  patent  engines,  in  the  roughest 
weather  and  when  the  greatest  power  is 
required,  preserve  as  perfect  a vacuum,  and 
consequently  as  great  a power,  as  in  fine 
weather,  and  all  the  power  required  in 
injection  engines  to  supply  the  proper 
quantity  of  condensing  w'atcr  is  super- 
seded, and  the  engineer  is  relieved  from 
that  onerous  duty. 
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injecting  too  little  water  into  them  when 
their  speed  is  great,  thereby  deteriorating 
the  vacuum  and  reducing  the  power  of 
the  engines,  and  that  at  the  time  when 
the  greatest  power  is  required. 

11.  In  injection  engines,  the  proper 
supply  of  water  to  the  boilers  is  depend- 
ent upon  and  entirely  at  the  mercy  of 
the  engineers,  from  whose  negligence  such 
serious  accidents  arise  as  those  of  the  ex- 
plosion of  the  two  Hull  steam  vessels,  the 
Union  and  Victoria,  and  many  others,  by 
which  a most  serious  loss  of  life  lias  taken 
place  and  great  injury  has  been  done  to 
the  reputation  of  steam  navigation. 

12.  In  injection  engines,  the  vacuum  is 
injured  by  the  air  which  is  in  mechani- 
cal combination  with  the  injection  water 
being  conveyed  by  it  into  the  condenser. 


In  the  patent  engines,  the  boilers  are 
never  liable  to  be  burnt  down  or  injured 
by  the  water  becoming  in  them,  by  acci- 
dent or  by  the  carelessness  of  engineers, 
too  low,  for  as  every  cubic  foot  of  water 
which  is  converted  into  steam  is  by  con- 
densation reconverted  into  precisely  the 
same  quantity  and  returned  to  the  boil- 
ers, the  water  is  always  kept  in  them  at 
exactly  the  same  height  without  any  at- 
tention on  the  part  of  the  engineer. 

In  the  patent  engines,  a superior  va- 
cuum is  obtained,  owing  to  no  air  being 
introduced  into  the  condensers,  and  to  the 
condensation  being  more  perfect  than  can 
be  effected  by  injection.” 


"ADVANTAGES  APPERTAINING  TO  THE  PATENT  IMPROVEMENTS. 

“First,  from  the  various  causes  above  mentioned,  a saving  of  at  least  one  third  part 
of  the  fuel  is  effected  in  the  potent  engines,  or  in  other  words  injection  engines  con- 
sume half  as  much  more  fuel  as  the  patent  engines. 

Second,  for  every  ton  of  coal  that  is  saved,  a ton  of  profitable  freight  may  be  sub- 
stituted. 

Third,  as  vessels  with  engines  to  which  the  patent  improvements  are  applied 
make  their  passages  nearly  as  quick  in  stormy  as  in  fine  weather,  and  as  they  do 
not  require  during  or  at  the  end  of  their  passages,  however  numerous,  any  blowing 
out  or  cleaning  of  the  boilers,  to  occasion  delays,  every  vessel  is  capable  of  making 
more  passages  and  of  becoming  in  that  ratio  more  profitable. 

Fourth,  as  boilers  supplied  with  pure  distilled  water  will  endure  a much  greater 
length  of  time  than  those  in  which  salt  water  is  used,  not  only  is  the  annual  expense 
of  the  boilers  greatly  diminished,  but  the  loss  of  the  time  of  the  profitable  use  of  the 
vessel  during  the  taking  out  of  old  boilers  and  the  replacing  them  with  new  ones 
is  also  avoided,  to  say  nothing  of  the  breaking  up  of  the  decks  and  other  expenses 
attending  the  business. 
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Fifth,  as  the  internal  parts  of  the  engines  are  kept  so  much  longer  in  repair  owing 
to  the  causes  above  mentioned,  the  perpetual  expense  and  time  required  in  repairing 
such  parts  is  greatly  diminished ; indeed  there  is  no  doubt  but  the  slides,  valves,  pistons, 
and  all  the  internal  parts  of  the  engines  are  in  much  finer  condition  after  having  been 
in  operation  for  years,  than  they  are  the  first  day  they  are  set  to  work.  The 
circumstance  of  salt  being  carried  over  with  the  steam  into  the  cylinders  (when  salt 
water  is  used  in  the  boilers)  is  unquestionable,  its  well  as  that  it  is  the  cause  of  the 
valves  and  other  internal  parts  of  tho  engines  becoming  so  soon  in  bad  condition, 
whereby  a great  waste  of  steam  takes  place  even  long  before  they  become  so  very 
much  worn  as  to  render  it  indispensably  necessary  to  give  them  a thorough  repair. 

The  regulation  of  injection  water,  and  of  the  water  to  supply  the  boilers,  forms  no 
part  of  the  duty  of  the  engineer,  as  they  are  quite  superseded  by  no  injection  taking 
place,  and  the  boilers  being  self-supplied  with  undeviating  accuracy. 

It  may  also  be  observed,  that  the  comparative  advantages  of  the  pntent  engines  do 
not  appear  to  be  so  great  on  tho  first  starting  of  new  engines,  or  even  during  the 
first  month  or  two,  as  the  boilers  and  machinery  of  injection  engines,  are  then  as 
clean  and  in  as  good  order  as  those  of  tho  patent  engines  ; but  afterwards,  when  the 
boilers  of  the  former  become  thickly  coated  with  scale,  the  internal  parts  of  the 
engines  are  worn  and  galled,  while  those  of  the  latter  are  actually  improved,  and  the 
comparison  should  then  be  made. 

Lastly,  it  is  certain  that  a vessel  with  the  patent  engines  of  300  horse  power, 
will  effect  an  increase  of  economy  and  advantage  of  112500  or  £3000  per  annum 
over  a vessel  having  injection  engines  of  that  power,  and  consequently  the  former 
will  realize  so  much  greater  a profit.” 

The  following  engines  arc  now  in  operation  with  the  improvements  applied  to  them: 

The  Sirius  steam  ship  with  a pair  of  engines  of  320  horses'  power,  both  included, 
on  the  station  from  London  to  New  York,  being  the  first  steam  vessel  that  performed 
that  voyage  across  the  Atlantic  and  back.  This  vessel  belongs  to  the  St.  George 
Steam  Packet  Company,  and  is  chartered  by  the  British  and  American  Steam  Navi- 
gation Company. 

The  Megeern  steam  ship  with  a pair  of  engines  of  140  horses'  power,  stationed 
in  the  Mediterranean,  and  built  by  the  Lords  Commissioners  of  the  Admiralty 
for  her  Majesty’s  navy.  Engravings  of  her  engines  are  given  in  this  work,  Plates 
XLIX.,  L. 

The  Hercules  steam  vessel  with  a pair  of  engines  of  180  horses’  power,  stationed 
between  Glasgow,  Dublin,  and  Cork,  belonging  to  the  St.  George  Steam  Packet  Com- 
pany. 

The  Sea-horse  steam  vessel  with  a pair  of  engines  of  260  horses’  power,  stationed 
between  Hull  and  Rotterdam,  belonging  to  the  St.  George  Steam  Packet  Company. 
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Tho  Juno  steam  vessel  with  a pair  of  engines  of  860  horses’  power,  stationed 
between  London  and  Cork,  belonging  to  the  St.  George  Steam  Packet  Company. 

The  Vulture  steam  vessel  with  a pair  of  engines  of  260  horses’  power,  stationed 
between  London  and  Cork,  belonging  to  the  St.  George  Steam  Packet  Company. 

The  Tiger  steam  vessel  with  a pair  of  engines  of  300  horses'  power,  stationed 
between  Hull  and  Hamburgh,  belonging  to  the  St.  George  Steam  Packet  Company. 

Tho  IViibei force  steam  vessel  with  engines  of  300  horses’  power,  stationed  between 
London  and  Hull,  belonging  to  the  Humber  Union  Steam  Company.  Engravings  of 
the  engines  of  this  vessel  are  given  in  this  work. 

The  Kilkenny  steam  vessel  with  a pair  of  engines  of  300  horses’  power,  stationed 
between  London  and  Waterford,  belonging  to  the  Waterford  Commercial  Steam  Navi- 
gation Company. 

The  Windermere  steam  packet  with  a pair  of  engines  of  60  horses’  power,  stationed 
between  Liverpool  and  Ulverstone,  belonging  to  James  Winder,  Esq.,  of  Liverpool. 

The  Albatross  steam  packet  with  a pair  of  engines  of  70  horses'  power,  stationed 
between  Hull  and  Yarmouth,  belonging  to  Messrs.  Boardman  and  Harmer,  of  Nor- 
wich, and  others. 

In  addition  to  the  engines  above  mentioned,  a magnificent  pair  of  engines  of  S00 
horses'  power,  on  board  the  British  Queen  steam  ship  of  1863  tons,  will  be,  in  the 
course  of  a short  time,  in  operation  between  Great  Britain  and  the  United  States. 

And  another  pair  of  engines  of  500  horses’  power  are  making  for  the  President, 
another  vessel  building  for  the  British  and  American  Steam  Navigation  Company,  of 
2028  tons,  being  also  for  navigation  between  Great  Britain  and  the  United  States. 

A pair  of  engines  of  220  horses’  power  are  also  now  making  for  the  Honourable 
the  East  India  Company. 

In  addition  to  the  above,  a considerable  number  of  land  engines  are  in  satisfactory 
operation  with  Mr.  Hall’s  improvements,  but  it  is  not  necessary  to  particularise  them. 

The  great  importance  of  Mr.  Hall’s  improvements  to  steam  navigation  and  to  land 
engines,  where  water  containing  saline  and  other  extraneous  matters  only  can  be  pro- 
cured for  the  condensation  of  the  steam  used  in  working  engines,  is  strongly  illustrated 
by  extensive  documentary  evidence,  corroborating  the  advantages  that  have  been 
stated. 

For  graphical  explanation,  see  Plates  XLIX.  and  L. 
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PLATES  XLIX.  AND  L. 

ENGINES  OF  HER  MAJESTY'S  STEAM  SHIP  MEG/ERA. 


Her  Majesty’s  steam  ship  Megsera  is  fitted  with  Messrs.  Seaward’s  engines  and 
Mr.  Samuel  Hall’s  condenser. 

Plate  XLIX.  represents  an  elevation  of  the  engines. 

Plate  L.  exhibits  a section  of  the  same  engines,  and  comprises  a delineation  of  Sea- 
ward’s Patent  Slide  Valves,  the  principle  of  which  has  been  described  in  Art  451. 
The  same  letters  refer  to  corresponding  parts  in  both  Plates. 


A.  Is  the  boiler,  of  which — 

a.  Is  the  furnace  door 

n\  Grate  bars. 

n".  Furnace. 

b.  Bridge. 

r,  Flues. 

rf.  Take-up. 

e.  Chimney,  which  is  surrounded  with 

a double  casing  e,  filled  with  incombusti-  1 
bit-  and  non-conducting  matters,  ealeu-  j 
lated  to  intercept  the  heat  and  thereby  I 
prevent  accident  from  fire. 

f.  Water  space  beneath  the  flues,  suffi- 
cient to  permit  a free  passage  for  clean- 
ing ami  repairs. 

./',  Water  space  between  the  flues. 

(].  Steam  box,  on  which  are  fitted  the 
safety  valves  g in  close  iron  boxes  g". 


h.  Is  the  stop  valve,  fitted  on  the 
upper  end  of  the  steam  pipe  h\  so 
that  the  steam  may  be  completely 
shut  off  from  either  boiler,  and  the 
engines,  as  found  necessary. 

B,  The  steam  cylinder,  with  its  piston 
B' ; m,  >n\  m",  steam  slide  casing,  of 
which  the  boxes  m\  m",  contain  the 
steam  slides  which  are  connected  by 
the  pipe  m',  with  the  steam  pipe  h\ 
leading  from  the  boiler  A. 
n,  ri,  n.  Exhaustion  slide  casing,  the 
boxes  n,  ri\  containing  the  exhaus- 
tion slides,  which  are  connected 
with  the  top  chamber  of  the  con- 
denser L,  by  the  exhaustion  pipe  n, 
and  the  nozle  at  n. 


Both  the  steam  and  exhaustion  slide  casings  are  cast  on  the  cylinders,  due  con- 
sideration being  paid  to  the  difference  in  expansion  and  contraction  of  the  side  pipes 
in',  and  of  the  cylinder  B. 

By  this  construction,  the  usual  joints  at  the  nozlcs,  1,  8,  3,  4,  by  which  the  slide 
casings  are  attached  to  the  cylinders  are  dispensed  with,  and  of  course  the  risk  of 
leakage  avoided. 

r r,  * i.  Are  the  steam  slide  facings  or  hack  plates,  through  which  are  apertures 
corresponding  with  those  of  the  nozles  1 and  2. 
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1 1,  v r,  Are  the  exhaustion  slide  facings  or  back  plates,  the  apertures  through  which 
correspond,  in  like  manner,  with  those  of  the  nozles  8 and  4. 

The  four  back  plates  r,  s,  t,  r,  are  distinct  from  tho  casings,  and  are  fixed  in  the 
boxes  or  recesses  wi,  m",  »,  n of  the  slide  casings,  by  folding  wedges  or  keys,  so  that 
r r,  t i have  their  backs  against  the  cylinder,  while  1 1,  v t>  present  their  faces  to  the 
same,  their  backs  being  wedged  to  projections  or  flanches  adapted  thereto,  in  the 
recesses  n, 

To  insure  perfect  joints,  a plain  caulking  space  is  left  at  the  bottom  and  back  of 
each  slide-face,  while  the  edges,  which  fit  the  casing  at  the  face,  have  dovetail 
portions  removed  so  as  to  permit  the  insertion  of  soft  or  elastic  packing,  which, 
with  that  beneath  and  at  the  back,  completely  surrounds  the  aperture  and  renders 
all  tight. 

Facility  is  afforded  of  removing  either  back  plate  when  requisite,  by  driving  bock 
the  folding  wedges  or  keys,  which  keep  them  firmly  in  place,  this  dovetail  form  of 
the  edge  permitting  tho  facings  to  be  readily  detached  from  the  packing  after  being 
pressed  by  the  wedges. 

w,  x,  y. Are  four  slide  valves,  of  rectangular  figure,  receiving  their  motion  from 
rods  or  spills  passing  through  the  stuffing  boxes  5,  6,  7,  8. 

The  valves  tr,  x are  the  steam  slides,  having  their  backs  always  presented  to  the 
steam  from  the  boiler,  which  maintains  them  in  close  contact  with  the  faces  <>f  the 
back  plates  r r,  s ». 

The  valves  te,  x,  it  will  be  seen,  are  connected  to  their  rods  or  spills  by  knuckle 
joints,  so  as  to  permit  perfect  freedom  of  motion  off  their  facings,  independently  of 
the  rods.  By  this  contrivance,  water  carried  over  from  tho  boilers  into  the  cylinder, 
is  forced  back  by  the  piston  into  the  steam  pipe  A',  till  drawn  off  by  cocks  fitted  at 
the  bottom  for  such  purpose ; thus  obviating  the  risk  of  accident  from  its  accumulation, 
and  dispensing  at  the  same  time  with  the  necessity  for  escape  or  discharge  valves. 

The  backs  of  the  exhaustion  valves  y,  z,  being  alternately  submitted  to  the  pres- 
sure of  the  steam  on  the  descent  and  ascent  of  the  piston,  while  their  faces  are  pre- 
sented to  the  condenser,  it  will  be  observed  that  perfect  contact  of  the  slides  with 
their  back  plates  1 1,  v v will  ensue. 

Thus  the  four  slides  tc,  x,  y,  z are  caused  to  operate  without  packing,  and  with- 
out being  submitted  to  greater  friction  than  that  due  to  tho  simple  pressure  of  the 
steam. 
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ACTION  OF  TIIE  VALVES. 

The  steam  passing  from  the  boiler  A,  by  the  steam  pipe  A’,  is  regulated  in  its  ad- 
mission to  the  slide  valves  w,  .r,  by  the  throttle  vftlve  i,  the  rod  jj,  with  its  lever  / 
and  adjusting  arc  j“  being  conveniently  adapted  for  the  same. 

The  engine  then,  after  being  cleared  of  air,  ice.,  through  the  blow  valve  4 is  put 
in  motion  by  means  of  the  starting  lever  p,  and  causes  the  eccentric  O,  through  its 
rod  o',  to  actuate  the  lever  p,  of  the  exhaustion  balance-shaft  X,  a system  of  levers 
i/  q,  affording  the  means  of  engaging  and  disengaging  the  same,  according  to  the  ne- 
cessity of  reversing  or  stopping  the  wheels.  And  the  shaft  X,  being  connected  with 
the  balance-shaft  Y,  of  the  steam  slides  by  the  levers  u,  u,  and  the  rods  u",  it  is  clear 
that  both  shafts  will  operate  simultaneously  on  all  four  slide  valves,  which  are  con- 
nected to  the  levers  u,  of  the  said  shafts  by  the  side  links  9,  10,  11,  12.  Now 
when  the  lever  p,  is  urged  by  o’,  from  the  condenser  L,  the  steam  slides  w,  x,  will  be 
caused  to  descend,  admitting  the  steam  above  the  piston  8’,  through  the  passage  No. 
1,  while  No.  2 will  be  closed  by  the  slide  x.  The  exhaustion  slides  y,  s,  ascending 
at  the  same  time,  will  permit  the  steam  from  beneath  the  piston  to  pass  off,  through 
the  passage  No.  4 and  pipe  n',  into  the  condenser,  the  passage  3 being  closed  by 
the  slide  y. 

When  the  lever  p,  on  the  contrary,  is  drawn  towards  the  condenser  L,  the  exhaus- 
tion slides  will  be  depressed,  while  the  steam  slides  are  caused  to  ascend,  thereby  re- 
versing the  operation  of  the  steam. 

The  lever  »,  moreover,  which  gives  motion  to  the  steam  slides  is  so  contrived  that, 
the  extremity'  of  the  rod  u"  can  be  moved  by  an  adjusting  screw,  through  a consider- 
able space  in  a slot  seen  at  «,  thereby  lengthening  and  shortening  the  leverage,  and 
consequently  the  stroke  of  the  steam  slides. 

The  steam  is  thus  caused  to  act  expansively,  to  such  extent  as  the  variable  cir- 
cumstances of  the  weather  at  sea  may  suggest,  the  advantages  of  which  are  shewn 
in  Arts.  422,  431,  and  elsewhere. 

Hall’s  condenser  is  shewn  at  L,  of  which  13  is  the  upper  chamber,  containing  a 
thin  plate  14,  completely  perforated  with  small  holes,  by  which  the  steam  from  the 
cylinder  11,  is  distributed  in  its  passage  through  the  pipes  13  15,  to  the  bottom 
chamber,  16. 

The  pipes  13  15,  are  surrounded  with  cold  water,  which  is  supplied  through  the 
pipe  R’,  by  the  double  acting  pump  R,  R',  whose  motion  is  derived  from  the  main 
lever  C,  through  the  rods  W T,  and  the  lever  U,  which  is  supported  by  the  bracket 
V ; the  waste  water  passing  into  the  sea  through  the  opening  S. 
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M,  Is  the  air  pump,  through  which  the  bucket  M'  discharges  the  water  resulting 
from  the  condensation  of  the  steam  from  the  cylinder,  in  its  passage  through  the 
pipes  15  15,  together  with  the  air  and  uncondensed  vapour,  into  the  hot  well  Z,  through 
its  valve  1 7,  whence  it  is  carried  forward  by  the  feed  pipes  into  the  boiler  A. 

Still,  in  order  to  meet  unavoidable  losses  of  water  from  the  boilers  by  the  waste  of 
steam,  &e.,  a distilling  vessel  A',  of  cylindrical  figure,  is  introduced  within  the  boiler, 
which  uniformly  maintains  the  requisite  height  of  water  therein,  in  the  following 
manner  : 

A pipe  18,  connecting  the  upper  surface  of  the  still  A'  with  the  upper  or  steam 
chamber  1 8,  of  the  condenser,  is  furnished  with  a stop  cock  1 9,  which  when  open  per- 
mits the  vapour  generated  in  the  still  to  pass  over  into  the  condenser,  whence  it  is 
returned  by  the  feed  pipes,  in  addition  to  the  water  resulting  from  the  steam  of  ex- 
haustion, into  the  boilers,  and  is  regulated  in  quantity  by  the  amount  of  opening  of  the 
stop  cock  1 9. 

The  connection  with  the  condenser  produces  a nearly  corresponding  vacuum  in 
the  still,  whence  evaporation  takes  place  at  a lower  temperature  and  much  more  ra- 
pidly than  if  exposed  to  the  atmosphere  at  the  ordinary  boiling  point  of  812°. 

As  the  evaporation  proceeds,  and  the  water  in  the  still  becomes  lower  than  the 
level  marked  in  the  drawing,  the  copper  float  20,  descends,  carrying  with  it  the  rod 
21,  of  the  index  22,  and  causing  the  valve  28  to  be  lifted  at  the  same  time.  The 
valve  23,  being  connected  with  the  supply  pipe  24,  which  is  joined  at  the  other  ex- 
tremity with  the  waste  pipe  8 of  the  condenser,  affords  abundance  of  sea  water  to 
pass  into  the  still,  until  again  closed  by  the  float  20 ; the  index  22  exhibiting  the 
operation. 

By  the  frequent  repetition  of  this  process,  it  will  be  seen  that  the  water  in  the 
distilling  vessel  A',  will  become  saturated  with  salt,  and  in  that  respect  the  still  will 
be  assimilated,  with  the  exception  of  risk  from  burning  in  case  of  neglect,  to  ordinary 
boilers  working  with  sea  water ; it  is  also  kept  clean  by  the  same  rule,  thus : 

The  pipes,  18  and  24,  being  first  shut  off  from  the  still  by  their  respective  stop 
cocks,  a communication  is  opened  by  the  cock  25,  with  a pipe  26,  which  descends 
nearly  to  the  bottom  of  the  still,  its  other  end  passing  through  the  ship's  side.  At 
the  same  time,  another  pipe,  (not  seen,)  also  furnished  with  a stop  cock,  allows  the 
steam  from  the  boiler  to  pass  into  the  upper  part  of  the  still,  whence  by  its  pressure 
the  brine  and  other  impurities  aro  completely  driven  out  into  the  sea. 

These  latter  pipes  being  shut  off  and  the  former  ones  opened,  the  processor  distilla- 
tion goes  on  as  usual. 

The  piston  B',  noting  on  the  cross  head  D,  gives  motion  to  the  side  rods  E,  which 
are  connected  at  the  lower  ends  with  the  beams  or  main  lovers  C,  and  these  vibrat- 
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mg  on  their  axes  C',  transmit  the  motion  to  the  connecting  rod  G,  through  its  side 
links  or  forks  H,  and  fork  head  F. 

The  crank  I,  being  impelled  by  the  upper  end  of  the  connecting  rod,  produces  a 
rotary  motion  about  the  paddle  shaft  N,  which  is  supported  by  the  framing  K K. 

The  air-pump  bucket  M',  receives  its  motion  through  the  cross  head  P and  side 
rods  Q,  which  are  connected  to  the  beams  at  Q'. 

To  maintain  rectilinear  motion  of  the  piston  rod,  a perpendicular  rod  27,  from  the 
beam  C,  is  caused  to  act  on  the  radius  crank  28,  and  parallel  rods  29,  whoso  action 
is  transmitted  to  the  piston  through  the  sido  rods  E,  as  in  the  other  parallel  motions. 


PLATES  LI.,  LIL,  LIII.,  and  L1V. 

ENGINES  OF  THE  HULL  AND  LONDON  PACKET  WILLIAM  W1LBERFORCE. 

Plate  LI.  represents  a plan  of  the  engines  of  the  Wilborforce  Hull  and  London 
packet,  built  by  John  and  Edward  Hall,  of  Dartford,  and  fitted  with  Samuel  Hall’s 
patent  condensers,  and  Francis  Humphrys’s  patent  slides..  The  mechanical  ar- 
rangement of  these  engines  differ  from  other  marine  engines  provided  with  Hall's 
condensers,  os  every  part  of  the  condensing  apparatus  is  fixed  on  the  foundation 
plates  of  the  engines,  and  the  cold  water  pumps  receive  their  motion  directly  from 
the  great  levers,  by  means  of  side  rods  and  cross  heads,  like  the  air  pumps,  by  which 
arrangement  the  parallelism  of  the  several  rods  employed  in  working  the  cold  water 
pumps  is  preserved,  and  the  pumps  themselves  firmly  and  substantially  fixed  and 
united  with  the  several  other  parts  comprising  the  engines;  thus  also  affording  every 
convenience  for  ready  access  to  the  valves  or  plungers  in  case  of  their  requiring  re- 
pairs. 

The  slide  valves  of  these  engines,  as  well  as  the  pistons  and  air  pump  buckets,  arc 
wholly  metallic,  and  their  operation  have  proved  them  to  he  quite  as  efficient  as  D 
slide  valves  in  their  most  perfect  condition  without  requiring  any  care  or  attention 
from  the  engineer  ; and  they  work  with  so  little  friction  that  one  man  can  when  re- 
quired handle  both  engines,  although  the  leverage  power,  as  will  be  seen  by  inspect- 
ing the  engravings,  is  little  more  than  as  two  to  one ; this  affords  a great  advantage 
to  a marine  engine,  particularly  in  a crowded  river  like  the  Thames,  through  which 
the  Wilberforce  has  to  pass;  hut  their  more  important  advantage  is  felt  in  the 
steady  maintenance  of  the  power  of  the  engiues,  and  in  the  economy  of  fuel  arising 
from  the  total  absence  of  the  leakage  common  to  all  hemp  packed  slide  valves  when 
neglected  by  the  engine  man  or  not  plentifully  supplied  with  melted  tallow. 
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The  general  operation  of  these  engines  is  like  all  other  marine  engines  fitted  with 
Hall’s  condensers,  excepting  that  the  water  pumped  from  the  condensers  by  the  air 
pumps  is  not  forced  by  the  air  pumps  through  the  feed  valves  directly  into  the  boilers, 
but  is  delivered  into  a casing  or  cylindrical  jacket  surrounding  the  chimney,  and 
flows  out  at  the  upper  part  of  the  casing,  into  a stand  pipe,  sufficiently  high  to  retain 
a column  of  water  to  overcome  the  pressure  within  the  boilers,  like  the  usual  mode  of 
feeding  boilers  in  an  ordinary  Boulton  and  Watt  engine.  By  this  means  the  water  ac- 
quires an  additional  temperature  of  about  twenty  degrees  before  it  enters  the  lioilers,  and 
it  is  more  perfectly  separated  from  any  bubbles  of  air  which  may  arise  in  admixture 
with  the  water,  when  it  leaves  the  air  pumps. 

The  nominal  power  of  these  engines  is  285  horses’ ; a very  rapid  and  perfect  ex- 
haustion of  the  cylinders  is  effected,  as  will  be  seen  by  diagrams,  pgaes  385,  386, 
taken  with  great  care  by  a very  good  indicator  adjusted  for  the  occasion.  The  advan- 
tage of  Samuel  Ilall's  process  of  condensing  by  contact  instead  of  by  injection,  will 
be  very  manifest  on  inspecting  the  diagram  No.  2,  taken  in  a heavy  sea  while  the 
vessel  was  rolling  and  exposed  to  the  effects  of  half  a gale  of  wind  ; yet  the  vacuum 
was  as  perfect  as  in  smooth  water,  and  the  exhaustion  of  tho  cylinder,  proved  by  ac- 
tual experiment,  amounted  to  13  lbs.  upon  each  square  inch  of  its  area,  which,  to- 
gether with  tho  pressure  of  the  steam,  gives  a mean  force  on  the  piston  of  16‘541bs. 
per  square  inch,  and  produces  an  absolute  effect  of  28S’6  horses’  power,  or  567'2 
horses'  power  with  both  cylinders,  after  deducting  2 lbs.  per  square  inch  on  the  pistons 
for  the  friction  and  power  expended  in  working  the  pumps,  &c.,  leaving  an  effect  of 
98  per  cent,  more  than  the  nominal  power  of  the  engines ; the  diagram  No.  1 
gives  a still  greater  effect  than  this,  being  more  than  1 00  per  cent,  above  the  nominnl 
power,  and  the  mean  effect,  as  ascertained  by  the  indicator  and  shewn  by  the  several 
diagrams,  amounts  to  96  per  cent-  more  than  their  nominal  power. 

The  uniform  velocity  of  the  engines  in  smooth  water  is  22  revolutions,  the  pistons 
moving  through  264  feet  per  minute  when  the  draught  of  the  vessel  is  9 feet  6 inches 
forward  and  11  feet  aft,  at  which  draught  the  paddle  wheels  are  immersed  3 feet  6 
inches,  measuring  from  tho  outer  edges  of  the  centre  floats  to  the  surface  of  the  water, 
and  the  total  area  of  the  paddle  boards  thus  immersed,  amounts  to  102  feet  in  each 
wheel. 

The  same  letters  of  reference  are  employed  to  denote  the  same  parts  in  each  en- 
graving, the  use  and  operation  of  which  will  be  understood  on  referring  to  the 
several  plates. 

Plate  LII.  represents  a longitudinal  elevation  of  the  engines. 

Plate  LIII.  represents  a cross  section  shewing  the  after  parts  of  the  engines  and  the 
paddle  wheels. 
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Plate  LIV.  shews  a longitudinal  section  of  the  engines. 

A,  Steam  pipes. 

B,  Throttle  valves  for  regulating  the  supply  of  steam  to  the  engines. 

C,  Blow  valves  for  clearing  the  engines  of  air,  by  the  admission  of  steam  previous 
to  starting. 

D,  Inlet  sluices  and  pipes,  II  inches’  diameter  in  the  clear,  for  admitting  the  supply 
of  water  to  the  cold  water  pumps. 

E,  Relief  valves  for  the  purpose  of  affording  a ready  escape  for  any  accidental  ac- 
cumulation of  water  within  the  cylinders,  either  below  or  above  the  pistons. 

F,  Humphrys's  metallic  slides,  by  which  the  great  pistons  are  actuated. 

0,  The  cold  water  pumps  for  forcing  the  water  into  the  condensing  cisterns  H ; 
these  pumps  are  18  inches'  diameter  having  a stroke  of  2 feet  8 inches,  and  supposing 
their  chambers  to  be  quite  filled  with  water  at  each  stroke,  will  supply  at  the  rate  of 
8 gallons  of  water  per  minute  per  horse  power,  which  is  forced  round  the  lower  ex- 
tremities of  the  condensing  pipes  and,  ascending  amongst  them  with  considerable  ve- 
locity, escapes  through  apertures  in  the  cisterns  at  their  upper  extremities,  by  the 
pipes  marked  L. 

H,  Condensing  cisterns ; each  cistern  containing  2374  half  inch  dipper  pipes,  8 feet 
long  each  between  the  top  and  bottom  plates,  in  which  their  ends  are  fixed,  thus 
giving  a total  length  of  18992  feet  of  pipe  to  each  condenser  exposed  to  the  cold 
18993  x 2 

water,  which  is  equivalent  to  — — - ■ =133  lineal  feet  of  J inch  pipe  per  horse 

285-4  HP  r r 

power. 

1,  Air  pumps,  35  inches'  diameter  and  3 feet  stroke,  by  which  the  water  and  air  is 
pumped  out  of  the  condensers  and  conducted  by  the  pipes  K to  the  casing  or  jacket 
surrounding  the  chimney,  where  it  is  warmed  and  perfectly  separated  from  the  air 
and  descends  through  a stand  pipe  into  the  boilers  by  its  hydrostatic  pressure,  as 
usual  in  the  ordinary  mode  of  feeding  low  pressure  boilers. 

K,  The  feed  pipes,  4 inches’  diameter ; each  pipe  is  provided  with  a stop  valve  to 
prevent  the  water  returning  from  the  casing  around  the  chimney  into  the  air  pumps. 

L,  Outlet  pipes,  1 1 inches’  diameter  in  the  clear,  through  W'liich  the  water  from  the 
condensing  cisterns  is  conducted  outside  of  the  vessel. 

M,  Bilge  pumps. 

0,  Starting  handles  for  working  the  slide  valves. 
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INDICATOR  DIAGRAMS, 

SHEWING  THE  PERFORMANCE  OF  TIIK  ENGINES  ON  BOARD  THE  W1LBBRFORCE  DURING  A VOYAGE 
BETWEEN  LONDON  AND  HULL,  ENGRAVED  FROM  THE  ORIGINAL  CARDS. 

DIAGRAM,  No.  1. 

15*35 - 2 =13*35 ; — — 288.2  Horses'  Power. 

33,000 


Pressure  of  Steam  in  Boilers,  11  inches  of  Mercury.  Revolutions,  21.  Condenser 
Gauge,  29*5.  2b.  30m.  P.M, 

Taken  at  the  Nore  from  London  to  Hull.  April  7th,  183S. 


DIAGRAM,  No.  2. 

16*34  - 2 = 14*54  ; -1-4  54  X 2827  X — * = 283*6  Horses'  Power. 
33,000 
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Pressure  of  Steam  in  Boilers,  13*5  inches  of  Mercury.  Revolutions,  19.  Con- 
denser Gauge,  29*5,  llh.  30m.  P.M.  Abreast  of  Winterton.  Wind,  N.W., blowing 
very  hard.  Considerable  swell,  Vessel  rolling,  Gib  and  Fore  Sails  set. 

From  London  to  Hull.  April  7th,  1838. 

3 C 
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DIAGRAM.  No.  3. 


1597-2=  1 3 97  | l8.'97..****-7*  *-**  = *72-8  Horse.’  Power. 
33,000 


Pressure  of  Steam  in  Boilers,  10  inches  of  Mercury.  Taken  in  the  Humber;  strong 
head  wind  and  ebb  tide.  Revolutions,  19.  Condenser  Gauge,  29*3.  lOh.  30m.  A.M. 
From  London  to  Hull.  April  8th,  1838. 


DIAGRAM,  No.  4. 


14  41  - 2 = 1 2 41  ( 1*’*>  * *8*7  ><  281  _ j 77.4  Horle,'  power. 


Pressure  of  Steam  in  Boilers,  12  inches  of  Mercury.  Revolutions,  21*75.  Con- 
denser Gauge,  29*5.  10b.  30m.  A.M.  Taken  in  the  River  Thames. 

From  Hull  to  London.  April  12th,  1838. 
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MODE  OF  CALCULATING  THE  POWER  OF  AN  ENGINE  BY  THE  INDICATOR 

CARDS. 

The  mean  pressure  on  the  piston,  as  proved  by  the  indicator  in  diagram  No.  I,  is 
15'35  lbs.  upon  each  square  inch  of  its  area,  and  the  area  of  the  piston  being  2827 
inches,  it  follows  that  the  total  pressure  on  the  piston  is  equal  to  15  35  multiplied  by 
2827,  which  amounts  to  43394  lbs.,  but  as  an  allowance  of  2 lbs.  upon  each  square 
inch  area  is  made  for  the  power  necessary  to  overcome  the  friction  of  the  engine 
and  to  work  the  pumps,  the  (ffective  pressure  on  the  piston  will  be  represented  by 
multiplying  15-35  — 2 = 13  35  by  2827,  which  gives  37740'4  lbs. ; and  as  this  pres- 
sure is  maintained  at  a velocity  of  252  feet  per  minute,  (the  piston  making  21 
double  strokes  of  6 feet  each,)  it  follows  that  the  power  of  the  engine  will  be  ex- 
pressed by  multiplying  37740' 4 lbs.  by  252,  the  velocity  in  feet  per  minute,  and 
then  dividing  the  product  by  33,000  for  the  horses'  power. 
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PLATE  LV.  a. 

This  plate  represents  a longitudinal  section  of  Mr.  Francis  Humphrys’s  patent 
marine  engine,  of  fifty  horses'  power,  as  executed  by  the  Messrs.  Hall,  of  Hartford. 

A A,  Is  the  cylinder. 

B B,  The  working  piston. 

C,  The  crank. 

D D,  A steam-tight  casing  or  trunk,  of  a rectangular  form,  rounded  at  each  end, 
which  is  permanently  attached  to  the  piston  in  such  manner  that  the  axis  of  the 
one  shall  correspond  exactly  with  that  of  the  other,  and  which  works  up  and 
down  with  the  piston. 

E E,  Is  the  lid  or  cover  of  the  cylinder  A A. 

G G,  The  stuffing  box,  which  is  made  to  fit  the  outside  of  the  casing  or  trunk 
D D,  instead  of,  as  usual,  fitting  the  piston-rod. 

H,  Is  the  connecting  rod  firmly  secured  to  a cross  pin  or  axis  I,  working  in 
metallic  bearings,  one  end  of  which  rod  is  attached  to  the  bottom  of  the  piston, 
and  the  other  passes  up  through  an  aperture  in  the  piston  into  the  casing  or 
trunk  D D,  and  is  ultimately  connected  with  the  crank  C. 

K K,  Is  a box  or  cover  which  encloses  the  cross-pin  or  axis  1,  with  its  bearings, 
and  is  jointed  steam  tight  to  the  piston 

L L,  A hollow  space  cast  in  the  cylinder  bottom  or  bed-plate  for  the  reception 
of  the  box  K K,  when  the  piston  is  at  the  bottom  of  the  cylinder.  The 
result  of  these  arrangements  is,  that  on  the  engine  being  set  to  work  the  motion 
of  the  piston  is  at  once  communicated  by  the  connecting  rod  H,  to  the  crank 
C,  and  causes  it  to  revolve  without  the  intervention  of  beams,  cross-heads, 
or  other  auxiliary  appendages,  by  which  diminution  in  the  number  of  the 
moving  parts  of  the  engine,  and  consequent  simplification  of  its  action,  it  is 
greatly  reduced  in  size  and  weight. 
a a.  Slide  valves.  ft  Discharge  pipe, 

e.  Starling  handle.  g,  Snifting  valve. 

d.  Air-pump  rod.  h.  Eccentric  rod. 

e.  Hot  well. 

The  same  letters  of  reference  are  employed  to  denote  the  same  parts  of  the  engine 
in  each  of  the  engravings,  by  a reference  to  which  its  operation  will  be  better  under- 
stood. 
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PLATE  LV.  b. 

This  plate  shews  a longitudinal  elevation  of  Humphrys’s  engine. 

A A,  Cylinder  and  jacket. 

C,  The  crank. 

D D,  The  steam-tight  casing  or  trunk,  which  works  up  and  down  with  the 
piston. 

H,  Tho  connecting  rod,  which  vibrates  freely  within  the  steam-tight  casing  or 
trunk,  as  the  crank  revolves. 

a a,  Slide  valve  boxes  or  nozles. 

e.  Starting  handle.  %■ 

rf,  Air-pump  rod. 
e.  Hot  well. 
f Discharge  pipe. 

A,  Eccentric  rod. 

A,  Hand  pump  for  supplying  the  boilers  with  water  when  the  engine  is  not  working. 

I,  Throttle  valve, 
ffl.  Steam  pipe. 

n,  Small  pipe  for  supplying  the  cylinder  jacket  with  steam, 
u.  Bilge  pump. 

o,  Relief  valve  connected  with  the  feeding  apparatus,  by  which  the  water  escapes 

into  the  hot  well  when  it  is  shut  off  from  the  boiler. 


PLATE  LVI.  a. 

This  plate  represents  a midship  section  of  the  steam  packet  Dartford,  shewing  a 
front  elevation  of  a pair  of  Humphrys’s  engines  of  fifty  horses'  power  each. 


C C,  Cranks. 

D,  The  trunk. 

H H,  Connecting  rods. 

aaaa.  Slide  valve  boxes  or  nozles. 

ec,  Starting  handles. 

d.  Air-pump  rod. 

e,  Hot  well. 

ff.  Discharge  pipes. 

A A,  Eccentric  rods. 


A,  Hand  pump. 

1 1,  Throttle  valves. 
m m.  Steam  pipes. 

pp,  Balance  weights  of  slide  valves, 
r,  Condenser. 
t.  Air-pump. 
t.  Injection  cock. 
xs  s.  Foundation  plate. 
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PLATE  LVI.  u. 

This  plate  shews  a plan  of  the  engines  of  the  Dartford. 

E E,  The  cylinder  lids  or  covers. 

C C,  The  cranks. 

1)  1),  The  steam-tight  casings  or  trunks. 

O G,  The  stuffing  boxes. 

H H,  The  connecting  rods. 

a a.  Slide  valve  boxes.  . . ' 

c r,  Starting  handles. 
r.  Hot  well. 
ff.  Discharge  pipes. 
h h.  Eccentric  rods. 

j.  Air  pump. 

k.  Hand  pump. 

it  u.  Bilge  pumps. 

r r,  Feed  pumps  worked  by  levers  connected  with  the  cross  head  of  the  air-pump  rod. 
tr.  Platform  on  which  the  engineer  stands  to  start  the  engines, 
j'j'.r.r.  Foundation  plate,  cast  in  one  piece  and  firmly  secured  to  the  four  sleepers, 
i/  i/  i/i/.  This  plate  measures  18  feet  8 inches  athwartships,  and  8 feet  (i  inches  fore 
and  aft,  which  is  the  space  occupied  by  the  two  engines.  The  cylinders  are 
each  42  inches  diameter,  and  the  pistons  have  a stroke  of  3 feet  8 inches  ; the 
paddle  wheels  are  1 8 feet  diameter,  and  7 feet  wide ; the  load  water  draught 
of  the  vessel  is  8 feet  9 inches ; the  mean  revolutions  of  the  engines  26. 


PLATES  LYTI.,  LV1II.,  and  LIX. 

FORTY-FIVE  HORSE  POWER  ENGINE  CONSTRUCTED  BY  W.  FAIRBA1RN  AND  CO. 


Plate  LVII.  i Fig'  '■  Nation  of  engine. 

2.  Plan  of  ditto. 

3.  Front  elevation. 

4.  Back  ditto. 

LIX.  5.  Cross  section. 


LVIII.  | 


The  letters  refer  to  the  same  parts  in  all 
the  views.  . 
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A,  Base  plate  of  engine  and  condenser. 

B,  Steam  cylinder. 

C,  Column  and  hot  well. 

D,  Cut-off  valve,  and  steam-pipe  from 

boiler. 

E,  Slide  valve  casing. 

F,  Slide  valve. 

G,  Steam  passages. 

H,  Metallic  piston. 

I,  Passage  to  condenser. 

K,  Condenser. 

L,  Air-pump. 

M,  Foot  valve. 

N,  Air-pump  bucket. 

O,  Discharge  valve. 

P,  Waste  water-pipe. 

Q,  Injection  pipe  and  regulating  valve. 

R,  Force  pump. 

S,  Solid  plunger  of  force-pump. 

T,  Beam. 

U,  Piston  rod. 

V,  Air-pump  rod. 

W,  Force-pump  rod. 

X,  Connecting  rod. 


:w:t 

Y,  Crank  shaft. 

Z,  Toothed  fly-wheel,  forming  first  mo- 

tion wheel. 
a.  Governor  wheels. 
h.  Governor. 

c.  Wheels  for  working  cut-off  valve  gear 

ing. 

d.  Eccentric  rod  for  working  slide  valve. 

e.  Socket  for  the  starting  handle. 

f>  Vibrating  shaft  to  work  slide  valve. 

g,  Lever  for  counterbalance  weight. 

h,  Boot-leg  for  giving  motion  to  the  slide 

valve. 

i,  Slide  valve  rod. 

k,  K,  Counterbalance  weight  of  slide 
valve. 

/,  Stud  on  small  wheel  for  giving  motion 
to  the  rod  m. 

m.  Rod  for  working  cut-off  valve. 

n.  Vibrating  shaft  for  ditto. 

o.  Lever  on  shaft  n for  working  cut-off 

valve. 

p.  Rod  with  regulating  screw,  und  levers 

for  ditto. 


PLATES  LX.,  LXI.,  LXII.,  and  LXIII. 


TEN  HORSE  POWER  ENGINE  CONSTRUCTED  BY  W.  FAIRBAIRN  AND  CO. 


Plate  LX. 

LXI. 

LXII. 

LXIII. 


Fig.  1. 

\ *' 

( 3. 

4. 

5. 


Elevation  of  engine. 
Plan  of  ditto. 

Sectional  plan. 

Cross  sectional  elevation. 
Sectional  elevation. 


The  letters  refer  to  the  same  parts 
in  all  the  views. 


A,  Engine  base. 

B,  Column  or  pillar,  to  support  the  end 

of  crank  shaft. 


C,  Crank  shaft. 

D,  Fly  whoel. 

E,  First  motion  spur  wheel. 


3 D 
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EXPLANATION  OF  THE  PLATES. 


F,  Steam-pipe  from  boiler. 

G,  Stop  valve. 

H,  Cylinder. 

I,  Belt  round  tho  cylinder,  to  bring  the 

steam  into  the  valve  case. 

K,  Slide  valve. 

L,  Steam  ports. 

M,  Piston. 

N,  Eduction  pipe. 


O,  Feed  pump. 

P,  Feed  pipe. 

Q,  Water  cock. 

R,  Clack  valves  of  feed  pump. 

S,  Connecting  rod. 

T,  Eccentric,  for  working  the  slide  valve. 

U,  Eccentric  rod  for  ditto. 

V,  Governor  wheels. 

W,  Governor. 


PLATE  LXIV. 

ELEVATION  OF  LOCOMOTIVE  ENGINE,  STANHOPE  AND  TYNE  RAILWAY;  CON- 
STRUCTED DY  MESSRS.  ROBERT  STEPHENSON  AND  CO.,  OF  NEWCASTLE- 
UPON-TYNE. 

This  plate  exhibits  a general  elevation  of  the  engine  without  the  tender.  It 
should  be  observed,  that  the  construction  of  locomotive  engines  has  undergone  con- 
siderable variation  in  external  form  and  detail  since  the  establishment  of  the  Liver- 
pool and  Manchester  railway.  The  particular  form  and  arrangement  of  engine 
represented  in  the  accompanying  engraving  is  such  as  was  adopted  on  tliis  railway 
about  the  year  1834.  The  following  is  a general  table  of  the  dimensions  of  the 


various  parts. 

Ft.  In. 

Diameter  of  boiler 3 6 

Length  of  ditto 8 0 

Length  of  fire-box  outside 3 7 

Breadth  ditto 4 0 

Depth  below  boiler 2 3 

Length  of  inside  fire-box  . . . . . 2 1 1 J 

Breadth  of  ditto 3 7} 

From  top  of  bars  to  crown  of  fire-box  ....  3 5} 

Area  of  fire-grate  in  square  feet 10  7 

Length  of  smoke-box 2 1} 

Breadth  of  ditto 4 1 J 

Depth  below  boiler 2 5 

Diameter  of  chimney 12 

Height  from  rail 14  0 
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Brass  tubes,  diameter  outside 
Distance  of  centres 
Diameter  of  cylinders 
Length  of  stroke 
Distance  of  centres 
Steam  ports 
Diameter  of  pumps 
Diameter  of  wheels  (2  pair  coupled) 

Ditto  wheels,  one  pair 
Distance  of  centres  of  coupled  wheels 
Centre  of  axle  from  fire-box 
Diameter  in  middle 
Diameter  of  crank  pin 
Length  of  ditto  .... 

Diameter  of  inside  bearings 
Length  of  ditto  .... 

Diameter  of  outside  bearings 
Length  of  ditto  .... 

Diameter  of  plain  axle,  including  coupled  wheels 
Ditto  where  wheels  are  on 
Ditto  outsido  bearing 
Length  of  ditto 
Distance  apart 
Springs’  length 
Breadth 
Depth  . 

Number  of  plates,  8. 

Plain  axle  for  small  wheels,  diameter  in  middle 
Diameter  where  wheels  are  on 
Diameter  of  bearing 
Length  of  ditto  . 

Length  of  frame  (extreme) 

Breadth  of  ditto 
Depth  of  ditto  . 

Thickness  . 


7 in.  x 1 1 in. 


two  2 j in.,  and 


Ft. 

0 

0 

1 

1 

2 


0 

4 

8 

4 
1 
0 
0 
0 
0 

two  0 
0 
0 
0 
0 
0 
0 

5 
2 
0 
0 

0 

0 

0 

o 

17 

6 
0 
0 


If 

** 

0 

6 

7 


2i 

6 

6 

S 

34 

54 

®4 

s 

54 

3 

n 

54 

*1 

4* 

H 

54 

64 

94 

s 

2| 

34 

44 

34 

54 

o 

34 

7 


For  description  of  parts,  see  Plates  LXV.,  LXVI.,  LXVII.  a.,  and  LXVII.  b. 
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PLATE  LXV. 

SECTION  OF  LOCOMOTIVE  ENGINE,  STANHOPE  AND  TVNE  RAILWAY. 

Plate  LXV.  is  a general  section  of  the  engine,  divested  of  its  internal  apparatus  of 
tubes,  Ac.,  in  order  to  prevent  unnecessary  complication,  and  to  explain  more  clearly 
the  more  important  divisions  of  the  engine. 

A locomotive  engine  is  thus  shewn  to  consist  of  three  principal  divisions  ; namely, 
A,  the  external  fire-box,  containing  the  internal  one  in  which  the  fuel  is  placed  ; B, 
the  boiler,  of  a cylindrical  form,  containing  the  brass  tubes  placed  longitudinally  from 
the  smoke-box  end  D,  to  the  fire-box  end  A ; through  these  tubes  the  flame  cir- 
culates, thereby  distributing  a maximum  quantity  of  heated  surface  to  the  water. 
The  boiler  contains  two  or  more  long  stays,  E R,  extending  from  the  internal  plate  of 
the  smoke-box  end  to  the  external  plate  of  the  fire-box  end  ; the  use  of  these  stays 
is  for  preventing  too  gre-.it  a strain  upon  the  tubes  by  the  expansion  of  the  metal.  In 
the  earlier  engines  considerable  inconvenience  was  experienced  by  the  cylinders  be- 
coming primed,  in  consequence  of  water  and  steam  coming  over  together  and  entering 
them,  occasioned  principally  by  the  motion  of  the  engine.  This  inconvenience  has 
been  obviated  by  the  introduction  of  the  chamber  or  steam-head  C,  into  which  the 
steam  rises  ; — from  the  interior  of  this  chamber  the  steam  is  conducted  by  a pipe 
(not  shewn)  to  the  cylinders.  The  relative  position  of  the  cylinders,  piston,  and 
guide  frame,  to  preserve  the  parallelism  of  the  piston-rod  is  shewn,  by  the  references 
F,  G,  and  H ; I is  the  connecting  rod  attached  to  the  crank  J ; K the  man-hole  for 
ascertaining  the  state  of  the  fire-box,  and  as  an  entrance  for  the  purpose  of  cleaning 
the  same.  The  fire-bars  L,  it  will  be  seen,  are  so  placed  that  with  a short  lever 
they  may  be  unhooked  from  their  position,  and  the  whole  of  the  firo  allowed  to  fall 
out  when  no  longer  required.  M is  the  fire  or  furnace  door. 


PLATE  LX  VI. 

SAFETY  VALVES,  STANHOPE  AND  TYNE  RAILWAY  LOCOMOTIVE  ENGINE. 

This  Plate  contains  drawings  to  a working  size  of  the  two  kinds  of  safety  valves 
usually  employed  upon  locomotive  engines.  Fig.  1 is  a longitudinal  section  of  the 
lever  safety  valve,  with  the  application  of  Salter’s  improved  spring  balance  at- 
tached instead  of  a weight.  Fig.  2 is  an  elevation  of  the  back  of  the  balance,  on 
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the  lino  A,  fig.  1.  The  balance  terminates  with  a bent  rod,  B,  somewhat  of  the 
curvature  of  part  of  the  boiler  to  which  it  is  attached  by  the  screw  C.  The  semi- 
cylindrical  cylinder  D contains  a strong  helical  spring,  which,  by  its  extension  or 
contraction,  (occasioned  by  the  rising  or  falling  of  the  lever  E,  fig.  1.)  moves  a 
vernier  upon  the  face  F of  the  balance,  indicating  the  power  employed  in  raising 
or  extending  the  spring.  The  face  upon  which  the  vernier  moves  is  graduated  ac- 
cording to  the  elasticity  of  the  spring.  The  metallic  circular  and  mitred  valve  U, 
fig.  1,  is  operated  upon  its  under  side  by  the  steam,  which  rises  from  the  interior  of 
the  boiler,  passing  through  the  chamber  II,  fig.  1,  and  again  through  a series  of 
holes  drilled  in  the  scat  of  the  valve  I,  fig.  1 ; the  valve  preserves  its  parallelism 
by  the  spindle  K being  guided  in  the  tube  L.  Fig.  3 is  a top  view  or  plan  of  the 
whole  apparatus. 

Fig.  4 represents  the  construction  of  the  spring  safety  valve,  differing  only  from 
that  represented  above  by  the  pressure  of  the  steam  being  directly  applied  to 
tho  congeries  of  springs  C C C without  the  intervention  of  the  lever  before  described. 
This  valve  is  usually  covered  and  protected  by  a trumpet-shaped  pipe,  so  that  it 
may  not  be  improperly  loaded  or  tampered  with  by  any  one  employed  about  the 
engine ; neither  are  the  springs  so  stiff  as  those  employed  in  the  lever  valve,  conse- 
quently any  escape  of  steam  from  the  boiler  is  first  blown  off  tlirough  this  valve 
and  gives  the  requisite  notice  for  checking  the  intensity  of  the  fire. 

Fig.  5 is  a plan  of  the  cap  at  A,  fig.  4.  Fig.  6 is  a plan  of  the  valve  at  B,  fig.  4. 


PLATE  LXV1I.  a. 

CYLINDER  COVER  AND  CONNECTING  RODS,  STANHOPE  AND  TYNE 
LOCOMOTIVE  ENGINE. 

Plate  V.,  fig.  1.  The  cylinder  cover  of  the  Stanhope  and  Tyne  engine.  A,  the 
brass  stuffing  through  which  the  piston-  rod  alternates.  B B,  brass  stuffing  piece. 

Fig.  2.  Side  view  of  one  end  of  the  outside  connecting-rods.  A,  wrought  iron 
strap,  secured  to  the  eonneoting-rod  by  the  gib  and  key ; tho  brasses  B B are 
brought  to  their  bearings  by  tightening  the  key  C.  A set  screw  at  A,  fig  3, 
secures  it  in  its  position ; the  brasses  of  these  connecting  rods  work  on  a ball  end 
crank  pin,  as  shewn  at  B,  fig.  3,  which  is  a section  of  the  end  of  the  connecting 
rod. 
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PLATE  LXVII.  B. 

THE  CYLINDER  AND  PISTON  AT  LARGE;  STANHOPE  AND  TYNE  RAILWAY 
LOCOMOTIVE  ENGINE. 

This  plate  represents  the  form,  construction,  and  dimensions  of  the  cylinder  and 
piston  of  this  engine,  and  fig.  1,  Plate  LXVII.  a.,  the  cylinder  cover,  to  the  same  scale. 

The  steam  from  tho  boiler  is  admitted  into  the  steam-chest  A,  fig.  1,  from  the  pipe 
I),  and  from  thence  into  the  cylinders  through  tho  steam  ports  C,  by  the  alternating 
action  of  the  slide  D ; the  exhausting  pipe  is  shewn  at  E.  F is  tho  rod  to  which  the 
brass  slide  D is  attached ; this  rod  receives  tho  requisite  alternating  action  by  means 
of  an  eccentric  and  driver  of  the  usual  construction,  placed  upon  the  cranked  axle  of 
the  engine. 

The  piston  of  this  engine  is  represented  in  vertical  section  at  fig.  2,  and  in  hori- 
zontal section  at  fig.  3.  The  vertical  section  shews  the  piston  to  consist  of  two  me- 
tallic rings  A A,  (brass,)  the  upper  one  being  grooved  to  receive  tho  tongue  of  the  lower 
one.  These  rings  are  kept  forcibly  pressed  against  the  cylinder  by  the  split  ring 
(steel)  B B,  figs.  2 and  3,  in  addition  to  which,  are  four  other  steel  springs  C C C C, 
fig.  3,  which  may  Ire  adjusted  to  any  further  degree  of  tension  by  the  nut-screws 
I)  D D D.  The  piston  cover  and  bottom  are  brought  up  by  the  screws  C C,  fig.  2, 
passing  through  the  holes  E E E E,  fig.  3,  tapped  for  that  purpose.  Tho  piston-rod 
is  keyed  through,  as  shewn  by  the  space  for  the  keys  at  D,  fig.  2. 

The  following  scale  of  dimensions  with  respect  to  the  diameters  of  wheels  and 
piston  rods  may  be  found  useful. 

WHEEL  TYERS  FOR  LOCOMOTIVES,  BY  ADMEASUREMENT. 

Diameter  of  Wired*.  Circumference. 


Fftt. 

u. 

Feet- 

In. 

Ilk 

in. 

s 

0 

16 

6 

by  5 by  If 

4 

6 

14 

9 

do. 

do. 

4 

0 

. 13 

2 

do. 

do. 

3 

6 

. 11 

8 

do. 

do. 

8 

0 

10 

2 

do. 

do. 

e 

8 

9 

2 

do. 

do. 

s 

6 

. 8 

7 

do. 

do. 

DIAMETER  OF  PISTON-RODS  IN  LOCOMOTIVE  ENGINES,  AS  USED  BY 
MESSRS.  ROBERT  STEPHENSON  AND  CO. 

Diameter  at  Cylinder,  in  inctan  Dameter  nf  Piston-rod,  in  rnrbea. 

5 -74 

6 . . -9 


Digitized  by  Google 


EXPLANATION  OF  THE  PLATES. 


399 


Dimeter  of  Cylinder,  Ln  in,  hr*.  Diameter  at  Putoo-rod  In  inche* 


7 

• 

1-04 

8 

1.2 

9 

1-34 

10 

1-5 

11 

1-64 

12 

1'8 

13 

1-94 

14 

21 

16 

2-375 

For  more  detailed  information  on  this  important  subject,  see  description  of  Plates 
LXXXIX— XCII. 


PLATE  LXVIII. 

This  Plate  represents  a plan  and  section  of  boiler  seating,  for  a twenty  horse  en- 
gine, at  the  manufactory  of  Messrs.  Whitworth  and  Co.,  Manchester. 


PLATE  LXIX. 

This  Plate  represents  Messrs.  Hague’s  double  acting  cylinder,  with  slides,  &c. 

Fig.  I is  the  cylinder,  showing  the  facings  for  slide ; A is  the  passage  to  the  top ; 
B the  passage  to  the  bottom ; and  C the  exhausting  passage. 

Fig.  2 is  a section  of  the  cylinder  and  slide  in  the  position  for  letting  in  the  steam 
at  the  top  A,  and  exhausting  at  the  bottom  through  B C ; D is  the  slide  with  the 
exhausting  passage  through  it ; F is  a spring  to  keep  the  slide  to  its  face ; and  G 
the  steam  pipe  from  the  boilers. 

Fig.  3 shows  the  facings  of  the  slide. 

Fig.  4 shows  the  side  of  ditto. 
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PLATES  LXX.  A.  AND  LXX.  b. 

SECTIONS  OF  THE  ENGINES  OK  THE  HON.  EAST  INDIA  COMPANY'S  ARMED 
STEAM  VESSEL  UERENICE,  MANUFACTURED  BY  ROBERT  NAPIER,  ESQ.,  OF 
GLASGOW. 


A A,  Boilers, 

B,  Steam  pipe  connected  to  jacket  of  i 
cylinder. 

C,  Cylinders. 

D,  Bed  plates  of  engines,  with  condenser, 
hot  well,  Ac.,  cast  in  one  piece. 

F,  Hot  well. 

H,  Framing. 

I,  Steam  chest  for  containing  D,  slide 
valve. 

.1 .1,  Eccentric  rod  and  gearing  for  con- 
necting and  disconnecting  engines. 

K,  Piston  rod. 

L,  Cross  heads. 

M,  Cylinder  side-rods. 

N,  Parallel  motion. 

O,  Side  beams  (or  side  levers). 

P,  Air  pump  side  rods. 

Q,  Connecting  rods. 

R,  Main  cranks. 

S,  Intermediate  shaft. 

T T,  Paddle  wheel  shafts. 

U,  Paddle  wheel. 

V,  Paddles  (or  floats). 

AV,  Plumbing  blocks. 

X,  Waste  pipe  from  top  of  hot  well. 

Y,  Stays  for  binding  engines  together. 

Z,  Eccentric  pulley. 

Nos.  4 4 4,  Engine  bearers. 

5,  Keelson. 

6,  Keel. 


a a.  Safety  valves  on  top  and 
bottom  of  cylinder. 

b.  Stuffing  box  on  cylinder  cover. 

c,  Valve  shaft. 

d.  Parallel  motion  shaft. 

e,  Starting  shaft. 

f Hand  gear  for  starting  engines. 

g,  Expansion  valve  shaft. 

A A,  Gear  for  working  expansion 
valve. 

Side  rods  for  working  parallel 
motion. 

j,  Waste  water  pipe. 

k,  Injection  pipe. 

l,  Waste  pipe  from  feed  pump. 

m,  Pump  for  filling  boilers,  washing 
decks,  or  extinguishing  fire ; the 
pump  may  be  worked  by  the 
engine  or  crew. 

n,  Steam  pipe. 

o,  Feed  pipes  for  boilers. 

p,  Feed  pump. 

q,  Cast  iron  crank  hatches. 

r,  Malleable  iron  stays  for  support- 
ing ends  of  paddle  beams. 

»,  Malleable  iron  knee  and  stays  for 
supporting  ends  of  beams. 

I,  Handle  forworking  pump  on  deck. 

u,  Funnel. 

r.  Steam  chest. 
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The  engines  are  250  horse  power,  and  the  following  are  the  principal  dimensions  : 


Diameter  of  cylinder  . . . 4 ft.  8 in. 

Length  of  stroke  ....  6 6 

Diameter  of  wheels . . . . 23  0 

Length  of  paddle  boards  ...  8 6 

Breadth  of  ditto  ....  2 1 

Diameter  of  funnel  ...  40 

Length  of  funnel  above  deck  . . 36  0 


PLATES  LXXL  and  LXXII. 

BEALE'S  PATENT  ROTATORY  ENGINE. 

As  many  fruitless  endeavours  have  been  made  at  various  times  to  construct 
engines  on  the  rotatory  principle,  capable  of  performing  their  work  regularly  and 
efficiently,  as  well  as  economically,  we  beg  to  submit  the  present  description  of  Mr. 
J.  T.  Beale’s  invention  to  the  attention  of  our  readers*. 

The  several  figures  in  plates  LXXI.  and  LXXII.  represent  different  views  of  this 
engine  (of  8 horses’  power)  and  its  parts,  drawn  to  a scale  of  1 inch  to  the  foot. 

Plate  LXXI.  Fig.  1 is  a plan  or  horizontal  view  of  the  engine  complete,  show- 
ing the  general  arrangement  of  the  whole ; but  as  very  few  of  the  working  parts 
peculiar  to  this  engine  can  be  seen  in  this  or  either  of  the  other  external  views,  we 
shall  not  particularize  any  further,  until  we  come  to  the  sections,  thinking  it  rather 
desirable,  in  order  to  preserve  simplicity  and  perspicuity,  to  confine  ourselves  in  the 
first  instance  to  the  mere  citation  of  the  several  parts,  each  with  its  respective  letter 
of  reference,  as  follows,  viz.— ■ 

a,  Shows  the  foundation  of  the  engine. 

b,  Is  the  band  wheel. 

c,  The  entrance  steam  pipe. 

d,  The  cyliuder. 

e,  The  exit  steam  pipe. 

/,  The  cam,  or  wiper,  by  which  the  slides  are  worked. 
gg,  Tho  slide  rollers. 

• Tlie  precise  claims  to  novelty  urged  by  else  patentee  may  be  seen  on  referring  to  the  specifica- 
tion of  his  patent,  inrolled  in  the  Inrolment  Office  of  her  Majesty’s  High  Court  of  Chancery,  August 
27th,  1835;  for  although,  in  the  present  engine,  several  of  the  parts  have  been  modified  and  im- 
proved, still  the  principle  is  the  same. 

S E 
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h h.  Tail  pieces  connecting  the  rollers  with  the  slides, 
i t,  Springs  tending  to  force  the  tail  pieces  with  the  slides  inwards. 
k k.  Rods  for  attaching  the  tail  pieces  to  the  slides. 

/.  Bearings  for  the  hollow  axle. 

m,  Train  of  gearing  communicating  with  the  governor  ». 

The  connection  of  the  latter  with  the  throttle  valve  in  the  entrance  steam  pipe 
is  shown  at  o. 

p,  Is  a wheel  taking  into  the  intermediate  wheel,  m,  working  a pump  tor  supplying 
water  to  the  boiler. 

A,  Is  a sluice  cock  for  letting  on  the  steam ; and 

B,  A double  cock  lubricator. 

Fig.  2 is  a front  elevation,  the  engine  in  this  figure  being  supposed  to  have  moved 
half  a turn  to  the  left  hand  from  the  position  in  which  the  parts  are  shown  in  the 
former  figure. 

Plate  LXXII.  Fig.  1 represents  a side  elevation  of  the  engine,  showing  all  the 
parts  in  similar  positions  to  those  represented  in  the  plan  or  horizontal  view. 

Fig.  2 is  a longitudinal  vertical  section  taken  through  the  cylinder  d,  steam  stop 
(or  what  may  be  called)  piston  </,  hollow  axle  r,  &c.,  the  connection  of  the  slides  s t, 
with  the  tail  pieces  h h,  by  the  rods  k k,  being  also  shown  in  section,  in  order  to 
render  it  more  evident.  The  hollow  axle  r lias  a partition  I,  shown  in  the  middle, 
dividing  the  entrance  from  the  exit  steam  way,  as  may  be  more  clearly  seen  at 
figs.  3 and  4.  In  this  figure  the  entrance  steam  way  is  shown  in  section  at  u,  and 
the  exit  r,  in  dots  ; the  cam  or  wiper  f,  os  also  the  slide  race  or  grooved  way,  are 
likewise  shown  in  dots.  The  piston  (marked  (j  in  the  figure)  is  composed  of  several 
pieces  of  metal  connected  together  as  shown,  the  manner  of  fixing  it  between  the 
hollow  axle  r and  the  inside  of  the  cylinder  being  as  follows.  A standard  piece, 
as  at  w,  may  be  cast  with  the  hollow  axle  r,  but  is  preferred  to  be  screwed  firmly 
to  it,  to  which  the  blocks  of  metal  x are  fastened,  also  with  screws,  but  which 
screws,  in  this  case,  are  passed  through  slots,  in  order  to  allow  of  a little  play ; the 
connection  of  the  blocks,  x,  with  the  pieces  _y,  which  fit  closely  against  the  internal 
periphery  of  the  cylinder,  is  formed  by  a tongue  on  the  former,  fitting  into  a cor- 
responding dovetailed  groove  in  the  latter,  the  whole  being  kept  perfectly  tight 
during  action  by  a spring,  placed  as  seen  by  dots  in  fig.  3.  The  rotatory  motion  of 
the  engine  is  effected  by  the  elastic  pressure  of  the  steam  admitted  through  the 
axle  r,  by  the  aperture  «,  into  the  cylinder  d,  exerted  between  the  stationary  steam 
stop  or  piston  and  each  slido  alternately  as  they  are  brought  up  the  groove  z into  close 
contact  with  the  axle  r,  by  the  nction  their  respective  rollers,  g,  receive  in  working 
over  the  stationary  cam  or  wiper  f.  In  this  figure,  the  dotted  line  on  the  right  hand 
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is  intended  to  represent  the  base,  the  section  being  taken  as  looking  into  the  cylinder 
from  the  front. 

Fig.  3 shows  a detached  plan  or  horizontal  view  of  tho  hollow  axle  and  piston, 
with  the  partition  and  two  steam  ways  in  dots. 

Fig.  4 represents  a horizontal  section  of  the  above,  taken  through  tho  centre  of 
the  hollow  axle,  showing  the  exit  steam  way  e complete,  and  the  partition  t in 
section. 

Fig.  5 is  a face  view  of  the  side  of  the  piston,  fitting  against  tho  internal  peri- 
phery of  the  cylinder ; and  fig.  6 exhibits  a plan  view  of  one  of  the  slides  s,  with 
the  tail  piece  A and  roller  g shown  connected  to  it.  This  figure  represents,  in 
section,  the  method  of  attaching  the  slide  s to  the  tail  piece  A,  which  is  done  in  the 
following  manner:  on  to  the  sunken  part,  1,  of  the  slide  is  cast  a pin,  2,  and  over 
this  pin  is  placed  a wrought  iron  piece  or  collar,  fitting  rather  loosely,  into  which 
the  rod  k is  screwed,  as  shown  in  the  plate. 


PLATE  LXX1II. 

CONTRIVANCE  FOR  PREVENTING  A LOCOMOTIVE  ENGINE  FROM  RUNNING 
OFF  A RAILWAY.  BY  RICHARD  AYRE.  ESQ.,  NEWCASTLE-UPON-TYNE. 

This  plate  represents  one  of  the  ingenious  contrivances  of  Mr.  Avrc. 

The  figures  1,  2,  3,  are  different  views  of  the  locomotive  engine,  with  the 
necessary  apparatus.  In  fig.  1,  AAA,  represents  a steel  bar  descending  lielow' 
the  rail  in  the  inside,  about  an  inch  below  tho  flange  of  the  wheel.  This  bar  is 
connected  to  the  frame  of  the  engine  by  a joint,  B,  about  which  it  is  moveable ; and 
a roller,  E,  is  attached  at  the  bottom,  and  a cross  bar  or  brake,  G,  at  the  top.  It 
is  also  connected  with  the  steam  valve  by  means  of  the  chain  H H ; C is  a joint 
to  enable  the  bar  to  move  backward  or  forward  ; D is  a spring  connected  to  the 
frame  of  tho  engine  and,  by  the  chain  ED,  to  tho  bar  AAA,  which  spring  would 
tie  pulled  down  were  any  thing  to  come  in  contact  with  the  bottom  of  the  bar 
AAA,  in  the  lino  of  railway,  and  enable  the  end  of  the  bar  to  move  back  and 
relieve  itself.  Also  F F are  two  springs  to  keep  the  cross  bar  from  the  side  of  the 
engine,  as  shown  in  the  cross  sections  fig.  2 and  fig.  3. 

Should  there  be  any  tendency  to  ran  off  the  railway,  the  bottom  of  the  bar 
AAA,  would  by  the  pressure  against  the  rail  be  driven  inwards,  and  by  its  action 
round  the  joint  B,  the  brake  G would  be  caused  to  press  against  the  wheels,  and 
thus  by  the  corresponding  friction  stop  the  motion ; and  at  the  same  time  this 
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object  would  bo  materially  assisted  by  action  of  the  chain  HH,  which  in  con- 
sequence of  the  motion  of  the  top  of  the  bar  AAA,  would  regulate  the  steam 
valve  so  as  to  entirely  close  it  in  an  extreme  case.  Fig.  2 shows  the  positions  in 
an  extreme  case,  when  by  means  of  a switch,  or  pall,  which  lies  upon  the  cross 
bar,  the  parts  are  effectually  prevented  from  returning  to  their  original  positions, 
and  the  motion  of  the  engine  and  train  is  soon  brought  to  a stand. 

The  same  arrangement  is  fitted  to  the  other  side  of  the  engine,  and,  as  shown 
in  Figs.  2 and  8,  cross  chains  are  fixed  from  side  to  side,  so  as  to  connect  the  top 
of  each  bar  with  the  bottom  of  the  other,  and  thereby  insure  the  effect  of  the 
brakes  against  all  the  four  wheels,  as  shewn  in  Fig.  2. 


PLATES  LXXIV.  to  LXXXIII. 

The  drawings  contained  in  these  plates  relate  to  Mr.  Momay’s  valuable  paper 
on  “ Paddle  Wheels,”  inserted  in  the  appendix,  page  117,  and  their  explanations  are 
to  be  found  in  that  paper. 


PLATES  LXXXIV.  to  LXXXVIII. 

SIXTY-FIVE  INCH  CYLINDER  ENGINE,  ERECTED  BY  MESSRS.  MAUDSLAY,  SONS, 
AND  FIELD,  AT  CHELSEA  WATER  WORKS,  1837. 

The  drawings  in  these  Tlatcs  are  as  follow : 

Plate  LXXXIV.  Elevation  of  the  engine  pumps  and  air  vessel. 

Plate  LXXXV.  Longitudinal  section  through  the  centre  of  the  cylinder,  nozles, 
beam,  main  pump,  Ac. 

Plate  LXXXVI.  Fig.  1.  Front  elevation  of  the  hand  gear,  levers,  and  rods, 
with  expansion  tappet,  Ac.  Fig.  2.  Transverse  section  of  nozles 
through  centre  of  valves.  Fig.  3.  Side  elevation  of  the  hand  gear, 
levers  and  rods,  Ac.,  Ac. 

Plate  LXXXVII.  Longitudinal  section  through  the  centre  of  one  of  the  boilers, 
shewing  the  steam  boxes,  feed  heads,  floats,  Ac. 

Plate  LX X X V I II . Fig.  1 . Front  elevation  of  the  boilers,  showing  t he  furnace  doors, 
steam  boxes,  damper  pipes,  feed  heads,  Ac.  Fig.  2.  Transverse  sec- 
tion of  the  boilers,  shewing  the  steam  boxes,  pipes  and  stop  valves, 
safety  valves  and  pipes. 
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REFERENCES  TO  THE  DRAWING,  PLATE  LXXXIV. 


A,  Cylinder. 

B B B,  Nozlos  and  valves. 

C C,  Condensing  cistern. 

D,  Air  pump. 

E,  Eduction  pipe  to  condenser. 

F,  Expansion  tappet. 

G,  Damper  barrel  for  regulating  the 

valves. 

H,  Main  beam. 

I,  Sliding  counter  weight. 

K,  Hoisting  beams.  • 


L L,  Cranes  for  raising  cylinder  and 
pump  covers. 

M M,  Catch  pins. 

N,  Cold  water  pump. 

O 0,  Hot  water  pump  and  air  vessel. 

P,  Pump  rod. 

Q Q,  Well. 

R,  Working  barrel  of  main  pump. 

S S,  Clack  barrels. 

T,  Air  vessel. 

V,  Main  pipe. 


This  engine  is  single  acting,  the  diameter  of  the  cylinder  is  sixty-five  inches, 
and  the  length  of  stroke  eight  feet ; the  diameter  of  the  working  barrol  of  the 
main  pump  is  twenty-five  inches,  and  the  length  of  the  stroke  also  eight  feet. 

The  boilers  are  six  feet  wide,  eight  feet  high,  and  twenty-five  feet  long. 

The  operation  of  this  engine  and  its  appurtenances  being  nearly  similar  to  the 
action  of  other  engines  before  described,  it  is  scarcely  necessary  to  advert  to  it  but 
for  the  purpose  of  explaining  that  its  effective  action  is  only  in  one  direction,  viz., 
during  the  descent  of  the  cylinder  piston.  It  may  be  explained  as  follows : — the 
progress  of  blowing  through  * being  accomplished,  the  three  valves  f shut  again, 
and  the  injection  cock  opened,  the  steam  and  eduction  valves  are  opened,  the 
former  to  admit  the  steam  from  the  boiler  into  the  top  of  the  cylinder,  and  the 
latter  to  permit  its  egress  from  the  bottom  of  the  cylinder  to  the  condenser.  The 
equilibrium  valve  remaining  shut,  the  pressure  of  the  steam  acting  above  the 
piston,  with  the  vacuum  underneath  it,  is  sufficient  to  move  the  piston,  and  as  it 
approaches  the  end  of  the  stroke,  or  bottom  of  the  cylinder,  the  hand  gear  tappets, 
and  catches  operate,  first,  to  shut  the  steam  valve,  secondly  the  eduction  valve,  and 
lastly,  when  at  the  bottom  of  the  stroke,  to  open  the  equilibrium,  and  thus  open 
the  communication  between  the  top  and  bottom  of  the  cylinder,  the  counterbalance  at 
the  outer  or  pump  end  of  the  beam  then  exerts  a force  sufficient  to  move  the 


• Opening  the  valves  for  the  steam  to  pass  from  the  boiler  into  the  cylinder  and  through  the  nozle* 
to  the  condenser,  and  thus  expel  the  air,  vapour  and  water  through  the  blow  valve  and  valves  of  the 
air  pump. 

f Nozle*  in  front  of  cylinder ; upper  steam-valve  ; centre  equilibrium  valve ; lower  eduction 
valve. 
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piston  up  again,  and  transfer  the  steam  from  the  top  to  tho  bottom  of  the  cylinder, 
when  the  lower  tappet  shuts  the  equilibrium  valve,  and  the  action  of  its  catch 
releases  the  catch  of  the  steam  and  eduction  valves,  thereby  admitting  of  their 
opening  as  before,  and  being  the  means  of  making  the  motion  of  the  engine  con- 
tinuous. 

The  general  construction  of  this  engine  is  so  analogous  to  that  applied  for  pumping 
engines  in  water  works  of  late  years,  that  we  think  it  necessary  only  to  direct 
attention  to  those  parts  which  are  particularly  striking. 

Viewed  merely  as  a machine,  it  is  an  admirable  specimen  of  workmanship.  The 
beam,  and  many  of  the  parts,  exhibit  great  strength,  and  are  fully  equnl  to  the 
application  of  the  expansive  principle  of  working,  should  the  adoption  of  it  at  a 
future  period  be  determined  upon.  The  castings  throughout  are  of  a superior 
description,  and  the  fittings  and  bright  work  exhibit  an  attention  to  detail  that 
cannot  fail  to  attract  tho  notice  of  the  mechanic ; he  will  perceive  that  the  lathe 
and  planing  machine  have  lent  their  aid  to  all  the  bearing  surfaces,  and  that  every 
care  has  been  taken  to  ensure  solidity  of  construction. 

The  boilers  are  of  wrought  iron,  upon  the  marine  principle,  securely  stayed,  and 
fitted  with  safety  valves,  feed  pipes,  and  the  usual  apparatus,  with  the  addition  of 
whistle  pipes,  that  old  but  effectual  mode  of  making  known  the  deficiency  of  water 
in  the  boilers. 

Arrangements  liave  been  made  to  cover  the  boilers,  steam  pipes,  and  cylinder 
with  non-conducting  substances,  as  soon  as  the  works  are  proved. 

The  structure  of  this  engine  admits  of  its  being  worked  to  the  various  altitudes 
required  for  street  supplies,  the  chief  means  of  regulation  being  the  expansion 
tappet  and  safety  catch,  the  latter  acting  when  the  length  of  the  stroke  exceeds 
the  proper  limit.  The  counterweight  for  adjusting  tho  engine  moves  between 
guide  strips  inside  the  beam ; it  is  worked  by  a long  screw,  which  (the  cross 
handle  being  moveable)  admits  of  the  whole  range  of  the  weight  between  the 
catch  pins  when  the  engine  is  at  work. 

The  main  pump  and  clack  seats  are  fixed  in  a very  substantial  manner  ; they  are 
supported  by  four  strong  iron  beams,  (through  which  very  large  holding  down  bolts 
pass,)  and  they  are  steadied  by  iron  plates  fixed  above  and  forced  against  the  masonry. 
The  supporting  beams  are  fixed  within  four  feet  of  the  bottom  of  the  working  barrel, 
and  the  masses  of  stone  above  them  are  considerable. 

The  pump  clacks  are  of  gun-metal,  fitted  with  wrought  iron  plates  leathered  ; these 
are  of  large  dimensions  compared  with  tho  working  barrel,  and  they  are  fixed  in 
separate  chambered  seatings  and  held  fast  by  distinct  rods  pressed  down  by  set 
screws. 
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Duplicates  of  such  of  the  parts  as  are  liable  to  derangement  arc  kept  in  readiness, 
powerful  cranes  and  hoisting  girders  are  fixed,  and  the  various  tools  so  arranged  that 
the  taking  to  pieces  and  refixing  any  part  of  tho  engine  and  pump  can  be  efl'ected 
without  loss  of  time. 

The  engine  is  calculated  to  raise  2250  gallons  of  water  per  minute. 


PLATES  LXXXIX.  to  XCII. 

PATENT  LOCOMOTIVE  ENGINE, 

MADE  BY  MESSRS.  R.  STEPHENSON  AND  CO.,  NEWCASTLE-ON-TYNE, 

FOR  THE  LONDON  AND  BIRMINGHAM  RAILWAY. 

This  engine  was  made  in  18S6  for  Messrs.  Cubitt,  the  contractors  for  constructing 
a part  of  the  London  and  Birmingham  Railway  near  Berkhampstead,  and  was  used 
by  them  for  carrying  tho  earth  excavated  in  the  construction  of  the  line.  The  engine 
was  employed  in  this  manner  for  about  a year  and  a half ; when,  the  works  being 
nearly  completed,  it  was  no  longer  required,  and  was  purchased  by  the  Railway 
Company  for  the  purpose  of  carrying  ballast  for  repairing  the  road,  and  other  similar 
purposes,  in  whieh  work  it  is  now  employed  together  with  other  engines. 

Although  the  original  cost  of  these  engines  is  very  considerable,  being  about  £1 400 
each,  it  is  found  to  lie  advantageous  to  use  them  in  executing  the  earthwork  of  rail- 
ways when  the  earth  has  to  lie  carried  to  any  considerable  distance,  as  they  take  the 
place  of  so  many  horses  nnd  greatly  expedito  the  work.  They  are  also  generally 
worth  a great  deal  when  done  with  for  the  particular  purpose,  as  was  the  case  with 
this  engine,  which  was  sold  for  upwards  of  two  thirds  of  its  original  cost.  The 
expense  of  using  them  is  nearly  the  same  as  that  of  doing  the  same  work  by  horses, 
if  the  saving  of  time  from  the  greater  speed  and  heavier  loads  that  can  be  carried  are 
not  taken  into  the  account ; but  the  advantage  in  these  respects  is  so  great  that 
locomotive  engines  are  generally  used  for  the  works  of  railways  whenever  the  earth- 
work is  of  any  considerable  importance. 

A locomotive  engine  differs  considerably  from  other  steam  engines  in  many 
particulars,  as  the  engine  and  boiler  are  combined  together  in  one  machine,  and  have 
to  be  carried  along  at  a great  velocity,  together  with  the  fuel  and  water  required 
for  supplying  the  boiler.  Very  considerable  modifications  in  the  construction  are 
thus  rendered  necessary,  in  order  to  obtain  sufficient  lightness  and  compactness 
combined  with  the  requisite  power.  The  cylinders  are  very  much  smaller  than  is 
usual  in  other  engines,  the  steam  used  being  of  very  high  pressure ; the  boiler  is  also 
made  of  small  dimensions  in  proportion  to  the  power,  for  the  sake  of  portability. 
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requiring  therefore  a construction  affording  the  means  of  generating  steam  very 
rapidly,  or  having  a great  evaporating  power,  in  order  to  supply  the  steam  in 
sufficient  quantity  and  of  the  required  pressure.  The  whole  engine  has  to  he  very 
strongly  and  firmly  made  and  framed  together,  to  enable  it  to  resist  the  violent  strains 
and  shocks  produced  by  the  rapid  motion  of  so  heavy  a mass  even  upon  the  com- 
paratively smooth  surface  of  the  rails,  and  also  to  meet  the  accidents  to  which  it  is 
liable,  and  which  are  generally  very  serious. 

The  construction  of  these  engines  has  undergone  very  great  and  extensive  improve- 
ment during  the  last  few  years,  and  they  have  not  long  arrived  at  their  present 
state  of  perfection  ; those  made  before  the  last  ten  years  were  greatly  inferior,  having 
not  more  than  a fourteenth  of  the  power  of  the  present  ones. 

The  engine  here  described,  and  shewn  in  the  engravings,  contains  the  latest 
improvements,  and  is  similar  in  construction  to  most  of  those  used  on  railways  in 
England  and  on  the  Continent. 

DESCRIPTION  OF  THE  ENGINE. 

Plate  LXXXIX.  is  a side  elevation  of  the  engine  and  tender.  The  engraving  is 
highly  shaded  to  show  more  fully  their  general  appearance. 

Plate  XC.  a longitudinal  section  through  the  centre  of  the  engine  and  tender, 
showing  their  internal  construction ; the  section  below  the  boiler  being  taken  through 
the  right  hand  cylinder  and  crank. 

Plate  XCI.  Fig.  1 , is  a plan  of  the  engine  and  tender ; the  plan  of  the  engine  is 
taken  just  below  the  boiler,  in  order  to  show  the  machinery  beneath  it,  and  at  the 
left  cylinder  the  plan  is  taken  a little  lower  down,  showing  a section  of  the  steam 
chest  and  more  of  the  machinery ; figs.  2,  3,  and  4 are  detached  views  of  the 
working  gear  for  the  slide  valves ; figs.  2 and  3 being  side  elevations,  showing  the 
working  gear  in  different  positions,  to  explain  their  action  ; and  fig.  4 a back  eleva- 
tion, showing  it  in  the  same  position  as  figs.  1 and  3.  The  plan  of  the  tender  is 
taken  at  the  top. 

Plato  XCII.  contains  an  elevation  of  each  end  of  the  engine,  and  a cross  section 
through  each  of  the  end  portions. 

The  plates  are  all  drawn  to  a scale  of  three  quarters  of  an  inch  to  a foot,  or  one- 
sixteenth  of  the  real  size,  and  the  same  letters  of  reference  are  used  to  denote  the 
same  parts  in  each  of  the  figures. 

The  different  parts  of  the  engine  are  shown  in  detail  on  a larger  scale  in  the  wood 
cuts  accompanying  the  descriptions,  according  to  the  size  or  importance  of  the  parts. 

The  construction  and  object  of  the  different  parts  of  the  engine  will  be  explained 
in  succession,  together  with  the  wear  to  which  they  are  subject,  the  improve- 
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ments  that  have  been  made  in  them,  and  the  principal  variations  in  construction 
from  other  engines. 

The  general  order  of  description  will  be,  I.  The  Boiler,  and  the  Manner  of 
Generating  tiie  Steam,  with  the  means  of  supplying  the  boiler,  of  cleaning  it  out, 
and  of  insuring  its  safety ; also  of  ascertaining  the  pressure  of  the  steam,  and  the 
quantity  of  water. 

II.  TnE  Cylinders,  and  the  Manner  of  using  the  Steam, -with  the  mode  of 
supplying  the  cylinders  with  steam,  and  working  the  pistons  and  slide  valves ; and 
of  moving  the  wheels  and  propelling  the  engine. 

III.  TnE  Wheels,  Framing,  &c.,  of  the  Engine,  with  the  springs,  axle  boxes, 
and  guides,  &c.,  connected  with  the  frame. 

And  IV.  The  Tender,  for  carrying  coke  and  water  to  supply  the  boiler. 

THE  BOILER,  AND  TIIE  MANNER  OF  GENERATING  THE  STEAM. 

The  boiler  consists  of  several  distinct  parts ; the  cylindrical  portion  A called 
peculiarly  the  boiler,  the  external  fire-box  B communicating  with  it,  the  internal 
fire-box  C,  containing  the  fire-grate  D,  and  the  tubes  E communicating  between 
the  internal  fire-box  and  the  smoke-box  F,  upon  which  is  fixed  the  chimney  G. 

The  Boiler  AA  (Plates  LXXXIX.  and  CX.)  is  a cylinder  7 feet  6 inches  long, 
and  3 feet  6 inches  in  diameter  outside ; it  is  made  of  wrought  iron  plates  five-six- 
teenths of  an  inch  thick,  lapping  over  each  other,  and  joined  together  by  iron 
rivets  seven-eighths  of  an  inch  in  diameter  and  1$  inches  apart,  as  shown  at  A 
in  fig.  5,  which  is  a section  of  a joint,  half 
size.  The  rivets  are  inserted  red  hot  and 
contract  in  cooling,  drawing  the  plates 
forcibly  together,  and  making  a very  close 
joint. 

The  boiler  is  covered  with  wood  an  (Plate  XC.)  one  inch  thick,  put  on  in  longi- 
tudinal staves,  and  bound  round  by  the  iron  hoops  bb,  Plates  LXXXIX.  and  CX., 
which  are  screwed  together  at  the  bottom  ; this  casing  of  wood  is  for  the  purpose 
of  retaining  the  beat,  and  preventing  it  from  being  carried  off  by  the  air  when 
moving  rapidly  through  it,  wood  being  an  imperfect  conductor  of  heat. 

The  External  Fire-Box  B B is  a box  nearly  square,  4 feet  wide  outside,  and 
3 feet  7 j inches  long  in  the  direction  of  the  boiler,  made  of  wrought  iron  plates 
five-sixteenths  of  an  inch  thick,  like  those  of  the  boiler ; tiie  bottom  is  2 feet  1 inch 
below  the  boiler,  and  the  upper  part  is  a semi-cylinder,  concentric  with  the  boiler, 
as  shown  in  the  cross  section,  fig.  2,  Plate  XCII.  The  fire  box  is  open  at  the 
bottom,  and  has  a circular  opening  cut  in  the  front  side,  of  the  same  size  as 
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the  boiler  and  corresponding  to  it ; the  boiler 
being  fastened  to  it  by  means  of  angle  iron 
cc,  (Plate  XC,)  as  shown  in  the  section,  half 
size,  in  fig.  6 ; the  angle  iron  A is  bent  round 
the  boiler  at  the  place  of  its  junction  with 
the  fire-box,  and  riveted  to  the  plates  B and  C 
of  the  boiler  and  fire-box.  The  plates  compos- 
ing the  front  and  bock  of  the  fire-box  are  bent 
inwards  at  right  angles  all  round  as  at  rid,  (Plate 
XC.,)  forming  flanches  upon  which  the  plates  of 
the  sides  and  top  are  riveted. 

TnE  Internal  Fike-Box  CC  is  of  similar  shape  to  the  external,  but  flat  at  the 
top  and  closed  at  all  sides  except  the  bottom ; a clear  space  of  8J  inches  is  left 
all  round  between  it  and  the  external  fire-box,  and  on  the  side  next  to  the  boiler 
the  space  is  4 inches.  The  internal  fire-box  is  made  of  copper  plates  seven-six- 
teenths of  an  inch  thick,  except  the  side  next  the  boiler,  which  is  seven-eighths  of 
an  inch  thick,  but  all  of  the  plate  except  the  circular  portion  opposite  to  the  boiler 
is  beaten  down  until  it  is  only  seven-sixteenths  of  an  inch  thick,  the  same  as  the 
rest.  The  roof  and  sides  of  the  box  are  formed  of  one  plate,  as  6hown  in  the  section 
fig.  2,  Plate  XCII.,  and  another  plate  forms  the  back,  corresponding  to  that  in  the 
front  next  the  boiler ; the  front  and  back  plates  are  turned  inwards  at  the  edges 
like  those  of  the  external  fire-box,  and  the  other  plate  fixed  to  them  by  three-quarter 
inch  copper  rivets.  The  internal  fire-box  is  fastened  at  the  bottom  to  the 
external,  by  setting  the  plates  out  until  they  touch  the  outer  plates,  and  riveting 
them  together  with  copper  rivets,  as  shown  at  ff  (Plates  XC.  and  XCII.).  The 
plates  arc  sometimes  set  out  only  so  as  to  approach  the  outer  plates  within  1£ 
inch,  and  a copper  ring  inserted  between  them,  the  rivets  being  put  through  the 
ring,  and  the  joint  thoroughly  closed  by  hammering  it  up  underneath ; but  it  is 
generally  found  that  the  joint  keeps  watertight  best  when  made  by  setting  the 
plates  together  and  riveting  them : a double  row  of  rivets  is  generally  used.  An 
oval  hole,  1 4 inches  wide  and  1 2 inches  high,  is  cut  in  the  back  plate  of  both  fire- 
boxes for  tho  fire-door  gg  (Plate  XC.,  and  fig.  1,  Plate  XCII.);  the  plate  of  the 
internal  fire-box  is  set  out  all  round  it  to  meet  the  outer  plate,  and  the  two  are 
fixed  together  by  a row  of  copper  rivets ; a copper  ring  is  sometimes  inserted  be- 
tween the  plates  here,  as  well  as  in  the  joint  at  the  bottom  of  the  fire-box.  The 
fire-door  consists  of  two  wrought  iron  plates  connected  together  by  rivets,  leaving 
a space  of  half  an  inch  between  them  ; this  protects  the  outer  plate  from  the  fire, 
and  prevents  it  from  getting  too  hot. 
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The  fire-grate  D D is  fixed  3 feet  2 inches  below  the  roof  of  the  fire-box,  and 
9 inches  above  the  bottom,  and  is  composed  of  separate  loose  bars  of  wrought  iron,  2 J 
inches  deep  in  the  middle,  and  I inch  thick  at  the  upper  side,  tapering  downwards 
to  allow  more  free  ingress  for  the  air ; the  fire-bars  are  bent  down  at  the  ends  and 
drop  into  holes  in  a square  ring  of  iron,  h h,  which  runs  round  tho  fire-box  at  a little 
distance  from  the  side,  and  is  supported  by  a piece  of  angle  iron,  t bolted  to  the 
front  and  back  plates  of  tho  fire-box.  The  fire-bars  are  made  separate  and  move- 
able  in  order  that  they  may  bo  easily  replaced  when  worn  out,  which  happens  very 
frequently  from  the  great  heat  to  which  they  are  exposed;  and  also  for  tho  facility 
with  which  the  fire  can  bo  extinguished  in  case  danger  should  be  apprehended  from 
any  accident;  for  by  lifting  them  out  of  the  holes  with  a bent  rod,  kept  for  the  pur. 
pose,  they  can  be  dropped,  together  with  the  whole  of  the  fire,  upon  the  road  : this 
is  indeed  the  manner  in  which  the  fire  is  extinguished  when  the  engine  has  done 
working.  An  ash-pan  is  fixed  under  the  fire-box  in  some  engines,  made  of  sheet- 
iron,  of  the  same  shape  as  the  external  fire-box,  and  open  only  in  front ; it  serves  to 
catch  the  cinders  and  prevent  their  falling  on  the  road,  but  is  rather  inconvenient 
when  the  fire  has  to  be  let  out. 

The  boiler  being  cylindrical  has  an  equal  strain  in  all  directions  from  the  pressure 
of  the  steam;  but  as  the  fire-boxes  are  flat  on  all  sides  except  the  top  of  the  external 
one,  they  would  have  a tendency  to  be  separated  from  each  other  by  the  pressure  of 
the  steam  if  they  had  not  some  support.  For  this  purpose  they  are  connected  to- 
gether by  a number  of  three-quarter  inch  copper  bolts,  kk,  which  are  screwed  along 
their  whole  length  and  are  passed  through  holes  in  both  plates,  tapped  to  receive 
them,  and  then  riveted  over  at  the  ends  for  additional  security ; these  copper  bolts 
arc  screwed  in  about  4 inches  apart  all  over  the  sides  and  back  of  the  internal  fire- 
box and  that  portion  of  the  front  that  is  Wow  the  boiler.  As  the  roof  of  the  in- 
ternal fire-box  only  requires  support,  that  of  the  external  one  being  cylindrical,  it  is 
strengthened  by  six  wrought  iron  ribs,  //,  (Plates  XC.  and  XCIL,)  placed  parallel  to 
each  other  and  longitudinally  upon  the  roof,  and  fastened  to  it  by  bolts  screwed 
through  the  roof-plate,  and  having,  in  addition,  a nut  screwed  on  at  the  under  side ; 
the  ribs  are  1 } inch  thick,  and  increased  at  the  bolt  holes,  and  inches  deep  at  the 
middle,  where  the  strain  is  greatest.  The  ribs  /4  are  cut  away  on  the  underside 
between  each  of  the  lrolts,  so  as  to  touch  the  roof-plate  only  where  the  bolts  pass 
through  them,  in  order  that  there  may  be  as  little  mass  of  metal  as  possible  exposed 
to  the  immediate  action  of  the  fire ; for  when  a considerable  thickness  of  metal  is 
interposed  between  the  water  in  the  boiler  and  the  fire,  the  heat  cannot  be  absorbed 
by  the  water  with  such  rapidity  as  it  is  supplied,  and  the  metal  becomes  in  conse- 
quence greatly  heated,  and  is  rapidly  destroyed.  The  durability  of  the  internal 
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fire-box  depends  very  much  on  the  care  of  the  engine  man  ; with  proper  use  it  will 
last  several  years,  but  if  the  water  is  allowed  to  get  too  low  in  the  boiler,  so  as  to 
have  but  little  depth  over  the  roof,  the  plate  will  be  liable  to  get  frequently  un- 
covered, from  the  motion  of  the  engine,  and  be  rapidly  destroyed.  To  prevent  this 
accident  a small  plug  of  lead,  m,  (Plato  XC.  and  XCII.,)  is  put  through  a hole  in 
the  centre  of  the  roof  of  the  fire-box,  and  riveted  over  on  both  sides ; when  the 
water  gets  so  low  as  to  uncover  this  plug  it  is  melted  by  the  heat,  and  the  steam, 
rushing  into  the  fire-box,  extinguishes  the  fire.  The  internal  fire-box  is  made  some- 
times of  wrought  iron,  and  is  generally  found  to  last  nearly  as  long  as  a copper  one ; 
the  iron  fire-box  costs  considerably  less,  but  requires  more  care  in  using  and  is  very 
liable  to  crack  and  become  leaky  at  the  joints. 

Tubes. — The  communication  between  the  fire-box  and  the  chimney  is  made  by  a 
number  of  tubes,  E E,  (Plate  XC.  and  XCII.,)  which  are  fixed  water-tight  at  one  end 
into  the  front  plate  of  the  fire-box  e,  and  at  the  other  into  the  plate  n,  (Plate  XC.,) 
which  closes  the  front  end  of  the  boiler ; the  tube  plate,  e,  of  the  fire-box  being 
made  thicker  where  the  tubes  are  inserted,  to  allow  for  its  being  weakened  by  the 
holes  cut  in  it.  There  are  124  of  these  tubes;  they  are  1«  inch  in  diameter 
outside,  and  a space  of  three  quarters  of  an  inch  is  left  between  them.  They  are  made 
of  the  best  rolled  brass,  one  thirteenth  of  an  inch  thick, 

(called  No.  13.  wire-gauge;)  the  edges  of  the  brass 
are  properly  chamfered  and  lapped  over  each  other 
and  soldered  together,  the  solder  Wing  applied  inside ; 
the  tubes  are  then  drawn  through  a circular  steel  die  to 
make  them  truly  cylindrical.  The  holes  to  receive  them 
in  the  tuW  plates  e and  n,  (Plate  XC.,)  are  bored  quite 
cylindrical  so  as  to  fit  the  tubes  exactly,  which  are  just 
long  enough  to  come  to  the  outside  of  both  plates : the 
ends  of  the  tubes  are  then  fixed  by  driving  in  a steel 
hoop  or  ferrule,  made  slightly  conical,  as  shewn  in  Fig. 

7 ; which  is  a section  full  size  of  the  tube  A A,  the 
plate  of  the  fire-box  B B in  which  it  is  inserted,  and 
the  ferrule  CC\  the  ferrule  is  a little  larger  than  the  tube, 
so  that,  when  driven  in,  it  compresses  the  tube  very 
forcibly  against  the  sides  of  the  hole,  and  makes  the 
joint  completely  watertight.  The  ferrules  are  sometimes  made  of  wrought  iron,  but 
they  generally  do  not  last  out  the  tube  in  that  case,  and  require  replacing  by  new 
ones  before  the  tubes  nre  worn  nut ; the  steel  ferrules  are  better,  as  they  last  nearly 
twice  as  long.  When  a tube  or  a ferrulo  requires  taking  out,  the  ferrule  has  to  be 
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cut  quite  through  with  a chisel  and  then  turned  inwards  so  as  to  detach  it  from  the 
tube,  which  can  then  be  driven  out. 

By  causing  all  tho  flame  and  heated  air  to  pass  through  a great  number  of  small 
tubes  surrounded  by  the  water,  a very  great  and  rapid  means  of  heating  the  water 
is  obtained,  as  a very  large  heated  surface  is  thus  exposed  to  the  water.  The  first 
locomotive  engines  had  merely  a large  flue  passing  from  tho  fireplace  to  the  chimney; 
it  was  bent  round  at  the  end  and  returned  again  to  the  back,  the  chimney  being 
placed  at  the  same  end  as  the  fireplace ; tho  fire  was  contained  in  the  commence- 
ment of  tho  flue,  which  was  made  larger  for  the  purpose.  This  is  the  general  prin- 
ciple of  the  construction  of  the  boilers  for  stationary  engines  where  the  size  and 
weight  of  the  boiler  are  not  of  so  much  importance,  and  the  flues  can  be  made  large 
enough  to  get  a suflieient  area  of  heated  surface  in  contact  with  the  water.  But  as 
in  a locomotive  engine  all  the  machinery  has  to  be  moved  at  a great  velocity,  the 
size  and  weight  of  the  boiler  are  obliged  to  be  diminished  very  much,  and  some  other 
means  has  to  be  adopted  to  obtain  tho  requisite  heating  surface. 

The  Rocket  engine  made  by  Mr.  R.  Stephenson,  which  was  the  engine  that  gained 
the  prize  for  the  best  locomotive,  at  the  opening  of  the  Liverpool  and  Manchester 
Railway  in  1829,  was  the  first  engine  made  with  tubes  in  this  country*. 

Tho  former  locomotives  with  only  a flue  through  the  boiler,  had  never  been  able 
to  travel  faster  than  about  eight  miles  an  hour,  as  they  had  not  sufficient  heating 
surface  in  the  boiler  to  generate  the  steam  for  supplying  the  cylinders  more  rapidly ; 
the  speed  attainable  by  a locomotive  being  limited  only  by  the  quantity  of  steam  that 
can  be  generated  in  a given  time.  The  introduction  of  tubes  into  tho  boiler  is  one  of 
the  greatest  improvements  that  has  been  made  in  the  construction  of  locomotives,  and 
was  the  cause  of  the  superiority  of  the  Rocket  engine  to  those  that  competed  with  it, 
and  to  all  the  former  engines.  The  velocity  it  attained  at  the  competition  trial  was 
29  miles  an  hour,  and  the  average  1 4^  miles  an  hour. 

The  tubes  of  the  Rocket  engine  were  3 inches  in  diameter,  and  only  twenty-four  in 
number ; in  the  engines  made  subsequently,  the  size  was  reduced  and  the  number  of 
them  doubled  and  trebled,  by  which  means  the  heating  surface  was  very  much 
increased  and  with  it  the  power  of  the  engine.  The  smaller  the  tubes  are,  the 
greater  is  the  heating  surface  obtained,  as  small  circles  have  a much  larger 
circumference  in  proportion  to  their  area  than  largo  ones ; but  when  the  tubes  are 
diminished  in  size,  the  total  area  of  passage  through  them  from  the  fire-box  to  the 
chimney  is  also  diminished;  and  consequently  if  the  diameter  of  the  tubes  were  much 

* It  appears  that  the  merit  of  the  first  invention  of  a boiler  with  tubes  is  due  to  a French  engineer, 
M.  Seguin,  who  had  a patent  for  it  in  1828;  although  the  application  of  the  principle  in  the  Rocket 
engine  was  undoubtedly  an  independent  invention. 
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diminished  the  draught  of  the  fire  would  be  checked  from  the  passage  to  the  chimney 
being  too  small.  The  heating  power  of  the  boiler  would  thus  be  injured,  although 
the  amount  of  heating  surface  exposed  to  the  water  was  increased,  and  the  abstraction 
of  the  heat  from  the  hot  air  rendered  more  perfect.  The  exact  size  of  tubes  which 
produce  the  best  total  effect  is  to  be  discovered  only  by  experience,  and  has  not  yet 
been  completely  decided. 

Small  tubes  have  another  disadvantage  in  being  liable  to  choke  up  very  much 
with  the  particles  of  coke  which  are  carried  through  them  in  great  quantities  by  the 
force  of  the  draught,  and  in  their  retaining  the  cinders  which  are  continually  blown 
into  them,  but  which  pass  clear  through  larger  tubes.  The  small  tubes  are  often 
contracted  one  third  in  diameter  by  the  deposit  of  coke  on  their  inner  surface  during 
the  day’s  work,  and  they  have  to  be  cleared  out  every  night  by  passing  a rod 
through  them ; the  larger  tubes  never  require  clearing  out. 

The  tubes  were  at  first  made  of  copper,  and  some  have  been  of  wrought  iron,  but 
the  copper  tubes  were  found  to  wear  very  fast,  generally  lasting  only  three  or 
four  months,  and  were  a great  source  of  expense  from  the  necessity  of  frequently 
renewing  them.  Brass  tubes  were  first  tried  in  the  locomotives  on  the  Liverpool  and 
Manchester  Railway  in  1883,  at  the  suggestion  of  Mr.  Dixon,  the  resident  engineer, 
and  were  found  to  be  very  much  superior;  they  are  now  universally  used  for  loco- 
motives. Brass  tubes,  of  the  dimensions  mentioned  above,  last  about  two  years,  being 
six  or  eight  times  as  long  as  copper  tubes  of  the  same  dimensions.  This  increase  of 
durability  appears  partly  caused  by  their  greater  hardness,  as  it  has  been  observed 
that  the  soldered  joint,  which  is  made  with  harder  brass,  wears  less  than  the  other 
parts  ; but  the  whole  cause  has  not  yet  been  satisfactorily  ascertained.  The  tubes  are 
much  worn  by  the  friction  of  the  cinders  that  are  blown  through  them  by  the  force 
of  the  draught;  but  it  is  very  probable  that  their  wear  is  principally  caused  by  chemical 
or  thermo-electric  action.  The  tubes  in  the  middle  and  about  the  fourth  row  from 
the  bottom  are  worn  out  the  first,  and  it  is  only  the  ends  next  the  fire-box  that  are 
destroyed. 

When  the  tubes  become  very  thin  they  are  crushed  inwards  by  the  force  of  the 
steam,  and  the  water  is  blown  out  at  the  ends  of  the  tube  into  the  fire ; when  the 
tubes  are  getting  old,  this  frequently  takes  place  whilst  an  engine  is  running,  and  it 
is  stopped  by  the  accident.  A plug  of  hard  wood  is  driven  into  each  end  of  the 
burst  tube,  which  is  preserved  from  being  burnt  by  the  contact  of  the  water  inside 
the  tube,  and  the  engine  runs  on  again.  When  several  of  the  tubes  have  burst  and 
been  plugged  up,  they  are  taken  out  and  replaced  by  new'  ones;  and  if  the  engine  is 
required  to  be  in  constant  use,  a complete  set  of  new  tubes  is  soon  required  to  avoid  the 
liability  of  delays  from  the  bursting  of  the  tubes : they  weigh  about  1 Gibs,  when  new. 
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and  lose  about  6J  lbs.  in  the  time  they  are  in  use.  The  cost  of  both  the  brass  and  of  the 
copper  tubes  is  about  £l  each,  and  this  makes  the  expense  of  repairing  an  engine  very 
considerable  when  a complete  set  of  new  tubes  is  required.  The  tubes  being  fixed 
firmly  into  both  ends  of  the  boiler,  serve  to  support  and  strengthen  them ; but  for  an 
additional  support  to  the  upper  part,  six  wrought  iron  rods,  oo,( Plates  XC.  and  XCII.,) 
arc  placed  above  the  internal  fire-box,  by  the  side  of  each  other  and  longitudinally  in 
the  boiler ; and  the  ends  are  attached  by  a pin  to  a piece  of  wrought  iron,  called  T 
iron,  riveted  on  to  the  end  plate  of  the  boiler  and  to  the  back  plate  of  the  fire-box. 

The  Smoke-box  F F,  is  4 feet  wide,  like  the  fire-box,  and  2 feet  long,  and  is 
closed  on  all  sides ; the  back  of  it  is  formed  by  the  wrought  iron  plate  »,  half  an 
inch  thick,  closing  the  end  of  the  boiler  to  which  it  is  attached  by  means  of  a piece 
of  angle  iron  riveted  to  both,  like  the  similar  joint  at  the  fire-box,  The  rest  of  the 
smoke-box  is  made  of  quarter  inch  iron  plate,  the  front  and  back  plates  being 
bent  in  round  the  edge,  and  the  other  plates  riveted  to  them  as  in  the  fire-box, 
except  the  front  plate,  which  is  fixed  by  screw  bolts  and  nuts,  because  it  is  required 
occasionally  to  take  it  off. 

Upon  the  smoke-box  is  fixed  the  chimney  G,  (Plates  LXXX1X.,  XC.  and  XCII.) ; 
it  is  15  inches  in  diameter,  and  is  made  of  one  eighth  inch  iron  plates,  riveted 
together  and  bound  round  by  hoops,  as  shewn  in  the  section ; the  top  is  made  funnel- 
shaped  to  give  more  free  egress  to  the  hot  air,  and  the  bottom  has  a piece  of  plate 
riveted  to  it,  forming  a tlanch  all  round,  by  means  of  which  the  chimney  is  bolted 
down  upon  the  smoke-box. 

In  the  lower  part  of  the  smoke-box  arc  fixed  the  two  cylinders  H H,  where  the 
steam  is  used  and  motion  produced;  these  will  be  described  afterwards.  The  steam, 
when  it  has  been  used  in  the  cylinder  and  lias  performed  its  work,  is  no  longer  wanted, 
and  is  let  out  into  the  air  by  the  pipe  /),  (Plates  XC.  and  XCII.) 

The  tubes  open  into  the  upper  part  of  the  smoko-box,  and  the  hot  air  passes  from 
them  up  the  chimney ; no  smoke  is  produced,  except  at  first  lighting  the  fire,  as  the 
fuel  used  is  coke,  which  does  not  cause  any  smoke  in  burning,  but  only  a light  dust. 
The  height  of  the  chimney  is  obliged  to  be  small,  as  it  can  never  exceed  14  feet 
height  from  the  rails ; so  that  the  draught  produced  by  it  is  not  at  all  sufficient  to  urge 
the  fire  to  the  intense  degree  of  ignition  that  is  necessary  to  produce  steam  at  the 
pressure  and  in  the  quantity  that  is  required,  and  some  other  more  powerful  means 
has,  therefore,  to  be  adopted  to  produce  the  draught.  This  is  done  by  making  the 
waste  steam  issue  through  the  pipe  pp,  (Plates  XC.,  XCI.,  aud  XCII.,)  called  the 
blast  pipe,  which  is  directed  up  into  the  centre  of  the  chimney,  and  is  gradually  con- 
tracted throughout  its  length  to  make  the  steam  rush  out  with  more  force ; this 
pipe  is  made  of  copper  one  eighth  of  an  inch  thick,  and  is  SJ  inches  in  diameter 
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inside  at  the  bottom  where  it  joins  on  to  the  cylinders,  and  tapers  to  inches  at 
the  top. 

The  waste  steam  rushes  out  of  the  pipe  with  great  force  up  the  chimney,  carrying 
the  air  with  it,  and  causing  a very  powerful  draught  through  the  tulics  and  the  fire ; 
a wholo  cylinder  full  of  steam  is  let  out  at  each  stroke,  and  the  two  cylinders  deliver 
their  waste  steam  alternately,  so  that  when  the  engine  is  running  fast  an  almost 
constant  current  of  steam  in  the  chimney  is  produced,  and  the  interval  between  the 
blasts  can  scarcely  be  perceived.  By  this  method  the  fire  is  not  blown,  as  is  usual, 
by  forcing  air  into  it,  but  by  extracting  the  air  from  the  flues  and  drawing  air 
through  the  fire.  In  the  first  locomotives  no  means  were  used  for  increasing  the 
draught  of  the  chimney,  and  their  power  of  generating  steam  was  consequently  very 
limited  ; the  introduction  of  the  steam  blast  for  urging  the  fire,  and  of  the  tubes  for 
conveying  the  heated  air  through  the  water,  are  the  principal  causes  of  the  great 
power  of  the  present  locomotives. 

There  is,  however,  n considerable  loss  of  power  attending  the  use  of  the  blast-pipe, 
from  the  obstruction  it  causes  to  the  egress  of  the  waste  steam ; for  the  waste  steam 
opposes  the  action  of  the  steam  in  the  cylinders,  and  should  be  allowed  to  escape 
freely  tliat  its  pressure  might  be  as  small  as  possible.  This  causes  the  greater 
economy  of  working  in  the  large  stationary  and  marine  engines,  where  the  waste 
steam  is  condensed  and  its  opposing  pressure  is  reduced  almost  to  nothing : but  in  a 
locomotive  engine,  on  the  contrary,  its  average  resistance  is  not  less  than  6 lbs.  on  the 
square  inch ; and  when  running  very  fast,  and  the  issue  of  waste  steam  is  almost 
continuous,  the  whole  loss  of  power  amounts  to  nearly  half  that  of  the  engine.  But 
the  draught  must  be  obtained  by  an  expenditure  of  some  of  the  power  of  the  engine, 
whatever  means  maybe  employed  to  produce  it;  nnd  the  plan  of  producing  it  by  the 
blast  of  waste  steam  is  the  best,  as  no  power  is  wasted  upon  working  any  machinery 
for  the  purpose,  and  it  has  the  advantage  of  great  simplicity  in  its  application.  In 
some  locomotive  engines,  made  by  Messrs.  Braithwaite  and  Ericcson,  a revolving 
fan-wheel,  worked  by  the  engine,  has  been  used  to  perform  the  same  operation  of 
drawing  the  air  from  the  flues ; and  in  the  “ Novelty,”  by  the  same  makers, — one  of 
the  engines  that  competed  for  the  prize  on  the  Liver) tool  and  Manchester  Railway, 
— air  was  forced  into  the  fire-box,  but  that  plan  was  afterwards  abandoned  from 
its  being  found  not  so  advantageous. 

The  force  of  the  draught  produced  by  the  steam-blast  is  so  great  that  cinders  arc 
drawn  through  the  tulies  and  even  thrown  red  hot  out  of  the  top  of  the  chimney ; 
sparks  are  also  emitted  occasionally,  and  have  sometimes  caused  accidents.  To  pre- 
vent the  cinders  and  sparks  from  getting  out  of  the  chimney,  a wire  sieve  is  often 
fixed  on  the  top  of  the  chimney,  but  this  has  a disadvantage  in  impeding  the  draught 
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and  the  exit  of  the  waste  steam  very  considerably ; though  it  is  made  convex  and 
larger  than  the  chimney,  so  as  to  have  a larger  surface,  and  to  impede  the  passage  as 
little  ns  possible.  The  sieve  is,  however,  but  an  imperfect  remedy,  for  the  cinders 
are  thrown  against  the  sieve  with  so  much  force,  that  the  meshes  are  soon 
destroyed.  A sieve  has  been  tried  placed  at  the  bottom  of  the  chimney, 
so  that  the  blast  pipe  ran  through  it,  and  in  this  position  it  afforded  much  less 
obstruction  to  the  draught  than  when  placed  at  the  top  of  the  chimney ; for  the  blast  of 
steam  which  produces  the  draught  being  entirely  above  it,  would  not  be  impeded,  and 
the  loss  of  power  from  impeding  the  exit  of  the  waste  steam  would  also  be  avoided. 
But  the  plan  was  afterwards  abandoned,  as  the  sieve  was  found  to  be  destroyed  so 
quickly  as  to  require  constant  repair,  from  being  exposed  immediately  to  the  air,  and 
to  all  the  cinders,  that  are  drawn  through  the  holes,  striking  against  the  front  plate 
of  the  smoke-box,  and  rebounding  upwards  towards  the  chimney. 

Dampf.k. — 1 1,  (Plates  LXXXIX.,  XC.,  and  XCII.,)  is  a damper  placed  in  the  chim- 
ney just  below  the  top  of  the  blast  pipe,  consisting  of  a thin  iron  plate  fitting  the 
chimney  closely,  with  a hole  cut  in  its  centre  just  large  enough  to  allow  the  blast 
pipe  to  pass  through.  A flat  bar  is  bolted  on  to  it  to  serve  as  a spindle,  and  fixed 
a little  out  of  the  centre,  in  order  to  clear  the  blast  pipe  when  the  damper  is  elevated, 
as  shewn  in  Plato  XC.  This  spindle  is  made  round  at  each  end,  and  turns  in  bosses 
riveted  to  the  outside  of  the  chimney;  one  end  passes  quite  through,  and  has  a 
short  lever,  q,  fixed  on  to  it ; the  diameter  of  this  end  of  the  spindle  is  of  the  same 
size  as  the  width  of  the  flat  part,  to  allow  of  the  spindle  being  put  into  its  place 
through  the  hole  in  the  boss  in  which  it  turns,  before  it  is  attached  to  the  damper 
in  the  chimney.  A long  rod,  rr,  (Plates  LXXXIX.  and  XC.,)  is  attached  to  the 
lever,  q,  on  the  spiudle,  and  reaches  to  the  top  of  the  fire-box,  terminating  in  a 
handle,  and  resting  in  an  iron  fork,  s,  fixed  in  the  top  of  the  fire-box,  in  which  either 
of  two  notches  mado  in  the  rod  can  catch;  so  as  to  hold  the  damper  either  vertical, 
as  in  Plate  XC.,  or  in  a horizontal  position,  closing  up  the  chimney,  as  shewn  by 
the  dotted  lines  across  the  chimney  in  Plate  XC. 

The  damper  is  used  to  cheek  the  draught  when  a less  intense  action  of  the  fire  is 
required,  such  as  when  the  engine  is  standing  still  or  running  down  hill,  and  very 
little  power  is  wanted ; it  causes  very  little  obstruction  to  the  exit  of  the  waste 
steam,  as  the  blast  pipe  passes  through  it.  It  is  a curious  circumstance,  that  whilst 
the  damper  is  raised,  tho  waste  steam  passes  out  of  the  chimney  in  an  invisible 
state  unless  the  atmosphere  is  nearly  saturated  with  moisture,  from  the  increased 
capacity  of  the  hot  air  for  moisture  enabling  it  to  absorb  the  steam  in  the  chimney. 
A slight  change  in  the  dryness  of  the  atmosphere,  or  the  temperature  of  the  engine 
fire,  causes  tho  steam  to  be  visible ; and  hence  it  is  always  visible  in  winter, 
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and  in  summer  is  invisible  only  when  the  hygrometer  is  high ; its  appearance  is, 
indeed,  a tolerably  correct  indication  of  the  hygrometric  state  of  the  atmosphere. 
When  the  damper  is  lowered,  the  steam  instantly  becomes  visible  from  the  want 
of  hot  air  to  absorb  it,  and  it  then  issues  from  the  chimney  in  dense  white 
volumes. 

Smoke- nox  Doors. — A large  door,  1 1,  (Plates  XC.  and  XCH.,)  is  made  in  the 
front  plate  of  the  smoke-box,  for  the  purpose  of  affording  access  to  the  cylinders 
and  the  tubes ; there  is  a ledge  fixed  inside  round  the  opening,  against  which  the 
door  is  closely  pressed  by  four  finger  nuts  put  upon  screws  fixed  in  the  smoke-box 
plate,  and  passing  through  projecting  lugs  upon  the  door.  There  is  also  a small 
door,  «,  near  the  bottom  of  the  smoke-box,  for  the  purpose  of  clearing  out  the 
cinders  and  ashes  that  collect  in  it : both  doors  have  to  fit  closely,  that  no  air  may 
enter  at  them  to  impair  the  draught. 

Feed  PuMrs — The  boiler  is  supplied  with  water  by  the  two  feed  pumps  K K, 
which  are  worked  by  the  engine ; their  construction  will  be  explained  afterwards. 
One  of  them  is  sufficient  to  supply  the  necessary  quantity  of  water  for  the  boiler, 
and  the  other  is  thrown  out  of  action ; but  two  are  furnished  in  the  engine,  in 
order  that  if  one  should  fail  from  any  accident,  the  other  may  take  its  place  without 
any  delay  being  caused.  On  forcing  the  water  into  the  boiler,  it  checks  the  generation 
of  steam  by  its  coldness,  and  the  effect  of  the  engine  is  also  diminished  in  consequence 
of  the  power  required  to  work  the  pump  ; for  this  reason  the  action  of  the  feed-pump 
is  generally  suspended  when  the  engine  is  ascending  an  inclination,  and  requires  its 
greatest  power,  and  the  supply  of  water  is  made  up  by  working  both  pumps  on  a 
succeeding  level  or  descent : — this  is  an  additional  advantage  in  having  duplicate 
pumps.  A small  cock,  called  the  pet  cock,  is  fixed  in  the  pipe  leading  to  the  boiler  from 
each  pump,  and  a long  handle,  r,  is  fixed  to  it,  extending  to  within  reach  of  the  engine- 
man,  standing  behind  the  engine ; these  cocks  are  opened  occasionally  to  ascertain 
whether  the  pumps  are  working  properly,  when  a stream  of  water  should  be  forced 
out  at  each  stroke  *. 

• The  pet  cock  was  invented  by  Mr.  George  Stephenson,  to  obviate  what  waa  for  some  time  an 
incurable  defect  in  the  feed  pumps  of  locomotive  engines,— the  pumps  could  not  be  made  to  keep  in 
action,  as  they  were  fixed  clow  to  the  boiler,  and  hot  water  entered  from  the  leaking  of  the  valves, 
causing  them  to  be  filled  with  steam  instead  of  water  at  each  itroke ; thus  preventing  them  from 
forcing  any  water  into  live  boiler,  which  could,  therefore,  be  used  only  lor  a abort  time,  whilst  the 
water  in  it  would  laat,  the  boder  having  then  to  be  emptied  of  steam  and  refilled.  The  cause  of  this 
stoppage  of  the  action  was  at  length  discovered,  and  the  pet  cock  applied,  by  opening  which  the  steam 
in  the  pump  was  let  out,  end  the  action  renewed ; the  name  waa  given  to  it  playfully,  from  it*  petting 
or  cuaxing,  ae  it  were,  the  pump  to  do  its  duty.  It  is  not  now  required  for  this  purpose,  as  the  pump 
ia  separated  from  the  boiler  by  a long  tube  with  a valve  at  each  end,  and  the  hot  water  cannot  get  into  it. 
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Gauges. — L L,  (Plates  XC.and  XCII.,)  is  a glass  gauge  for  show- 
ing the  height  of  the  water  in  the  boiler ; it  is  shewn  detached  in 
fig.  8,  which  is  a section  through  the  centre  of  it  to  a scale  of 
inches  to  a foot,  or  three  times  the  size  of  the  engraving.  The 
gauge  consists  of  a strong  glass  tube,  A,  fig.  8,  about  three  quarters 
of  an  inch  diameter  outside,  fitted  into  a brass  socket,  It  It,  at  top 
and  bottom,  the  joints  being  made  steam-tight  by  hemp  packing, 
put  round  the  glass,  and  compressed  against  it  by  the  glands  C C, 
which  are  screwed  in  round  the  glass.  From  each  of  the  socket- 
pieces  It,  a tube,  D,  proceeds  with  a cock  in  it  and  a screw  on 
the  end  for  fixing  it  into  the  fire-box  ; and  the  piece  K,  containing 
another  cock,  is  screwed  into  the  lower  piece,  and  the  plug  F into 
the  upjier  piece,  affording  the  means  of  putting  the  glass  tube  down 
into  its  place.  When  the  two  cocks  in  1)  I)  are  opened,  the  water 
of  the  boiler  rises  in  the  glass  tube  to  the  same  height  that  it  is  in 
the  boiler,  the  upper  part  of  the  glass  being  filled  with  steam, 
the  height  of  the  water  in  it  shewing  always  the  level  of  the 
water  in  the  boiler ; the  cocks  are  for  the  purpose  of  stopping 
the  communication,  when  required,  from  the  gauge  being  out 
of  order  or  otherwise.  The  cock  in  the  piece  D is  for  the  purpose  of  clearing 
out  the  gauge,  by  allowing  a stream  of  water  to  run  through  it ; and  it  is  often 
necessary  to  open  it  when  examining  the  gauge,  in  order  to  get  rid  of  the  bubbles 
of  steam  formed  by  the  rapid  ebullition  of  the  water,  which  sometimes  render  it 
difficult  to  ascertain  the  precise  height  of  the  water.  The  difficulty  is  also  in- 
creased by  the  motion  of  the  engine  producing  oscillation  in  the  water ; but  the 
disturbing  effect  is  much  diminished  by  choking  the  tube,  or  making  the  communica- 
tion with  the  boiler  through  the  tube  D very  small,  so  as  to  impede  the  motion  of 
the  water  in  the  tubes.  A small  plug,  O,  is  screwed  in  opposite  each  tube,  D,  to 
afford  the  means  of  clearing  out  the  tubes  D,  by  passing  a wire  through  them  when 
the  plugs  O are  taken  out. 

To  afford  an  additional  means  of  ascertaining  the  height  of  the  water  in  the 
boiler,  two  gauge  cocks,  M M,  are  fixed  in  the  side  of  the  firo-box,  one  being  four 
incites  above  the  other,  and  the  lower  one,  one  inch  above  the  top  of  the  internal 
firebox.  The  boiler  is  generally  filled  at  starting,  until  the  water  runs  out  at  the 
upper  cock ; and  during  working  the  water  level  is  kept  between  the  two  cocks, 
and  often  up  to  the  upper  one.  The  cocks  are  opened  occasionally  to  try  the  level, 
and  if  steam  should  ever  be  found  to  blow  out  at  the  lower  cock,  showing  that  there 
is  not  more  than  one  inch  of  water  over  the  roof  of  the  internal  fire-box,  instant 
attention  has  to  be  paid  to  the  feed-pumps,  and  the  fire  damped  if  necessary,  to 
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prevent  the  roof  of  the  fire-box  being  uncovered  and  getting  burnt.  The  glass  tube 
is,  however,  the  more  certain  guide,  being  less  affected  by  the  oscillations  of  the 
water  than  the  gauge  coclcs. 

The  Lead  Plio,  m,  (Plates  XC.  and  XCI1.,)  described  before,  is  an  additional 
security  against  any  accident  arising  front  the  water  being  suffered  to  get  too  low 
in  the  boiler. 

Safety  Valves. — The  pressure  of  steam  in  the  boiler  is  regulated  by  the  safety 
valve  N,  (Plates  LXXX1X.,  XC.,  and  XCII.,)  the  construction  of  which  is  shewn  in 
fig.  9 and  10,  drawn  to  a scale  of  2^  inches  to  a foot,  or  three  times  the  size  of  the 
engraving.  Fig.  9,  is  a longitudinal  section  through  the  valve,  and  fig.  10,  a plan  of 
the  valve-seat  with  the  valve  removed.  The  valve  A is  made  of  brass ; it  is 
conical  round  tho  edge,  or  mitred  at  an  angle  of  45’,  and  has 
a spindle  or  stalk,  B,  cast  on  it  in  the  middle.  The  Seat 
C of  the  valve  is  also  of  brass,  and  is  cast  with  a flange 
at  the  bottom,  to  bolt  it  on  to  the  boiler;  and  the  valve 
is  ground  into  the  upper  part,  so  as  to  fit  it  steam-tight. 

The  opening  in  the  valve  seat,  C,  is  2$  inches  diameter, 
and  across  it  is  cast  a thin  piece  D,  extending  to  the 
bottom,  and  having  a longitudinal  hole  through  it,  in 
which  the  spindle  li  of  the  valve  works ; this  is  to  hold 
tho  valve  steady  when  it  is  raised,  and  to  guide  it  into  its 
seat  again.  A projecting  lug,  E,  is  cast  on  the  valve 
seat,  in  which  is  fixed  the  standard,  F;  this  is  forked  at 

the  top,  and  receives  the  end  of  the  lever  G,  which  turns  in  it  upon  a centre  pin  ; a 
rod,  II,  is  jointed  to  the  lever  by  another  pin,  at  3 inches  from  the  former  one,  and 
bears  directly  upon  the  valve. 

At  the  other  end  of  the  lever,  and  at  a length  of  3 feet  from  the  fulcrum,  is 
attached  by  a finger  nut,  the  rod  of  a common  spring  Imlance,  tr,  (Plates  LXXXIX. 
and  XCII,)  the  bottom  of  which  is  fixed  on  to  the  fire-box  ; this  spring  balance  is 
screwed  up  by  the  finger  nut  on  the  valve  lever,  until  the  required  pressure  on  the 
valve  is  produced,  which  is  generally  50  lbs.  on  the  square  iuch  above  the  at- 
mosphere; and  the  valve,  on  rising  to  let  out  the  surplus  steam,  has  to  raise  the 
spring  balance,  which  acts  upon  it  with  twelve  times  the  leverage. 

In  stationary  engines,  the  safety  valve  is  kept  down  by  a weight  hanging  on  the 
lever,  and  shifted  to  different  positions  to  alter  the  pressure  on  the  valve ; but  in  a 
locomotive  engine  a weight  could  not  be  used,  because  the  motion  of  the  engine 
would  cause  it  to  jolt  up  and  down,  and  the  valve  would  be  continually  letting  off 
steam.  There  is  one  disadvantage  attending  the  use  of  the  spring  balance  that  the 
other  plan  is  free  from ; namely,  that  any  opening  of  the  valve  by  raising  the  lever. 
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compresses  the  spring  in  the  balance  more,  and  increases  the  pressure  upon  the 
valve,  so  that  the  free  egress  of  the  surplus  steam  is  checked,  and  the  pressure  of 
the  steam  is  allowed  to  become  greater  than  that  indicated  by  the  balance  when  the 
valve  is  shut ; the  longer  the  lever  is,  the  greater  is  this  difference  of  pressure,  and 
it  is  sometimes  as  much  as  10  lbs.  per  square  inch. 

In  observing  the  pressure  on  the  safety  valve,  allowanco  must  also  be  made  for 
the  effect  of  the  mitre,  or  conical  part  of  the  valve ; for  when  it  is  raised,  the  steam 
acts  on  the  conical  part  as  well  as  on  the  bottom  of  the  valve,  and  has  therefore  a 
greater  power  in  lifting  the  valve ; and  this  diminution  of  the  pressure  on  the  valve 
varies  with  the  extent  of  the  mitre  and  with  the  degree  that  the  valve  is  opened. 

These  different  circumstances  render  the  safety  valve  but  an  imperfect  means  of 
ascertaining  the  pressure  of  the  steam  in  the  boiler.  In  stationary  engines,  which  are 
generally  worked  at  a much  lower  pressure,  a mercurial  gauge  is  often  used  to 
indicate  the  pressure  of  the  steam ; but  this  instrument  cannot  be  used  in  a loco- 
motive, as  a tube  of  great  size,  and  not  less  than  twelve  feet  high  would  be  re- 
quired ; it  lias,  however,  been  used  as  a means  of  testing  the  accuracy  of  the  in- 
dications of  the  safety  valve  by  a temporary  connection  with  the  engine. 

0,  (Plates  LXXXIX.  and  XC.,)  is  the  lock-up  safety  valve,  enclosed  in  a case,  to 
prevent  access  to  it  so  as  to  increase  the  pressure  to  a dangerous  degree.  The 
valve  is  exactly  similar  in  construction  to  the  other  safety  valve,  hut  instead  of 
being  held  down  by  a lever  and  spring  balance,  several  small  elliptical  springs,  x x, 
(Plate  XC.,)  about  six  inches  long,  are  placed  one  above  another  and  over  the  valve, 
and  pressed  down  by  a screw  at  the  top  in  the  frame  y y,  fixed  into  the  valve  scat 
By  turning  this  screw,  the  pressure  on  the  valve  can  be  adjusted  to  any  required 
degree ; and  when  the  ease  is  fixed  on,  the  valve  is  effectually  protected  from  having 
the  pressure  altered.  The  lock-up  valve  is  loaded  rather  more  heavily  than  the 
ordinary  working  pressure,  50  lbs. ; so  that  it  does  not  blow  except  when  the  pres- 
sure has  exceeded  that  limit,  as  in  performing  work  requiring  more  power  than 
usual. 

A large  spiral  spring  is  used  in  some  engines  to  press  upon  the  valve,  being  fixed 
in  a similar  manner  to  the  elliptical  springs;  it  is  rather  more  compact,  but  is  not  quite 
so  free  in  its  action,  as  the  pressure  increases  more  rapidly  on  the  using  of  the  valve. 

Man  Hole. — P,  (Plates  LXXXIX.  and  XC.)  is  a circular  opening  into  the  boiler, 
called  the  man  holo;  it  is  16  inches  in  diameter,  and  surrounded  by  a ring,  z,  (Plate 
XC.,)  bolted  on  to  the  boiler,  having  a flancli  at  the  top  for  fixing  on  the  cover. 
This  opening  is  large  enough  for  a man  to  enter,  and  affords  access  to  the  interior  of 
the  boiler  for  making  repairs  in  it,  or  for  cleaning  it  out. 

Mud  Holes. — These  are  two  small  openings,  QQ,  in  both  sides  of  the  fire-box  at 
the  bottom,  closed  by  plates  bolted  upon  the  outside,  and  are  for  the  purpose  of 
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cleaning  out  the  fire-box  and  removing  the  sediment  that  is  deposited  from  the  water. 
Two  mud  holes,  at  opposite  comers  of  the  fire-hox,  are  usually  opened  twice  a 
week,  and  the  deposit  washed  out  by  directing  a stream  of  water  into  them ; each 
pair  of  opposite  holes  being  0|>ened  alternately.  The  boiler  does  not  often  require 
cleaning,  but  it  is  occasionally  washed  out  by  putting  the  water  hose  in  at  the  man 
hole,  and  washing  all  the  sediment  into  the  fire-box  ; this  is  found  to  bo  quite  suf- 
ficient to  keep  it  clean. 

Blow-off  Cocks. — R R are  two  cocks,  one  inch  in  diameter,  fixed  one  in  each 
side  of  the  fire-box,  close  to  the  bottom,  for  the  purpose  of  emptying  the  boiler ; 
this  is  called  Umcing  off,  as  it  is  done  just  after  the  engine  has  left  work,  and  the 
water  is  blown  out  with  great  force  by  the  pressure  of  the  steam.  This  blowing 
(iff  serves  to  cleanse  the  boiler,  and  the  whole  water  has  to  bo  thus  emptied  out 
two  or  three  times  a week  when  the  engine  is  in  full  work,  as  it  gets  foul  after 
remaining  in  the  boiler  for  some  time. 

Fibe  and  Heating  Foweb. — The  fuel  used  is  coke,  and  is  that  most  generally 
used  in  locomotives  ; coal  was  employed  in  the  first  ones,  and  is  now  mado  use  of 
on  railways  in  the  collieries  and  where  passengers  are  not  carried ; but  on  the 
large  public  railways  it  is  inadmissible  on  account  of  the  smoke  that  is  produoed. 
Coke  has  an  advantage  over  coal  in  being  very  light  in  sutistance  and  not  caking 
together,  but  allowing  the  draught  of  air  to  pass  freely  through  the  fire ; it  is  also 
capable  of  attaining  a very  intense  degree  of  ignition  ; but  its  lightness  renders  it  more 
liable  to  be  drawn  through  the  tubes  by  the  draught,  and  the  fine  dust  or  ashes,  pro- 
duced by  its  combustion,  is  very  annoying  to  outside  passengers.  The  coke  used  is 
of  the  best  quality ; and  the  operation  of  coking  the  coal  is  performed  only  with  a 
view  to  the  abstraction  of  the  volatile  parts,  as  the  hydrogen,  and  the  losing  as  little 
as  possible  of  the  carbon ; gas  coke  or  the  remains  of  the  coal  used  in  gas  works  is 
very  inferior,  being  overbumt  and  having  lost  a good  deal  of  its  carbon  to  form  the 
gas,  carburettcd  hydrogen ; it  also  contains  a good  deal  of  sulphur,  which  is  very  in- 
jurious to  the  metal  of  the  boilers ; this  causes  also  the  principal  objection  to  the 
use  of  coal.  The  coke  used  in  the  locomotives  on  the  London  and  Birmingham 
Railway  is  made  upon  the  works,  and  is  very  nearly  pure  carbon.  Welsh  stone 
coal  or  anthracite  has  been  also  tried  ; it  produces  no  smoke  or  flame,  being  almost 
pure  carlton,  like  coke ; but  it  appears  to  be  not  suited  to  locomotives,  from  its  den- 
sity and  flying  into  small  pieces,  so  as  to  form  a close  mass  on  the  fire-grate,  and  not 
allow  a sufficiently  free  passage  for  the  air  through  the  fire. 

The  fuel  is  carried  in  the  tender  behind  the  engine  and  immediately  contiguous  to 
the  fire-door,  so  that  it  can  bo  readily  shovelled  into  the  fire  when  required ; it  is  sup- 
plied on  an  average  in  quantities  of  about  half  a cwt.  at  intervals  of  from  five  to  ten 
minutes.  The  heating  the  water  in  the  boiler  and  getting  up  the  steam  takes  about 
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an  hour  and  three  quarters  on  an  average,  and  requires  the  consumption  of  about  one 
and  a half  or  two  cwt.  of  coke ; in  some  places  the  boiler  and  tender  are  supplied 
with  hot  water  by  means  of  a stationary  boiler,  in  order  to  expedite  the  getting  up  of 
the  steam,  and  also  as  a means  of  economy. 

The  area  of  the  fire-grate  is  square  feet ; it  is  1 8 inches  below  the  bottom  of 
the  lowest  tubes,  and  the  space  for  the  fire  when  quite  filled  up  to  the  tubes  is  1 4 
cubic  feet,  and  holds  about  2^  cwt.  of  coke ; but  the  fire-box  is  not  always  filled  so 
full  as  this,  and  usually  contains  about  one  and  a half  or  two  cwt. 

The  surface  of  water  exposed  to  the  heat  directly  radiated  from  the  fire  is  the 
whole  surface  of  the  internal  fire-box,  deducting  the  fire-door  and  the  tubes,  and  is 
equal  to  SO  square  feet ; and  that  exposed  to  the  current  of  hot  air,  or  conducted  heat, 
is  the  interior  surface  of  the  tubes,  and  is  equal  to  432  square  feet.  The  surface 
exposed  to  rndiated  heat  is  considerably  more  efficacious  in  generating  steam  than 
that  exposed  to  conducted  heat  only,  as  the  supply  of  heat  is  more  copious,  and  the 
proportion  was  found  to  be  about  three  times  in  an  experiment  tried  by  Mr.  Stephen- 
son, which  is  the  only  one  that  has  been  made  upon  the  subject ; the  experiment  was 
made  with  an  old  engine  and  the  proportion  may  be  somewhat  different  in  the  mo- 
dem engines. 

The  area  of  passage  for  the  heated  air  from  the  fire-box  to  the  chimney  is  the 
sectional  area  of  all  the  tubes  inside  the  ferrules  ; the  ferrules  are  three  eighths  of  an 
inch  less  than  the  outside  of  the  tubes,  and  are  therefore  an  inch  and  a quarter  in  diame- 
ter inside;  and  the  sectional  area  of  them  all,  (124  in  number,)  is  l'OG  square  feet. 
The  area  of  the  possago  through  the  chimney  is  rather  more,  or  1*28  feet. 

In  the  Rocket  engine  the  area  of  passage  through  the  tubes  was  "90  square  feet  or 
nearly  the  same  ns  in  this  engine,  though  the  fire-grate  was  but  half  the  size  ; but 
the  heating  surface  of  the  tubes  was  only  one  third,  from  the  large  size  and  small 
number  of  the  tubes  ; the  heating  surface  of  the  fire-box  was  also  only  three  quarters 
of  that  of  the  present  engine. 

In  the  old  engines  before  the  Rocket,  the  area  of  passage  through  the  flue  was 
two  and  a half  times  the  size,  but  the  heating  surface  wns  only  one  thirteenth  of 
that  in  the  present  engine;  the  fire-box  had  also  only  one  fifth  of  the  heating  surface; 
the  fire-grate  was  three  quarters  of  the  size. 

THE  CYLINDERS  AND  THE  MANNER  OF  USING  THE  STEAM. 

Steam  Pipe. — S S,  (Plates  XC.  and  XCII.,)  is  the  steam  pipe  for  conveying  the 
steam  from  the  boiler  to  the  cylinder  where  it  is  to  be  used  ; it  is  made  of  copper 
three  sixteenths  of  an  inch  thick,  and  the  part  within  the  boiler  is  5 inches'  diameter  in- 
side ; it  passes  through  the  tube  plate  of  the  smoke-box  and  is  bolted  to  it  by  a fianch. 
The  pipe  then  divides  into  two  smaller  ones,  3J  inches  in  diameter,  which  pass  down 
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on  each  side  of  the  smoke-box  to  the  cylinders,  as  shown  in  Plato  XCII.  Fig.  4 ; they 
arc  turned  on  one  side  in  order  to  keep  them  clear  of  the  tubes,  so  as  to  allow  access 
to  all  the  tubes,  that  they  may  be  taken  out  when  necessary  through  the  smoke- 
box  door.  It  is  also  necessary  to  protect  the  steam  pipes  from  the  immediate  action 
of  the  hot  air  issuing  from  the  tubes,  which  is  nearly  hot  enough  to  melt  copper.  In 
the  first  engines,  the  steam  pipes  were  brought  straight  down  to  the  cylinders  across 
the  ends  of  the  tubes,  but  they  were  found  to  lie  very  rapidly  destroyed. 

The  area  of  the  large  steam  pipe  is  1 9*6  square  inches,  and  is  equal  to  the  areas  of 
both  the  small  ones,  which  are  9'6  square  inches  each. 

The  other  end  of  the  steam  pipe  is  connected  to  the  box  a,  (Plate  XC.,)  by  means 
of  the  stuffing  box  b\  containing  packing  made  of  loose  spun  hemp,  called  gasket,  com- 
pressed against  the  steam  pipe  by  the  brass  gland  e,  which  is  bolted  to  a flanch  on 
the  stuffing  box  b'.  This  stuffing  box  is  necessary  because  iron  expands  by  heat  only 
two  thirds  as  much  as  copper,  so  that  when  the  boiler  and  its  contents  are  heated, 
the  wrought  iron  increases  in  length  less  than  the  copper  pipe,  and  the  pipe  would 
be  very  much  strained  if  it  wore  rigidly  fixed  at  both  ends,  and  the  joint  would  soon 
become  defective  by  the  repetition  of  the  action ; but  the  stuffing-box  allows  the  end 
of  the  pipe  to  slide  through  it,  and  still  keeps  the  joint  steam-tight,  preventing  all 
injurious  action  *. 

The  steam  enters  through  the  funnel-shaped  copper  pipe  d”,  (Plate  XC.,)  which  is 
fixed  upon  the  top  of  the  box  a,  and  this  pipe  rises  nearly  to  the  top  of  the  steam  dome 
T,  which  is  made  of  brass,  cast  three  eighths  of  an  inch  thick,  and  is  15  inches  in 
diameter  and  2 feet  high,  and  bolted  down  by  a flanch  on  to  the  fire-box.  The 
object  of  this  steam  dome,  and  of  carrying  the  steam  pipe  up  to  the  top  of  it,  is  to 
obtain  the  steam  as  pure  and  dry  as  possible,  by  taking  it  at  a distance  from  the 
water ; because  from  the  great  agitation  of  the  water  in  the  boiler,  and  the  rapid 
emission  of  the  steam  to  the  cylinders,  some  of  the  water  gets  mixed  up  with  the  steam 
in  a finely  divided  state,  and  is  liable  to  pass  over  with  the  steam  into  the  cylinders. 
This  effect  is  called  priming,  and  is  very  injurious  when  it  takes  place  to  any  extent,  for 
all  the  wator  carried  over  into  the  cylinder  is  wasted  and  occupies  the  place  of  steam,  and 
thus  diminishes  the  power  of  the  engine  ; but  principally  because  it  accumulates  in  the 
cylinder  and  sometimes  remains  in  it,  being  unable  to  escape  with  the  waste  steam  ; 
and  in  that  case,  from  being  so  incompressible,  it  causes  the  breaking  of  some  part 
of  the  engine.  By  carrying  the  Bteam  pipe  up  into  the  dome,  the  quantity  of 
water  taken  with  the  steam  is  very  much  diminished,  as  it  has  time  to  separate,  and  the 
expanded  end  of  the  steam  pipe  nearly  filling  the  dome,  serves  to  catch  the  water  and 
prevent  its  entering  the  steam  pipe. 

• The  brass  tubes  of  the  boiler  arc  liable  to  the  same  action,  but  as  they  arc  small  and  very  firmly 
Axed  at  the  ends,  the  expansion  is  immaterial,  the  tubes  allowing  for  it  by  bending  slightly. 
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The  priming  is  much  increased  when  the  water  in  the  boiler  is  not  clean  or  pure ; 
and  an  engine  that  does  not  prime  perceptibly  with  good  wator  may  prime  very  much 
if  supplied  with  impuro  or  hard  water.  When  priming,  the  water  is  thrown  out  in  a 
shower  from  the  chimney  at  each  blast,  and  the  power  of  the  engine  is  very  much 
impaired,  as  the  violence  of  the  ebullition  of  the  water  is  thereby  greatly  increased. 
Tho  prevention  of  the  priming  was  found  to  be  a very  great  difficulty  in  the  first 
locomotives,  and  several  contrivances  were  made  use  of  for  the  purpose ; such  as 
making  the  steam  pass  through  a plate  pierced  with  holes  before  entering  the  steam 
pipe,  or  dividing  the  dome  by  a plate  over  which  the  steam  had  to  pass  to  the  steam 
pipe.  But  it  has  been  observed  that  tho  priming  has  been  gradually  diminished  by 
increasing  the  steam  room  or  space  in  the  boiler  occupied  only  by  steam ; for  this 
renders  tho  generating  of  the  steam  more  uniform,  as  the  abstraction  of  the  successive 
cylinders  full  of  steam  is  less  felt  and  causes  less  agitation  when  the  total  quantity 
of  steam  is  greater.  In  the  first  locomotives  very  little  steam  room  was  afforded,  but 
in  this  engine  the  steam  room  is  generally  about  44  cubic  feet,  and  there  is  no  per- 
ceptible priming  under  ordinary  circumstances. 

Regulator. — In  the  box  a (Plates  XC.  and  XCII.,)  is  placed  the 
regulator  e,  extending  across  the  box  so  that  all  the  steam  must  pass 
through  it  before  it  can  enter  the  steam  pipe  S ; and  by  means  of  this 
the  steam  is  cither  shut  off  or  allowed  to  enter  the  steam  pipe  in  greater 
or  less  quantities.  The  regulator  is  shewn  in  figs.  11,  12,  and  13, 
to  a scale  of  double  tho  size  of  the  engravings,  or  1 J inch  to  a foot. 

The  box  is  made  of  cast  iron  half  an  inch  thick,  and  has  a plate,  A, 
extending  across  it,  with  two  openings  B D,  of  nearly  a quadrant  each;  the  diameter  of 
the  opening  is  8^  inches,  and  that  of  the  solid  part  in  the  centre  separating  them,  2 
inches.  The  brass  plate  C,  placed  against  this  plate,  fits 
exactly  the  space  between  the  openings  B B,  and  if  turned 
round  and  placed  over  the  openings  would  project  beyond  or 
overlap  them  three  quarters  of  an  inch  on  each  side,  as  they 
are  three  quarters  of  an  inch  smaller  than  a complete  quadrant. 

The  spindle  D passes  through  a boss  in  the  centre  of  the  plate 
C,  turning  at  its  end  in  a socket  in  the  plate  A,  but  without 
touching  the  bottom  of  the  socket,  and  a small  pin  is  fixed 
into  the  spindle  fitting  into  a notch,  E,  in  the  centre  boss, 
to  enable  the  spindlo  to  turn  round  the  regulator  plate  C, 
and  yet  allow  it  to  be  withdrawn  a little  without  draw- 
ing tho  regulator  plate -away  from  the  other  plate.  The 
plates  are  held  together  by  the  pressure  of  the  steam;  and  by 
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forming  the  connection  with  the  spindle  in  this  manner,  they  are  enabled  to  keep  in 
close  contact,  although  the  position  of  the  spindle  should  be  altered ; and  the  regulator 
plate  is  still  mode  to  turn  with  the  spindle. 

The  two  plates  are  ground  together,  so  that  when  the  regulator  plate  is  turned  round 
and  covers  the  openings,  the  passage  is  closed  completely  steam-tight ; the  under 
side  of  the  regulator  plate,  and  the  solid  space  between  the  openings  in  the  other 
plate,  are  both  hollowed  a little  in  the  middle,  as  shewn  in  the  section  through  the 
centre  of  each,  in  fig.  1 3,  so  that  they  touch  only  for  a space  of  three  quarters  of  an 
inch  round  the  edge.  This  diminishes  the  labour  of  grinding  them,  as  there  is  so 
much  less  surface  to  grind,  and  also  ensures  their  fitting  round  the  edges,  where 
alone  it  is  required ; for  the  little  steam  that  will  pass  through  the  hollow  between 
the  plates  when  the  regulator  is  partially  open,  is  of  no  consequence,  as  it  will  only 
slightly  increase  the  quantity  of  steam  passing  through. 

The  other  end  of  the  box  a,  (Plate  XC.,)  is  fixed  by  a flanch  to  the  back  plate 
of  the  fire-box ; and  an  opening  is  cut  in  the  plate  corresponding  to  the  inside  of 
the  box,  which  is  closed  by  a plate,  having  the  stuffing-box/',  fixed  on  to  its 
inside  with  its  gland  g.  The  spindle  of  the  regulator  turns  steam-tight  in 
this  stuffing-box,  a collar  on  the  spindle  resting  against  the  end  of  it ; and  the 
handle,  h‘,  is  fixed  on  the  end  of  the  spindle,  moving  between  two  brass  arcs,  t", 
(Plato  XC.,  and  fig.  1,  Plate  XCII.,)  which  are  connected  together  at  the  ends,  and 
bolted  on  to  the  fire-box  : these  arcs  serve  as  guides  for  the  handle  when  moved, 
and  stop  it  at  each  side.  In  fig.  1,  Plate  XC.,  the  regulator  is  shewn  quite  open; 
but  if  it  were  made  to  turn  round,  it  would  immediately  begin  to  contract  the  pas- 
sage for  the  steam,  and  when  turned  a quarter  round,  the  passage  would  be  com- 
pletely closed.  The  motion  of  the  handle  is  therefore  through  a quarter  of  a circle, 
or  half  a quadrant  on  each  side  of  the  vertical  position.  When  the  handle  is  put 
down  on  the  right  hand  side,  the  regulator  is  shut,  and  when  down  on  the  left  side, 
it  is  full  open ; and  in  intermediate  positions  the  regulator  is  proportionally  open, 
except  for  the  small  distance  at  each  end  along  which  it  is  passing  over  tho  over- 
lap. The  area  of  passage  through  the  regulator  when  full  open,  is  21 -9  square 
inches,  or  a little  more  than  the  area  of  the  steam  pipe,  which  is  19  6 square  inches. 

This  is  the  form  of  regulator  that  is  most  frequently  used,  as  it  is  simple  in  its 
construction  and  not  liable  to  get  out  of  order,  and  particularly  as  it  is  very 
uniform  and  regular  in  its  action ; and  excepting  the  small  overlap,  the  degree  of 
opening  is  exactly  proportionate  to  the  amount  of  motion  of  the  handle.  Another 
contrivance  that  is  also  used  for  the  purpose,  consists  of  a conical  valve  like  a 
safety  valve,  which  closes  the  end  of  the  steam  pipe;  atid  is  drawn  away  gra- 
dually from  its  seat,  when  turned  round  with  the  handle,  by  means  of  a fixed  pin 
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fitting  in  a spiral  groove  on  the  spindle,  similar  to  a screw ; only  that  tho  groove 
makes  but  a quarter  of  a turn  round  the  spindle,  and  is  very  much  inclined  to  it, 
so  as  to  cause  the  valve  to  be  sufficiently  drawn  back  by  a quarter  turn  of  the 
handle.  This  regulator  is  very  efficient,  and  acts  a little  more  uniformly  than  the 
other,  but  the  friction  in  it  is  greater  from  the  spiral  motion,  and  it  is  more  liable 
than  the  other  to  get  out  of  order  and  stick  fast. 

. Steam  Chests. — The  steam  chests  or  slide  valve  boxes  U U,  (Plates  XC.,  XCL,  and 
fig.  4,  Plate  XCI I.,)  are  made  of  cast  iron  half  an  inch  thick : and  are  bolted  down  upon 
the  top  of  each  cylinder,  and  to  the  front  plate  of  the  smoke  box,  in  which  holes  are  cut 
of  the  same  size  os  the  steam  chests,  and  closed  by  cast  iron  plates  termed  bonnets 
bolted  on  the  outside.  The  steam  chests  have  the  two  branches  of  tho  steam  pipe 
fixed  upon  them  at  the  back,  and  opening  into  them ; and  a stuffing  box,  k,  is  cast  upon 
the  end  of  each,  [Kissing  through  the  tube  plate  »,  tho  joints  being  completely  and 
firmly  closed  by  running  melted  lead  into  it  all  round. 

Slide  Valves. — In  the  steam  chests  are  placed  the  slide  valves,  V V,  shown  in  section 
longitudinally  and  across  in  Plate  XC.,  and  fig.  4,  Plate  XCII.  They  arc  brass  boxes 
lj  inch  deep  inside  and  three  eighths  of  an  inch  thick,  having  flanches  five  eighths  of 
an  inch  thick  all  round  them  at  the  bottom.  The  slide  valves  are  made  to  move 
backwards  and  forwards  by  the  spindles  t,  which  have  each  a cross  piece  at  tho  end 
that  fits  into  a notch  in  the  back  of  the  valve;  the  spindle  is  generally  connected  to 
the  valve  by  means  of  a rectangular  wrought  iron  frame,  called  a bridle,  dropped 
over  tho  valve  and  having  the  spindle  screwed  into  it  The  bridle  has  an  advan- 
tage in  holding  the  valve  very  steady,  and  yet  allowing  it  to  drop  through  readily 
as  it  is  worn  by  friction,  and  thus  keep  always  in  contact  with  the  surface  that 
it  slides  upon.  The  valve  spindle  l moves  steam-tight  through  the  stuffing  box  h‘  at 
the  inner  end  of  the  steam  chest. 

Cylinders  and  Piston. — The  cylinders,  H H,  where  motion  is  produced  by 
the  pressure  of  die  steam,  are  made  of  cast  iron,  five  eighths  of  an  inch  thick 
and  12  inches  diameter  inside,  and  ure  bored  out  perfectly  smooth  and  cylindrical. 
A box  is  cast  on  the  top  of  each  cylinder,  running  along  its  whole  length  and  flat 
on  the  upper  side,  containing  two  hollow  rectangular  passages  m,  n,  and  another 
passage  o',  between  them ; these  are  separated  from  each  other,  and  the  ends 
of  them  are  shown  coming  to  the  outside  and  opening  into  the  steam  chest  at  the 
leit  cylinder,  (Plate  XCI.)  The  two  outer  passages  are  the  steam  ports;  they 
are  eight  inches  long  and  one  inch  wide,  and  open  one  into  each  extremity  of  the 
cylinder,  for  the  purpose  of  conveying  steam  to  and  from  the  cylinders ; their  area 
is  8 square  inches,  or  rather  less  than  the  area  of  the  steam  pipes.  The  other  pas- 
sage o',  is  tho  waste  steam  port,  of  the  same  length,  and  one  inch  and  a half  wide  on  tho 
face ; expanding  inside,  as  shown  in  Plate  XC.,  occupying  all  the  space  between  tho 
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steam  ports,  and  passing  round  the  cylinder  (as  in  fig.  4,  Plate  XCII.)  until  it  clears  the 
steam  chest  and  comes  to  the  outside  again  opposite  to  the  other  cylinder;  having 
gradually  assumed  a circular  form  three  inches  and  three  quarters  in  diameter,  as 
shown  by  the  dotted  lines  in  Plate  XC.  The  cross  area  of  this  passage  is  made  of 
such  dimensions  that  although  it  alters  in  shape,  it  is  in  all  parts  equal  to  the  area  at 
the  end,  that  of  a circle  three  inches  and  throe  quarters  diameter  or  1 1 inches  area. 
On  the  outside  of  this  opening  in  each  cylinder  are  fixed  the  two  ends  of  the  branch- 
ing copper  pipe  p,  of  the  same  diameter,  termed  a breeches  piece,  and  having  the  blast 
pipe  P bolted  on  to  it  The  piece  p is  fixed  on  to  the  cylinders  by  screws  put  into  holes 
tapped  to  receive  them  in  the  solid  metal,  as  there  is  no  place  for  nuts.  The  steam  chest 
is  also  fixed  on  to  the  cylinder  at  the  hinder  end  in  the  same  manner.  The  fianches  are 
made  rather  thicker  to  allow  for  being  weakened  by  the  holes  in  them,  and  those  of  the 
copper  pipes  arc  throe  eighths  of  an  inch  thick,  and  made  of  brass  soldered  on  to  the 
pipe  ; the  pipes  are  made  of  one  eighth  of  an  inch  sheet  copper  lapped  and  soldered  at 
the  edges.  A layer  of  canvas  or  of  gasket,  like  that  used  for  packing,  covered  with  red 
lead  and  oil,  is  placed  between  the  fianches  of  the  pipes  and  under  the  flanch  of  the 
steam  chest,  and  in  all  other  similar  joints,  in  order  to  make  them  steam-tight. 

The  face  of  the  ports  that  the  slide  valve  moves  upon  is  made  quite  even  and 
true  by  a planing  machine,  and  the  valve  is  ground  upon  the  face  to  make  it  fit 
steam-tight ; the  face  is  sunk  down  round  the  ports  beyond  that  part  over  which 
the  slide  moves,  in  order  to  diminish  the  surface  to  be  planed  and  ground.  The 
spaces  between  each  of  the  steam  ports  and  the  waste  port,  called  the  bars,  are  one 
inch  wide.  A section  of  the  slide  valve,  quarter  size,  is  shown  in  fig.  14,  where 
A and  li  are  the  back  and  front  steam  ports, 

C is  the  waste  port,  and  DD  the  bars.  The 
width  of  the  slide  inside  is  the  same  as  the 
ports,  as  shown  in  fig.  4 (Plate  XCII.);  the 
length  E,  (fig.  14,)  is  ono-eighth  of  an  inch 
less  than  the  distance  between  the  ports,  and 
the  fianches  F and  O are  one-eighth  of  an  inch  wider  than  the  ports ; so  that  when 
the  slide  is  in  a central  position,  as  shown  by  the  dotted  lines,  the  fianches  F and 
O lie  exactly  over  their  respective  steam  ports,  and  overlap  them  one-sixteenth  of 
an  inch  on  each  side.  This  overlap  is  for  the  purpose  of  ensuring  that  one  port  is 
completely  closed  before  the  other  is  opened,  in  order  tliat  they  may  never  com- 
municate with  each  other  under  the  slide  during  its  motion,  nor  the  steam  be 
allowed  to  enter  both  ports  at  the  same  time. 

Tho  slide  valve  is  moved  backwards  and  forwards  a distance  of  3 inches,  or  1 t 
inch  on  each  side  of  the  central  position,  and  is  carried  beyond  the  inner  edge  of 
each  steam  port  alternately,  a distance  of  nearly  half  of  an  inch,  os  shown  in 
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fig.  1 4,  before  its  motion  is  changed  and  it  begins  to  move  back  again ; this  dis- 
tance that  the  slide  moves  beyond  the  port  is  called  the  travel.  The  waste  port 
is  always  covered  by  tho  slide,  as  the  travel  is  less  than  the  width  of  the  bars, 
so  that  the  steam  is  always  prevented  from  entering  the  waste  port  from  the 
steam  chest.  During  the  reciprocating  motion  of  the  slide,  each  of  the  steam 
ports  is  alternately  uncovered,  and  the  steam  allowed  to  enter  and  flow  into  the 
cylinder ; the  port  is  then  covered  again  by  the  slide,  and  when  the  flanch  has 
passed  over,  communicates  through  the  inside  of  the  slide  with  tho  waste  steam 
port,  allowing  the  steam  which  has  performed  its  duty  in  the  cylinder  to  escape 
by  the  port  at  which  it  had  entered,  into  the  waste  port  and  out  at  the  blast  pipe ; 
this  action  is  called  the  eduction.  The  slide  valve  is  held  upon  the  face  of  the 
ports  only  by  the  pressure  of  the  steam  upon  it,  which  is  quite  sufficient  to  keep  it 
always  steam-tight  whilst  moving;  as  all  the  inside  of  the  slide  is  open  to  the  air 
through  tho  waste  port,  and  the  flanchcs  fit  air-tight  upon  tho  face  of  the  ports,  so 
that  the  whole  pressure  of  the  steam  upon  tho  slide  is  effective  in  keeping  it  down ; 
the  area  of  the  slide  being  55  square  inches,  the  pressure  upon  it  is  about 
1 j tons.  In  large  stationary  engines  the  steam  is  admitted  under  the  slides,  as 
the  pressure  of  the  steam  upon  the  slides  would  be  more  than  is  necessary  to  keep 
them  tight,  and  would  cause  very  great  friction ; tho  slides  have,  in  this  case,  to  be 
held  down  by  other  means,  as  pocking  or  springs  upon  the  back  of  them.  At  the 
extreme  position  of  the  slide,  as  in  fig.  1 4,  tho  inner  edge  of  the  flanch  O ap- 
proaches the  opposite  bar,  thus  contracting  the  opening  of  the  waste  port  to  the 
size  of  the  port  out  of  which  the  steam  is  escaping ; if  contracted  more,  the  free 
exit  of  the  steam  would  be  obstructed. 

The  front  end  of  each  of  the  cylinders  is  closed  by  a cast  iron  cover  W,  seven 
eighths  of  an  inch  thick,  let  into  it;  the  cylinder  runs  through  the  plate  of  the  smoke 
box,  projecting  beyond  it,  and  having  a flanch  resting  against  the  inside  of  the  plate, 
and  fixed  to  it  by  bolts,  which  are  screwed  through  the  plate  into  the  flanch.  The 
cylinder  cover  W is  of  the  same  size  as  this  flanch,  and  is  held  on  to  the  cylinder 
by  the  same  bolts  that  fix  the  cylinder  to  the  smoke  box  plate ; the  heads  of  the 
bolts  are  made  thin  to  clear  the  cover,  and  the  bolts  are  prolonged  beyond  their 
head  to  pass  through  tho  cover,  and  have  nuts  screwed  upon  them  on  the 
outside.  Tho  other  end  of  the  cylinder  has  also  a flanch,  by  which  it  is  bolted  to  the 
inside  of  the  tube  plate;  this  is  shewn  on  a larger  scale  in  figs.  15  and  16, 
which  are  a longitudinal  and  a cross  section  of  the  cylinder  to  a scale  of  2^  inches 
to  a foot,  or  three  times  the  engravings.  0 0 is  a section  of  the  cylinder;  P P 
the  back  steam  port  lending  into  the  end  of  the  cylinder ; Q Q is  the  tube  plate 
or  back  plate  of  the  smoke  box ; and  R the  flanch  upon  the  cylinder,  similar  to  that 
at  the  other  end.  The  cylinder  runs  through  the  plate,  and  comes  flush  with 
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tho  outside ; the  joints  and  the  space  lietween  the  flanch  and  the  plate  ore  run  with 
lead  all  round  to  make  the  cylinder  quite  firm  and  steady,  as  the  hole  in  the  plate 
does  not  accurately  fit  the  cylinder ; the  joint  at  the  other  end  of  the  cylinder  i9  also 
run  flush  with  lead  for  the  same  reason.  The  flanch  is  fixed  to  the  plate  by  six  three- 
quarter  inch  bolts,  which  are  screwed  into  the  flanch  from  the  outside,  in  order  that 
they  may  fit  closely  to  the  holes  in  the  flanch  and  the  plate,  and  hold  the  cylinder  quite 
steady.  A flanch  5'S'  is  cast  on  the  inside  of  the  end  of  the  cylinder,  projecting 
into  tho  cylinder,  and  the  cover  T is  bolted  to  the  outside  of  this  flanch, 
having  a projection  in  tho  centre  that  fills  up  tho  opening,  and  makes  the  end  of 
the  cylinder  even  or  flush  inside ; the  cover  is  fixed  on  by  six  bolts,  screwed  into 
the  flanch  of  the  cylinder,  and  having  nuts  on  them  on  the  outside ; the  bolts  are 
made  square  where  they  pass  through  the  cover,  to  prevent  their  turning  when  the 
nuts  are  screwed  on.  It  is  not  required  to  have  ready  access  to  this  end  of  the 
cylinder ; but  at  the  other  end  it  is  necessary  that  there  should  be  no  obstruction,  as 
the  cylinder  is  required  to  be  completely  opened  occasionally  to  get  the  piston  in  and 
out.  X (Plate  XC.)  is  one  of  the  pistons ; there  is  one  in  each  cylinder,  fitting  the  cy- 
linders accurately,  so  as  not  to  let  any  steam  escape  between  them  and  the  cylin- 
ders when  they  are  moved  backwards  and  forwards.  The  piston  is  made  entirely  of 
brass,  and  consists  of  a plate,  A,  (figs.  15  and  16,)  five-eighths  of  an  inch  thick, 
having  a boss,  li,  cast  on  the  centre,  with  three  arms,  CCC,  three  quarters  of  an  inch 
thick,  also  cast  upon  it,  radiating  from  the  centre  and  equidistant  from  each  other. 
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These  arms  and  the  centre  boss  stand  up  9^  inches  from  the  plate  A,  and  another 
plate,  D,  of  the  same  thickness  as  the  first,  is  put  upon  them,  making  the  whole  thick- 
ness of  the  piston  Sf  inches.  Tho  plate  D is  held  steady  in  its  place  by  a projection 
on  the  centre  boss  passing  through  it,  and  is  fixed  by  screws  C C,  tapped  into  the 
bosses  at  the  ends  of  the  arms  C,  the  heads  of  the  screws  CC  being  countersunk 
into  the  plate  D.  The  plates  A and  D are  turned  so  as  to  be  just  capable  of 
moving  in  the  cylinder  without  touching  it,  and  three  brass  rings  FF  are  placed 
between  them.  The  inner  ring  is  three-eighths  of  an  inch  thick,  and  is  the  same 
width  as  the  space  between  the  plates  ; the  two  outer  rings  are  half  an  inch  thick, 
and  of  half  the  width ; and  one  of  them  has  a projecting  ring  or  rebate  upon  its 
edge,  fitting  into  a corresponding  groove  in  the  other  to  keep  them  steady.  The 
rings  are  turned  exactly  to  fit  the  cylinder  and  each  other,  and  cut  through  in  one 
part,  having  been  first  hammered  a little  all  round  on  tho  inside,  which  gives  them 
a tendency  to  expand,  and  causes  them  to  fly  open  on  being  cut ; when,  therefore, 
they  are  put  in  their  places  in  the  cylinder,  they  press  against  the  cylinder  by  their 
elasticity,  and  keep  in  close  contact  with  it,  so  as  to  make  a steam-tight  joint  during 
the  motion  of  the  piston.  Tho  divisions  in  tho  rings  are  placed  in  opposite  positions, 
or  break  joint,  in  order  to  prevent  the  escape  of  steam  through  them ; for  if  they 
were  to  coincide,  a passage  would  be  left  for  the  steam  through  the  piston. 

The  elasticity  of  these  rings  is  found  to  be  quite  sufficient  to  keep  the  piston  steam- 
tight  when  moved  in  the  cylinder,  and  it  continues  so  for  a long  time ; when,  however, 
the  rings  become  so  much  worn  by  the  friction  as  to  have  expanded  nearly  to  the  ut- 
most, Some  other  means  is  necessary  to  press  them  against  the  cylinder.  For  this  pur- 
pose the  three  steel  springs  QGQ  are  placed  in  the  piston;  they  are  of  the  same 
width  as  the  inside  ring,  against  which  they  bear,  and  one-eighth  of  an  inch  thick  in 
the  middle,  and  a pin  is  put  through  each  of  them,  having  a collar  bearing  against 
the  spring,  and  screwed  at  tho  other  end  into  the  centre  boss  of  the  piston  ; by  un- 
screwing the  pin  a little  the  spring  can  be  made  to  press  harder  against  tho  ring 
when  required,  and  the  pin  is  then  fixed  by  screwing  up  tho  set-nut  upon  it  against 
the  boss.  When  the  piston  is  first  made  and  the  rings  are  now,  these  springs  are 
not  required,  and  they  are  set  so  os  only  to  touch  the  rings ; but  as  tho  rings  wear 
and  become  too  loose  in  tho  cylinder,  the  springs  are  screwed  up  more  and  more, 
and  made  to  press  harder  against  the  rings ; and  when  they  are  very  much  worn 
they  are  kept  tight  to  the  cylinder  by  tho  springs  only,  as  they  have  expanded  to 
their  utmost.  Access  is  readily  obtained,  when  necessary,  to  the  inside  of  the 
piston,  by  taking  off  the  front  cylinder  cover  and  unscrewing  the  front  plate  D of 
the  piston. 

The  pistons  are  often  made  upon  different  modifications  of  Barton’s  prin- 
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ciplc ; with  two  or  more  rings  of  east  iron  or  brass,  about  an  inch  thick,  cut  into 
three  or  four  segments,  and  having  wedges  inserted  between  them,  which  arc  con- 
stantly pressed  outwards  by  springs,  so  as  to  keep  the  segments  always  tight  to 
the  cylinder ; the  springs  are  either  spiral  or  flat  springs  like  those  in  the  engrav- 
ing, or  a circular  steel  hoop,  a little  larger  than  a circle  touching  the  ends  of  the 
wedges,  is  forced  in  so  as  to  bear  against  them.  These  pistons  are  liable  to  a de- 
fect from  which  the  other  with  the  spring  rings  is  free ; that  of  wearing  grooves  in 
the  cylinder  where"  the  points  of  the  wedges  rub  against  it,  as  the  wedges  have  to 
wear  down  foster  than  the  segments ; the  plan  shown  in  the  engravings  is  very 
efficient,  and  appears  on  the  whole  to  be  the  best  The  hemp  packing  used  some- 
times in  stationary  engines  is  now  generally  superseded  by  metallic  packing,  as 
it  requires  frequent  renewal,  and  is  unequal  in  its  pressure,  the  piston  having  to  be 
packed  very  tight  at  first,  in  order  to  keep  tight  for  any  considerable  time ; in 
a locomotive,  where  the  motion  of  the  piston  is  very  rapid,  it  would  be  quite  in- 
admissible. 

H H,  or  Y,  (Plates  XC.  and  XCI.,)  is  the  piston-rod;  it  is  If  inches  diameter, 
and  is  made  conical  at  the  end,  being  increased  to  2jt  inches  diameter  in  the  centre 
boss  of  the  piston,  which  is  fitted  upon  it  very  exactly,  and  fixed  by  the  cotter  or 
key  I,  half  an  inch  thick,  and  tapered  slightly  from  1 J inches  wide;  the  piston  rod 
has  to  be  fixed  very  firmly,  and  is  split  at  the  end,  to  prevent  its  getting  loose. 
The  other  end  of  the  piston  rod  passeB  through  the  stuffing  box  K,  (figs.  15  and  16,) 
in  the  cylinder  cover ; it  is  made  of  steel,  and  turned  truly  cylindrical,  to  move 
through  the  stuffing  box  with  as  little  friction  as  possible.  The  stuffing  box 
has  a half  inch  space  round  the  piston  rod  for  the  packing,  which  rests  against  the 
brass  ring  or  bush  L,  fitted  on  to  a small  flanch  at  the  end  of  the  stuffing  box. 
and  is  compressed  by  the  brass  gland  M,  which  leaves  about  three  inches  for  the 
(lacking.  The  gland  has  two  projections  on  the  outer  end,  making  an  oval  shape, 
and  is  held  by  bolts  passing  through  these  projections  and  screwed  into  correspond- 
ing projections  on  the  stuffing  box. 

The  piston  is  impelled  by  moving  the  slide  valve  from  its  central  position,  so  as  to 
admit  the  steam  from  the  steam-chest  into  the  cylinder  through  one  of  the  ports,  as 
in  Plate  XC.,  where  the  front  port  n is  shewn  open ; and  the  steam  pressing  against 
the  front  of  the  piston  impels  it  to  the  back  end  of  the  cylinder.  The  slide  is  then 
moved  to  the  opposite  position,  covering  over  the  front  port  n,  and  opening  the  back 
port  ■»',  to  admit  the  steam  behind  the  piston  and  impel  it  back  again  to  the  fore 
end  of  the  cylinder ; at  the  same  time  allowing  the  steam  in  front  of  the  piston, 
which  had  impelled  it  before  to  the  back  of  the  cylinder,  and  is  now  waste  steam, 
to  escape  by  the  inside  of  the  slide  and  the  waste  port  o',  into  the  blast  pipe,  rushing 
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out  thence  up  the  chimney.  At  the  end  of  this  fore  stroke  the  position  of  the  slide 
valve  is  again  reversed  to  admit  the  steam  in  front  of  the  piston  and  impel  it  to  the 
back  of  the  cylinder,  or  make  the  back  stroke  ; the  waste  steam  behind  the  piston 
escaping  through  the  hack  port  and  the  inside  of  the  slide  into  the  waste  ports  as  be- 
fore : and  on  repeating  the  forward  motion  of  the  slide,  another  fore  stroke  is  produced. 
The  steam  is  thus  made  to  produce  a reciprocating  motion  of  the  piston  from  one  end 
of  tile  cylinder  to  the  other ; by  moving  the  slide  backwards  and  forwards  from  one 
extreme  position,  when  one  port  is  opened  to  the  steam,  to  the  other  extreme,  when 
that  port  is  closed  and  the  other  opened.  The  motion  of  the  slide  is  in  the  same 
direction  as  that  of  the  piston,  but  precedes  it,  as  it  must  take  place  before 
the  stroke  of  the  piston  ; and  it  is  produced  by  the  machinery,  as  will  lie  ex- 
plained afterwards.  The  amount  of  motion,  or  leni/th  of  stroke  of  the  piston,  is 
1 8 inches,  and  it  moves  to  within  half  an  inch  of  each  of  the  cylinder  covers.  In 
stationary  engines,  the  action  of  the  steam  in  the  cylinder  is  exactly  similar  ; but  the 
cylinders  are  vertical  instead  of  horizontal,  and  the  strokes  of  the  piston  are  up  and 
down  instead  of  fore  and  back.  The  horizontal  position  of  the  cylinders  is  disad- 
vantageous in  causing  an  unequal  wear  of  the  pistons  and  cylinders,  from  the  weight  of 
the  pistons  and  piston  rods  acting  always  on  one  side;  and  in  also  producing  a strain 
on  the  piston  rod  from  the  wearing  of  the  piston.  However,  in  locomotives,  where 
the  pistons  are  very  small  and  light,  this  unequal  wear  is  quite  imperceptible, 
though  in  large  stationary  engines,  whose  pistons  are  several  feet  in  diameter,  the 
action  would  be  very  injurious ; and  many  small  stationary  engines  are  also  made 
with  horizontal  cylinders,  as  the  arrangement  has  several  advantages  in  simplifying 
and  strengthening  the  machinery. 

When  the  waste  steam  is  let  out  at  the  end  of  each  stroke,  there  is  also  let  out  the 
steam  occupying  the  space  of  half  an  inch  at  the  end  of  the  cylinder  beyond 
the  stroke  of  the  piston,  and  the  quantity  required  to  fill  the  ports,  which  are  both  lost 
as  they  are  expended  without  producing  any  effect.  The  steam  lost  at  the  ends 
of  the  cylinder  cannot  be  avoided,  as  some  clearance  must  Iks  allowed  for  the  piston 
to  prevent  the  chance  of  its  striking  against  the  cylinder  covers;  and  also  to 
allow  space  for  the  escape  of  water  that  may  accumulate  in  the  cylinder,  either 
from  priming  or  from  condensation  of  steam.  To  let  out  this  accumulated  water,  a 
cock,  q,  (Plate  XC.,)  fixed  in  a boss  in  the  centre  of  each  cylinder  cover,  is  opened 
occasionally.  A small  pipe,  r',  (Plates  XC.  and  XCII.,)  with  a cock  in  it,  is  also 
fixed  into  the  lower  part  of  the  blast  pipe,  passing  through  the  bottom  of  the  smoke-box 
for  the  purpose  of  letting  out  any  water  that  may  accumulate  there.  The  steam 
lost  in  the  ports  can  be  diminished  by  shortening  them,  and  for  this  purpose  double 
slide  valves  have  been  used ; the  ports  were  carried  directly  up  from  the  cylinder  at 
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each  end,  a branch  from  the  waste  port  being  brought  up  alongside  of  them  corre- 
sponding in  size  and  distance  with  the  present  one,  and  a separate  slide  placed  over 
each  port.  The  action  of  the  steam  in  this  arrangement  was  exactly  the  same  as  in 
the  present  one,  but  the  quantity  of  steam  wasted  in  the  ports  was  much  diminished. 
Double  slides  were  used  in  several  of  tho  first  locomotives,  but  they  have  since  been 
abandoned ; as  the  quantity  of  steam  contained  in  the  ports  is  but  small  compared 
with  the  contents  of  the  cylinder,  and  the  arrangement  added  considerably  to  the 
friction  and  the  complexity  of  the  machine.  However,  in  all  stationary  engines,  ex- 
cept some  of  the  smallest,  double  slides  are  used,  but  they  are  generally  of  a different 
construction  and  made  together  in  one  pieoe. 

Cross-heads  and  Guides. — The  outer  end  of  the  piston  rod  Y is  attached  to 
the  cross  head  Z,  (Plates  XC.,  and  XCI.,)  shewn  on  a large  scale  in  figs.  17,  18, 
and  1 9,  which  are  drawn  three  times  larger  than  the  engraving,  or  to  a scale  of  S j 


Fio.  17.  Fio.  19. 


u u 

Fie.  IB. 


inches  to  a foot.  Fig.  17,  is  a plan ; one  side  being  shewn  broken  off,  as  it  is  exactly 
like  the  other  side ; fig.  1 8,  is  a longitudinal  section  through  the  centre ; and  fig- 
1 9,  a cross  section  shown  complete  on  both  sides.  The  end  of  the  piston-rod  A A 
is  turned  down  smaller,  and  fitted  into  the  wrought  iron  socket  B D by  the  key  or 
cotter  and  gib  C and  D ; the  gib  D being  tapered  like  the  key,  making  tlieir  outer 
edges  parallel.  Two  arms,  E E,  project  from  the  end  of  the  socket  B,  parallel  to 
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each  other,  having  a semicircular  notch  at  the  end  fitted  exactly  to  the  cross  head  F, 
which  is  a turned  iron  pin,  one  inch  and  three-quarters  in  diameter.  The  cross  head  F 
is  attached  to  the  arms  E E,  of  the  socket  B B,  by  wrought  iron  straps,  O O,  fitted 
on  to  both,  and  fixed  by  the  keys  and  gibs  H and  I ; the  gibs  being  required  to 
prevent  the  ends  of  the  straps  being  sprung  open  by  driving  the  keys.  A small  pro- 
jection upon  the  cross  head  is  fitted  into  a notch  in  one  of  the  arms,  D,  in  order  to 
prevent  its  turning  round. 

The  ends  of  the  cross  head  K K are  inserted  into  two  guide  blocks,  L L,  6 inches 
long  and  1 J inch  thick,  with  flanches  on  the  inner  side ; these  are  made  of  steel  and 
are  grooved  on  the  sides  to  save  metal.  Each  of  these  guide  blocks  is  placed  be- 
tween two  steel  bars,  M N,  2J  inches  wide,  fixed  firmly  to  the  frame  of  the  engine, 
and  shewn  at  A' A',  in  Plates  XC.  and  XCI.  The  guide  blocks  and  bars  are 
ground  together  and  fitted  accurately,  enabling  the  blocks  to  slide  steadily  and  easily 
between  the  bars;  the  upper  bar,  M,  is  five-eighths  of  an  inch  thick,  and  the 
lower  one,  N,  one  inch  thick  in  the  middle,  and  five-eighths  of  an  inch  at  the  ends ; 
the  two  being  connected  firmly  together  by  small  pillars,  c,  (Plato  XC.,)  fixed 
into  them  at  each  end.  The  lower  bar,  N,  is  required  to  be  stronger  than  the  upper 
one,  as  it  is  only  supported  at  the  ends.  The  upper  bar,  M,  is  fixed  to  a piece  of 
angle  iron,  0,  (fig.  lit,)  by  bolts  P,  with  countersunk  heads,  ground  down  flush 
with  the  bar ; small  pieces  of  brass,  Q,  being  interposed  between  the  bar  and  the 
angle  iron  at  each  of  the  bolts,  affording  the  means  of  adjusting  the  bars  accurately 
level  when  the  angle  iron  0 is  fixed  on  to  the  engine  framing  R.  The  bars  M N 
are  adjusted  exactly  parallel  to  each  other,  and  to  the  axis  of  the  cylinder,  so  as  to 
allow  the  blocks,  h,  to  slide  behind  them  without  any  strain  when  moved  by  the 
piston  rod  and  cress  head ; and  they  serve  the  purpose  of  guiding  tho  end  of  the 
piston  rod,  and  causing  it  to  move  always  exactly  in  tho  line  of  tho  axis  of  the 
cylinder. 

CoxNEcnsa  Rods. — The  connecting  rods  B'B',  (Plates  XC.  and  XCI.,)  are 
fixed  at  one  end  to  the  cross  heads,  and  at  tho  other  end  to  cranks  on  the  axle,  C C', 
of  the  large  wheels,  If  D',  of  the  engine ; they  are  of  wrought  iron,  two  inches 
diameter  in  the  middle,  and  taper  down  to  one  inch  and  five-eighths  towards  the  ends. 
The  manner  of  fixing  them  to  the  cross  heads,  is  shewn  in  figs.  17,  18,  and  19,  5 
being  the  end  of  the  connecting  rod,  enlarged  at  TT  to  three  inches  wide,  and  made 
square  and  flat  at  the  end.  The  brass  bearing,  U,  is  fitted  to  the  end,  and  has 
another  brass  piece,  V,  upon  it,  made  octagonal  on  the  back ; the  two  brasses  are  two. 
inches  wide,  and  have  flanches  upon  them  at  the  sides,  as  shewn  by  the  dotted  lines 
in  fig.  18,  that  of  the  end  brass  V being  semicircular. 

The  brasses  are  fitted  accurately  on  to  a spherical  ball,  IV,  that  is  turned  upon  the 
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middle  of  the  cross  head,  and  are  held  upon  the  end  of  the  connecting  rod,  T,  by 
the  iron  strap,  X,  fitted  between  the  flanches  of  the  brasses  and  fixed  to  the  connecting 
rod  by  the  key  and  gib  F,  so  as  to  hold  them  firmly  and  steadily  together.  The 
key  Z is  put  through  the  connecting  rod  and  strap  close  to  the  inner  brass  U;  the 
holes  in  the  strap  being  made  larger  than  the  key  at  the  outer  end,  so  that  the  key 
bears  against  the  brass  U,  and  forces  it  against  the  brass  on  the  cross  head.  The 
connecting  rod  moves  upon  the  cross  head,  and  the  friction  causes  the  brasses 
to  wear,  so  that  they  require  tightening  up  occasionally  by  driving  in  the  key 
Z farther,  and  bringing  them  nearer  together ; a little  space  is  left  between  the 
brasses  to  allow  for  this.  Small  screws  are  inserted  opposite  to  each  of  the  keys, 
and  are  screwed  against  them  when  they  are  driven  into  their  places  to  prevent 
their  jolting  loose. 

The  construction  of  the  other  end  of  the  connecting  rod  is  shewn  on  the  same 
scale  in  figs.  20  and  21,  which  are  a plan  and  a longitudinal  section  of  it. 

Fio.  30. 
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si  is  the  end  of  the  connecting  rod,  which  is  enlarged  at  Ii  IS  to  five  inches  and 
three  quarters  wide,  and  cut  out  to  an  octagonal  shape  at  the  end,  fitting  the  brass  bear- 
ing C.  The  other  brass,  D,  is  similar  to  it,  and  they  are  both  three  inches  wide,  with 
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semicircular  flanches  on  the  outside  to  bold  them  steady;  and  are  fitted  on  to  the  crank 
pin,  which  is  cylindrical,  and  five  inches’  diameter,  as  shewn  by  the  dotted  lines  in  fig. 
20,  and  rounded  out  to  a shoulder  on  each  side.  The  brasses  are  held  by  the  strap  E, 
which  is  fixed  on  to  the  end  of  the  connecting  rod  by  the  key  /’’and  gib  O ; the  key 
terminates  at  the  bottom  in  a screw  passing  through  the  prolonged  end,  H,  of  the 
gib,  and  held  by  nuts.  These  nuts  are  screwed  up  against  the  end  of  the  gib,  when 
tho  key  is  driven  into  its  place ; and  effectually  prevent  its  jolting  loose ; the  hole  for 
the  screw  being  made  oblong,  to  allow  for  the  side  motion  of  the  key.  The  holes 
in  the  strap  E,  for  the  key,  are  made  rather  longer  outwards  than  the  key,  and  the 
key-way  in  the  connecting  rod  is  as  much  longer  at  the  inner  end ; causing  the  key 
to  bear  only  against  the  connecting  rod,  and  the  gib  against  the  strap : the  strap  is 
thus  drawn  farther  on  the  connecting  rod  by  driving  the  key,  and  the  brasses  are 
brought  nearer  together,  and  tightened  up  on  the  crank  pin  as  they  are  worn  by 
friction.  This  end  of  the  connecting  rod  is  shortened  as  much  as  the  brasses  wear, 
as  the  outer  brass  is  drawn  inwards  by  the  key ; but  the  other  end  of  the  con- 
necting rod  is  lengthened  by  the  wear  of  the  brasses,  because  the  outer  brass  is 
fixed,  and  the  inner  one  is  pressed  against  it  by  the  key.  The  total  length  of  the 
connecting  rod  is  thus  kept  always  nearly  the  same,  as  the  wear  of  one  set  of 
brasses  compensates  for  that  of  the  other.  If  this  were  not  the  case,  the  piston 
would  be  brought  nearer  to  one  end  of  the  cylinder  than  the  other  by  the  wear  of  the 
brasses,  and  would  require  more  clearance,  to  prevent  it  striking  the  cylinder  cover. 

Cranked  Axle. — The  axle  C ' of  the  large  wheels  D’,  (Plate  XC.  and  XCI.,)  is 
called  the  cranked  axle,  from  its  having  two  cranks  in  it,  to  which  the  connecting 
rods  from  the  two  pistons  are  attached.  It  is  drawn  to  a scale  of  an  inch  to  a foot, 
or  one  third  larger  than  the  engravings  in  figs.  22  and  28,  and  it  is  shewn  in  the 
same  position  as  in  the  Plates.  It  is  made  all  in  one  piece  and  of  the  best  wrought 
iron,  termed  back-barrow,  or  scrap-iron,  and  is  6J  feet  long,  and  5 inches  in  diameter. 
The  axle  is  cylindrical  at  the  centre  part,  A,  (fig.  22,)  and  is  increased  to  five  and  a 
quarter  inches  at  C C,  where  the  cranks  are  formed.  The  two  cranks,  R and  L,  for 
the  right  and  left  hand  cylinders,  are  exactly  at  right  angles  to  each  other,  as  shewn 
in  fig.  23,  which  is  a section  through  the  axle  at  E ; the  sides  of  the  cranks  D D are 
four  inches  thick.  The  crank  pins  13 Bate  five  inches  diameter  and  three  inches 
long,  the  same  dimensions  as  the  brasses  in  the  ends  of  tho  connecting  rods,  which 
are  fixed  upon  them ; and  the  length  of  the  cranks  from  the  centre  of  the  axle 
to  the  centre  of  the  crank  pin  is  nine  inches,  which  is  exactly  half  of  the  stroke 
of  the  piston.  U pon  the  parts  F /’,  which  are  seven  and  a half  inches  long,  the  wheels 
are  firmly  fixed,  so  as  to  prevent  their  turning  or  shaking  upon  the  axle;  and 
outside  the  wheels,  at  O O,  the  axle  is  reduced  to  three  inches  and  an  eighth  diameter 
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for  five  inches  in  length,  having  a collar  at  the  end ; these  parts,  O 6,  turn  in 
brasses,  which  are  fixed  in  the  outside  frame  of 
the  engine,  and  have  the  weight  of  the  engine 
resting  upon  them.  The  axle  is  all  turned  in 
a lathe,  and  each  of  the  crank  pins  is  also 
turned  by  suspending  the  axle  on  centres  cor- 
responding with  the  centre  of  the  crank  pins ; 
and  made  in  strong  cast  iron  arms,  that  are 
firmly  fixed  on  the  ends  of  the  axle,  and  pro- 
ject beyond  the  cranks,  so  as  to  balanco  the- 
axle,  and  enable  it  to  turn  round  on  the  centre- 
line of  the  crank  pin.  The  axle  is  by  this  means 
made  very  true,  and  the  cranks  are  made  of 
exactly  the  proper  length,  and  at  right  angles  to 
each  other.  The  corners  of  the  cranks  are 
champered  off,  as  shewn  in  the  figure,  and  the- 
ends  of  the  smaller  cylindrical  parts  well 
rounded  out. 

The  crank  R of  the  right  hand  cylinder 
is  shewn  vertically,  and  in  its  lowest  position ; 
and  the  piston  in  the  cylinder  is  shewn  in  the 
middle  of  its  stroke,  or  at  half  stroke.  (See 
Plate  XC.)  If  the  piston  be  now  made  to 
move  backwards,  by  admitting  the  steam  to 
the  front  of  it,  it  will  press  against  the  crank 
pin  by  means  of  the  piston  rod  and  connecting 
rod,  with  a force  equal  to  the  pressure  of  the 
steam  upon  it;  and  as  the  piston  is  twelve  inches 
diameter,  or  1 13  square  inches  area,  this  force 
upon  the  crank  will  be  2^  tons,  when  the 
steam  is  at  the  usual  pressure  of  50  lbs.  per 
square  inch.  And  as  the  cylinder  and  cranked 
axle  are  firmly  connected  together  by  the  frame- 
work of  the  engine,  they  cannot  be  separated  by  this  force  upon  the  crank ; 
the  crank  therefore  gives  way  by  turning  round,  making  the  axle  and  wheels 
upon  it  revolve  in  the  direction  of  the  arrow,  until  it  is  brought  to  its  farthest 
position  and  becomes  horizontal,  as  the  left  hand  cylinder  is  shewn  in  Plates  XC. 
and  XCI.,  and  the  piston  has  arrived  at  the  end  of  its  stroke. 
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On  reversing  the  slide  valve  to  admit  the  steam  behind  the  piston,  and  produce  a 
fore  stroke,  the  piston  has  no  power  to  move  the  crank,  as  it  is  pulling  directly  in  a 
line  with  the  centre  of  the  axle,  and  only  tending  to  break  the  axle ; and  the  crank  has 
therefore  to  bo  moved  on,  so  ae  to  rise  a little  above  the  centre  line,  when  the  piston  is 
able  to  move  it,  and  pulls  it  round  to  the  opposite  position,  or  the  side  next  the 
' cylinder,  and  the  piston  arrives  at  the  end  of  its  stroke.  On  the  commencement  of 
a back  stroke  the  piston  has  also  no  power  to  move  the  crank,  it  being  again  on  the 
centre,  and  requiring  to  be  assisted  on  a little,  to  enable  the  piston  to  act  upon  it  and 
push  it  round  to  the  opposite  side  again.  The  crank  requires  assisting  over  these 
two  centres,  or  dead  points,  in  order  that  continued  rotation  may  be  produced  by  the 
reciprocation  of  the  piston ; and  for  this  purpose  the  two  cranks  upon  the  axle, 
which  are  worked  by  the  two  pistons,  are  placed  at  right  angles  to  each  other : for 
when  one  of  the  cranks  is  on  the  centre,  and  the  piston  connected  with  it  has  no 
power  to  make  it  revolve,  as  is  the  case  with  the  left  hand  crank  in  Plates  XC.  and 
XCI.,  the  other  is  at  half  stroke,  and  its  piston  has  the  greatest  power  upon  it,  so 
that  it  moves  the  axle  round  and  makes  the  other  crank  pass  the  centre.  In  a 
similar  manner,  when  they  have  made  a quarter  revolution,  the  right  hand  crank 
comes  to  the  oentre,  but  the  piston  of  the  left  crank  is  then  in  full  action,  and  this 
continues  throughout  the  revolution,  one  crank  being  always  in  full  action,  when 
the  other  comes  to  the  centre  and  ceases  to  propel  the  axle. 

The  power  of  the  piston  to  propel  the  crank  is  greatest  at  half  stroke,  when  the  con- 
necting rod  is  at  right  angles  to  the  crank,  and  acts  with  the  leverage  of  the  full  length 
of  the  crank  ; but  as  the  piston  advances  to  the  end  of  the  stroke,  the  angle  that  the 
connecting  rod  forms  with  the  crank  is  continually  diminishing,  and  with  it  the  leverage 
and  power  to  propel  the  crank,  until  at  the  end  of  the  stroke  the  crank  comes  to 
the  centre,  and  the  connecting  rod  ceases  to  have  any  power  to  move  it ; the  mean 
leverage  throughout  the  stroke  being  only  about  two  thirds  of  the  length  of  the  crank. 
This  would  cause  therefore  the  motion  to  be  very  irregular  if  there  were  only  one 
crank  ; but  with  two  cranks  placed  at  right  angles  to  each  other,  the  irregularity 
is  very  nearly  corrected ; as  at  half  stroke  the  power  of  one  piston  only  is  effective, 
and  at  quarter  stroke  the  power  of  both  pistons  together,  though  acting  with  equal 
advantage,  very  little  exceeds  the  full  power  of  the  one  alone.  In  stationary  engines 
which  have  only  one  cylinder,  the  irregularity  of  the  action  of  the  crank  is  com- 
pensated for  by  the  use  of  a large  and  heavy  fly-wheel;  which  when  once  set 
moving,  has  sufficient  momentum  to  bring  the  crank  over  the  centre,  and  to  render 
the  velocity  of  the  motion  very  uniform,  as  there  is  not  time  to  accelerate  its  ve- 
locity perceptibly  in  the  middle  of  the  stroke,  or  to  dimmish  it  at  the  ends.  Marine 
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engines  which  have  no  fly-wheels  are  always  in  pairs,  like  locomotives,  except  in 
some  of  the  smallest  vessels. 

The  connecting  rod  being  inclined  below  the  piston  rod  during  the  back  stroke, 
and  above  it  in  the  fore  stroke,  requires  a moving  joint  at  the  end  which  takes  hold 
of  the  cross  head ; and  the  cross  head  is  made  spherical  at  that  part,  to  prevent  any 
lateral  strain  that  might  arise  during  the  motion  from  the  crank  not  being  accurately  * 
in  the  line  of  the  piston  rod,  or  the  axle  at  right  angles  to  it.  The  varying 
position  of  the  connecting  rod  ulso  renders  the  guides  for  the  piston  rod  necessary  to 
resist  the  great  oblique  strain  upon  it  caused  by  the  inclined  positions  of  the  con- 
necting rod  tending  to  force  it  upwards  in  the  back  stroke,  and  in  the  opposite 
direction  during  the  fore  stroke.  This  oblique  strain  is  diminished  by  increasing 
the  length  of  the  connecting  rod ; which  is  therefore  made  as  long  as  possible,  in 
order  to  diminish  the  friction  of  the  guide  blocks,  leaving  only  a small  clearance  beyond 
the  crank  and  head  of  the  piston  rod  at  their  extreme  positions.  Other  modifications 
of  the  plan  are  also  used  to  preserve  the  parallel  motion  of  the  piston  rod,  such  as  a 
single  square  bar  placed  on  each  side  with  the  edges  nt  top,  termed  diamond  guides, 
and  having  sockets  on  the  ends  of  the  cross  heads  sliding  upon  them ; but  the  other 
plan  is  found  to  be  most  advantageous ; in  small  stationary  engines  similar  plans 
are  also  sometimes  adopted.  But  in  stationary  and  marine  engines  generally,  the 
motion  of  the  piston  is  maintained  in  a straight  line  by  various  combinations  of 
rods,  forming  a parallel  motion,  which  has  less  friction  than  guides,  and  is  more 
convenient  in  those  cases.  The  strain  is  also  diminished  by  the  piston  rod  being 
connected  with  the  end  of  a beam  instead  of  directly  with  the  connecting  rod,  which 
has  a much  less  irregular  motion. 

The  two  cranks  are  thus  made  to  revolve  uniformly  by  the  action  of  the  steam 
upon  the  pistons  in  the  cylinders,  and  move  with  them  the  axle  and  the  wheels 
fixed  upon  it.  The  wheels  are  made  to  revolve  in  the  same  direction  that  they 
would  turn  if  the  engine  were  running  forward ; and  they  cannot  turn  round  without 
either  slipping  round  upon  the  rails,  or  rolling  forward  upon  them  and  moving  the 
engine  with  them.  If  the  adhesion  of  the  wheels  upon  the  rails  is  greater  than  the 
resistance  of  the  engine  to  being  moved,  and  the  pressure  of  the  steam  be  sufficient, 
the  wheels  will  roll  forward  upon  the  rails ; and  the  engine  will  bo  propelled,  and 
be  able  to  draw  after  it  a load,  the  resistance  of  which  is  equal  to  the  excess  of  the 
adhesion  of  the  wheels  upon  the  rails  above  what  is  required  for  moving  the  engine 
itself.  The  adhesion  of  the  wheels  is  not  always  the  same ; it  is  the  greatest  when 
the  rails  are  most  clean,  and  are  either  quite  dry  or  quite  wet;  and  it  is  least 
when  the  rails  are  dirty,  and  greasy  with  being  partially  wetted.  Kor  this 


Digitized  by  Google 


LOCOMOTIVE  ENGINE. 


411 


reason  an  engine,  which  is  not  loaded  so  much  as  the  full  adhesion  of  the 
wheels  upon  the  rails,  will  often  slip,  and  let  the  wheels  turn  round  quicker 
than  the  engine  is  running,  on  passing  a station,  or  any  part  of  the  line  where 
the  rails  are  liable  to  be  dirtied  by  the  traffic  of  persons  across  them. 

The  adhesion  of  the  wheels  is  found  to  be  about  one  fifth  of  the  weight  upon  them 
when  the  rails  are  in  a good  state,  and  it  varies  between  that  and  one  tenth  or  twelfth. 
The  weight  upon  the  driving  wheels  as  they  ore  termed,  is  six  tons,  and  the  adhesion 
is  therefore  sufficient  for  drawing  a load  of  280  tons  besides  the  engine  upon  a level. 
When  the  first  locomotives  were  made,  it  was  thought  that  the  adhesion  of  the  wheels 
upon  the  rails  could  not  be  sufficient  to  draw  any  load  besides  the  engine,  if  it  were 
enough  for  that ; and  various  contrivances  were  resorted  to,  in  order  to  obtain  the 
necessary  fulcrum  from  which  to  move  the  engine.  Levers  were  first  tried  which 
resembled  a horse’s  legs,  and  were  threat  against  the  ground  by  the  piston  rods;  a chain 
was  also  tried  lying  on  the  ground  between  the  rails  and  taken  hold  of  by  a wheel 
in  the  engine ; also  a rack  was  fixed  inside  the  rails  and  a toothed  wheel  turned 
by  the  engine  worked  in  it.  Locomotives  which  aro  intended  for  conveying  heavy 
goods  have  their  adhesion  upon  the  rails  generally  increased  by  coupling  four  wheels 
together  so  as  to  make  them  all  turn  together,  and  thus  obtaining  the  adhesion  of  all  the 
four  to  assist  in  drawing  the  load.  The  power  of  the  engine  can  then  be  increased 
as  the  increased  adhesion  will  enable  it  to  be  exerted ; for  the  power  of  engines 
with  only  two  driving  wheels  cannot  exceed  a certain  limit,  or  it  will  be  greater  than 
the  adhesion  of  the  wheels  and  the  excess  will  bo  useless.  The  wheels  that  are 
coupled  together  are  of  the  same  diameter,  and  have  connecting  rods  attached  to 
cranks,  which  are  fixed  on  the  axles  outside  of  the  wheels.  Some  of  the  old  engines 
had  their  wheels  coupled  by  a pair  of  cog  wheels ; and  also  by  an  endless  chain 
passed  round  a pulley  on  each  axle. 

The  plan  of  driving  the  wheels  of  a locomotive  by  means  of  cranks  upon  the  axle, 
is  attended  by  the  disadvantages  thnt  the  axle  is  weakened  very  much  by  the  cranks 
in  it,  and  the  power  is  applied  at  some  distance  from  the  wheels  where  it  is  wanted. 
The  action  of  the  pistons  upon  the  cranks,  alternately  pulling  and  pushing  them,  and 
the  great  weight  that  the  cranked  axle  has  to  carry,  make  it  necessary  that  it  should 
be  made  very  strong  in  order  to  stand  its  work ; they  are  therefore  very  heavy  and 
expensive,  costing  about  £ 50  each.  They  are  very  seldom  broken,  though  they  some- 
times get  bent  by  the  engine  running  off  the  line;  but  the  older  locomotives  hnd  their 
cranked  axles  broken  more  frequently,  as  they  were  not  made  so  strong  at  first. 
Several  plans  have  been  tried  for  obviating  the  necessity  for  a cranked  axle,  but  they 
do  not  appear  to  be  any  of  them  so  good  upon  the  whole.  The  Rocket,  and  some  of 
the  first  locomotives  upon  the  Liverpool  and  Manchester  Railway,  had  their  cylinders 
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placed  outside  and  fixed  above  the  wheels;  and  the  connecting  rods  took  hold  of  crank 
pins  outside  of  the  wheels  and  fixed  into  them,  so  as  to  drive  them  directly.  But 
it  was  found  better  afterwards  to  place  the  cylinders  in  the  smoke  box,  where 
they  wero  protected  from  the  air,  which  cooled  them  very  much  before;  and 
the  machinery  could  then  be  fixed  more  conveniently ; some  engines,  however, 
are  still  made  on  that  construction.  Engines  have  also  been  made  with  vertical 
cylinders,  which  worked  cranks  outside  the  wheels  by  means  of  bell  cranks  and 
connecting  rods. 

Eccentrics. — Upon  the  cranked  axle  C',  (Plates  XC.  and  XCI.,)  are  fixed  the  four 
eccentrics  E’,  E ",  F",  F*,  for  the  purpose  of  working  the  slide  valves.  The  construction 
of  one  of  the  eccentrics  is  shewn  to  double  the  scale  in  figs.  24  apd  25,  which  are 
drawn  to  a scale  of  an  inch 
and  a half  to  a foot.  Fig.  24 
is  a side  elevation  of  an  ec- 
centric, and  fig.  25  a section 
through  the  centre  of  it.  .-/ 
is  a portion  of  the  cranked 
axle,  five  inches  diameter;  li 
andf’are  twocast  iron  pieces, 
two  inches  and  a quarter 
wide,  forming  the  eccentric, 
and  each  fitted  half  round 
the  axle;  the  smaller  one,  C, 
being  one  inch  thick  in  the  middle,  and  the  two  pieces  forming  together  a circle  of  ten 
inches  diameter.  They  have  a projection  of  a quarter  of  an  inch  running  round  both 
sides  of  the  outer  edge,  and  the  piece  li  has  two  openings,  D D,  cast  in  it  to  diminish 
the  metal,  leaving  a thickness  of  an  inch  on  each  side.  A rebate,  K,  projects  from  the 
straight  edge  of  the  piece  C,  fitting  into  a groove  ill  B to  hold  them  steadily  on  each 
other ; and  the  two  pieces  B and  C are  fixed  together  by  the  pins  F A",  which  arc 
firmly  screwed  into  the  piece  <7,  and  passing  through  corresponding  holes  in  tire  other 
piece  into  the  openings  D D,  are  fixed  by  keys  driven  through  them  ; the  whole  eccen- 
tric is  then  fixed  upon  the  axle,  so  as  to  make  them  turn  round  together  by  driving  the 
key  G into  a groove  in  both.  The  brass  ring  H H,  one  iuch  thick  in  the  middle,  is  put 
in  the  groove  round  the  eccentric;  being  made  in  two  pieces  in  order  to  enable  it  to  be 
put  into  the  groove,  and  the  ends  connected  by  flanches  1 1.  K K is  the  eccentric  rod, 
forked  at  the  end ; the  ends  of  the  fork  being  three-quarter  inch  screws,  which  pass 
through  the  flanches  of  the  brass  rings  H,  and  hold  them  together  by  nuts  upon  the 
screws.  The  other  ends  of  the  eccentric  rods  e" e”  and  f j~\  (Plates  XC.  and  XCI.,) 
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are  carried  on  towards  the  smoke  box;  and  when  the  axle  A revolves,  the  eccentric 
B C revolving  with  it,  turns  round  inside  of  the  brass  ring  H H,  which  is  prevented 
from  revolving  by  the  eccentric  rod  that  is  fixed  to  it.  The  groove  of  the  eccentric  and 
the  brass  ring  are  both  turned  exactly  to  fit,  allowing  the  eccentric  to  turn  freely  and 
steadily  within  the  ring.  As  the  eccentric  projects  from  the  axle  more  on  one  side 
than  the  other,  the  ring  is  pushed  out  farther  from  the  axle  on  that  side ; and  in  re- 
volving with  the  axle,  the  ring  is  pushed  out  from  the  axle  on  each  side  in  succession, 
causing  the  eccentric  rod  to  be  moved  in  each  direction  from  its  central  position  as  much 
as  the  projection  or  the  eccentricity,  which  is  an  inch  and  a half,  or  three  inches  total 
motion  or  throw. 

The  action  of  the  eccentric  is  precisely  similar  to  that  of  a crank  an  inch 
and  a half  long ; and  the  eccentric  is  in  fact  a crank  with  a very  large  crank 
pin,  this  pin  being  ten  inches  in  diameter,  and  reaching  beyond  tho  axle 
itself ; and  the  eccentrics  are  used  instead  of  cranks,  to  avoid  the  necessity  of 
making  so  many  small  cranks  in  the  axle,  though  there  is  considerable  loss  of 
power  attending  the  use  of  them  from  the  friction  being  increased  by  their 
large  size.  Eccentrics  are  used  for  working  the  slide  valves  in  almost  all  steam 
engines,  because  of  their  convenience  and  steady  action ; they  are  also  readily 
capable  of  adjustment,  by  altering  the  position  in  which  they  are  keyed  on  tho  axle. 
They  cannot  bo  cast  in  one  piece  as  the  cranks  are  forged  with  the  axle,  and  the  ec- 
centrics liave,  therefore,  to  be  put  on  in  two  halves. 

Slide-valve  Gear. — A side  elevation  of  the  eccentric  rods  and  levers  for  working 
the  slides  is  shown  detached  in  figs.  2 and  3,  (Plate  XCI.,)  in  two  different  positions, 
with  a cross  section  through  the  eccentric  rods,  shewing  a back  elevation  of  the  lovers, 
&c.,  in  fig.  4 ; and  a plan  of  them  is  given  in  Plato  XCI.,  in  their  position  in  the  en- 
gine. The  two  eccentrics  E'  and  E",  are  for  working  the  slides  when  the  engine  is 
running  forward  ; E'  being  for  the  slide  of  the  right  hand  cylinder,  and  E”  for  that  of 
the  left  cylinder,  and  the  ends  of  the  eccentric  rods,  e e",  are  formed  into  large  ver- 
tical forks,  9"  //",  having  a notch  in  the  bottom  of  each ; the  section  in  fig.  4 (Plate 
XCI.)  is  taken  through  the  notches.  These  notches  take  hold  of  steel  pins,  with 
shoulders  to  hold  the  eccentric  rod  steadily,  which  arc  fixed  into  the  lower  ends  of  the 
levers  K A",  by  means  of  nuts  screwed  on  at  the  other  side.  The  levers  h"  A " are  keyed 
on  to  the  ends  of  the  horizontal  shafts  or  weigh-bars  i"  i'",  turning  in  brass  carriages, 

A",  fixed  on  to  the  frame  of  the  engine,  and  made  in  two  pieces,  tho  upper  part  being 
loose  and  held  down  upon  the  weigh-bar  by  bolts,  allowing  it  to  be  tightened  up  as  it 
wears.  Upon  the  weigh-bars  i*  t”,  and  standing  above,  are  fixed  the  levers  f f , of  the 
same  length  as  the  bottom  levers,  A"  A":  and  two  horizontal  links,  m"  m“,  are  attached 
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to  the  ends  of  each  of  these  levers  by  a steel  pin  passed  through  them,  with  a 
small  pin  and  washer  at  the  end,  to  prevent  its  getting  loose ; the  other  ends 
of  the  links  m m",  being  attached  in  a similar  manner  to  a socket  on  the  valve 
spindle  t,  which  is  guided  at  its  end  by  an  eye  in  a small  pillar  fixed  on  to  the  boiler. 

The  eccentric  rods  </",  taking  hold  of  the  bottom  levers  A"  A"',  make  them  move 
backwards  and  forwards  with  the  eccentrics;  and  the  top  levers  l"  l“,  connected  with 
them  by  the  weigh-bars  i"  if" , communicate  the  motion  to  the  valve  spindles 
by  means  of  the  links,  m"  m the  levers  A"  and  t being  of  the  same 

length,  the  motion  of  the  slide  valves  is  the  same  as  the  throw  of  the  eccentrics, 

or  three  inches,  as  before  stated.  The  links  allow  for  the  oblique  action 
of  the  top  levers  which  move  in  an  arc  of  a circle,  instead  of  a straight 
line  as  the  valve  spindle.  The  pins  and  eyes  of  the  levers  are  all  of  steel,  to 
diminish  the  wear,  and  are  fitted  very  accurately,  so  as  not  to  allow  any  shake 
when  the  motion  is  rapidly  reversed  at  the  end  of  each  stroke,  and  that  the  slide 
may  be  moved  the  full  three  inches.  The  eccentrics  E'  and  E"  are  placed  at  right 
angles  to  each  other,  that  they  may  be  both  in  the  same  relative  position  to  the 
respective  cranks ; and  they  are  fixed  in  such  a position  with  regard  to  the  crank, 
that  the  port  is  full  open,  or  the  slide  at  the  end  of  its  motion,  when  the  piston  is 
at  half  stroke,  as  shewn  in  Plate  XC.  The  eccentrics  are  therefore  at  right  angles 
to  their  respective  cranks,  and  they  have  to  be  fixed  a quarter  of  a revolution 

behind  the  cranks,  in  order  to  move  the  slides  as  much  in  advance  of  the  pistons ; 

because  the  levers  A"  and  V reverse  the  motion,  so  that  when  the  slide  has  to  be 
pulled  back,  the  eccentric  rod  must  be  pushed  forward. 

Reversing  Gear. — The  eccentrics,  E'  E",  are  placed  so  as  to  work  the  engine  for- 
ward ; and  when  the  crank  is  down,  as  in  Plate  XC.,  to  cause  the  piston  to  be  pushed 
back,  and  pulled  forward  when  above  the  axle,  and  thus  cause  the  wheels  to  turn 
round  in  the  direction  of  the  arrow,  and  propel  the  engine  forward.  In  order  to 
make  the  engine  run  in  the  opposite  direction,  two  other  eccentrics,  F'  and  F",  are 
necessary,  which  are  placed  exactly  in  opposite  directions  to  the  former  ones,  or 
at  the  extreme  back  position  when  the  former  ones  are  at  their  greatest  throw 
forward ; their  rods,  J"f",  have  forks  at  the  ends,  similar  to  the  other  eccentric 
rods,  and  levers,  n"  corresponding  to  them  are  fixed  on  the  other  ends  of  the  weigh- 
bars  i"  exactly  like  the  levers  A"  A"'.  The  four  eccentric  rods  have  pins  fixed 
into  them  below  the  forks,  and  attached  to  the  suspending  rods,  0*0",  o"'o“;  the 
two  middle  rods,  o’  o’,  for  the  working  eccentrics,  E*  E',  being  connected  at  the 
top  to  a cross  head  at  the  end  of  the  horizontal  lever  p",  and  the  other  two,  o“  o", 
for  the  reversing  eccentrics,  forked  at  the  top,  and  attached  to  the  lovers  p"  p". 
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which  extend  in  the  opposite  direction  to  the  lever  p".  The  lever,  p“,  is  keyed  upon 
the  cross  shaft  >/,  and  the  other  two,  p * p",  upon  another  shaft  y",  both  extending 
to  the  side  of  tho  engine,  and  turning  in  carriages,  like  the  weigh  bars  f*  »'*,  and 
having  the  vertical  levers  r r“  fixed  upon  their  outer  ends.  The  levers  r r~  are 
connected  by  the  link  s’  attached  to  both ; and  one  of  them,  r,  extends  above  the 
joint,  and  is  attached  to  the  end  of  the  long  bar  f,  extending  to  the  back  of  the  engine, 
and  connected  to  a similar  lever,  u,  upon  a short  shaft,  a”,  which  is  fixed  on  the 
frame  at  the  side  of  the  fire-box.  On  the  outer  end  of  this  shaft,  r",  and  close  to 
the  hand  railing  of  the  engine,  is  fixed  the  long  handle  to’,  which  moves  between 
guide  plates  attached  to  the  hand  rail ; the  outer  guide  having  a notch  in  the  middle 
to  hold  the  lever  to’  in  a vortical  position,  and  another  at  each  extremity  of  the  passage 
between  the  guide  plates. 

In  Plates  LXXXIX.,  XC.,  and  figs.  1,  3,  and  4,  Plate  XCI.,  the  lever  to’  is  shewn 
pushed  over  into  the  forward  notch,  pulling  the  lovers  r r”  forward  also,  by  the 
bar  f and  link  t" ; causing  the  lever  p'  to  be  raised  by  the  means  of  the  cross  shaft 
y",  and  to  pull  up  the  ends  of  the  eccentric  rods  e e",  by  the  suspending  rods  o'  0", 
making  the  notches  in  them  take  hold  of  the  pins  in  the  bottom  levers,  A 'A",  of  the 
weigh-bar.  Tho  two  forward  working  eccentrics,  E'  E",  arc  thus  put  into  gear, 
and  mado  to  work  the  slides  of  the  two  cylinders,  and  cause  the  engine  to  be  pro- 
pelled forwards.  The  other  two  lifting  levers,  p"  p“,  are  at  the  same  time  lowered 
by  the  lever  r“  being  pulled  forward,  letting  down  the  rods  f f"  of  the  reversing 
eccentrics  by  the  suspending  rods  0“  0",  so  that  their  forks  clear  entirely  the  pins 
in  the  levers,  »'  »' ; leaving  them  free  to  move  with  the  weigh-bar,  and  in  exactly 
opposite  directions  to  the  eccentric  rods  f f“  below  them. 

When  the  hand  lever  to"  is  placed  in  the  centre  notch  of  the  guides,  or  in  a 
vertical  position,  as  shown  in  fig.  2,  (Plate  XCI.,)  the  side  levers  r“  r"  are  brought 
upright,  and  the  lifting  levers  p"  p“  jT  made  horizontal ; so  that  the  ends  of  the 
middle  eccentric  rods  are  let  down,  and  the  notches  in  them  escape  from  the  pins  in 
the  bottom  levers  of  the  weigh-hars  : and  the  outside  eccentric  rods,  f /*,  are  only 
raised  into  a similar  position,  and  are  still  not  in  contact  with  the  levers  of  the  weigh- 
bars.  The  slides  will  therefore  cease  to  be  worked,  although  the  eccentric  rods 
continue  moving,  and  the  engine  will  not  be  propelled  any  more,  as  the  steam  con- 
tinues pressing  upon  the  same  side  of  the  pistons. 

But  when  the  hand  lover  to"  is  pulled  quite  over  into  the  back  notch  of  the 
guides,  the  positions  of  the  eccentric  rods  are  reversed  ; the  outside  lifting  levers, 
p“ p’,  being  raised  into  the  same  position  that  the  other  lever,  p\  had  before,  and 
drawing  up  the  ends  of  the  rods  f f"  of  the  reversing  eccentrics  F'  F",  to  catch 
the  pins  in  the  levers  n «"  of  the  weigh-bar  upon  one  of  the  inclined  planes  of 
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their  forks,  and  force  them  into  the  notches  in  the  bottom  of  the  forks.  The  re- 
versing eccentrics,  F'  F',  are  thus  brought  into  gear,  and  made  to  work  the  slides, 
causing  the  motion  of  the  pistons  to  be  reversed  by  the  steam  being  admitted  on  the 
opposite  side  of  them,  and  making  the  engine  run  in  the  opposite  direction  to  its 
former  course ; the  middle  eccentric  rods,  e e~,  are  at  the  same  time  lowered,  as  the 
outside  ones  were  before,  allowing  the  forks  upon  them  to  clear  the  pins  of  the  levers 
h"  h".  The  engine  can  then  be  propelled  forward  again  by  putting  the  hand  lever 
over  into  its  front  position  ; dropping  the  rods  of  the  outer  reversing  eccentrics  out  of 
gear,  and  drawing  up  the  inner  rods  of  the  forward  working  eccentrics  to  force  the 
levers  of  the  weigli-bars  into  the  opposite  positions  by  their  forks,  and  take  hold  of 
the  pins  in  them. 

The  engine  can  thus  be  made  to  run  either  forward  or  backward,  by  merely 
pulling  the  hand  lever  tc’  forward  or  back ; and  the  handle  is  placed  close  to  the 
engine  man,  who  stands  behind  the  fire-box,  so  as  to  be  readily  moved ; it  is  fixed 
so  as  to  drop  into  the  notches,  and  requires  pulling  out  of  them  to  shift  its  position, 
in  order  to  prevent  its  jolting  loose.  The  suspending  rods,  o"  o“,  that  support  the 
ends  of  the  eccentric  rods,  have  to  bo  moved  with  the  eccentric  rods  in  working, 
causing  some  friction  to  the  engine ; those  rods  that  are  in  gear  have  to  be  held  close 
up  to  the  pins  on  the  levers  of  the  weigh-bars,  that  they  may  not  get  out  of  the 
notches  in  the  eccentric  rods;  and  their  motion  does  not  exactly  correspond  with 
that  of  the  pins  in  the  levers  of  the  weigh-bars,  from  the  suspending  rods 
taking  hold  below  the  notches  of  the  eccentric  rods,  and  moving  in  an  arc  of  a rather 
larger  circle,  causing  a little  additional  friction  -from  the  sliding  of  the  pins  in  the 
notches,  though  the  amount  of  it  is  very  small.  To  obviate  this,  the  eccentric  rods 
are  placed  in  some  engines  above  the  pins  in  the  levers  of  the  weigh-bars,  with  the 
forks  and  notches  inverted,  so  as  to  drop  down  upon  the  pins  and  rest  upon  them 
when  in  gear ; allowing  the  suspending  rods  to  have  a loose  hold  of  them,  as  they 
do  not  require  support.  This  plan  is  liable  to  the  objection,  that  if  tho  eccentric 
rods  should  accidentally  get  loose  by  the  pins  jolting  out,  they  would  all  fall  into 
gear  and  cause  the  breaking  of  the  machinery,  as  they  move  in  opposite  direction* : 
but  with  the  other  arrangement  the  eccentric  rods  would  in  this  case  merely  fall 
upon  a rod  that  is  fixed  under  them  across  the  engine. 

This  plan  of  reversing  has  been  but  lately  introduced,  having  been  first  used 
by  Messrs.  Stephenson,  and  since  adopted  with  different  modifications  by  other 
makers.  The  plan  in  many  locomotives  is,  to  have  the  four  eccentric  rods 
suspended  above  the  levers  of  the  weigh-bars  in  a similar  manner  to  the  last,  but 
with  notches  only  in  their  under  side,  so  that  they  cannot  take  hold  of  the  lever 
pins  until  they  have  moved  along,  and  the  notches  coincide  with  the  pins ; the 
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slides  and  levers  being  moved  to  the  right  position  by  means  of  two  starting  bandies 
fixed  on  to  the  firo-lwx,  and  connected  by  rods  and  levers  with  the  two  weigh- 
bars,  and  these  starting  levers  are  always  moving  with  the  slides.  This  plan 
is  inferior  to  the  other  with  the  forked  eccentric  rods,  as  the  slides  liavo  to  be 
set  by  the  starting  handles,  as  well  as  the  eccentrics  reversed,  in  order  to  reverse  the 
engine ; though  when  the  engine  is  running,  the  first  is  not  requirod,  but  a con- 
siderable strain  is  then  caused  by  the  eccentric  rods  suddenly  catching  hold  of  the  pins 
and  bringing  them  into  motion.  The  starting  handles  are  used  to  enable  the  engine 
to  be  moved  very  steadily  or  for  a small  distance  by  working  the  slides  by  hand, 
the  eccentrics  being  thrown  out  of  gear ; but  a good  regulator  renders  them  un- 
necessary for  this  purpose,  as  the  steam  can  be  admitted  very  gradually  to  the 
cylinders.  Considerable  friction  is  also  causod  by  their  being  continually  in  motion 
with  the  slides,  and  to  avoid  this,  another  handle  has  been  added  in  some  cases, 
by  means  of  which  they  can  be  thrown  out  of  gear  when  not  requirod ; but  that 
adds  to  the  complexity. 

The  plan  of  driving  the  slides  that  has  hitherto  been  most  universally  adopted, 
and  is  still  much  used,  is  by  means  of  two  eccentrics  only,  fixed  together  at  right 
angles  to  each  other,  and  placed  loose  upon  the  centre  of  tho  cranked  axle ; their 
rods  being  connected  with  the  weigh-bars,  as  in  tho  other  plans  ; and  a drivor  with  a 
projecting  stud  is  fixed  on  the  axle  on  each  side,  just  clearing  the  eccentrics,  a hole 
being  made  in  each  side  of  the  eccentrics  to  fit  the  studs.  The  eccentrics  can  be 
shifted  along  the  axle  to  either  side  by  means  of  a lever,  to  make  tho  stud  in  the 
driver  on  that  side  drop  into  the  hole  in  tho  eccentric  when  it  comes  opposite  to  it 
in  revolving,  and  cause  the  eccentric  to  turn  with  the  axle  and  work  tho  slides. 
The  stud  of  tho  other  driver  is  put  on  the  opposite  side  of  the  axle  to  the  corre- 
sponding hole  in  the  eccentric ; so  that  when  the  eccentrics  are  shifted  to  the  other 
side  by  the  lever,  they  have  to  stop  for  half  a revolution  before  that  driver  catches 
hold  of  them,  and  are  then  fixed  exactly  opposite  to  their  former  position,  and 
reverse  the  engine ; in  their  intermediate  position,  when  they  touch  neither  of  the 
drivers,  they  are  stationary  and  cease  to  work  the  slides.  This  plan  is  inferior  to 
those  with  four  eccentrics,  as  it  is  not  so  certain  in  its  action,  and  does  not  keep  tn 
order  so  well. 

Working  op  Slides  and  Piston. — As  the  slides  are  worked  by  eccentrics,  they 
are  not  suddenly  reversed  in  position  at  the  end  of  each  stroke,  in  order  to  let  the 
steam  on  to  the  other  side  of  the  piston,  and  keep  the  steam  port  full  open 
throughout  the  stroke ; but  are  always  in  motion,  and  commence  returning  as  soon 
as  they  have  arrived  at  the  end  of  their  stroke.  Prom  this  cause  they  are  obliged 
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to  have  some  travel,  in  order  that  the  port  may  be  full  open  for  some  time ; and 
after  having  fully  uncovered  the  port,  the  slides  move  or  travel  a little  farther,  not 
beginning  to  close  the  ]>ort  again  until  they  have  returned  over  the  travel.  The 
motion  is  very  varying  as  the  eccentric  drives  the  slide  most  quickly  at  the  middle 
of  its  stroke ; corresponding  to  the  ends  of  the  strokes  of  the  piston,  where  the 
quickest  motion  is  wanted,  to  admit  the  steam  for  the  next  stroke ; the  velocity  of 
the  slide  diminishing  rapidly  towards  the  ends  of  its  stroke,  where  it  stops  and 
retrogrades.  Many  contrivances  have  been  tried  in  stationary  engines  for  working 
the  slides  more  suddenly,  cither  by  striking  the  spindle  with  tappets  or  projections 
on  a moving  rod,  or  by  means  of  different  kinds  of  cams  or  eccentrics  of  irregular 
shapes ; with  these  plans  travel  of  the  slide  would  not  be  necessary,  the  port 
being  full  open  nearly  all  the  stroke.  But  in  a locomotive  no  plan  can  well  be 
adopted  for  working  the  slides  which  has  a more  sudden  or  irregular  motion  than 
an  eccentric,  because  of  the  very  great  rapidity  with  which  the  strokes  have  to  be 
made;  which  would  soon  cause  the  machinery  to  be  deranged. 

The  piston  and  slides  make  two  reciprocations  or  changes  of  motion  during  one 
revolution  of  the  driving  wheels,  and  as  these  are  five  feet  in  diameter,  they  make 
nearly  4 reciprocations  ]>er  second  when  the  engine  is  running  at  the  rate  of  20 
miles  an  hour,  and  8 reciprocations  in  a second  when  running  at  a little  more  than 
40  miles  an  hour ; the  ordinary  rate  of  working  is  about  five  reciprocations  per  second. 
This  extreme  rapidity  causes  every  change  of  motion  to  produce  a violent  blow  to 
the  machinery,  requiring  that  all  the  parts  should  be  very  well  made  and  fitted  to- 
gether, in  order  that  they  may  stand  the  work  ; the  greatest  strain  is  produced  upon 
the  fixing  of  the  piston  rod  into  the  piston,  and  upon  the  joints  of  the  piston  rod 
and  connecting  rod.  The  brasses  in  the  crank  end  of  the  connecting  rod  are 
not  keyed  up  quite  tight,  but  a very  little  play  is  left,  allowing  them  just  to  shake 
when  worked  backwards  and  forwards ; in  order  to  prevent  their  heating  by  the 
great  rapidity  of  the  motion,  and  expanding  by  the  heat  together  with  the  crank 
pin,  making  the  joint  very  tight ; they  have  sometimes  expanded  so  much  from  the 
heating  in  consequence  of  licing  keyed  too  tight,  that  the  engine  has  been  nearly 
stopped  by  the  great  friction  occasioned,  and  the  brasses  have  been  broken  to 
pieces. 

All  the  moving  parts  require  a constant  supply  of  oil  to  diminish  the  friction ; and 
oil  cups  are  fixed  for  this  purpose  upon  all  the  principal  moving  parts,  such  as  on 
the  ends  of  the  connecting  rods  over  the  bearings,  on  each  of  the  piston  rod 
guides,  and  over  tho  piston  rod  and  the  slide  valve  spindle ; the  piston  is  oiled 
by  pouring  oil  into  the  cylinder  by  the  cock  in  the  cylinder  cover,  the  bent  end  of 
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the  cock  turning  round  for  the  purpose.  An  oil  cup  is  shown  one  quarter  the  full 
size  in  figs.  20,  27,  and  28.  Fig.  26  is  a side  elevation 
of  it ; fig.  27,  a section  through  the  centre ; and  fig.  28, 
a plan  of  the  top.  The  cup  A is  made  of  brass,  and 
the  cover  B has  a piece  projecting  from  it  turning  upon  a 
pin  in  a socket  C at  the  side  of  the  cup  A,  and  square  at 
the  end,  resting  upon  a small  spring  at  the  bottom  of  the 
socket  to  hold  it  either  open  or  shut.  An  iron  tube  D, 
is  fixed  into  the  foot  of  the  cup,  extending  to  the  top,  and 
projecting  through  the  bottom,  where  it  is  screwed,  for 
the  purpose  of  fixing  the  cup  on  to  the  part  which  has  to 
be  oiled.  The  hole  into  which  the  cup  is  screwed  runs  through  to  the  rub- 
bing surface ; and  some  cotton  thread  iB  put  through  the  tube,  dipping  into  the 
oil  in  the  cup,  and  the  other  end  touching  the  moving  part;  the  thread  acts  as 
a syphon,  and  continually  drops  the  oil  upon  the  rubbing  surface.  The  oil  cups 
were  made  at  first  without  the  tube  or  cotton  thread,  but  the  oil  was  found  to  run 
out  too  quickly,  and  could  not  be  kept  supplied ; loose  cotton  was  then  put  into 
the  cup  to  prevent  the  oil  running  out  so  fast,  but  the  syphon  cup  acts  much  better 
as  it  supplies  the  oil  uniformly  and  gradually.  The  oil  cup  on  the  crank  end  of  tho 
connecting  rod  has  so  violent  a motion,  that  it  is  almost  impossible  to  keep  the  cover 
shut  without  the  spring  is  very  strong ; the  covers  are  sometimes  detached  and  screwed 
on,  but  they  are  then  very  liable  to  be  lost ; and  the  best  cup  for  that  purpose  is  one 
without  a loose  cover,  but  with  only  a small  hole  in  the  top  to  pour  in  the  oil,  and 
made  funnel-shape  inside  to  prevent  the  oil  jolting  out  of  the  hole. 

The  faces  of  the  slide  valves  and  the  outside  piston  rings  are  subject  to  considerable 
wear,  from  the  pressure  upon  them  and  the  rapidity  of  their  motion ; but  the  wear  is 
very  much  increased  when  the  I toiler  is  supplied  with  dirty  water,  priming  much 
in  consequence ; as  the  water  which  gets  over  into  the  cylinder  carries  particles  of 
sand  with  it,  which  grind  the  rubbing  faces  very  quickly.  The  slides  in  the  engine 
shewn  in  the  engravings  have  just  been  removed,  having  lasted  two  years  ; the  old 
ones  were  worn  down  to  less  than  a quarter  of  an  inch  thickness  of  flanch.  The 
piston  rings  are  not  yet  worn  out ; they  usually  last  about  three  years.  In  another 
engine  that  had  run  upon  a part  of  the  works  where  the  water  was  very  bad  and 
sandy,  the  piston  rings  were  worn  down  to  one  eighth  of  an  inch  thick  in  four 
months.  The  cylinders  got  worn  uneven  in  time  by  the  friction  of  the  pistons,  and 
require  reboring ; about  one  eighth  of  an  inch  is  taken  off  by  the  boring,  and  they  are 
bored  out  generally  two  or  three  times  before  they  are  worn  out ; they  wear  usually 
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for  four  years,  before  requiring  to  be  rebored,  but  the  time  varies  much  with  the 
quality  of  the  metal,  it  being  necessary  sometimes  much  sooner. 

A larger  passage  for  the  entrance  of  the  steam  is  required  in  a locomotive  than  in 
a stationary  engine,  in  proportion  to  the  size  of  the  cylinders ; as  the  piston  moves 
quicker,  and  the  steam  has  to  be  admitted  proportionally  quicker.  The  best  velocity 
for  the  piston  of  a steam  engine  is  given  by  Watt  as  220  feet  per  minute;  and  the 
area  of  the  steam  port,  so  as  to  admit  the  steam  to  move  the  piston  at  that  velocity 
with  its  full  pressure,  he  gave  as  one  twenty-fifth  of  tho  area  of  the  cylinder.  In  this 
locomotive,  the  velocity  of  the  piston  when  the  engine  is  running  at  20  miles  an  hour 
is  350  feet  per  minute  nearly,  and  at  40  miles  an  hour,  nearly  700  feet  per  minute  ; 
the  usual  velocity  being  about  440,  or  double  of  the  velocity  in  stationary  engines.  The 
size  of  the  ports  is  one  fourteenth  of  tho  cylinder,  or  rather  less  than  Watt's  proportion, 
which  would  be  one  twelfth  and  a half,  as  the  piston  moves  twice  as  fast ; the  steam 
ports  in  some  locomotives  are  made  as  large  as  one  eleventh,  and  in  others  only  one 
seventeenth  of  the  cylinder,  but  one  fourteenth  appears  to  be  a very  good  pro- 
portion. 

The  slide  begins  to  open  the  steam  port  a little  before  the  commencement  of  the 
stroko  of  the  piston,  so  that  the  steam  is  shut  off  from  the  piston  and  let  on  to  the 
opposite  side  for  the  commencement  of  the  next  stroke,  a little  before  the  end  of 
each  stroke ; acting  for  this  interval  in  opposition  to  tho  motion  of  the  piston. 
This  is  called  the  lead  of  the  slide,  and  it  is  made  generally  about  a quarter  of  an 
inch,  being  produced  by  fixing  the  eccentrics  a little  in  advance  of  the  position 
at  right  angles  to  the  cranks.  It  is  found  necessary  to  let  the  steam  on  to  the  opposite 
side  of  the  piston  before  the  end  of  the  stroke,  in  order  to  bring  it  up  gradually 
to  a stop,  and  diminish  the  violent  jerk  that  is  caused  by  its  motion  being  changed  so 
very  rapidly  as  five  times  in  a second.  The  steam,  let  into  tho  end  of  the  cylinder 
before  the  piston  arrives  at  it,  acts  as  a spring  cushion  to  assist  in  changing  its  motion, 
and  if  it  were  not  applied,  the  piston  could  not  be  kept  tight  upon  the  piston  rod. 
A little  lead  of  the  slide  is  also  necessary  that  the  steam  may  be  admitted  through  the 
port  into  the  cylinder,  and  be  completely  ready  to  begin  the  next  stroko  when  the  piston 
is  at  the  end  of  the  cylinder ; but  so  much  is  not  necessary  for  this. 

The  principal  advantage  gained  by  giving  lead  to  the  slide  is  in  beginning  to  get  rid 
of  the  waste  steam  before  the  commencement  of  the  stroko ; so  that  when  the  piston 
commences  its  stroke  there  is  but  little  waste  steam  before  it  to  resist  its  progress,  the 
steam  beginning  to  bo  let  out  of  the  cylinder  before  it  has  driven  the  piston  to  the 
end  of  the  stroke.  This  is  a very  important  point  in  a locomotive,  as  the  resistance 
or  negative  pressure  of  the  waste  steam  upon  the  piston  is  very  considerable ; from 
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the  rapidity  of  the  motion,  which  allows  very  little  time  for  it  to  escape,  and  from  the 
use  of  the  blast  pipe,  which  obstructs  its  passage.  The  area  of  the  extremity  of  the  blast 
pipe  is  only  five  square  inches,  while  that  of  the  steam  port  is  eight  square  inches,  re- 
quiring the  velocity  of  the  steam  in  the  blast  pipe  to  be  considerably  greater  than  in  the 
cylinder.  The  average  negative  pressure  of  the  wasto  steam  throughout  the  stroke  is 
6 lbs.  per  square  inch  when  running  at  the  usual  rate  of  25  to  28  miles  an  hour ; and  at 
greater  velocities  the  negative  pressure  has  been  found  to  increase  to  double  that  amount 
and  even  more.  The  effective  pressure  of  the  steam  upon  the  piston  at  such  high 
velocities  is  considerably  below  the  full  pressure  of  the  steam  in  the  boiler ; as  the 
steam  cannot  be  supplied  to  follow  up  the  piston  so  quickly  with  the  full  pressure, 
and  the  regulator  lias  to  be  only  partially  opened,  so  as  to  throttle  the  steam  and  check 
its  passage  into  the  cylinders  j which  diminishes  its  pressure,  as  it  has  still  to  occupy 
the  same  space.  The  negative  pressure  of  the  waste  steam  amounts,  for  this  reason, 
to  30  or  40  per  cent,  of  the  positive  pressure  of  the  steam  upon  the  piston  when  the 
engino  is  running  very  fast,  and  the  power  of  the  engine  is  diminished  nearly  one  half. 

For  this  reason  an  advantage  is  obtained  by  letting  out  the  steam  before  the  end 
of  the  stroke ; and  the  steam  still  exerts  a very  considerable  pressure  on  the  piston 
to  the  end  of  the  stroke,  so  that  the  whole  power  during  the  stroke  is  very  little 
diminished  though  the  steam  begins  to  be  let  out  before  the  end,  and  the  resistance 
of  this  pressure  of  the  waste  steam  during  the  next  stroke  is  saved ; the  lead 
given  to  the  letting  out  the  steam,  or  the  eduction  lead,  is  often  made  greater  than 
the  steam  lead,  to  increase  this  effect.  The  steam  is  shut  off  a little  before  the  end  of 
the  stroke  in  consequence  of  the  lead  of  the  slide,  and  acts  expansively  for  that  por- 
tion, saving  so  much  of  the  steam,  but  diminishing  the  total  power  a little;  the 
extent  of  this  action  is,  however,  very  limited,  as  tho  piston  is  less  than  a quarter  of 
an  inch  from  tho  end  of  its  stroke  when  the  steam  is  shut  off.  In  stationary  and  marine 
condensing  engines  the  steam  has  usually  very  little  or  no  lend ; but  it  is  shut  off 
at  two-thirds  or  three-quarters  of  the  stroke,  giving  a great  amount  of  expansive 
action ; and  the  eduction  has  a great  deal  of  lead,  the  port  being  nearly  full  0|>en 
at  the  commencement  of  each  stroke. 

Feed  Pumps. — The  feed  pumps,  K K,  (Plates  LXXXIX.,  XC.,  and  XCI.,)  are 
fixed  by  means  of  flanches  to  plates  which  are  bolted  -on  to  the  frame  of  the  engine  ; 
they  are  fixed  on  the  outside  of,  and  a little  below  the  piston  rods,  and  exactly  parallel 
to  them.  Each  pump  is  worked  by  an  arm,  <3  0,  fixed  on  to  the  piston  rod ; it  has  a 
socket  at  tho  end,  fitter!  on  the  piston  rod,  and  fixed  by  a small  pointed  screw  tapped 
into  it  and  bearing  against  the  piston  rod ; the  arm  is  inclined  obliquely  downwards,  so 
as  to  clear  the  guides  of  the  piston  rod  as  it  is  moved  backwards  and  forwards  by  the 
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piston  rod,  and  attached  at  the  outer  end  to  the  plunger  of  the  pump.  One  of  the 
pumps  is  shewn  in  section  in  fig.  89,  to  three  times  the  scale  of  the  engraving,  or 
inches  to  a foot.  The  barrel  of  the  pump,  A A,  is  made  of  cast-iron,  1 J inches  in 

Fig.  20. 


Fig.  SO.  Fig.  31. 


diameter  inside,  and  three-eighths  of  an  inch  thick.  B B,  is  the  plunger,  If  inches  in 
diameter,  and  made  of  a wrought  iron  tube  for  the  sake  of  lightness,  plugged  up  at  the 
inner  end,  and  having  a short  rod  keyed  into  the  other  end,  which  is  fixed  into  the 
socket  in  the  driving  arm  by  a nut  screwed  on  the  end.  The  plunger  B,  passes 
through  a stuffing  box,  C,  at  the  end  of  the  pump  barrel  A,  with  a brass  gland,  D, 
attached  by  screws,  EE,  to  the  flanch  of  the  stuffing  box.  The  plunger  is  turned 
truly  cylindrical,  to  move  water-tight  through  the  stuffing  box,  but  the  inside  of  the 
barrel  of  the  pump  is  not  bored,  as  the  plunger  does  not  touch  it 

A plug,  F,  is  screwed  into  the  other  end  of  the  pump  to  afford  a passage  quite 
through  for  the  convenience  of  fixing.  Two  short  pipes,  G G,  are  cast  upon  the  end 
of  the  barrel  A,  to  the  lower  one  of  which  is  bolted  the  tube  L,  having  the  piece 
I fixed  below  it ; both  arc  of  brass,  and  the  piece  / has  a short  tube  cast  on  its  side, 
with  a screw  made  upon  its  outer  end.  II  is  the  copper  suction  pipe,  having  a brass 
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collar  soldered  upon  it  with  a thin  conical  end,  which  is  fitted  into  the  tube  /,  and 
held  water-tight  by  the  socket  A',  screwed  on  to  the  tube  and  bearing  against 
the  collar  of  the  suction  pipe. 

The  piece  3f,  which  is  bolted  upon  the  upper  pipe  O,  is  closed  at  the  top  by  a 
cap,  P,  screwed  upon  it,  and  has  a tube  cast  on  it  like  the  bottom  piece,  1,  into 
which  the  end  of  the  delivery  pipe,  iV,  is  fixed  by  the  screwed  socket  0,  exactly 
similar  to  the  suction  pipe,  H.  The  delivery  pipe  is  bent  round  backwards,  as  shewn 
in  Plate  LXXXIX.,  extending  to  the  fire  box,  where  it  is  fixed  into  a valve 
box,  in  the  same  manner  as  the  other  end  is  fixed ; the  pipe  has  to  be  bent  in 
this  way  that  the  ends  may  be  turned  in  the  same  direction  to  allow  them  both  to 
he  screwed  into  the  sockets  instead  of  having  the  screws  at  the  two  ends  pulling 
against  each  other.  This  box  contains  another  valve  like  those  in  the  pump, 
and  is  fixed  on  to  the  fire  box,  communicating  with  the  inside.  The  suction  pipes, 
K'K',  (Plates  LXXXIX.,  XC.,  XCI.,  and  XC1I.,)  pass  under  the  fire  box,  and  are 
connected  at  the  end  to  the  pipes  that  bring  the  water  from  the  tender,  being  sus- 
pended by  stays,  s'  s',  from  the  fire  box. 

In  the  pieces  L and  M,  are  fixed  the  valves  Q and  R,  which  are  shewn  to 
double  the  scale  in  figs.  30,  and  31,  where  T is  the  valve  seat,  made  conical  and 
with  a groove  outside  to  hold  packing  for  fitting  it  water-tight  when  driven  into  its 
place  in  the  pump.  The  valve  A is  a ball,  turned  and  ground  truly  spherical, 
fitting  water-tight  into  its  seat  in  every  position ; it  is  guided  by  the  piece  U U, 
screwed  upon  the  valve  seat,  and  cut  into  four  bars  to  allow  passage  for  the  water.  A 
pin,  V,  is  screwed  through  the  cap  P,  bearing  upon  the  guide  of  the  valve  R,  and 
fixed  by  a set  nut,  fV,  to  hold  down  the  valve  seat  and  prevent  its  being  raised 
out  of  its  place  by  the  force  of  the  pump ; the  lower  valve  seat  does  not  require 
holding,  as  the  pressure  is  above  it. 

The  plunger  R,  fig.  29,  is  worked  in  and  out  of  the  barrel  of  the  pump  A,  a dis- 
tance of  18  inches,  by  the  piston  rod  at  each  stroke;  leaving  a space  behind  it  when 
drawn  out  equal  to  its  bulk,  which  is  supplied  with  water  through  the  suction  pipe 
and  lower  valve,  and  the  water  again  forced  out  through  the  upper  valve  and  delivery 
pipe  into  the  boiler  when  the  plunger  is  pushed  in.  The  internal  diameter  of  the 
suction  and  delivery  pipes,  and  of  the  water  way  in  the  valve  seats,  is  one  inch.  The 
pump  would  force  a quantity  of  water  into  the  boiler  at  each  stroke  equal  to  the 
bulk  of  the  plunger  for  18  inches  in  length,  if  the  suction  pipes  were  kept  open  ; but 
the  quantity  is  regulated  according  to  circumstances  by  means  of  the  cocks  i t' 
fixed  in  the  suction  pipes,  the  handles  of  which  extend  upwards  through  the  foot 
board  on  which  the  engine  man  stands  so  as  to  be  within  his  reach ; and  the  closing 
these  cocks  causes  the  plunger  to  leave  a partial  vacuum  behind  it,  and  as  the 
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water  cannot  enter  to  fill  it  up,  so  much  less  water  is  forced  into  the  boiler.  In  small 
force  pumps  a plunger  is  preferable  to  a piston,  because  the  barrel  does  not  require 
boring  out,  as  would  be  the  case  if  a piston  were  used ; and  the  packing  of  the  stuff- 
ing box  upon  the  plunger  is  much  more  easily  kept  in  order  than  the  packing  of  a 
piston. 

The  additional  valve  in  the  delivery  pipe  acts  in  a similar  manner  to  the  upper  valve 
of  the  pump,  and  it  is  used  as  a security  in  case  the  other  valve  should  get  out  of  order 
from  any  dirt  getting  on  its  seat  and  preventing  its  closing.  The  valves  first  used  for 
the  feed  pumps  were  mitre  valves  similar  to  the  safety  valves;  but  ball  valves  are  now 
used  instead,  and  are  found  to  be  much  superior,  as  they  are  more  free  and  certain 
in  their  action  from  requiring  no  spindle  to  guide  them,  and  keep  in  better  order. 
The  plungers  of  the  feed  pumps  are  sometimes  attached  to  the  cross  heads,  which 
are  prolonged  outside  of  the  guide  blocks  for  the  purpose,  instead  of  being  worked  by 
an  arm  fixed  on  the  piston  rod  ; but  in  both  plans  a considerable  strain  is  caused  as 
the  pumps  are  so  much  on  one  side  of  the  piston  rod.  To  prevent  this  strain  they 
have  been  worked  by  eccentrics  fixed  upon  the  axle  in  some  large  engines  ; in  which 
plan  additional  friction  is  produced  by  the  eccentric,  but  the  friction  caused  by  the 
strain  is  quite  avoided,  and  perhaps  more  than  compensates  for  it. 


THE  WHEELS,  FRAMING,  ETC.,  OF  THE  ENGINE. 

Wheels. — The  wheels  are  of  two  kinds;  the  two  driving  wheels,  D'  D',  which  are 
fixed  on  the  crank  axle  C',  are  5 feet  diameter  and  are  flat  on  the  edge;  the  other  four 
wheels  L'M’,  two  of  them,  L',  placed  towards  the  front  just  behind  the  smoke  box, 
and  the  other  two,  M ',  at  the  back  behind  the  fire  box,  are  S feet  6 inches  diameter, 
and  have  a projecting  rim  or  flancli  upon  their  edges  which  runs  against  the  inner  side 
of  the  rails.  Each  pair  of  the  small  wheels  is  fixed  upon  an  axle,  L'M',  as  well  as 
the  large  wheels;  they  are  three  inches  and  five  eighths  diameter,  and  the  outer  ends 
project  beyond  the  wheels,  turning  in  brasses  in  the  frame  of  the  engine.  Upon  these 
brasses  the  whole  weight  of  the  engine  rests  through  the  medium  of  the  springs  above 
them  ; and  all  the  weight  is  thus  suspended  by  springs  except  that  of  the  wheels  and 
axles  themselves,  for  the  purpose  of  deadening  the  shocks  that  are  caused  by  the 
rapid  motion  of  the  engine.  It  is  necessary  for  all  wheels  of  railway  carriages 
to  be  fixed  upon  the  axles  and  have  the  axles  turn  with  them,  instead  of  turning 
loose  upon  the  axles  as  in  carriages  upon  common  roads,  in  order  that  they  may  be 
held  quite  steady  and  upright ; for  if  they  were  to  get  nearer  together  they  would 
run  off  the  rails,  though  in  common  carriages  it  would  be  of  no  consequence,  as  they 
would  still  have  as  firm  a bearing.  Also  when  the  wheels  are  fixed  upon  the  axle 
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inch  and  a half  to  a foot,  or  double  the  size  of  the  engravings.  Fig.  32  is  a section 
through  the  centre  of  one  of  the  small  wheels,  and  fig.  33,  is  a cross  section  through 
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there  is  the  leverage  of  the  whole  length  of  the  axle  to  keep  them  upright,  but  when 
they  are  loose  there  is  only  the  hold  of  the  thickness  of  the  nave. 

The  construction  of  the  wheels  is  shewn  in  figs.  32,  33, 84,  and  35,  to  a scale  of  an 
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the  axle  and  nave ; fife's.  31  and  55,  being  similar  sections  of  one  of  the  driving  wheels. 
A A is  the  axle  of  each  wheel,  the  large  one  is  5j  inches  diameter  inside  the 
wheel,  and  the  small  one  is  enlarged  to  4 inches ; the  outside  bearing,  D,  of  both, 
are  of  the  same  size.  C C are  the  naves  of  the  wheels,  made  of  cast  iron ; the  large 
one  is  18  inches  diameter  and  the  small  one  13  inches;  the  length  of  both  in 
the  centre  where  they  are  fixed  to  the  axle  is  inches,  and  they  are  fixed 
by  four  keys,  EE,  each,  driven  into  grooves  cut  in  the  axles  and  inside  the 
naves.  The  wheels  are  entirely  supported  and  held  by  these  keys,  as  the  naves  do 
not  touch  the  axle;  and  by  this  means  a firm  and  uniform  bearing  can  be  obtained, 
and  the  wheels  can  also  be  fixed  truly  at  right  angles  to  the  axle  and  at  tho  proper 
distance  from  each  other.  Hollows,  E E,  are  cast  in  the  naves  between  each  of  the 
keys  to  diminish  the  metal. 

The  rims  of  the  wheels,  EE,  are  of  cast  iron,  four  inches  and  a half  wide  and  two 
inches  and  a half  deep ; they  are  cast  with  a groove  round  them  on  the  outer  side  to 
diminish  the  weight;  bosses,  G G,  are  cast  on  the  inner  side,  where  the  spokes  are  in- 
serted. The  spokes,  H H,  are  wrought  iron  tubes  one  quarter  of  an  inch  thick  and 
tapering  from  two  inches  and  a quarter  to  two  inches  in  diameter,  and  they  are  cast  in 
the  nave  and  rim.  The  spokes  are  inclined  to  the  plane  of  the  wheel,  so  as  to  come 
nearly  to  one  face  of  the  nave  and  the  opposite  face  of  the  rim  ; and  they  are  inclined 
alternately  in  opposite  directions,  as  shewn  in  the  figure,  for  the  purpose  of  increasing 
the  lateral  strength  of  the  wheels,  and  preventing  their  bending  and  getting  out  of  the 
vertical  position  with  the  great  strains  to  which  they  are  subjected.  The  spokes  are 
laid  in  the  moulds  in  which  the  wheels  are  cast,  and  the  metal  cast  round  them,  the 
ends  of  the  spokes  being  first  plugged  up ; and  the  spokes  are  covered  at  the  ends  with 
a composition  of  borax,  which  causes  them  to  partially  melt  when  the  metal  is  poured 
in,  forming  so  close  and  firm  a joint  that  they  never  get  loose.  Tho  rims  of  the 
wheels  are  cast  first,  and  allowed  to  remain  for  about  three  quarters  of  an  hour 
before  the  naves  are  cast,  because  they  contract  much  more  in  cooling  than  the 
naves,  being  of  a much  larger  diameter,  tending  to  force  the  spokes  nearer  to  the 
centre  ; and  if  the  naves  were  cast  at  the  same  time,  the  spokes  would  be  prevented 
from  approaching  the  centre,  and  there  would  consequently  be  a very  great 
strain  upon  them,  and  the  metal  in  the  rims  would  not  set  firm  from  cooling  in  a 
state  of  tension,  and  would  be  liable  to  break  with  any  blow  ; but  by  allowing  the 
rims  to  set  before  the  naves  are  cast,  this  action  iB  prevented. 

1 1 are  the  tires  of  the  wheels ; they  are  made  of  wrought  iron  rolled  into  the 
required  shape,  with  the  ends  welded  together ; the  plain  one  for  the  driving  wheels 
is  5 J inches  wide,  and  the  fianch  tire  for  the  small  wheels  inches  wide.  Sections 
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of  the  two  tires  ate  given  in  figs.  .36  and 
S7,  half  of  the  real  size ; they  aro  both 
made  slightly  conical,  being  tapered 
from  If  inch  to  lj  inch  thick ; and  the 
flanch  projects  one  inch  and  a quarter, 
and  is  throe  quarters  of  an  inch  thick 
at  the  edge  and  an  inch  thick  at  the  base. 

The  rims  and  tires  are  both  turned,  and 
the  tires  are  heated  when  put  on,  and 
contract  on  cooling  so  as  to  hold  firmly  on 
the  wheel ; great  care  is  required  in 
fitting  them,  that  they  may  not  he 
loose  upon  the  wheels  nor  shrunk  too 
tight,  so  as  to  injure  their  texture. 

They  are  held  in  their  places  by  three  bolts  with  countersunk  heads  in  the  tires 
and  nuts  screwed  on  against  the  inner  side  of  the  rims.  The  tiros  are  turned  when 
fixed  on  the  wheels  to  make  them  truly  circular,  and  to  make  the  two  in  each  pair 
exactly  alike. 

The  flanch  wheels,  like  the  wheels  of  all  railway  carriages,  require  to  be  made  a 
little  conical,  in  order  to  prevent  the  flanches  being  continually  in  contact  with  the 
rails  and  rubbing  against  then),  which  would  cause  a great  deal  of  friction ; as  a 
wheel,  when  running  towards  one  side  and  bringing  the  flanch  in  contact  with  Hie 
rail,  will  bear  upon  a larger  circumference  than  the  other  wheel,  and  will  tend  to  run 
towards  the  opposite  side  nnd  make  the  wheels  central  again ; the  flanches  are 
thus  hardly  required  on  a straight  line,  and  only  necessary  upon  sharp  curves  to 
keep  the  wheels  from  running  oft' the  line.  The  rails  are  laid  inclined  a little,  so  as 
to  fit  the  conical  wheels,  and  for  this  reason  the  driving  wheels  have  to  he  made 
also  conical,  although  they  have  no  flanch.  The  driving  wheels  are  made  without 
flanches  that  they  may  always  have  firm  hold  on  the  rails,  ns  si  flanch  on  the  inner 
one,  when  the  engine  is  turning  round  a curve,  would  be  forced  against  the  inner 
rail,  and  would  interfere  with  the  hearing  of  the  wheel  and  cause  friction ; and 
flanches  upon  the  front  and  hind  wheels  are  sufficient  to  keep  the  engine  upon  the 
rails.  For  the  improvement  of  making  the  middle  driving  wheels  without  flanches, 
Mr.  Stephenson  has  a [latent. 

The  wheels  of  the  first  engines  were  made  entirely  of  cast  iron,  but  it  was  found 
difficult  to  make  them  sound  in  consequence  of  the  unequal  contraction  in  cooling, 
and  they  were  too  brittle  to  hear  the  shocks  produced  in  running  fast ; the  cast  iron 
was  also  found  to  be  too  soft  and  to  wear  in  a groove  on  the  edge  with  running  on  the 
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rail,  anil  the  driving  wheels  could  not  be  case-hardened,  as  the  others  were,  from  its 
diminishing  the  adhesion  upon  the  rails.  Wheels  with  wooden  spokes  and  rims  and 
wrought  iron  tires,  were  tried  on  the  Liverpool  and  Manchester  Railway,  and  found 
to  wear  better,  being  more  elastic ; nnd  flat  wrought  iron  spokes  were  then  tried. 
The  wheels  with  tubular  spokes,  and  cast  iron  rims  with  wrought  tires,  are  now 
very  generally  used,  and  wear  very  well,  lasting  two  or  three  years  ; the  driving 
wheels  being  subject  to  the  most  wear,  in  consequence  of  the  slipping  to  which  they 
are  liable.  The  tires  squeeze  out  at  the  sides  ns  they  wear,  and  when  worn  out  are 
replaced  by  new  ones ; they  are  now  made  wider,  the  flunch  tires  being  six  inches, 
and  those  of  the  driving  wheels  seven  inches,  in  order  to  prevent  squeezing  out  at  the 
sides,  which  is  the  greatest  cause  of  their  wearing  out  The  cast  iron  rims  are  rather 
objectionable  from  their  brittleness,  as  they  have  to  run  with  so  great  a velocity;  and  to 
obviate  this,  some  engines  have  wheels  with  wrought  iron  rims,  to  which  the  spokes 
arc  fixed  by  rivets,  having  the  tires  shrunk  upon  them ; this  construction  is  con- 
siderably more  expensive,  though  very  durable. 

All  the  earlier  locomotives  on  the  Liverpool  Railway,  nnd  many  of  the  present 
ones,  have  been  made  with  only  four  wheels,  1)  1/ ; the  third  pair  of  wheels,  M', 
placed  behind  the  fire  box,  has  Ix-en  added  but  lately ; blit  six-wheeled  engines  are  now 
coming  into  more  general  use,  and  on  several  railways  none  others  are  used.  In  the 
earlier  engines  the  fire-box  was  considerably  smaller  than  the  present  size,  and  that 
end  of  the  engine  behind  the  crank  axle  was  but  little  heavier  than  the  other  en  l 
before  the  front  axle,  so  that  tho  engine  was  nearly  balanced  upon  the  axles  and  ran 
steadily  along.  But  the  weight  of  the  hind  end  of  the  engine  has  been  so  much  in- 
creased, by  increasing  the  fire-box,  that  it  has  a considerable  preponderance,  and  the 
present  engines  are  far  from  balanced ; in  tho  engine  shown  in  the  engravings,  the 
weights  at  the  wheels,  D'  L‘,  supposing  tho  hind  wheels,  M',  removed, are  six  tons  at 
the  large  wheels,  II’,  and  only  four  tons  at  the  front  wheels,  L',  including  the  weights 
of  the  wheels.  This  excess  of  weight  behind  the  wheels  causes  in  the  four-wheeled 
engines  a pitching  motion,  which  makes  them  rise  on  the  springs  of  the  front  axle, 
and  is  considered  dangerous  when  running  very  last.  The  pitching  of  the  engine 
causes  also  great  injury  to  the  rails,  as  the  wheels  are  made  continually  to  strike  upon 
them  with  very  great  force. 

The  hind  wheels  in  the  six-wheeled  engines  support  the  fire-box,  and  prevent  this 
action  ; the  springs  over  their  axle  are  hung  very  light,  so  that  in  the  ordinary  state  of 
the  engine  they  only  just  bear  against  the  frame,  and  take  scarcely  any  weight  away 
from  the  driving  wheels ; but  they  serve  to  catch  the  weight  in  the  oscillations  of 
the  engine,  and  prevent  that  overbalancing  which  causes  the  pitching  motion.  The 
weight  on  the  rails  at  these  wheels  is  therefore  only  that  of  the  wheels  and  axle,  or 
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about  a ton  and  a quarter,  when  the  engine  is  empty ; and  when  filled  for  working, 
the  weight  is  about  two  tons,  making  the  total  weight  of  the  engine  twelve  tons 
when  full.  The  weight  of  the  engine  when  empty  is  ten  tons ',  and  that  of  the 
driving  wheels  and  axle  is  about  a ton  and  three  quarters,  of  which  the  cranked 
axle  has  nearly  a quarter  of  a ton. 

When  an  engine  is  required  for  heavy  work,  as  for  carrying  goorls,  nnd  the 
adhesion  of  four  wheels  must  be  made  use  of  for  propelling  it,  the  front  wheels,  L', 
are  made  of  the  same  size  as  the  driving  wheels,  and  coupled  with  them.  The 
cylinders  have  then  to  be  placed  lower,  and  inclined  upwards  towards  the  cranked 
axle,  in  order  that  the  piston  rods  and  guides  may  clear  the  front  axle,  L",  as  that 
is  raised  up  to  a level  with  the  cranked  axle  C'  and  the  former  position  of  the 
piston  rod,  by  the  wheels  D’  and  V being  of  equal  size.  The  driving  wheels  are 
in  this  case  sometimes  made  less  than  five  feet,  in  order  to  increase  the  power  of  the 
engine,  as  the  diminishing  of  the  diameter  of  the  wheels  diminishes  the  leverage  of 
the  load  upon  the  engine,  or  increases  the  leverage  of  the  engine  in  moving  the 
load.  But  the  speed  of  the  engine  is  diminished  in  the  same  proportion,  as 
the  smaller  wheels  will  advance  a less  distance  than  the  larger  ones  in  the  same 
number  of  revolutions;  but  this  is  not  material  in  the  carrying  of  heavy  goods,  as  so 
great  a speed  is  not  required  for  them.  In  order  to  enable  the  engines  to  run  faster 
without  having  to  make  more  strokes  in  the  same  time,  the  size  of  the  wheels  has 
been  increased,  and  a great  many  are  now  making  with  six  feet  driving  wheels ; the 
size  of  the  cylinders  lias  also  to  lie  increased  to  supply  the  increased  jxjwcr  that  is 
required,  and  they  are  made  13  inches  diameter  with  the  same  stroke,  18  inches. 
Wheels  have  been  tried  lately  of  double  the  size,  or  ten  feet  diameter,  and  even 
larger  in  some  instances,  for  the  purpose  of  still  more  reducing  the  velocity  of  the 
piston,  and  diminishing  the  loss  of  power  from  the  resistance  of  the  waste  steam, 
which  is  the  great  difficulty  in  locomotive  engines.  But  it  appears  very  question- 
able, whether  the  disadvantages  arising  from  the  nso  of  such  large  wheels  do  not 
more  than  compensate  for  their  advantages  in  diminishing  the  velocity  of  the  piston ; 
as  there  is  a serious  objection  to  them  in  their  great  weight,  which,  together  with 
that  of  the  cranked  axle,  also  proportionally  increased,  is  necessarily  unsupported  by 
the  springs,  nnd  therefore  the  violent  shocks  produced  by  the  rapid  motion  cannot 
bo  eased  by  them.  A certain  velocity  of  the  piston  is  also  required  for  the  effective 
operation  of  the  blast,  and  the  velocity  should  for  this  reason  be,  prolmbly,  not  less 
than  300  feet  per  minute.  Cog  wheels,  worked  by  the  connecting  rods,  have  also 
been  tried,  doubling  or  trebling  the  velocity  of  the  driving  wheels ; but  they  are 
objectionable,  from  their  jarring  action  with  so  rapid  a motion. 

Oltsidf,  Framing,  Ac Tho  principal  or  outside  frame,  N O'F,  (Plates  LXXXIX., 

XC.,  XCI.,and  XCII.,)  is  placed  along  the  sides  of  the  engine  outside  the  wheels,  and 
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across  the  ends,  serving  to  support  the  whole  engine,  which  is  firmly  fixed  to  it.  It  is 
made  of  good  tough  ash  plank,  the  side  pieces  N ' N ' are  three  inches  thick  and  seven 
inches  deep,  and  covered  on  both  sides  with  sound  wrought  iron  plates,  a quarter 
of  an  inch  thick,  fixed  on  by  a number  of  iron  bolts ; the  best  plates  are  termed 
Low  Moor  plates.  The  side  pieces  are  morticed  into  the  end  pieces,  O'  P1,  of  the 
frame ; that  in  front  of  the  engine,  O',  being  five  inches  thick,  and  thirteen  deep ; 
angle  pieces  of  iron  are  bolted  on  to  strengthen  the  comers  inside  and  out.  The 
outside  length  of  the  frame  is  17  feet,  and  the  width  6 feet  4 inches.  The  boiler, 
fire-box,  and  smoke-box,  are  fixed  to  the  side  frames,  N’N',  by  strong  wrought 
iron  stays,  t«'r',  four  inches  and  a half  wide  and  half  an  inch  thick.  The  stays, 
for  the  smoke-box  and  fire-box.  consist  of  a horizontal  piece,  (see  Plate 
XCII.,)  bent  downwards  at  right  angles  at  the  inner  end,  and  riveted  to  the 
side  plate  of  the  fire-box  or  smoke-box,  and  resting  at  the  other  end  upon  the  side 
frame ; the  other  inclined  piece  is  welded  on  to  it  at  the  outer  end,  the  two  being 
bolted  down  to  the  frame,  and  it  is  riveted  like  the  other  piece  at  the  upper  end  to 
the  plate ; the  inner  ends  of  both  that  are  riveted  to  the  fire-box  and  smoke-box 
are  made  T shaped  and  twelve  inches  wide.  The  stays,  n' t,  for  the  boiler  are  made 
and  fixed  in  a similar  manner;  they  are  longer,  as  shewn  by  the  dotted  lines  in  fig.  4, 
(Plate  XCII.,)  in  order  to  reach  the  boiler,  and  have  a ring  of  the  same  sized  iron 
inserted  in  them,  touching  the  horizontal  and  inclined  pieces  of  the  stays  and  the 
sides  of  the  boiler,  and  riveted  to  each  of  them. 

Q‘  Q'  Q'  are  wrought  iron  plates,  seven-sixteenths  of  an  inch  thick,  bolted  on  to  each  • 
side  of  the  frame  at  the  axles,  and  called  the  axle  guides ; serving  to  hold  steadily  the 
boxes  that  contain  the  brasses  bearing  on  the  axles,  and  to  guide  them  when  they 
slide  up  and  down  from  the  play  of  the  springs.  A piece  4|  inches  wide  is  cut  out 
in  the  middle  of  each  for  the  axle  box  to  slide  in.  These  axle  guides  have  to  resist 
all  the  strain  of  the  wheels,  and  those  of  the  driving  wheels  have  to  bear  the  whole 
force  of  the  engine,  which  is  moved  along  by  the  axle  of  the  wheels.  They  are  there- 
fore strengthened  by  1.J  inch  rods,  w'  w',  fixed  between  each  of  them,  with  sockets 
across  their  ends,  fitting  between  the  two  axle  guide  plates,  and  fixed  to  them  by 
bolts  passed  through  both  ; the  extreme  rods  are  fixed  to  the  end  frames  of  the 
engine,  as  in  Plates  LXXX1X.  and  XC. ; the  axle  guides  for  the  small  wheels  have 
also  bolts  fixed  through  the  liottom. 

II'  R'  R'  are  tho  axle  boxes  in  which  the  axles  turn  ; they  are  all  alike,  and  are 
shewn  to  three  times  the  scale,  or  2^  inches  to  a foot,  in  figs.  38,  39,  and  40. 
Pig.  38  is  a section  along  the  centre  of  one  of  them  ; fig.  39  is  a cross  section ; and 
fig.  40,  a plan  of  the  top.  A A is  a east  iron  box,  open  at  the  bottom  and 
the  inner  side,  and  4 * inches  wide,  so  as  to  fit  into  the  opening  in  the  axle  guides. 

A hollow,  li  Ji , is  cast  in  the  top  of  the  box  A A,  for  the  purpose  of  holding  oil  to 
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supply  the  bearing,  and  in  it  is  cast  the  socket  C,  in  which  the  end  of  the  spindle 
attached  to  the  spring  rests.  The  inside  of  the  box  is  octagonal  at  the  top,  as  shewn 
in  fig.  39,  and  has  the  brass  Plo. Tlo  & 

piece  DD  fitted  into  it;  which  \ i * i?  *' HI j H 71.' 

is  turned  out  in  the  inside  to  r jj. 

fit  the  end  of  the  axle,  reaching  ; j M 

down  to  the  centre,  and  having  ' — - — - — i ]|  W 

a small  projection,  E,  on  each  [ | , 

side,  which  fits  into  a corre-  ~ * g jf. 

sponding  notch  in  the  sides  of 
the  box  A A,  and  serves  to  hold 
the  brass  steadily.  Two  thin 

brass  tubes,  EE,  are  screwed  : i ■ W ~ 

into  the  brass,  and  pass  through  "Jrt  "1b|.  . P& 

holes  in  the  top  of  the  box  A,  r. 

projecting  up  into  the  hollow  £t_|  t i I t,i 

B,  containing  oil ; and  cotton  rpEtr, — 

thread  is  put  into  them,  dipping  Fm,  <o. 

into  the  oil  and  touching  the  axle  at  the  other  end,  acting  like  a syphon  in  furnishing 
a constant  supply  of  oil  to  the  axle,  as  in  the  oil  cups  before  described.  The  bottom  is 
closed  by  the  cast  iron  piece  O O,  made  tapering  to  fit  closely  to  the  sides  of  the 
axle  box,  and  held  in  by  the  bolts  Hi  and  hollowed  in  the  inside  so  as  to  clear  the 
axle,  the  position  of  which  is  shewn  by  the  dotted  lines.  A piece,  II,  is  cast  on  each 
side  of  the  box,  projecting  half  an  inch,  which  fits  exactly  between  the  two  axle 
guide  plates,  and  slides  between  them;  as  shewn  in  the  plan,  fig.  40,  where  K K is 
a horizontal  section  of  the  axle  guides  ; L L are  pieces  of  iron  plate  bent  so  as  to 
fit  accurately  between  the  plates  A'  A',  and  bolted  to  them,  as  shewn  in  Plate  XCII. ; 
the  faces  of  the  pieces  1 1 bear  against  them,  and  they  are  both  mnde  true  and 
smooth,  so  as  to  allow  the  axle  box  to  slide  up  and  down  easily  and  without  shaking. 
The  top  of  tire  box  is  covered  by  a piece  of  sheet  iron,  with  a hole  in  it  (in-  the 
spindle  of  the  spring,  in  order  to  protect  the  oil. 

S'  S'  S'  arc  the  springs,  made  as  usual  of  separate  steel  plates  ; those  for  the  driving 
wheels,  D’,  are  the  strongest,  consisting  of  thirteen  plates,  4 inches  wide,  and  five 
sixteenths  of  an  inch  thick ; the  other  springs  are  3 inches  wide,  the  front  ones  having 
twelve  plates  and  the  hind  ones  eight.  The  four  small  springs  are  placed  under  the 
outside  frame,  and  their  ends  rest  in  sockets  * ' jr,  fixed  to  the  frame,  and  are  kept 
in  by  bolts  put  through  the  sockets.  The  larger  springs  arc  turned  over  at  the 
ends  and  take  hold  of  short  bolts,  having  the  links  yy  fixed  on  them ; the  lower  ends 
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of  which  are  fixed  to  cross  heads  on  bolts,  which  are  put  down  through  holes  in  the 
side  frame  and  fixed  by  nuts  underneath.  A square  iron  socket  is  fitted  on  to  the  centre 
of  each  spring,  and  has  a steel  pin  z,  1 £ inch  in  diameter,  fixed  into  its  under  side, 
the  lower  end  of  which  rests  in  the  socket  on  the  top  of  the  axle  boxes,  ( C , figs.  38, 
39,  and  40,)  and  thus  the  frame  N ' N ',  which  bears  the  whole  weight  of  the 
engine,  is  supported  by  the  ends  of  the  springs,  which  rest  at  their  centres  upon  the 
axles  of  the  wheels.  The  bearing  pins  z of  the  middle  springs  pass  through  holes  in 
the  side  frame,  which  serve  to  steady  them  when  playing  up  and  down  ; other  pins 
are  fixed  in  the  upper  side  of  the  sockets  on  the  other  springs,  which  pass  through 
holes  in  the  frame  above  for  the  samo  purpose. 

At  the  ends  of  the  part  of  the  frame  O',  in  front  of  the  engine,  are  fixed  the  buffers 
T'T';  they  are  strong  leather  cushions  stuffed  with  horse-hair,  and  are  placed 
there  for  the  purpose  of  deadening  the  shock  of  any  collision  with  another  carriage. 
Buffers  are  fixed  upon  each  end  of  carriages  of  every  description  that  run  upon  a 
railway,  being  all  fixed  at  the  same  height  and  distance  apart,  in  order  that  they 
may  be  the  only  parts  of  the  carriages  that  ever  touch  each  other ; those  on  the 
engines  are  sometimes  made  with  a large  spiral  spring  inside,  that  their  action 
may  be  more  perfect.  In  the  centre  of  the  end  frame  O',  is  fixed  a strong  chain 
and  hook,  o',  for  attaching  the  train  of  carriages  when  the  engine  is  running  back- 
wards; a small  iron  plate  being  placed  on  each  side  of  the  frame  for  the  bolt 
that  holds  the  chain  to  be  fixed  against.  A strong  staple  is  also  fixed  into  the  frame 
on  each  side  of  the  chain,  as  an  additional  means  for  attaching  the  train.  The  foot- 
board U’,  upon  which  the  engine  man  stands,  rests  upon  cross  pieces  of  wood  that 
are  fixed  to  the  piece  of  the  outside  frame  ly,  at  the  back  of  the  engine,  and  sup- 
ported at  the  other  end  by  the  plate  4";  a hand-rail  is  fixed  on  each  side  of  the  foot- 
board as  a guard,  and  to  one  of  these  the  guides  for  the  hand  lever  to"  arc  attached. 
4'  4'  are  two  pieces  of  iron  plate  placed  across  the  back  of  the  fire-box,  and  bent 
at  right  angles  along  one  side,  forming  a flanch  which  is  riveted  to  the  buck  plate 
of  the  fire-box ; they  are  also  fixed  at  the  ends  to  plates  which  are  riveted  on  to  the 
sides  of  the  fire-box.  Through  the  centre  of  the  plates  4"  b“  is  put  the  draw-pin  V, 
1 J inch  diameter,  resting  by  its  head  on  the  top  plate,  and  held  by  a key  put 
through  it  under  the  bottom  one ; a socket  is  fitted  on  to  it  having  a pin  projecting 
from  it  on  each  side,  on  which  is  fixed  one  of  the  links  YV'W,  which  are 
attached  in  a similar  manner  at  the  other  end  to  another  socket,  connected  to 
iron  bars  fixed  on  the  tender  by  a pin,  X',  passed  through  them  all ; this  pin  is 
held  by  a key  underneath,  and  is  taken  out  when  the  tender  is  required  to  be  dis- 
connected from  the  engine.  The  socket  on  the  draw-pin  V'  is  supported  by  a small 
ring  fixed  by  a set  nut ; and  the  link  W'  can  by  this  means  be  readily  adjusted  level. 
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so  as  to  pull  without  side  strain  when  the  height  is  altered  from  the  use  of  another 
tender  or  other  cause.  The  draw  links  W'W'  are  left  free  to  move  in  any  direction, 
in  order  to  allow  for  the  play  of  the  springs  of  the  engine  and  tender,  and  the  oblique 
direction  of  the  pulling  round  a curve ; when  they  are  disconnected  from  the  tender 
they  can  also  drop  down  upon  the  edge  of  the  plate  />".  The  draw-pin  V'  is  re- 
quired to  l*  strong  to  resist  the  great  strain  to  which  it  is  subjected ; it  is  most 
strained  when  running  down  a considerable  inclination,  as  the  engine  is  not  then 
constantly  pulling,  hut  the  train  often  pushes  against  it.  and  a continued  succession  of 
violent  jerks  on  the  pin  are  produced  in  opposite  directions ; instances  have  occurred 
of  the  draw-pin  breaking  under  these  circumstances  in  engines  whore  it  was  not 
made  strong  enough  for  its  length. 

Splashers,  d‘  d",  nre  fixed  over  each  of  the  wheels  to  catch  the  dirt  thrown  up  by 
them  ; those  for  the  middle  wheels  are  of  brass  trad  are  ornamented,  the  others  of 
sheet  iron,  and  they  are  fixed  by  small  stays  on  to  the  boiler  and  the  outside 
frame. 

Insu»k  Frames. — Four  wrought  iron  frames,  Y‘  Y',  (Plates  XC.  and  XCI.,)  are 
fixed  between  the  smoke-box  trad  fire-box ; to  afford  additional  strength  to  the  engine 
by  securing  firmly  the  back  plate  of  the  smoke-box,  in  which  the  cylinders  are  fixed, 
and  which  has  to  l>ear  the  whole  strain  of  the  working  of  the  engine.  These  inside 
frames  have  also  hearings  in  them  for  the  cranked  axle,  and  hold  it  steadily  against 
the  action  of  the  connecting  rods,  by  which  it  is  strained  alternately  in  opposite 
directions.  The  frames  Y'  V are  inches  deep,  and  three  quarters  of  an  inch 
thick ; they  are  attached  to  the  smoke-box  and  fire-box  by  means  of  T shaped  pieces 
of  iron,  which  are  riveted  on  to  their  inner  and  side  plates,  and  are  bolted  to  the 
ends  of  the  frames ; the  two  middle  frames  are  made  to  approach  each  other,  and  are 
welded  together  at  the  back  end,  so  that  there  are  only  three  bearings  on  the  cranked 
axlo.  On  to  the  four  frames  are  fixed  the  piston  rod  guides.  A'  A',  by  means  of 
pieces  of  angle  iron,  as  before  explained.  The  frames  have  to  lie  inclined  upwards 
towards  the  fire-box,  in  order  to  pass  above  the  cranked  axle. 

The  construction  of  the  inside  bearings  of  the  cranked  axle  is  shown  in  figs.  41, 
42,  43,  and  44,  to  double  the  scale,  or  1^  inch  to  the  foot.  Figs.  41  and  42  are 
side  and  end  elevations ; fig.  43  is  a horizontal  section  through  the  centre  of  the 
hearing ; and  fig.  44.  a plan  of  the  top.  The  frame,  A A,  is  increased  at  the  bearing 
to  - j inches  thick,  the  upper  part,  li,  is  1 1 ^ inches  wide,  and  the  lower  part  is 
formed  into  a fork,  CC,  10  inches  long,  the  sides  tapering  an  inch  and  a quarter  in 
width.  A tul>e,  D I),  is  fitted  between  them,  having  a bolt  passed  through  it  by 
means  of  which  the  two  sides  of  the  fork  are  held  firmly  together.  Two  iron 
wedges,  K E,  are  fitted  accurately  to  the  sides,  so  that  their  inner  faces  are  parallel 
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to  each  other,  and  will  remain  parallel  when  moved  up  and  down.  Each  side, 
CC,  has  a small  projection  on  its  inner  side,  fitting  into  a corresponding  groove 
in  each  wedge,  as  shown  in  fig.  41,  to  guide  it  when  moved ; and  a bolt,  E , 
is  carried  upwards  from  each  of  the  wedges  E,  through  the  upper  piece  D,  having 
a nut  screwed  upon  it  at  the  top ; the  holes  for  the  bolts  are  made  oblong  to 
allow  for  the  lateral  motion  of  the  wedges  Ft».  41 . tio.  42. 

when  they  ore  screwed  up.  The  two 
brass  bearings,  O G,  are  inserted  be-  f 
tween  the  wedges,  having  flanches  on  j 
each  side  fitted  on  the  faces  of  the  '■ 
wedges ; they  are  three  inches  wide, 
and  bored  out  to  five  inches  diameter,  to 
fit  the  cranked  axle.  One  of  the  brasses, 

G,  overlaps  the  other,  which  is  fitted 
steadily  into  it,  but  not  quite  touching 
at  the  ends.  They  are  made  to  close 
upon  the  axle  by  screwing  up  the  two 
wedges  EE,  thereby  forcing  the  two 
brasses  nearer  together;  and  they  are 
then  free  to  slide  up  and  down  between 
the  wedges  to  allow  for  the  play  of  the 
springs,  which  affects  the  engine  only 
and  not  the  axle ; and  are  readily  tight- 
ened upas  they  wear  from  friction,  by  Fun. 4s.n1) 44. 

screwing  up  the  wedges  farther. 

The  cranked  axle  is  thus  steadied  against  the  horizontal  force  of  the  connect- 
ing rods,  which  is  the  greatest  strain  that  it  is  subjected  to ; but  it  can  have  no 
vertical  support  in  consequence  of  the  play  of  the  springs.  A shoulder  is  made 
on  the  bottom  of  the  nuts  on  the  bolts  E,  and  cut  into  teeth,  as  shewn  in  the 
plan,  fig.  44,  which  catch  the  ends  of  a small  spring  H,  fixed  by  a screw  in  the 
middle.  This  prevents  the  nuts  from  turning  round  and  getting  loose  with  the  great 
jolting  to  which  they  are  subject,  the  spring  having  to  be  forced  out  from  each 
tooth  in  succession  to  let  the  nut  turn  ; and  though  this  does  not  impede  the 
screwing  up  of  the  nuts,  it  is  sufficient  to  prevent  their  getting  loose.  The  sume 
contrivance  is  applied  to  all  the  nuts  in  the  engine  that  are  used  for  the  adjustment 
of  some  moveable  part,  as  those  in  the  glands  of  the  piston  rod  and  slide  valve 
spindle ; as  these  nuts  are  not  screwed  liard  up  so  as  to  keep  them  fast. 

Some  engines  with  four  wheels  are  made  without  the  outside  frame,  and  also 
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have  not  the  inner  ones ; and  instead  of  them  a strong  iron  frame  is  placed  imme- 
diately within  the  wheels,  bearing  upon  the  axles,  and  having  the  whole  engine 
resting  upon  it ; this  gives  the  engine  a lighter  appearance,  as  the  wheels  arc  quite 
on  the  outside.  But  the  outside  frame  adds  considerably  to  the  stiffness  of  the  engine, 
and  is  of  gTcat  utility  in  that  respect,  particularly  when  the  engine  gets  thrown  off 
the  line,  as  happens  occasionally;  when  the  outside  frame  serves  materially  to 
protect  the  machinery.  It  has  also  an  advantage  in  enabling  the  engine  man  to 
have  access  to  any  part  of  the  engine  whilst  it  is  working,  as  the  wheels  and  the 
space  between  them  are  covered  over  by  the  splashers,  and  can  bo  readily  passed  over; 
this  is  very  useful,  as  the  working  parts  frequently  require  examining  and  replenish- 
ing with  oil  whilst  running.  The  friction  is  less  when  there  is  no  outside  frame,  as 
there  are  but  two  bearings  on  the  cranked  axle  instead  of  five ; hut  they  have  to 
be  the  full  size  of  the  axle,  as  they  are  inside  the  wheels,  which  much  increases  the 
friction  of  each,  and  renders  the  whole  but  little  less  than  in  the  other  plan  ; the  axle 
is  also  not  held  so  steadily  as  with  the  middle  inside  bearings. 

Whistle. — Z'  (Plates  LXXXIX.,  XC.,  and  XCI1.,)  is  a steam  whistle  used  for  the 
purpose  of  giving  warning  of  the  approach  of  the  engine  when  running ; the  con- 
struction of  it  is  shewn  to  one  quarter  size,  or  four  times  the  scale  of  the  engravings, 
in  figs.  45  and  46.  It  is  all  of  Fus.  rs.  Fio.  is. 

bbass,  and  the  foot.  A,  is  cast 
hollow,  with  a flancli,  73,  at  the 
bottom  to  bolt  it  upon  the  fire- 
box; it  has  a cock,  C,  placed  in 
it,  with  the  handle  D,  and  screw 
E,  to  keep  it  tight,  the  handle 
projecting  out  to  allow  firm  hold 
to  be  taken  of  it.  The  cup  F,  is 
fixed  upon  the  foot  A,  by  screw- 
ing the  piece  G,  upon  it,  and  both 
are  turned  truly  at  their  outer  edges, 
leaving  a very  narrow  passage,  / /, 
four  inches  diameter,  between  them  all  round.  The  piece  G is  hollow,  having 
holes,  H,  in  its  sides  ; and  a pillar,  K,  stands  upon  its  centre,  on  which  is  screwed 
the  bell  L L,  the  thin  edge  of  which  is  brought  just  over  the  opening  I,  and  half  an 
inch  above  it  When  the  cock  is  opened,  the  steam  enters  the  cup  F,  through 
the  holes  H,  and  rushes  out  at  the  narrow  slit  /,  striking  the  thin  edge  of  the  bell  L. 
in  a similar  manner  to  the  action  in  organ  pipes,  and  producing  an  exceedingly  shrill 
sound  ; some  holes,  M,  are  made  in  the  top  of  the  bell,  to  allow  the  steam  to  pass 
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freely  through,  which  improves  the  sound  considerably.  The  cock  is  required  to  be 
steadily  opened  to  adjust  the  quantity  of  steam,  so  as  to  produce  the  clearest  sound. 
The  steam  whistle  is  very  effective,  and  its  sound  can  bo  heard  at  a great  distance. 


THE  TENDER. 

The  tender  is  attached  behind  the  engine  and  close  to  it ; it  contains  a tank  of 
water  for  supplying  the  boiler,  and  has  a space  in  the  middle  filled  with  coke  for 
feeding  the  fire.  A side  elevation  of  it  is  shewn  in  Plate  LXXXIX.,  a longi- 
tudinal section  in  Plate  XC.,  and  a plan  in  Plate  XCIT. 

Fhaming. — The  side  frames,  A*  A’,  are  made  double,  with  diagonal  bracing  pieces 
inside  them,  and  are  connected  by  strong  pieces  at  the  ends.  The  floor  is  supported 
by  diagonal  and  cross  pieces,  dotted  in  tho  plan,  which  are  fixed  into  the  sides  and 
ends ; and  tho  joints  of  these  pieces  are  strengthened  by  iron  plates ; tho  plate  in  tho 
centre  is  shewn  at  x\  extending  along  each  of  them.  An  iron  bar,  B'  B",  is  fixed  upon 
tho  bottom  along  the  centre,  and  another  bar  bolted  to  it  underneath  at  the  front,  the 
two  projecting  beyond  the  front,  and  having  holes  in  their  ends  through  which  the  pin 
X ' is  passed  to  connect  the  socket  at  the  end  of  the  drawing  links  W'  of  the  engine. 
A chain  and  hook,  y“,  is  fixed  on  to  the  other  end  of  the  draw  bar  B“,  for  the 
purpose  of  attaching  the  train  of  carriages  ; in  this  end  of  tho  bar  a large  square 
socket  is  made,  and  is  fitted  upon  tho  middle  of  the  long  spring  O'.  D’  D”  are  the 
uffers  faced  with  leather  cushions,  and  fixed  upon  iron  spindles  which  pass  through 
holes  in  the  centre  of  two  blocks  of  wood,  z"  z",  that  are  bolted  upon  the  end  of  the 
frame ; and  the  spindles  have  sockets  in  the  outer  ends  in  which  the  ends  of  the 
spring  C”  rest,  and  when  tho  buffers  strike  against  those  of  another  carriage  they 
press  against  the  spring  C',  which  yields  and  reduces  tho  shock  of  the  collision. 

Wheels. — The  tender  runs  upon  four  wheels,  G'  G',  three  feet  diameter,  which 
turn  in  the  space  between  the  pieces  of  the  side  frames  ; they  are  raado  with  flanches, 
and  are  similar  to  the  small  wheels  of  the  engine.  The  wheels  are  keyed  upon 
the  axles,  which  are  Sj  inches  diameter,  and  turn  at  their  outer  extremities  in 
axle  boxes  similar  in  principle  to  those  of  tho  engine ; the  axle  guides  consist  only 
of  a single  plate,  each  three  quarters  of  an  inch  thick,  bolted  on  to  the  inside  of  the 
outer  pieces  of  the  frame,  and  the  axle  boxes  have  grooves  cast  in  their  sides,  into 
which  the  edges  of  the  axle  guides  are  fitted.  The  springs  II'  II"  are  fixed  down 
upon  the  top  of  the  axle  boxes  by  two  bolts  made  each  into  a large  eye  at  the  upper 
end,  which  fits  upon  the  spring,  and  the  ends  of  the  springs  rest  in  sockets  fixed  upon 
the  under  side  of  the  outer  piece  of  the  frame.  The  tenders  for  the  largest  engines 
are  often  placed  upon  six  wheels,  to  dimmish  the  weight  upon  each  wheel. 
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Tank. — I"  I"  is  the  water  tank,  made  of  wrought  iron  plates  one-eighth  of  an 
inch  thick,  riveted  together  and  joined  at  the  comers  by  angle  iron ; it  is 
of  a horse-shoe  shape,  9 feet  long,  G|  feet  wide,  and  2 J feet  deep.  It  is  sup- 
ported upon  the  side  and  end  frames  and  a cross  piece  in  the  middle,  and  is 

held  in  its  place  by  pieces  of  strong  angle  iron  fixed  on  to  the  frame  and 

standing  up  to  hold  the  front  and  back  ends.  The  top  of  the  tank  is  covered  with 
the  board  K",  having  sides  of  iron  plate  fixed  upon  it ; and  a raiser!  part,  N",  is  made 
at  the  back,  divided  into  three  portions,  covered  with  lids  on  hinges  ; the  middle  one 
containing  an  opening.  O',  into  the  tank,  twelve  inches  square,  surrounded  by  iron  plate 
brought  up  to  the  top,  for  the  purpose  of  supplying  the  tender  with  water.  The  other 
spaces  on  each  side  are  used  as  tool  boxes  for  holding  the  different  nrticles  that  are 
constantly  in  requisition  in  tho  engine.  A copper  pipe,  P",  is  fixed  underneath  each 
end  of  the  tank,  communicating  with  it,  and  passing  through  the  floor,  having 
a cock  in  it  to  close  the  pipe  when  disconnected  from  the  engine.  The  hose 

pipes  Q * Q',  that  are  attached  to  the  suction  pipes  K'  K',  for  the  feed  pumps  of 

the  engine,  are  connected  with  them  by  screwed  sockets  or  union  joints,  which  can 
be  readily  unfastened  when  the  tender  has  to  be  separated  from  the  engine.  The 
hose  pipes  arc  made  of  leather  or  Indian  rubber  cloth,  with  a spiral  spring  inside  to 
keep  them  open  like  the  suction  pipes  of  fire-engines ; a flexible  pipe  being  necessary 
to  allow  for  tho  variations  of  motion  between  the  engine  and  tender.  There  is  used 
sometimes,  instead  of  the  flexible  hose,  a metal  pipe  with  a double  ball  and  socket 
and  a sliding  joint,  to  allow  motion  in  every  direction  ; this  lias  the  advantage  of  not 
requiring  repairs  so  often  as  the  hose. 

Coke. — The  middle  space  of  the  tender,  R'R'R",  is  occupied  with  coke,  the  front 
end  being  made  level  with  the  fbot-lwmrd  of  the  engine,  and  n board,  S”,  fixed 
inclining  from  thence  down  to  the  floor,  for  the  convenience  of  taking  up  the  coke 
with  a shovel  to  throw  it  upon  the  fire ; the  lwttom  and  sides  are  covered  with 
sheet  iron. 

The  Brake  for  stopping  the  wheels  is  shewn  in  Plate  LXXXIX.,  and  consists  of 
two  wrought  iron  frames  hung  by  pins  from  the  side  frame  of  tho  tender,  and 
having  blocks  of  wood  fixed  on  to  them,  that  are  cut  to  fit  the  circumference  of 
the  wheels.  A flat  iron  wedge  fits  into  grooves  in  the  two  frames  and  is  con- 
tinued up  by  a rod  to  the  top  of  the  tender,  passing  through  a strong  iron  piece,  W, 
and  having  tho  double  handle  X"  screwed  upon  it.  By  screwing  down  the  handle 
the  wedge  is  drawn  gradually'  up,  and  the  two  brakes  are  separated  from 
each  other,  pressing  tho  wood  of  each  very  forcibly  against  the  wheels  until  they 
are  stopped,  if  necessary'.  This  brake  is  used  to  stop  the  engine  and  train  quickly', 
and  others  are  also  used  on  tho  wheels  of  some  of  the  carriages  in  the  train ; 
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the  brakes  are  of  many  different  constructions,  but  this  one  is  very  simple  and  con- 
venient and  has  great  power.  A step  and  a handle  are  fixed  on  to  the  tender 
on  each  side  for  the  convenience  of  getting  upon  it  or  upon  the  engine. 

The  tender  weighs,  when  empty,  tons,  and  about  7 tons  when  filled  with 
water  and  coke.  The  tank  holds  about  700  gallons  of  water,  and  the  quantity  of 
coke  that  is  carried  is  about  8 cwt ; these  are  sufficient  to  supply  the  engine  for  run- 
ning from  thirty  to  forty  miles,  according  to  the  load  taken ; but  the  tender  is  seldom 
run  farther  than  twenty  miles  without  being  refilled. 


The  power  of  a locomotive  engine  cannot  readily  be  estimated  in  the  same  manner 
as  that  of  other  engines,  by  taking  the  actual  force  upon  the  piston,  and  the  velocity 
of  its  motion  ; for  it  is  very  difficult  to  ascertain  the  effective  pressure  of  the  steam 
upon  the  piston,  in  consequence  of  its  differing  often  very  considerably  from  that  of 
the  steam  in  the  boiler,  and  because  of  the  large  amount  of  the  resistance  of  the 
waste  steam,  owing  to  the  great  velocity  with  which  the  piston  moves.  The 
power  is  also  different  at  different  velocities,  as  these  circumstances  vary  with  the 
velocity.  The  only  correct  means  therefore,  of  ascertaining  the  power  of  a loco- 
motive, is  by  deducing  it  from  the  work  that  it  is  capable  of  performing. 

This  engine  has  drawn  a load  up  an  inclined  plane  that  was  equivalent  to  220 
tons  gross  weight  upon  a level,  (including  engine  and  tender,)  at  a velocity  of  1 4 miles 
an  hour ; which  appeared  to  be  about  the  extent  of  the  power  of  the  engine  with 
the  steam  at  the  usual  pressure  of  50  lbs.  on  the  square  inch,  in  the  boiler.  The  force 
required  to  perform  this,  is  about  2050  lbs.  moving  at  that  velocity ; which  is  equal 
to  77  horse  power.  The  effective  pressure  on  the  piston,  or  the  actual  force  with 
which  it  was  propelled,  must  therefore  have  been  47 J lbs.  per  square  inch,  instead  of 
50  lbs.,  which  was  the  pressure  of  the  steam  in  the  boiler;  the  difference  being  the 
power  that  was  lost  by  the  resistance  of  the  waste  steam,  and  by  the  diminution  of 
the  pressure  of  the  steam,  in  consequence  of  the  throttling  or  wire  drawing  that  takes 
place  in  passing  through  the  ports  of  the  cylinders,  and  which  was  in  this  instance 
very  inconsiderable. 

The  horse  power  of  an  engine  is  less  when  drawing  a lighter  load  at  a greater  ve- 
locity, as  the  loss  of  power  from  the  throttling  and  the  waste  steam  is  then  increased ; 
and  it  would  cease  altogether  at  a certain  speed,  varying  according  to  the  proportions  of 
the  engine,  when  the  velocity  of  the  piston  became  as  great  as  that  with  which  the  steam 
can  enter  into  the  cylinder,  or  the  waste  steam  escape.  This  engine  has  drawn  40  tons 
at  35  miles  an  hour,  which  is  equivalent  to  40  horse  power ; in  which  case  the  cf- 
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fective  pressure  on  the  piston  must  have  been  only  10  lbs.  on  the  square  inch,  or 
but  one  fifth  of  that  of  the  steam  in  the  boiler.  This  shews  the  great  loss  of 
power  in  working  the  engine  so  quickly ; the  loss  at  1 4 miles  an  hour  having  been 
very  little.  This  loss  of  power  is  lessened  by  making  the  wheels  larger,  the  velo- 
city of  the  piston  being  by  that  means  diminished ; and  they  ore  consequently  made 
as  large  as  is  practicable. 

The  power  of  a locomotive  engine  is  limited  only  by  the  evaporating  power  of  the 
boiler,  or  the  number  of  cylinders’  full  of  steam  that  can  be  supplied  in  a given  time,  by 
which  the  velocity  of  the  piston  is  determined ; while  in  other  steam  engines  the  size 
of  the  cylinders  is  the  limit  to  the  power,  as  a sufficient  quantity  of  steam  to  supply 
them  can  be  readily  obtained  by  increasing  the  size  or  number  of  the  boilers,  which 
cannot  bo  done  in  a locomotive.  This  engine  is  capable  of  evaporating  77  cubic  feet 
of  water  per  hour,  or  eight  gallons  in  a minute ; and  the  large  amount  of  this  power 
causes  its  great  superiority  to  the  old  locomotives,  which  could  evaporate  only  about 
16  cubic  feet  per  hour. 

The  consumption  of  fuel  per  mile  for  every  ton  of  the  gross  load  is  about  a quarter 
of  a lb.,  and  that  of  the  water  is  rather  less  than  a quarter  of  a gallon : the  con- 
sumption increasing  to  nearly  one  half,  according  as  the  engine  is  less  fully  loaded, 
being  proportionally  greater  with  a light  load  ; the  consumption  of  water,  when 
working  with  a full  load,  is  a cubic  foot  per  hour  for  each  horse  power,  which  is 
also  the  usual  proportion  in  stationary  engines  although  they  condense  the  steam. 
About  8 lbs.  of  fuel  is  required  to  evaporate  a cubic  foot  of  water,  being  nearly 
the  same  as  in  stationary  engines ; but  in  the  old  locomotives  as  much  as  18  lbs. 
was  required,  in  consequence  of  their  having  so  small  a heating  surface,  which  was 
only  about  two  and  a half  square  feet  for  each  foot  of  water  evaporated  per  hour ; 
the  proportion  in  the  present  one  being  five  and  a half  square  feet,  and  in  stationary 
engines  as  much  as  eight. 

The  great  perfection  of  the  present  locomotives,  and  their  superiority  to  the  old 
ones,  is  caused  not  so  much  by  the  application  of  new  inventions  to  them,  as  by  the 
combination  of  many  former  ones,  and  the  uniting  together  several  plans  which,  sepa- 
rately, would  be  but  of  small  value.  Their  great  power  and  velocity,  for  example, 
eould  not  have  been  obtained  without  the  rapid  means  of  generating  steam  afforded 
by  the  use  of  the  tubes;  and  the  tubes  would  have  been  useless,  without  the 
powerful  draught  produced  by  the  blast,  which  increases  in  intensity  with  the 
velocity,  and  with  the  necessity  for  its  increased  action. 


Digitized  by  Google 


470 


EXPLANATION  OF  THE  PLATES. 


PLATE  XCI1I. 

This  plate  contains  drawings  of  the  Comet,  the  first  steam  boat  in  Europe,  con- 
structed by  Mr.  Henry  Bell,  of  Glasgow,  for  the  Clyde  Hiver.  To  some  of  our 
readers  the  following  circular  respecting  this  boat  may  be  interesting.  . 

*■  STEAM  PASSAGE  BOAT,  THF.  COMET,  BETWEEN  GLASGOW,  GREENOCK,  AND 
HELENSBURGH,  FOR  PASSENGERS  ONLY. 

“ The  subscriber  having,  at  much  expense,  fitted  up  a handsome  vessel  to  ply  upon 
the  river  Clyde,  between  Glasgow  and  Greenock,  to  sail  by  the  power  of  wind,  air, 
and  steam,  he  intends  that  the  vessel  shall  leave  the  Broomielaw  on  Tuesdays, 
Thursdays,  and  Saturdays,  about  mid-day,  or  at  such  hour  thereafter  as  may  answer 
from  the  state  of  the  tide;  and  to  leave  Greenock  on  Mondays,  Wednesdays,  and 
Fridays,  in  the  morning,  to  suit  the  tide. 

“ The  elegance,  comfort,  safety,  and  speed  of  this  vessel  require  only  to  be  proved, 
to  meet  the  approbation  of  the  public  ; and  the  proprietor  is  determined  to  do  every 
thing  in  his  power  to  merit  public  encouragement. 

“ The  terms  are,  for  the  present,  fixed  at  four  shillings  for  the  best  cabin,  and 
three  shillings  the  second ; but  beyond  these  rates,  nothing  is  to  be  allowed  to  ser- 
vants or  any  other  person  employed  about  the  vessel. 

“ The  subscriber  continues  his  establishment  at  Helensburgh  Baths,  the  same  as  for 
years  past,  and  a vessel  will  be  in  readiness  to  convey  passengers  in  the  Comet  from 
Greenock  to  Helensburgh. 

“ Passengers  by  the  Comet  will  receive  information  of  the  hours  of  sailing,  by  apply- 
ing at  Mr.  Housten's  office,  Broomielaw ; or  Mr.  Thomas  Blackney’s,  East  Quay 
Head,  Greenock. 

“ Helensburgh  Buths,  “ HENRY  BELL." 

••  Aug.  5, 1818." 


Mr.  Bell  presented  this  new  method  of  navigation  to  the  British  government  at 
three  different  times,  viz.,  in  1800,  1803,  and  1813,  when,  after  all  his  exertions,  it 
was  thought  to  be  of  no  utility  to  government.  After  it  was  denied  him  in  1803,  he 
thought  it  very  hard  that  such  a discovery  should  lie  dormant,  nnd  on  that  account 
he  sent  a description  of  the  method  of  applying  steam,  in  propelling  vessels  against 
wind  and  tide,  to  all  the  emperors  and  crowned  heads  in  Europe,  and  also  to 
America,  which  last  government  put  it  in  practice  in  the  year  1 800. 
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PLATE  XCIV. 

VIEW  OF  THE  PACHA'S  STEAM  VESSEL  OF  WAR,  THE  NILE,  AT  SEA, 

IN  THE  NILE. 

The  construction  of  this  vessel  is  shewn  in  Plates  CIV.  to  CVII.,  and  full  parti- 
culars respecting  her  will  be  found  in  the  description  of  those  plates. 


PLATES  XCV.  and  XCVI. 

THE  HONOURABLE  EAST  INDIA  COMPANY'S  STEAM  VESSEL  BERENICE. 

This  benutiful  vessel,  which  is  of  680  tons,  was  built  in  the  Clyde  by  Messrs. 
Wood;  and  her  engines,  230  horse  power,  were  manufactured  by  Mr.  Robert  Napier, 
of  Glasgow. 

From  the  log  of  her  voyage  from  Falmouth  to  Bombay  by  the  Cape  of  Good  Hope, 
performed  between  the  middlo  of  March  and  the  middle  of  June  1837,  the  results 
expressed  in  the  following  Table  have  been  derived  : — 
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The  boilers  are  three  in  number  and  of  copper ; they  are  blown  out  every  two 
hours.  There  is  no  gauge  on  the  steam-chest,  or  for  the  steam  ; and  there  are  nine 
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fires.  The  wheels,  which  are  of  the  common  kind,  are  about  22  or  23  feet  in  dia- 
meter, and  the  boards  9 feet  wide.  The  cylinder  is  56  inches,  and  the  stroke  5 feet 
6 inches. 

Plate  XCV.  presents  a view  of  the  vessel  at  sea,  off  Bombay ; and  Plate  XCVI. 
shews  the  sheer  draught,  lines  of  bottom,  dec. 


GENERAL  OBSERVATIONS  l’ PON  THE  CONSTRUCTION  OF  STEAMERS. 

The  construction  of  the  draught  should  be  made  with  very  strict  attention  to  the 
weight  of  the  hull,  fittings,  stores,  engines,  coals  and  cargo,  (if  required  to  take  goods.) 
reducing  as  much  as  possible  the  component  parts  of  the  hull,  and  giving  that  form 
which  is  best  adapted  for  velocity. 

It  should  be  particularly  considered,  as  stated  by  Sir  Robert  Seppings,  that  the 
strength  of  any  fabric  consists  in  the  disposition  of  the  materials,  (in  the  connection  and 
security  of  its  several  parts,)  and  that  “ the  strength  of  o vessel,  lei  its  construction  he  irhaf 
it  mat/,  can  never  exceed  that  of  its  weakest  part or  that  “ union  is  strength,"  i.  e. 
giving  the  required  strength  with  the  least  quantity  of  wood,  copper,  iron,  &c. ; 
keeping  every  part  of  the  fabric  as  tight  as  is  consistent  with  safety,  equal  to  contend 
with  the  violent  action  and  impulse  it  will  be  subject  to  at  sea.  The  fastenings 
recommended,  (and  which  have  been  so  extensively  introduced,)  are  those  laid 
down  in  “ The  New'  Principle  of  Ship  Building,"  by  Sir  Robert  Seppings ; a system  of 
trussing  and  diagonal  ties  of  iron.  (Vide  the  Philosophical  Transactions.) 

The  form  should  be,  in  midships,  nearly  a square  with  the  corners  rounded  off, 
or  “ a long,  flat  floor”  gradually  rising  to  an  acute  angle  at  the  extremes,  or  fore  and 
after  bodies,  similar  to  the  water  lines  or  horizontal  sections  of  those  renowned  and 
celebrated  schooners  of  America  called  “ Clippers."  The  dead  wood  or  extreme 
fineness  abaft  being  done  away,  as  shewn  in  the  following  diagram  : 


A,  The  water  or  horizontal  toad  line. 

D,  The  new'  line  of  keel,  the  dead  wood  shewn  by  the  shaded  part  to  be  done 
away  with. 

C,  The  old  line  of  keel. 
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D,  The  new  line  of  post,  with  the  rake  taken  out  and  brought  perpendicular  to  the 
new  line  of  keel,  B. 

E.  The  stem  to  have  a flare  or  flam  to  correspond  with  the  bow. 

To  prevent  rolling  as  much  as  possible  and  falling  to  leeward,  two  deep  bilge 
keels  to  be  fastened  to  the  bottom  plank,  with  bolts  clinched  on  the  inside.  (These 
keels  have  been  well  tested  in  certain  vessels  belonging  to  the  Honourable  East  India 
Company,  in  Bengal.) 

The  fore  and  after  bodies  of  the  American  schooners  (appliod  as  just  described) 
have  been  proved  to  be  tho  best  suited  for  velocity,  the  sharp  flaming  bow  dividing 
the  fluid  with  the  greatest  facility,  and  the  fineness  of  the  run  allowing  it  to  pass  to 
the  stern  with  the  utmost  rapidity. 

This  improved  form  is  obtained  by  giving  a great  proportion  of  length  to  breadth, 
which  has  been  so  successfully  adopted  in  the  construction  of  all  recently  con- 
structed steamers  (particularly  those  built  by  private  companies  or  individuals). 
It  is  recorded  in  the  translation  of  Chapman’s  celebrated  work  by  Dr.  Inman : 
“ Care  must  be  taken  to  shape  the  fore  and  after  bodies,  the  former  so  that  the 
fluid  may  be  cloven  with  facility,  and  at  the  same  time  the  displaced  fluid  dis- 
persed and  transmitted  towards  the  stem  with  as  much  caso  as  possible.”  Velocity 
in  steam  vessels  is,  therefore,  obtained  by  a light  draught  of  water,  and  keeping  the 
fore  and  after  bodies  sharp,  and  giving  the  least  proportion  of  length  to  breadth  with 
reference  to  the  required  stability,  viz.  for  sea-going  steamers,  six  times  tho  breadth 
for  the  length  at-  the  load  water  line  ; in  vessels  for  inland  or  river  navigation,  the 
length  has  been  carried  to  ten  times  tho  breadth  in  some  of  the  American  boats.  Vide 
Stephenson’s  late  work  on  American  Engineering, 


PLATE  XCV1I. 

DRAUGHT  OF  THE  FORBES  STEAMER,  CONSTRUCTED  AT  CALCUTTA, 

BY  ALEXANDER  HENDERSON,  ESQ.;  CHINESE  RIGGED. 

This  plate  presents  a sketch  of  the  masts  and  sails  of  the  steamer  Forbes,  as  fitted 
when  she  towed  a ship  of  380  tons  from  Bengal  to  China  against  the  monsoon  in  1830, 
with  the  fore-sail  and  main-sail ; the  plan  of  the  Chinese  sail  was  adopted  as  best  suited  to 
the  purposes  of  a steamer,  giving  the  greatest  spread  of  canvas,  with  the  least  weight 
of  mast  and  rigging ; the  stretchers  or  yards  in  the  body  of  the  sail,  by  dividing  the 
strain  on  the  mast,  are  useful  to  reduce  the  weight  aloft  and  require  little  rigging ; 

3 o 
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besides  facilitating  the  working  and  reefing  of  the  sail.  These  sails  act  best  sailing 
by  the  wind ; and  there  being  no  depot  of  coals  in  China,  to  return  to  Singapore 
with  a fair  wind,  a fourth  mast  was  fitted  in  an  iron  step  or  trunk  immediately  in 
front  of  the  boilers;  with  a square-sail,  top-sail  and  topgallant-sail,  with  their 
studding-sails.  While  steam  power  was  used,  this  mast  was  lowered  fore  and  aft, 
as  shewn  by  the  ticked  lines. 


PLATE  XCVIII. 

HERNE  BAY  STEAM  PACKET  RED  ROVER. 

The  engines,  two  60  horse  power,  are  by  Messrs.  Boulton  and  Watt,  and  the 
vessel  was  built  by  Messrs.  Fletcher,  Son,  and  Fearnall,  London ; launched  28th  March, 
1835,  for  the  Herne  Buy  Steam  Packet  Company. 


PRINCIPAL  DIMENSIONS  OF  THE  HULL. 

Ft.  In. 

Length  between  the  perpendiculars  . . . 154  0 

Breadth  to  the  outside  of  the  bottom  plank  ...  22  4 

Depth  at  shaft  from  top  of  floor  Umber  to  the  under  side 

of  deck  10  4 

Burthen  in  tons,  376?d  (builders'  measurement). 

This  vessel  was  constructed  for  the  conveyance  of  passengers  and  luggage  to  and 
from  London  to  Herne  Bay  with  the  greatest  possible  dispatch,  and  comparing  her 
displacement  and  power  with  other  similar  vessels,  was  and  continues  the  fastest 
running  out  of  the  Thames.  This  superiority  of  speed  was  chiefly  effected  by  a 
novel  mode  of  building,  a mode  combining  the  fourfold  advantages  of  increased 
buoyancy,  a more  uniform  diffusion  of  strength,  prevention  of  rot  by  exclusion  of 
surfaces,  and  affording  the  greatest  possible  facility  to  repairing. 

The  bottom,  or  that  part  of  it  on  which  the  engines  and  boiler  were  fixed,  was 
composed  of  stout  floor  timbers  going  from  bilge  to  bilge,  placed  close  together  and 
dowelled  and  bolted  to  each  other,  and  planked  externally  with  the  best  well 
seasoned  four-inch  Dantzie  deals,  fastened  in  the  usual  manner ; but  above,  before, 
and  abaft  this  part  of  the  bottom  so  wrought,  the  timbers  of  the  frame  used  in 
common  were  omitted,  and  the  plank  continued  of  the  same  thickness  to  the  top  of 
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the  sides,  having  the  edges  grooved  and  tongucd,  and  secured  to  each  other  by  J bolts 
driven  through  the  edges  in  a diagonal  direction  at  about  15  inches  apart ; in  addition 
to  which,  long  diagonal  iron  plates,  4 inches  broad  by  §ths  of  an  inch  thick,  placed  at 
an  angle  of  65°,  and  2 feet  6 inches  from  each  other,  were  worked  each  on  a 
Dantzic  fir  plank  2^  inches  thick  and  9 inches  broad,  the  whole  secured  by  a through 
bolt  in  each  outside  strake,  having  a screw  point  and  nut  setting  up  on  the  diagonal 
plate  inside  the  vessel. 

It  must  be  obvious  to  all  persons  acquainted  with  the  nature  of  shipbuilding,  that 
the  hull  of  a vessel  so  built  would  offer  the  greatest  advantages  to  the  caulking, 
requiring  but  half  the  usual  quantity  of  oakum,  and  that  stopped  from  being  driven 
through  the  seams  by  a strong  oak  tongue  bedded  in  white-lead  uniting  the  edges 
of  the  planks.  The  uniform  strength  of  the  entire  hull  has  very  far  exceeded  all 
expectation,  and  in  the  opinion  of  those  acquainted  with  its  nature  this  method  is 
admitted  to  be  superior  to  any  yet  practised. 


PLATE  XCIX. 

DIAMOND  COMPANY'S  STEAM  PACKET  RUBY. 

This  plate  represents  a drawing  of  the  Ruby  steamer,  which  belongs  to  the 
“ Diamond”  Company,  plying  between  London  and  Gravesend,  and  is  unquestionably 
the  fastest  boat  on  the  Thames.  YVe  do  not  make  this  assertion  upon  mere  hearsay, 
having  had  frequent  opportunities  of  satisfying  ourselves  of  the  fact.  It  would  be 
entering  too  much  into  detail  to  give  a statement  of  the  progressively  improving 
character  of  the  various  steam  boats  which  have  plied  between  London  and 
Gravesend  during  the  last  ten  years ; it  is  enough  for  our  present  purpose  to  state 
that  the  “Diamond”  and  “Star”  Companies  keep  up  an  establishment,  upon  an 
average,  of  a dozen  boats,  of  a very  superior  description,  every  tiling  connected  with 
their  appointments  lieing  upon  a most  liberal  scale.  The  vessels  belonging  to  the 
“ Diamond  ” Company  are,  the  Diamond,  Pearl,  Gem,  Brilliant,  Topaz,  and  Ruby  ; 
and  those  belonging  to  the  “Star”  Company  are  the  Mercury,  Star,  Comet,  Planet, 
and  Vesper,  one  of  the  boats,  Medway,  having  been  burnt  by  accident  during  the 
summer  of  1837.  Until  the  beginning  of  the  year  1837  (at  which  time  the  Ruby 
was  placed  on  the  station)  the  Star  was  considered  to  be  equal  in  speed  to  any  of 
the  above ; indeed  it  may  Iw  said  that  no  vessel  that  navigated  the  Thames  could 


Digitized  by  Google 


470  EXPLANATION  OF  THE  PLATES. 

equal  her,  except  perhaps  the  Diamond,  and  the  City  of  Canterbury,  (running  from 
London  to  Heme  Bay  and  Margate ;)  with  these  exceptions  it  is  admitted  that  in 
velocity  the  Star  was  unrivalled. 

Vessels  of  the  greatest  speed  will  always  command  a decided  preference ; hence 
it  is  to  the  interest  of  proprietors  to  apply  to  the  most  skilful  naval  architects 
and  engineers,  to  procure  vessels  which  shall  combine  speed  with  strength  and 
durability. 

The  Ruby  built  by  the  “ Diamond  ” Company,  at  Mr.  Wallis’s  ship  yard. 
Black  wall,  in  the  early  part  of  the  summer  of  the  year  1887,  possesses  the  above  es- 
sential qualities  in  an  eminent  degree,  which  has  induced  us  to  solicit  the  favour 
of  her  plans  for  publication. 

Mr.  0.  W.  Lang,  who  designed  the  Ruby,  has  obligingly  presented  us  with  the 
lines,  and  put  us  in  possession  of  many  particulars  respecting  her. 

Her  length  is  155  feet  between  the  perpendiculars ; 141  feet  9^  inches  on  the  keel 
for  tonnage ; breadth  for  tonnage  19  feet,  moulded  18  feet  5$  inches;  depth  in  hold  10 
feet  2 inches;  and  burthen  272  tons.  She  is  propelled  by  twro  engines  of  50  horse  power 
each,  made  by  Messrs.  Seaward  and  Company,  of  which  the  following  are  some  of  the 
most  important  particulars  : — diameter  of  cylinder  40  inches  ; length  of  stroke  3 feet  6 
inches  ; number  of  strokes  per  minute  30  ; diameter  of  paddle  wheel  1 7 feet  6 inches ; 
length  of  paddle  board  9 feet  2 inches,  and  depth  1 5 inches ; dip  or  immersion  1 5 
inches.  The  practical  construction  of  the  vessel  is  upon  a principle  recommended 
by  Mr.  0.  W.  Lang,  and  invented  many  years  since  by  Mr.  Johns,  a clever  practical 
officer  of  Plymouth  Dock-yard.  It  consists  of  an  outer  surface  of  plank,  placed 
horizontally  in  the  usual  manner,  but  of  an  inch  and  a quarter  only  in  thickness,  the 
timbers  being  substituted  by  two  other  thickncssos  of  plank,  laid  diagonally  to  the 
keel,  but  at  right  angles  to  each  other,  with  felt  introduced  between  the  layers,  the 
whole  three  being  fastened  together  by  nailing,  in  the  same  .planner  as  a clench  work 
boat.  Vessels  built  in  this  manner  have  been  found  to  be  far  less  expensive  (at  least 
20  per  cent.)  than  vessels  built  in  the  usual  way ; they  also  possess  greater  strength, 
and  judging  from  the  trials  that  have  been  made  of  ships*  launches  and  other  large 
boats  for  the  Navy  •,  for  several  years  past,  there  can  be  no  doubt  of  their  durability. 
The  comparative  lightness  of  vessels  built  in  this  manner  is  also  a great  recommenda- 
tion. The  Ruby,  when  launched,  was  found  to  displace  only  65  tons  of  water.  Her 
draught,  with  her  engines  and  fuel  on  board,  complete  in  all  respects,  was  only  4 feet 
8 inches  abaft,  and  4 feet  1 inch  forward ; her  displacement  170  tons,  and  the  area 

• The  boats  built  for  the  Nary  are  only  of  tmo  thicknesses,  the  outer  (fore  and  aft)  planking  being 
deemed  unnecessary.  They  are  welt  known  as  Mr.  Johns’  double  bottomed  diagonal  built  boats,  and 
are  held  in  high  estimation. 


Digitized  by  Google 


EXPLANATION  OF  THE  PLATES. 


477 


of  her  midship  section  63.2  feet ; under  these  circumstances  her  speed  through  the 
water  lias  been  ascertained  by  careful  trials  to  be  13.5  miles  per  hour,  no  other 
vessel  having  yet  exceeded  the  rate  of  12.7. 


PLATES  C.  to  CIII. 

DESCRIPTION  OF  HER  MAJESTY’S  STEAM  VESSEL  OF  WAR  MEDEA.  CON- 
STRUCTED AND  BUILT  BY  OLIVER  LANG,  ESQ.,  MASTER  SHIPWRIGHT. 
ROYAL  DOCK  YARD  WOOLWICH 

Shewing  the  mode  of  putting  her  frame  together  so  as  to  obtain  and  produce  the 
greatest  combination  of  strength  in  connecting  the  various  parts  of  the  ship,  and  dis- 
tributing the  fastenings  equally  throughout  the  fabric. 

. „ f afore 

Draught  of  water  

Displacement  in  tons  ...... 

Area  of  midship  section  ...... 

The  keel  was  made  secure  on  his  principle  of  the 
solid  one,  fitted  to  the  floor  timbers  in  midships,  and  to  the  deadwood  afore  and 
abaft,  with  dowels  on  the  upper  or  faying  part,  connecting  tho  floors,  deadwood  and 
keel  together ; the  under  side  of  the  keel  projecting  a few  inches  only  beyond  the 
bottom,  protected  by  a longitudinal  piece  of  timber,  fitted  all  fore  and  aft  on  each  side, 
substituting  the  chocks  usually  brought  on  the  heels  of  the  timbers,  to  fashion  them 
at  that  place,  and  of  sufficient  size  not  only  to  make  good  the  said  chocks,  but  like- 
wise the  plank  of  the  bottom  (commonly  called  the  garboard)  in  one  solid  substance ; 
those  pieces  are  placed  one  on  each  side  of  the  inner  keel,  with  felt  between  the 
faying  surfaces,  dowelled  and  connected  together  by  bolts,  driven  athwnrtships 
through  all  and  clenched  on  a ring  at  the  outer  sides  of  the  longitudinal  pieces,  and 
likewise  in  an  up  and  down  direction,  through  the  frame  timbers,  similarly  clenched ; 
the  inner  or  solid  keel  as  before  described,  is  previously  dowelled  and  bolted  in  a ver- 
tical direction  through  the  floors,  deadwood  and  keelson,  in  addition  to  those  lon- 
gitudinal pieces  or  side  keels,  the  ends  of  the  bolts  being  well  clenched  on  rings,  thus 


LigliU 

IVep. 

Feet-  In. 

In. 

7 0 

13  10 

9 1 

14  6 

50281 

1230 

168-84 

354 

“ safety  keels the  inner  or 


Digitized  by  Google 


478 


EXPLANATION  OF  THE  PLATES. 


making  the  base  of  the  fabric  perfectly  secure  and  strengthening  the  most  important 
part  of  the  ship.  Vide  section,  Plate  CII. 

The  timbers  composing  the  frame  of  the  lower  part  of  the  ship,  are  strengthened 
by  solid  fillings  caulked  and  made  water-tight  from  the  keel  to  about  four  feet  above 
the  turn  of  the  bilge,  so  that  if  the  vessel  should  by  accident  at  any  time  take  the 
ground,  and  disturb  the  outer  or  false  keel  with  such  part  of  the  plunking  on  the 
lower  part  of  the  bottom  os  might  by  any  possibility  come  in  contact  with  the  rocks, 
yet  she  would  bo  perfectly  safe,  as  the  inner  or  solid  keel  could  not  be  removed  but 
only  ground  away  in  such  places  as  bore  against  the  shore,  it  being  firmly  attached 
to  the  fabric. 

The  lower  part  of  the  stem  post  (vide  Plate  C.)  is  united  to  the  after  end  of  the 
solid  keel,  by  a knee  piece  scarphed  and  grooved  at  the  after  end,  and  scarphed  and 
dowelled  at  the  fore  end,  bolted  through  and  securely  clenched  on  a ring  at  the  end 
of  each  bolt,  instead  of  the  old  method,  a mortice  and  tenon,  as  generally  adopted  by 
shipbuilders  in  this  and  all  other  countries,  which  insufficient  mode  has  caused  the 
loss  of  many  vessels.  The  lower  piece  of  stem  is  scarphed  to  the  foremost  piece  of 
keel  horizontally,  and  not  with  a vertical  or  side  scarph  in  a square  boxing, — that 
dangerous  system  so  long  practised  in  vessels  of  all  descriptions, — but  on  the  con- 
trary, forming  no  projecting  butt,  to  the  fore  end  of  the  keel ; should  the  gripe  bo  car- 
ried away  by  the  ship  striking  the  rocks,  the  remaining  surface  of  the  keel  and  bottom 
would  offer  no  resistance  to  the  cable  after  such  an  accident,  but  would  retain  a 
similar  shape  to  the  original  form  of  the  ship  when  in  its  perfect  state. 

The  whole  frame  is  connected  together  by  iron  braces  on  the  inside,  placed  in  a 
diagonal  direction,  let  into  the  timbers  about  half  their  thickness,  and  having  one  holt 
passing  through  every  timber  for  their  security,  and  a wood  trussing  of  four-inch 
plank  in  the  opposite  direction,  to  prevent  the  hull  of  the  vessel  from  hogging  or 
altering  her  form ; between  the  wood  trussing,  the  timbers  ore  covered  by  board  of 
one  inch  and  a half  thick,  secured  at  the  ends  on  a cant  two  inches  square,  so  that 
the  board  may  bear  only  on  the  cants,  and  allow  a current  of  air  to  pass  throughout 
the  ship. 

The  upper  deck  beams  are  secured  to  a shelf  or  thick  clamp,  which  exteuds  all 
fore  and  aft  on  both  sides  of  the  ship  and  embraces  every  timber ; the  beams  are 
dowelled  and  bolted  to  the  said  clamp,  their  ends  extending  without  over  the  top- 
side to  connect  the  sponcing,  being  scored  and  let  into  the  sponcing  timbers,  dovetailed, 
and  bolted  in  a fore  and  aft  direction ; a thick  struke  is  then  worked  on  the  outside 
on  the  ends  of  the  beams  against  the  timbers  forming  a sheer  strake,  scored  half  way 
between  the  said  timliers  to  meet  the  tliick  water-way,  which  is  scored  in  like  man- 
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ner  to  meet  the  sheer  stroke  from  inside ; felt  is  placed  between  the  joint  vertically, 
the  whole  bolted  together  with  bolts  driven  horizontally  and  well  clenched  on  a ring 
at  each  end  ; the  under  side  of  the  water-way  is  scored  dovetail  about  one  inch  and  a 
half  over  the  beam ; on  the  upper  part  of  the  sheer  stroke  and  water-way,  felt  is  laid, 
and  on  that  a plan  sheer  or  gunwale  placed,  which  is  bolted  through  the  water-way 
and  plan  sheer  in  a vertical  direction  and  clenched  with  a ring  on  each  end  of  the 
bolt  to  keep  it  down  and  make  it  firm.  The  sponcing.timbers  run  up  to  the  rough 
tree  rail,  their  heels  stopping  on  a thick  strake  worked  in  the  side  of  the  vessel 
and  well  bolted,  forming  a rabbet  which  receives  the  planking,  making  a secure 
artificial  topside  in  addition  to  the  common  topside  of  the  ship.  Vide  section, 
Plate  CIL 

The  engine  bearers  are  dowelled  and  bolted  firmly  through  the  bottom,  scored  on 
the  undor  part  to  receive  the  nuts  for  securing  the  hold  down  bolts  which  prevent 
their  passing  through  the  outside  plank  and  creating  danger. 

Plate  Cl.  shews  the  plans  of  the  upper  and  lower  decks,  under  which  there  is  a 
fore  and  after  platform,  exclusive  of  her  store-rooms  and  magazine  ; on  these  platforms 
there  is  provision  made  for  berthing  in  hammocks  145  men  in  addition  to  her  ship’s 
company,  which  are  berthed  in  like  manner  on  the  lower  deck,  the  fore  side  of  the 
engine-room ; on  the  aft  side  the  officers’  cabins  arc  shewn ; the  planks  of  the  lower 
decks,  both  afore  and  abaft,  are  laid  athwartships,  rabbeted  into  the  sides  of  the 
beams,  which  are  considerably  less  in  number  than  if  the  deck  were  laid  in  a fore 
and  aft  direction  on  beams  as  usually  done ; the  beams  are  secured  to  the  side  by  iron 
knees. 

The  upper  deck  is  laid  in  a fore  and  aft  direction  on  substantial  beams,  made  par- 
ticularly strong  on  the  fore  and  aft  parts  with  carlings  well  pillared  under  the  deck 
in  wake  of  the  great  guns,  which  are  lx>th  of  ten  inches  calibre,  and  worked  on  a 
carriage  and  slide  with  pivots,  which  admits  of  their  being  turned  in  any  direction 
that  mny  I*  required;  the  bulwarks  above  the  plan  sheer  are  light,  the  fore  and  uft 
parts  fitted  to  drop  in  several  pieces  by  iron  stanchions,  forming  a hinge,  so  that  the 
whole  or  any  part  required  can  be  let  down  clear  to  admit  of  the  guns  being 
run  well  out,  that  their  muzzles  may  not  interfere  with  the  side  of  the  ship  when 
firing. 

Her  tiller  is  under  the  upper  deck  that  it  may  not  obstruct  the  working  of  the  guns; 
an  iron  plate  is  attached  to  the  head  of  the  rudder,  with  three  holes,  one  in  the  centre 
and  one  on  each  quarter ; an  iron  plate  is  fitted  on  the  head  of  the  stem-post,  and 
when  the  rudder  is  required  to  lie  secured  in  midships,  a pin  is  dropped  into  the 
centre  hole  of  the  plate  on  the  rudder,  which  passing  through  this  and  the  plate  on 
the  post,  fixes  the  rudder  immediately  in  midships ; the  same  may  be  done  by  re- 
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moving  the  pin  to  one  of  the  other  holes,  when  the  rudder  may  be  placed  on  the 
quarter  on  either  side  if  at  any  time  it  may  be  required  to  lay  the  ship  to,  to  shift 
the  tiller,  or  to  reeve  new  ropes  to  the  wheel.  Tho  heel  of  the  mainmast  is  fitted 
in  an  iron  crutch  with  a strong  pillar,  in  order  to  bring  the  mast  nearer  its  proper 
position  for  sailing,  which  otherwise  would  be  prevented  by  the  boilers. 

In  corroboration  of  the  foregoing  facts  we  shall  here  state  a most  extraordinary 
circumstance.  Her  Majesty’s  frigate,  the  Pique,  of  thirty -six  guns,  built  with  Mr. 
Lang’s  safety  keels,  had  the  misfortune  to  run  on  the  rocks  near  the  strait  of  Belle 
Isle,  on  the  22d  of  September,  1835,  and  tore  off  her  false,  and  likewise  her  outer 
main  keel  all  the  way  fore  and  aft,  and  ground  away,  in  four  different  places,  the 
inner  or  solid  keel,  and  the  longitudinal  pieces  at  those  parts  forming  the  garboard 
connected  thereto,  which  being  so  firmly  attached  to  the  ship  bore  the  violent  fric- 
tion of  such  ponderous  weight,  tho  frigate  with  her  guns,  stores,  Ate.,  in  contact 
with  tho  rocks  without  being  displaced,  and  the  vessel  was  got  off,  preserved  from 
shipwreck,  and  brought  to  England  in  safety,  although  encountering  very  severe 
gales  of  wind  on  her  passage.  Several  instances  have  occurred  of  other  ships  fitted 
with  the  safety  keels  getting  off  the  rocks  without  admitting  any  water.  We  shall 
now  mention  two  cases,  not  only  to  prove  the  safety  of  vessels  fitted  with  the  keels  in 
question,  but  to  shew  the  strength  of  the  fabric  of  ships  built  like  the  Medea ; those 
alluded  to  are  the  Lightning  and  Flamer  steamers,  constructed  by  Mr.  Lang,  and 
built  under  his  superintendence.  The  former  vessel,  the  Lightning,  on  her  first  pro- 
ceeding to  sea,  ran  ashore  a little  below  Shcemess,  on  the  Spaniard  shoal,  fell  over 
on  her  side  where  she  lay  dry  at  low  water ; she  floated  again  at  high  water,  and  it 
was  found  she  had  sustained  no  damage.  As  she  was  entering  Dover  harbour,  soon 
after,  she  ran  full  speed  against  the  pier  and  struck  her  fore-foot  or  gripe,  knocking  it 
over  on  one  side,  but  made  no  water ; on  being  docked  at  Portsmouth  after  this,  her 
gripe  was  replaced  and  no  other  injury  appeared.  The  next  important  occurrence 
happened  when  at  Jersey:  being  aground  alongside  the  pier,  and  a rope  made  fast  to 
her  mast-head,  secured  to  the  shore  to  keep  her  upright,  the  water  having  left  her 
dry  above  one  hundred  and  fifty  feet,  the  rope  broke  and  she  fell  violently  down  on 
her  side ; this  shock  was  severely  felt  in  the  engine-room,  but  she  sustained  no  injury 
in  the  hull  nor  machinery  by  the  fall ; at  high  water  she  righted  again  and  sailed 
across  the  Channel  to  the  Downs,  where  she  was  run  into,  just  abaft  the  starboard 
paddle-box,  by  a loaded  collier,  which  did  the  Lightning  but  little  harm  in  her  top- 
side and  sponcing,  but  the  collier,  by  the  concussion,  stove  in  her  bows,  ran  on  shore 
to  save  her  from  sinking,  and  became  a wreck. 

In  the  heavy  gale  of  wind  in  February,  1883,  the  Lightning  was  in  the  Irish 
Channel  on  her  way  to  Dublin,  with  the  Erin,  a large  steam  vessel,  when  the  latter 


Digitized  by  Google 


EXPLANATION  OF  THE  PLATES. 


481 


foundered  in  the  gale,  and  the  Lightning  had  the  misfortune  to  run  on  shore,  but  was 
got  off  witli  tho  loss  of  part  of  her  keel  and  gripe ; notwithstanding,  she  made  the 
voyage  in  safety,  continued  at  sea  for  two  months  after  the  accident,  and  did  not 
leak  in  any  port,  was  taken  into  dock,  her  keels  and  gripe  replaced,  and  damages 
made  good. 

In  tho  month  of  December  following  the  Lightning  sailed  from  Falmouth  on  the 
same  day  as  her  Majesty’s  steamer  Columbia ; in  the  course  of  the  day  she  passed 
her,  the  wind  blew  very  hard  and  increased  to  one  of  tho  most  tempestuous  gales 
that  had  been  known  for  several  seasons;  so  severe  was  the  wind  that  the  Columbia 
was  obliged  to  put  back,  and  from  the  situation  in  which  she  left  the  Lightning, 
considered  the  latter  had  foundered ; but  the  Lightning  proceeded  on  till  she  arrived 
at  Corunna,  and  from  thence  to  Lisbon.  On  her  way  to  the  latter  place,  when 
about  forty  miles  distant  from  it,  she  discovered  a vessel  in  distress  under  the  rock 
firing  guns,  being  on  a lee  shore ; the  Lightning  immediately  went  to  her  assistance, 
and  found  her  to  be  II.  M.  brig  Plover,  of  ten  guns,  which  had  sailed  from  Fal- 
mouth eight  days  before  the  Lightning  ; she  towed  her  oft'  from  the  land,  and  leaving 
her  with  a good  offing  continued  on  for  Lisbon,  there  delivered  her  dispatches  to  the 
admiral,  and  returning  to  the  Plover,  again  took  her  in  tow  and  conducted  her 
safely  into  port. 

In  October,  1834,  the  Lightning  ran  over  the  Coal  Rock,  near  Elsinore,  going 
between  eight  and  nine  knots ; this  had  about  a foot  less  water  over  it  than  her 
draught,  but  she  was  brought  up  against  and  hung  by  the  middle  upon  another 
rock,  where  she  remained  ten  hours,  dropping  and  rising  head  and  stern  succes- 
sively. The  consequence  was  that  her  gripe,  part  of  the  fore  piece  of  keel,  and 
midship  piece,  by  which  she  was  hung  on  the  rocks,  were  carried  away,  the  whole 
of  her  keel  all  fore  and  aft  about  two  or  three  inches  from  the  under  side  against  the 
rocks ; after  getting  off  in  this  injured  state,  she  experienced  a heavy  gale  of  wind, 
which  lasted  four  days,  and  from  which  she  sought  shelter  at  Heligoland,  but  there 
she  parted  both  her  cables  and  was  driven  to  sea ; although  the  sea  was  running 
as  high  as  her  funnel,  she  shipped  nothing  but  spray ; at  the  same  time  the  Superb, 
a common  built  stesuner,  was  lost.  It  was  observed  by  those  on  board  the  Light- 
ning, that  while  on  the  rocks  and  in  the  gale  she  did  not  work  or  strain  in  any 
part ; not  a seam  or  a butt  opened,  nor  was  even  the  pitch  broken  in  any  place ; no 
sign  whatever  of  altering  her  form  but  remained  perfectly  tight.  On  repairing  the 
keel  it  was  found,  on  removing  the  damaged  part,  that  it  was  quite  dry  within, 
and  no  water  had  penetrated  into  the  hull  of  the  vessel ; the  calking  of  the  seams 
and  wood  ends,  notwithstanding  the  heavy  shock  in  dislodging  the  gripe  and  keel, 
was  hard  and  sound  and  not  started  in  the  least,  thus  proving  the  strength  of  the 
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fabric ; since  which  she  has  been  on  shore  on  the  coast  of  Spain,  while  employed 
on  that  service  in  January  1837,  rubbod  off  the  copper  from  her  keel,  and  in  Fe- 
bruary 1838,  at  Holyhead,  she  had  the  misfortune  to  run  on  the  rocks,  and  struck  off 
her  gripe  and  foremost  piece  of  keel,  immediately  after  which  she  encountered  a very 
severe  gale  of  wind  for  three  days,  and  did  not  strain  or  leak  in  the  smallest  degree. 
This  vessel  hns  also  performed  many  difficult  voyages  in  various  parts  of  the  world, 
viz.,  Mediterranean,  Spain,  Portugal,  France,  Holland,  Denmark,  Sweden,  Russia, 
Scotland,  Ireland,  &c.,  and  experienced  very  bad  weather.  She  was  at  the  battle 
of  Algiers,  and  was  very  useful  in  towing  and  placing  tho  ships  in  order  of  battle, 
and  towing  from  under  the  batteries  such  vessels  as  drifted  within  the  reach  of  the 
enemy’s  guns. 

The  Flamer  wont  on  shore  on  tho  rocks  at  Zante  in  the  Mediterranean,  going 
nino  knots,  and  ran  up  two  feet  less  than  her  draught  of  water ; she  remained  on 
shore  twenty-two  hours,  carried  away  her  fore  piece  of  keel  and  gripe,  tore  off  the 
copper  from  her  bilge,  and  injured  the  plank  of  her  bottom ; she  was  lightened  and 
got  off,  came  to  England  safely ; previously  she  was  run  into  by  a S[«nish  ship  just 
abaft  the  paddle  box,  which  stove  in  the  sponcing  at  that  place  without  affecting 
the  Flamer  in  any  other  part ; the  Spaniard  received  much  damage  in  running 
foul,  and  on  getting  clear  left  the  knee  of  her  head  behind,  which  was  broken  off  in 
the  Flamer  and  brought  home.  When  taken  into  dock  about  six  weeks  after,  the 
calking  was  found  hard  and  sound,  even  close  to  those  parts  of  the  keel  that  were 
carried  away,  and  the  ship  shewed  no  appearance  of  straining,  or  having  suffered 
in  her  fabric  by  the  violenco  of  the  blows  she  sustained  in  running  on  shore,  or  by 
being  struck  by  the  Spaniard.  On  this  principle  of  strength  Mr.  Lang  commenced 
the  construction  of  sea-going  steamers,  having  designed  and  built  the  first  for  sea 
service,  an  experiment  at  that  time  considered  impracticable. 

The  steam  vessels  he  has  constructed  for  hor  Majesty’s  service  are  the  Comet, 
337  tons,  engines  80  horse  power,  for  towing  mcn-of-war  from  one  port  to  another ; 
Advice  (late  Vixen),  185  tous,  engines  80  horse  power,  for  the  Post  Office  service 
between  Holyhead  nnd  Dublin;  Lightning  and  Meteor,  296  tons  each,  engines  100 
horse  power,  for  towing  ships  and  any  sea  service  required;  Pluto,  865  tons,  100 
horse  power,  for  the  suppression  of  the  pirates  on  the  Bahama  Banks,  armed  with 
two  long  eighteen  pounder  guns,  one  afore  and  one  abaft,  on  a carriage  nnd  slide  to 
traverse  on  a sweep;  Flamer,  492  tons,  120  horse  power;  Firebrand,  492  tons, 
engines  120  horse  power,  Mediterranean  packets ; the  Firebrand  has  since  become 
the  Admiralty  yacht ; Medea,  843  tons,  engines  220  horse  power,  war  steamer ; 
Firefly,  549  tons,  engines  140  horse  power,  and  Spitfire,  553  tons,  engines  140 
horse  power,  Mediterranean  packets ; and  Ionia,  263  tons,  engines  90  horse  power. 
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packet  for  the  Ionian  Islands ; all  which  are  built  on  the  samo  mode  of  security  as 
the  Medea,  and  liave  proved  to  bo  excellent  sea  boats,  possessing  speed,  ease,  and 
comfort  combined  with  superior  strength  of  fabric. 


PLATES  CIV.  to  CVII. 

CONSTRUCTION  OF  THE  NILE  STEAM  SHIP,  BUILT  FOR  THE 
BASHAW  OF  EGYPT. 

That  steam  vessels  will  become  of  more  and  more  importance,  as  well  in  a 
commercial  point  of  view  as  in  warfare,  is  a point  now  generally  admitted ; and 
though  they  may  never  entirely  supersede  the  vessel  impelled  with  sails,  it  is  likely 
they  will  ultimately  be  employed  in  all  services  for  which  sailing  vessels  ore  now 
used— except  that  of  the  service  for  which  ships  of  the  line  tire  employed.  In 
carrying  on  experiments  for  the  general  improvement  of  steam  navigation,  there 
must  necessarily  be  failures  J but  the  advantages  and  particular  interest  the  intro- 
duction of  an  extensive  steam  navigation  involves,  must  ultimately  engage  the 
energies  of  every  nation  at  all  interested  in  maritime  pursuits,  and  desirous  of  the 
benefits  that  an  extensive  application  offers. 

The  use  that  these  vessels  are  found  to  be  in  towing  ships  in  and  out  of  harbours, 
and  carrying  mails,  is  now  evident ; and  the  advantages  proposed  by  them  in 
warfare  are  too  great  to  suffer  the  neglect  of  any  experiment  that  may  bear  any 
evidence  of  improvement-  With  a proper  rig,  they  may  be  rendered  effective  for 
almost  every  purpose  for  which  sailing  vessels  are  employed ; while  their  dis- 
advantages on  comparison  are  small.  The  liability  of  their  machinery  to  be 
destroyed  by  shot,  and  the  space  and  weight  of  machinery  required  for  impelling 
the  vessel,  are  the  greatest  objections  that  can  be  urged  against  them  : — and  may 
be  particular  objects  for  the  attention  of  engineers. 

In  the  construction  of  the  Nile  these  were  subjects  particularly  attended  to. 
without  speculating  beyond  what  was  warranted  by  experiment : to  reduce  the 
consumption  of  fuel  by  her  engines,  bad  conductors  of  heat  were  placed  over  her 
boilers,  &e.,  such  as  felt  and  cement ; and  from  their  construction  and  position,  a 
greater  space  than  common  was  obtained  for  the  coals.  To  ensure,  as  far  as 
possible,  the  protection  of  the  engines  in  the  event  of  her  being  engaged  in  warfare. 
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wings  wore  formed  on  both  sides  that  might  be  filled  with  such  light  substances  as 
would  resist  shots  when  required — as  cork,  bags  of  flax,  4cc.,  or  if  required,  the 
seamen  and  soldiers’  beds.  With  the  protection  that  may  thus  be  afforded,  the 
Nile  could  be  rendered  quite  as  efficient  in  every  respect  as  a sailing  vessel ; for 
with  the  security  thus  obtained,  the  only  parts  unprotected  would  be  the  paddle 
wheels  and  chimney,  which  probably  would  not  offer  more  exposure  to  shot  than 
the  masts  and  yards  of  sailing  vessels : while  with  the  [raddles  and  chimney  in- 
jured, the  Nile  lias  still  her  masts  and  yards,  which  are  equal  for  the  performance 
of  a voyage.  This  was  clearly  proved  on  her  taking  troops  from  Syria  to  Alex- 
andria;— when  from  the  number  of  troops  on  board,  and  delays  occasioned  by 
them,  the  fuel  was  exhausted,  and  the  only  resource  left  was  her  sails. 

This  vessel  was  rigged  with  three  masts  as  a brigantine  or  ketch  forwards,  and 
two  masts  as  a schooner  abaft,  as  may  be  seen  by  reference  to  Plate  XC1 V. ; added 
to  which,  when  not  steaming,  several  large  staysails  were  set  flying  from  the  main  to 
the  foremast,  so  that  she  could  be  impelled  in  strong  winds,  when  close  hauled, 
from  eight  to  nine  knots,  and  off  the  wind,  from  ten  to  eleven  knots.  When 
steaming  head  to  wind,  the  yards  could  be  lowered  one  on  the  other  pointed  to  the 
wind,  as  low  as  that  when  the  foremost  gun  was  required  to  be  fired,  the  explosion 
would  not  affect  them ; and  the  topmast  was  then  lowered  to  the  deck,  being  of  a 
length,  that  when  struck,  it  could  be  lashed  between  the  trestle-trees,  on  the  fore 
side  of  the  foremast,  so  that  her  mast  and  yards  did  not  oppose  any  great  resist- 
ance when  steaming  head  to  wind. 
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NILE  STEAM  SHIP. 


DIMENSIONS  OP  SAILS. 


DIMENSIONS  OP  MASTS  AND  YARDS. 


1 t i 


1 Ilf 


i__  Fu  In.  Ft  In.  Ft. 

P»> 36  (|  .. 

[Second  jib * 30  0 .. 

Fore  staysail 38  0 .. 

Fore  course 68  OCB  0 40 

Fore  topsail 3H  0 60  0 37 

Fore  top  gallant  sail...  20  0 30  0 10 

Fore  top  gaff  sail 30  0 18  0 . 

Main  gaH  sail 34  0|43  it  . 

Main  gaff  topsail 13  038  0 . 

Mizen  gaff  sail 27  V44  0 . 

Mizen  gaff  topsail 10  0 20  0 . 


In.  Ft.  In 

..  m o 
. 48  0 
..  30  0 
0 44  0 
0 37  0 
021  0 
. 04  O 
,.  73  0 
. 41  0 
54  0 
. 32  0 


Ft.  In. 

84  ft 
00  0 
33  0 


38  0 
63  ft 
68  0 
10  0 
40  ft 


AREAS  OF  SAILS. 


jJib . 

(Second  jib 

|Fore  staysail 

Fore  course 

Fore  topsail..... 

Fore  top  gallant  sail...... 

Fore  top  gaff  sail m_ 

Maing.flTs.il [ 2303-62 

Main  gaff  topsail  I 1107*2 

Mizen  gtffuil | 1617-2 

Mizen  gaff  topsail | 040-32 


1030-8 
7200 
003-0 
2600-24 
1823-58 
084-80 
2130  72 


Main  topmast 

Headed, 

.Hounded! 

Pole; 

Head 

Fore  top  gallant  mast  to  do 

•Sky  sail 

Mizen  topmast 

Bowsprit 

Head 

.Hounded 

Pule 

1 

I 

iFore  vard 1 

1 

Arrnsj 

Fore  top  gallant  yard.... 

Aram 

Arms 

Afim| 

Arms 

Without  the  cleats 

Main  gaff.... 
Mizen  gaff.... 
Mizen  boom .. 


Fore  storm  gaff.. 
Main  storm  gaff... 
Mizen  storm  gaff.. 


Without  the  cleats 
Without  the  cleats 
Without  the  cleats 


F«t. 

84 

14 

62 

10 

70 

14 

40 
10 
8 

80 

10 

3a 

7 

10 

41 

80 

2 

80 

7 

08 

00 

1 

38 

1 

19 

2 

37 

2 

32 

4 

47 


In.  Iiurhv*.  j 

O , 24 
0 ! 

I3J 


ft 
0 
0 
0 
0 
0 
0 
0 
0 
0 

o ; 

0 20 
0 10 
0 15£ 

0 
0 
ft 
0 
6 
ft 
0 
0 
0 

0 10 
6 


21 


23 1 
14 

I8| 

7* 


10J 

«l 

n 


OJ 
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MOMENTS  OF  SAILS. 


la  irlMion  to  the  hod  »nrr  lia*. 

la  rcisiioa  to  a Mvtwm  p«ulnj(  through  the 
middle  n t tlu  wrier  liar. 

SPECIES  OF  SAILS. 

Anas. 

Hetghl  at 
tfce  Drain  at 

tnntf- 

Men  rtiu. 

Distance 
from  the 
nuddlc. 

Mncacnis  More. 

Mmnmti  stafl.  j 

Jib 

Second  jib . 

Fore  staysail 

; Fore  course 

Fore  topsail 

Fore  top  gallant  sail......... 

I Fore  gaff  sail * 

Main  gaff*  sail 

Main  gaff  topsail 

Mizen  gaff  sail 

Mizen  gaff  topsail 

10330  X 
7200  x 
0030  X 
2600-24  X 
1823-68  x 
084  80  X 
2130-72  X 
2303*02  X 
1107-2  X 
1017-2  X 
040*62  x 

50  0= 
30*2= 
3*2-4= 
37  2= 
70-4  = 
108-0= 
40-8= 
47  0= 
08  0= 
37-8= 
76-2= 

51810-0 
20000*82 
22453  2 
05101-12 
130321  51 
73064-88 
87178-17 
108273  11 
106600*6 
61130*16 
48107*1 

1080 
82  *0 
680 
61*4 
60*8 
50*1 
200 
53*2 
47*0 
01*2 
85  *2 

111074  4 
07500  (10 
47530*8 
131004*73 
02037  86 
34510-04 
56830-75 

122652*58 

52702-72 

14748804 

54572*3 

16330*34 

824800*20 

5-4*207 1 *44 

377310*2-1 

Height  of  the  Centre  of  Effort 

* 1633(1 

Distance  of  the  Centre  of  Effort  before  7 642071 — 377313 
the  middle  of  the  Water  Line 3 16330 

| 

= 53*77 
= 10*7 

DIMENSIONS  OF  RIGGING,  ANCHORS,  Ar. 

!■**•*■;  L_.  Inches. 

Fore  shrouds,  6 pair ti  Mizen  shrouds,  3 pair 5 

l ore  stay R.l  Mizen  dead  eye*,  diameter 8 

Fore  bob  stay 0 twu. 

| Fore  topmast  shrouds 4|'  Anchors  7 Bowers  10 

Fore  topmast  stay 3 Iron  stock  j Stream 12 

Fore  dead  eves,  diameter  11  II  Hedge 6 

[Main  shrouds  chain,  4 pair | ! inch*. 

iMain  stay  chain,  short  link -J^j  Cables,  bower,  3 N.,  100  fathoms  each 1£ 

(Main  topmast  stay A Stream,  76  fathoms...  

Main  dead  eyes,  diameter 11 

The  armament  of  the  Nile  consisted  of  two  guns  of  large  calibre  and  long 
range,  with  a view  to  choose  a proper  position  to  windward,  so  ns  to  lie  effective 
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while  without  the  reach  of  the  enemies’  guns ; and  in  the  event  of  being  disabled, 
or  at  close  quarters,  twenty  short  guns  of  large  calibre  could  be  mounted,  to  offer  a 
proper  defence ; and  to  produce  effect  when  landing  troops  may  be  required,  she 
was  made  to  carry  on  her  platform  500  troops. 

In  the  construction  of  the  Nile,  every  care  was  taken  to  give  a suitable  degree 
of  strength,  and  she  was  built  in  every  respect  equal,  both  in  the  quality  of  the 
materials  and  in  the  scantling  and  dimensions  given  to  her  timbers,  to  any  of  the 
armed  steam  ships  heretofore  built ; while  in  the  equipment  of  this  vessel,  every 
thing  was  done  that  skill  and  experience  could  devise  or  expense  accomplish, 
towards  making  her  as  effective  as  possible. 

The  engines  of  the  Nile  were  by  Boulton  and  Watt:  two  of  110  horse  power 
each,  and  which  appear  to  have  been  most  effective,  from  the  manner  in  which  this 
vessel  made  her  passage  out  to  Alexandria ; and  acted  when  contending  against 
a strong  gale  and  a heavy  head  sea.  From  the  size  of  this  vessel  it  might  for  the 
sake  of  velocity  have  been  considered  proper  to  give  greater  power ; but  in  deter- 
mining them,  the  power  given  was  considered  the  best  suited  for  making  a voyage, 
when  the  consumption  of  fuel  must  be  an  object  of  the  first  consideration : and  the 
experiment  proved,  that  to  accomplish  a voyage  and  to  gain  the  greatest  distance 
in  the  shortest  time,  her  power  was  properly  proportioned. 

The  disposition  and  particulars  of  her  engines  will  be  best  explained  by  reference 
to  the  Plates. 

In  determining  the  elements,  and  giving  the  principal  dimensions  of  the  Nile,  for 
her  construction,  the  dimensions,  &c.,  of  several  fast  steam  vessels  were  taken  to 
compare  with ; but  as  it  was  considered  of  the  first  importance  in  the  construction 
of  this  vessel,  that  she  should  be  able  to  carry  sufficient  sail  to  keep  company  with 
convoys  when  not  steaming,  and  to  make  a reserve  of  her  coals  whenever  practi- 
cable, it  was  thought  desirable  to  give  a greater  breadth  than  common,  so  that  her 
length  was  about  5'5  of  her  breadth  instead  of  from  5'8  to  6'8,  the  breadth  as  given 
to  some  of  the  fast  boats  ; and  the  proportion  of  the  area  of  the  load  water  section 
to  the  circumscribing  parallelogram  formed  by  the  length  and  breadth  was  consider- 
ably more  than  is  commonly  given, — keeping  the  area  of  the  greatest  transverse 
section  about  the  same  in  relation  to  the  circumscribing  parallelogram  formed  by  the 
draught  of  water  and  the  breadth  ; as  it  was  found  impossible  to  reduce  this  element 
much,  on  account  of  the  displacement  required  being  more  than  common,  from  the 
great  weights  she  was  intended  to  carry.  Something  might  have  been  obtained,  as 
to  displacement,  and  possibly  in  the  area  of  the  midship  section,  by  making  the  rise 
of  the  floor  something  less ; but  in  doing  this  the  resistance  occasioned  by  the 
adhesion  of  the  fluid  would  have  been  considerably  increased  ; probably  more  than 
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could  possibly  have  been  obtained  in  the  direct  resistance,  by  this  alteration  of  the 
form  of  the  body. 

In  giving  the  general  form  to  the  body,  she  was  not  so  sharp  forward  as  to  be 
according  to  the  opinion  of  the  day  ; but  the  form  and  adjustment  of  the  body  were 
such  as  to  ensure  her  being  easy  against  a heavy  head  sea,  and  with  it  as  little 
direct  resistance  as  could  be  obtained  without  endangering  other  essential  qualities 
on  which  the  general  efficiency  of  the  vessel  depends. 

To  determine  the  elements  that  relate  to  the  form,  and  are  essential  to  the 
resistance  the  body  will  meet  in  passing  through  the  water,  considerable  difficulty  is 
involved,  and  it  yet  remains  for  the  progress  of  knowledge  to  develope ; and  in  a 
great  degree  this  subject  must  rest  on  mere  opinion,  as  the  theories  laid  down  do 
not  notice  clearly  the  different  forces  that  materially  affect  the  motion  of  bodies ; as 
the  pressure  on  the  anterior  part  of  the  body,  the  minus  pressure  on  the  posterior 
part,  with  the  resistance  that  arista  from  friction,  as  well  as  the  adhesion  of  the 
fluid.  The  writings  of  several  authors  on  this  subject,  as  Bouguer,  Euler,  &c.,  we 
find  the  theory  is  laid  down  by  Newton,  and  applied  by  them  to  the  motion  of  ships 
is  of  little  practical  utility.  Euler  has,  however,  given  his  theory  in  a very  general 
manner,  without  enforcing  the  correctness  of  his  conclusions  in  practice.  M.  Homme, 
in  his  ,‘irt  dr,  la  Marine,  gives  some  interesting  experiments,  as  made  by  himself  at 
Rochfort;  and  with  a general  expression  for  the  resistance  of  ships  drawn  from 
these  experiments,  and  from  the  Newtonian  theory ; but  we  find  the  Academy  of 
Science  did  not  consider  his  experiments  sufficiently  numerous,  or  on  a scale  suf- 
ficiently large  to  be  conclusive.  And  the  experiments  made  by  the  British  Society 
for  tho  Encouragement  of  Naval  Architecture  have,  in  a degree,  set  aside  his 
conclusions ; especially  on  one  material  point,  viz.,  that  while  the  midship  section 
remained  unaltered,  the  form  forward  and  abaft  would  not  greatly  affect  the  velocity, 
which  appeared  not  to  be  the  case ; only  that  this  element  materially  influenced  the 
resistance  of  the  body. 

In  the  theory,  as  laid  down  by  Chapman,  the  Swedish  ship-builder,  an  expression 
has  been  investigated  on  small  parts  of  the  surface,  partly  by  the  Newtonian  theory, 
and  partly  from  experiments  of  his  own ; and  which  he  applied  in  calculating  the 
resistance  applied  to  a vessel ; which  method,  although  the  results  may  not  be 
strictly  true,  is  still  very  useful,  as  giving  the  relative  plane  of  direct  resistance  very 
nearly,  and  was  used  in  constructing  the  Nile ; and  is,  in  most  cases,  as  the  form  of 
steam  boats  varies  in  terms  of  the  area  of  the  midships,  applicable  in  comparing  their 
direct  resistance,  instead  of  the  area  of  midship  section,  which  is  now  often  taken  by 
constructors  of  steam  boats  to  determine  the  velocity  likely  to  be  obtained  by  any 
power  given. 
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The  direct  resistance,  as  obtained  for  the  Nile,  was  estimated  according  to  the 
rule  given  by  Chapman  in  his  Arehiteetura  Natalia,  Inman’s  Translation,  Chapter  IV., 
was  found  equal  to  the  resistance  of  a plane  of  sixty-two  square  feet  moving  perpen- 
dicularly through  the  fluid.  This  quantity,  when  examined  with  power  and  speed, 
appears  to  give  results  more  satisfactory  than  in  taking  the  area  of  the  midship 
section ; and  we  find  by  taking  this  quantity  in  relation  to  the  midship  section,  and 
comparing  it  with  the  results  of  steam  boats,  it  in  general  agreed  better  with  the 
experiments  than  taking  the  whole  area  of  the  midship  section,  and  would  appear 
sufficiently  near  for  all  practical  purposes.  In  some  cases,  when  the  plane  of  direct 
resistance  was  obtained  for  different  boats,  as  for  the  Nile,  they  only  varied  from 
•124  to  '132  of  the  area  of  this  section.  It  may,  however.  Ire  proper  to  observe, 
that  in  any  case  it  can  only  be  an  element  by  which  to  determine  nearly  the  power 
required  for  different  steam  vessels ; ns  from  the  friction  and  adhesive  influence  of 
water,  the  loss  of  power  by  the  paddle  wheels,  &c.,  it  would  be  impossible,  with 
our  present  knowledge,  to  give  a correct  rule  ; and  we  have  no  experiment  that  will 
shew  how  the  resistance  varies  in  different  degrees  of  velocity,  only  that  it  is  in  a 
higher  power  than  the  square  of  the  velocity  when  the  velocity  is  great. 

The  following  are  some  of  the  principal  elements  of  construction  : — 

Length  on  the  range  of  deck,  180  feet. 

Breadth,  extreme,  33  feet. 

Draught  of  water, — afore,  13  feet;  abaft,  14  feet. 

Weight  of  hull,  530  tons. 

Weight  of  machinery,  water  in  boilers,  coal,  &c.,  as  follows  : — 


Tool. 

mu 

qr*. 

Ibu 

Weight  of  engine  . . 

. . . 135 

0 

s 

1 

Ditto  of  boilers  . . 

...  65 

7 

s 

13 

Ditto  of  coal  boxes  . 

...  10 

0 

0 

0 

Ditto  of  water  . . 

...  44 

11 

1 

14 

Ditto  of  coal  . . . 

...  320 

0 

0 

0 

Total  575 

0 

0 

0 

Weight  of  mast,  rigging,  ordnance  stores,  provisions,  &c.,  347  tons. 

Total  displacement,  1452  tons. 

Area  of  load  water  line,  5086  square  feet. 

Area  of  the  greatest  transverse  section,  360  square  feet. 

Distance  of  the  centre  of  gravity  of  displacement  before  the  middle  of  the 
length  on  the  water  line,  taken  from  the  fore  part  of  the  stem  to  the 
after  part  of  the  stem  post,  3 feet. 

3 <* 
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Depth  of  centre  of  gravity  of  displacement  below  the  load  water  line,  5 
feet  25  inches. 


1 

moa*  WHAY  CtRCrMWTAMCU. 

NumWr  of 
stroke,  per 
minute. 

V?rm7  °f 

Velocity  erf 
tehmia. 

Multiple 

of  tilt  speed 

o f iceaet  euuaJ 
that  of  the 

«ImL 

In  a moderate  breeze,  going  free,  with  half  the  soils  set  .... 
Moderate  breeze,  wind  ahead 

Number. 

22 

MiLufer  hour 
12 

Mile* per  hour 
18 

16 

18 

975 

14-7 

1-6 

18 

8-25 

1*0 

Strong  breeze,  wind  ahead,  and  head  aea  

In  a fresh  gale  ahead,  and  a heavy  head  sea  

12 

5’5 

frlH 

1-00  I 

0 

4-26 

7-3 

1-71  | 

Diameter  of  cylinder  . . . . 

F«*t  Incite*. 

5 0 

Length  of  stroke 

• . 

5 

2 

Diameter  of  air  pump  . . . . 

. . 

8 

0 

Length  of  stroke 

. . 

8 

0 

Diameter  of  paddle  wheel  . . . 

. • 

22 

0 

Breadth  of  ditto 

. . 

9 

7 

Average  consumption  of  coals,  1 8 cwt.  per  hour. 

It  would  be  impossible  to  deduce  any  rule  to  shew  the  exact  relation  between 
the  velocity  of  the  vessel  and  that  of  the  wheel,  for  the  want  of  some  instrument 
that  would  mark  accurately  the  speed  of  the  vessel.  With  this  multiple,  however, 
we  may  determine  nearly  the  relative  perfection  of  different  steam  vessels,  when 
the  surface  and  position  of  other  floats  are  in  the  same  relation  to  each  other ; and 
by  a proper  register  of  these  numbers,  the  relative  perfection  of  paddles  on  the 
same  vessel  may  bo  determined  by  bringing  her  under  the  same  circumstance  as  to 
draught  of  water,  &c. 


SCANTLINGS,  ETC. 


i 

X 

1 I 

A 

Below  th«  r*bbet 

0 ll'| 

MiraM*d 
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SCANTLINGS. — Continued. 


Scsrph,  km# 

Bulls,  cupper  

Stern  Post.  Oak.  Square  at  the  head 
Inner  pest,  fore  and  aft,  at  the  keel  . 

Ditto,  at  the  head • 

Dkadvood.  Oak.  Sided..... 

Frame.  Oak,  except  top  timbers  and  timbers! 
forward  and  aft;  are  of  Riga  fir  where  ciirvej 
would  admit- 

|Crohs  Timber  Sided  midships 1 

Forward  and  aft .......... ....... 

Moulded  at  the  cutting  down 

Moulded  at  the  head 

Half  Floor*.  Oak.  Sided  midship* ... ..... 

Forward  and  aft . 

Moulded  at  bead 

First  Futtocks.  Oak.  Sided  midships  ..  .. 

Forward  and  aft 

Moulded  at  the  head  

Second  Futtocks.  Sided  in  midships 

Forward  and  aft 

Moulded 

Third  Futtocks,  and  Tor  Tinkers,  I 

Sided  in  midship*  j 

Forward  aud  aft 

Moulded 

|Tor  Timbers.  Riga  fir,  excepting  wake  of) 

pad  dies,  oak.  Sided  in  midships j 

Forward  and  aft • 

Moulded  at  the  deck 

Rougbtree  

Floors  made  of  Oak,  with  crosstrces  and  two  ) 
half  floors.  Circular  coaks  in  each  floor  ...  t 

Bolu  ditto 

Keelson.  Oak.  ftqnare In  midshipa  ........ 

Forward  and  aft  ........ 

Bolts,  copper,  one  through  each  floor  ...... 

Stcmion.  Oak.  Square  at  the  Upper  part  .... 

Bolts,  copper  from  10  to  20  indie*  apart .. . . 

Sterxsox.  Oak.  Square  at  the  head 

Bolts,  copper,  from  18  to  20  inches  apart 

Thtcknes*  of  Flame.  Wales  (oak).  Thick,  ) 

three  strokes \ 

Dimixisuiko  Plaxr.  Four  stroke*  of  oak,  ) 

upper  edge  of  upper  stroke  \ 

Lower  edge  of  lower  stroke 

Plaxk  of  Bottom.  English  oak  to  light) 

water  mark,  thick  ( 

Oak  stroke  above  the  wale,  lower  edge  thick 

Upper  edge  thick 

|Sheer  Strake.  Oak.  Thidt .............. 

Topside  (Riga  fir).  Thick  above  the  wale ... , 

Thick  under  sheer  stroke 

Plan sheer  

|Topsides, size  above  these  strokes 

Rolciitree  Rail.  Deep 

Brand  

Inside  Planking.  Clamps,  oak  in  two  ) 

strokes,  upper  stroke  thick S 

I «o  wer  ditto,  ditto. 


d 

as 

i J 

di 

7. 

a 

3 & 

0 1 
1 2 ! 
1 3 

Thick  Steak*  on  the  floor-heads  (of  African  ) 

oak,  in  midships)  thick ) 

First  Futtocks  (African  oak,  in  midships),  ) 
thick 1 

1 3 

Third  ditto  ditto 

Trusses  (African  oak,  in  midships),  thick.... . 

0 11 
0 10 

Fillivos  between  timbers.  Oak.  Thick 

Rnsul 

Oil}  Circular  Coak  in  each  stroke  opposite  the) 

0 11  j abutment  of  each  truss j 

0 10  Shelf  Pieces.  Upper  deck  oak.  Deep 

0 »J 
0 9 

«'<•*}  Aft .......... 

| 

0 9 Bolts,  six  inches  from  the  side  of  each  beam,  ) 
0 fi  l or  from  18  to  20  inches  apart  \ 

« 6! 

o 71 
0 !>J 
0 8 
0 71 

Secured  to  the  shelf  with  one  circular  coak... 

Iron  Knees  in  wake  of  engine-room,  and 
three  aft  and  two  forward  (see  Section). 

7 

c 

0 3 
0 1 

Deck  and  Breast  Hooks.  Wood.  Sided.... 

1 2 

10 

0 li 

2 

0 ff 

0 li 
0 6 
0 6 

10 

Cross  Bolts  in  keelson  to  pas*  through  the) 
double  futtocks,  and  two  between  each  book  > 
and  crutch 

Flat  of  Deck.  Prussia  desk.  Thickness. .... 

0 4 

0 ft  4 

7 

0 4 
0 41 

" 

0 0 
0 6 
0 ft 

Counter,  Stern,  and  Quarters.  Oak.  J 

Lower  counter,  thick..  ) 

Backing  of  stern...., 

1 

4 | 

;l 

4 . 

5 
tt 
21 
0* 

6 

21! 

8 I 
1 

toil 

6 


9 

8 

71 

»i 


ft  1 


?! 


24 

7 

10 

7 

81 

01 

10 

1 


o 81 
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PLATES  CVIII.,  CIX.,  and  CX. 

HIS  IMPERIAL  MAJESTY'S  ARMED  STEAM  VESSEL  COLCHIS. 

This  vessel,  and  likewise  the  Jason,  was  built  for  the  Russian  Government  by 
Messrs.  Joseph  Fletcher  and  William  Fearnall,  and  was  principally  designed  by  the 
latter  gentleman.  The  plan  of  construction,  with  the  various  dimensions  and  descrip- 
tions of  material,  are  exhibited  in  the  following  specification  appended  to  the  original 
contract,  from  which  it  has  been  carefully  extracted : — 


■'  THE  SCHEDULE  OR  SPECIFICATION  REFERRED  TO  BY  THE 
FOREGOING  CONTRACT. 

" DIMENSIONS. 


length  from  the  part  of  the  stem  to  the  aft  part  of  the  stern  post,  at  the  rebate  of  the  keel 

Breadth,  extreme  ...  

Moulded... 

Depth  in  hold - * 

Burthen  in  tons.... ..433 


F«« 

1M 

•24 

23 

13 


“ SCANTLINGS,  ETC. 


Ft.  In. 

Matcml. 

Diameter  of 
boll*. 

sided 

ditto 

deep 

long 

0 11 

0 11 
3 G 

0 4 
0 2} 

0 io{ 

0 0} 

1 l 
0 « 
3 G 

0 8 
0 1>1 
0 8 
0 10} 
1 0 

0 7 

1 0 

English  elm 

i 



deep 

sided 

English  oak,  or 
African 

moulded 

:::::: 

long 

* 

moulded 

sauarc 

ditto 

Stemnox,  scarphed  upon  the  fore  end  of  the  keelson... 

......  . 

i 
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Schedule  continued. 


Ft.  Id. 

Material. 

Diameter  of  1 
buht.  1 

Inner  Post,  to  run  up  to  the  under  part  of  the  wing 

0 7 

1 0 
0 !> 

1 3 

0 10?, 
o o! 
4 4* 

2 0 
0 8» 

0 10$ 
0 10 

0 9 
•2  0 
•2  2 
•2  a 

•2  4 
0 to 
0 ft 
0 11 
0 ft 
0 ft 
0 H? 
0 ft* 
o ai 
0 l\ 
0 7 

1 



1 

sided 

moulded 



Secured  at  each  end  with  an  iron  knee — the  fore 
and  aft  arm  to  have  four  bolt*,  and  tlmartship 

1 

! 

1 

The  atern  post  to  be  bolted  through  the  transom 

Not  to  have  any  transoms  below  the  wing,  but  all 
Lhe  timbers  to  be  dowelled  at  their  heads  to  the 
under  side  of  the  wing  trunsom,  and  bolted  at 
their  heels  through  each  other  across  the  dead- 



IH:  ad  wood,  to  be  sided  same  os  keel,  and  wrought 
sufficiently  high  for  the  security  of  the  heels  of 
the  cant  timbers,  and  bolted  at  every  two  feet 

elm 

English  oak 
African 

square 

' 

loog 

And  to  be  0 feet  clear  of  the  masts  and  scarphs  of 
the  keel. 

To  be  bolted  through  every  floor  and  the  keel,  with 

■i 

Fashion  Pieces,  to  be  double  the  foremast,  one  to  run 

And  to  be  dowelled  to  its  end  ; the  after  one  to  run 
up  to  the  under  part  of  the  wing  transom,  and 
to  be  dowelled  into  it. 

sided 

i 

sided 

diameter 
{ 

To  run  up  to  within  1 foot  of  top  of  knighthcad, 
the  hawse  holes  to  be  fitted  with  cast  iron 

JRoom  and  Space,  to  be  the  whole  length  of  engine) 

sided 

ditto 

moulded 

ditto 

sided 

ditto 

moulded 

sided 

ditto 

moulded 
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Schedule  continued. 


Second  Futtocks,  and  Top  Timber*,  in  engine  room  sided  0 

Forward  and  abaft sided  1 0 

At  the  gunwale moulded  j 0 

Frame,  all  the  frame  to  be...,* ( .. 

The  timbers  to  be  put  together,  close  joint*  up  to 
the  lower  futtock  head,  with  dowel*  uniting  their 
heads  and  heels,  and  bolted  together  sidewise 

with  2 bolts * i •• 

In  each  scarph,  and  all  the  openings,  to  be  fitted 

in  solid  with .. 

From  the  keel  to  2 feet  above  the  turn  of  the  bilge, 
and  to  be  calked  ; — adhesive  felt  to  be  put  in 
between  the  faying  parts  of  both  timbers  and 
fittings. 

Main  Wale*,  in  3 strakes  together broad  2 


To  have  1 strake  above.. 


Two  below  the  main  wale*.. 

Together 

■Topsides,  three  strake* 

Sheer  Strakes,  two , 


Together 

Bottom  Plank,  from  the  garboard  strake  to  the  turn 

of  the  bilge 

From  thence  to  the  strake  below  the  wales  

Garboard  strake 

To  be  bolted  through  the  keel  and  opposite  strake,; 
and  up  and  down  through  the  bottom  at  every 

third  timber  with 

All  the  bolts  through  the  butts 

Short  bolts  

Counter  : — plank 

Planshcer.. 


English  oak,  or 
African 


thick  0 

thick  0 

broad  0 

thick  0 

broad  1 

thick  0 

thick  0 


English  oak 


English  or 
African 


English  oak 
African,  or 
English  oak 


American  elm 

3 Oak,  or  Dnntsic 

4 American  elm 


thick  0 

thick  0 


WITIIINBOARD. 


. Thick  Strakes,  one  at  futtock  head.. 


Exgins  Bearers  . 


thick 

0 4 

broad 

0 0 

thick 

0 3 

broad 

0 » 

Ion# 

4 0 

sided 

1 0 
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Schedule  continued. 


Ft.  in. 

Material. 

Diameter  ol 
bolls. 

Shelf  Pieces,  to  receive  the  ends  of  the  beams,  of  size 

. v as  per  margin,  not  to  be  dowelled,  but 

si  \ scored  over  every  timber,  and  bolted 

5 

1 A 8 y ^ 

UlD. 

0 4 

African  or  Eng. 

1 6 

Diagonal  Iron  Plates,  to  be  laid  at  an  angle  of  70*... 

0 4 

thick 

0 0} 
3 0 

Scored  into  the  timbers  their  whole  thickness,  tu 

j And  in  length  from  the  under  part  of  the  shelf* 

piece  to  the  outside  of  the  outer  bearers  to  be 

1 

In  the  middle  they  are  to  cross  each  other. 

0 2| 

Oak  or  African 

broad 

2 0 

3 0 

All  the  fastenings  of  the  bottom  to  be  driven 
through  and  additional  bolts  added  where  re- 
quired, and  between  the  planks  to  be  fitted  in 
with  1 \ deal  flush  with  the  diagonal  plank,  all 
fore  and  aft. 

0 6 

Baltic  fir,  or 
red  pine 

Secured  to  the  side  by  an  angular  shelf  with  1 

3 

thick 

0 2 

| To  build  a magazine  and  such  store  rooms  as  may 

be  required  under  and  upon  the  platforms. 

| l 

African 

moulded 

1 4 

Iron  Knees  to  Paddle  Beams,  withinboard,  Side 

long 

& 0 

3 10 

broad 

0 31 

... 

ditto 

0 lj 

long 

& 0 

broad 

thick 

0 31 

o sL 

o 4 

u 

diagonal 

sided 

0 3 



0 10 

Oak  or  African 

And  deep  as  may  he  required. 

Paddle  Cases,  to  be  properly  framed  and  covered 
with  good  seasoned  deal  of  two  thicknesses,  to 
be  rebated,  the  lower  one  half  an  inch  thick, 
wrought  fore  and  aft,  the  upper  one  an  inch 
and  a half  thick.  The  hinges  to  the  flaps  to 
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Schedule  continued. 


Ft.  la. 

Material. 

Dumeter  of 
Lolls. 

be  of  copper  or  mixed  metal.  A bridge  board 
to  be  fitted  for  a gang-wny  between  the  paddle 
boxes. 

0 1 
0 »$ 
0 7 
0 H| 
0 7 
0 10 
0 4 
0 3 
0 7 
0 4 

o :> 

0 4 
4 2 

0 li 

1 0 
0 7 
0 7 
0 slA 
0 31 
0 l| 
11  0 
0 7 

0 3$ 
0 3 

0 H 
10  0 

1 3 
0 10 
0 0 
0 0 
0 8 

sided 

moulded 

sided 

moulded 

broad 

thick 

ditto 

sided 

moulded 

broad 

deep 

African 

The  remainder  

Waterway 

Red  pine 

Dantzic  fir 

Duntzic  deal 

thick 

sided 

moulded 

broad 

thick 

ditto 

Iron 

sided 

H 

broad 

thick 

ditto 



Iron 

Crutch.  Abaft,  one  of  iron  for  the  security  of  the 
heels  of  the  timbers,  of  size  and  bolted  the 
same  a*  lower  hook. 

Windlass.  To  have  a patent  one  of  African  or 
English  oak,  fitted  with  wheel  pinion  and 
winch  handles,  and  to  receive  chain  cables  .... 

diameter 

square 

sided 

sided 

moulded 

African 

Davits.  To  have  proper  ones  for  the  boats  of  iron,  two  on  each  aide. 

Pother.  To  be  fitted  with  metal  braces  and  pintles,  Lihour's  patent. 

Pumps.  To  find  and  fix  two  cast  iron  pumps  with  gear  complete. 

Head,  Stern,  and  Quarter  Galleries.  To  be  built  and  elegantly  finished,  with  suitable  moulding*, 
carved  works,  etc. 

Mast  and  Bowsprit,  Partners,  Comings,  Companions,  and  Skylights.  To  be  properly  fitted,  as 
may  be  shewn  in  the  profile  and  plans. 

Steering-wheel,  Tiller,  or  Yoke.  The  wheel  to  be  handsomely  wrought  with  brass  plates;  the 
tiller  to  be  of  iron,  and  fitted  as  may  be  directed. 

Chain  Cable  Lockers.  To  fit  lockers  for  the  reception  of  chain  cables,  and  a box  on  wheels  on 
deck  for  the  stream  cable,  as  may  be  directed. 

. Engine  Room  Bi  lk-heads.  At  the  after  part  of  the  engine  room  to  be  double  of  1|  inch,  rebated 
deal  on  each  side  of  a 4 inch  stanchion. — at  the  fore  part  to  have  a single  bulk-head  ; to  fit  a bench 
and  cupboards  or  lockers  for  the  engineer. 
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CorrEK.  The  vessel  to  be  docked,  and  the  bottom  coppered  with  32,  28,  and  24  02. 

Calking.  The  whole  of  the  calking  to  be  done  in  a proper  manner,  the  oakum  to  be  good  and 
sound.  The  bottom  to  be  plyed  over  with  tar,  and  well  prepared  to  receive  the  copper. 

Joiner'*  Work. — To  emboss  the  vessel  within  and  without  board  in  a proper  manner  ; build  all  ac- 
commodations for  passengers  in  the  saloon  under  the  main  deck  ; the  doors  to  be  mahogany,  and 
the  sides  of  the  cabins  to  be  panelled  with  mahogany.  To  build  accommodation  on  the  fore 
platform  with  deal  as  may  be  directed  by  the  plans  designed  for  that  purpose. 

Plumbers,  Glazikhs,  Painting.  To  lead  the  taflrail  under  the  quarter  galleries,  cheeks  of  the  head, 
and  all  air  scuttles  ; fix  all  scuppers  ; find  and  fit  two  of  Downton’s  water-closets  abaft,  and  one 
common  hopper  on  deck ; the  skylights,  scuttles,  and  lights  in  the  stern  to  be  glazed  with  the 
best  crown  glass.  The  whole  of  the  weather  work  and  under  part  of  the  deck  to  have  three 
coats  of  good  oil  colours  ; the  fore  cabin  to  be  painted  in  common  colour. 

Masts,  Y'arm,  Blocks,  Ac.,  Ac.  To  supply  and  fit  all  masts,  yards,  and  blocks,  one  suit  of  sails, 
and  bend  them  to  the  yards,  two  best  bower  anchors,  one  stream  anchor,  one  krdgc,  and  one 
grapnel,  two  one  and  one  sixteenth  chain  cables,  90  fathoms  each ; one  seven-eighths  stream 
cable,  90  fathoms.  Supply  and  fit  all  chain  rigging,  stays  and  cordage,  necessary  to  rig  the 
vessel,  fit  tarpaulings  to  the  hatchways,  awning  stanchions,  and  one  awning  to  quarter-deck  ; 
supply  a buoy  and  buov-rope ; two  boats  with  one  set  of  oars,  and  a canvass  cover.  Supply  a 
fire -hearth  to  cook  for  100  men  ; iron  tanks  to  contain  about  2,000  gallons  of  water  ; a patent  bin- 
nacle, and  a double  lamp  in  the  saloon. 

Sponcinos.  To  bo  two  inches  thick,  of  Baltic  fir;  the  timbers  of  English  oak  sided  6 inches,  and  billed 
in  the  heel  through  the  side,  with  one  bolt  of  three  quarters  of  an  inch  in  diameter.  A thick  stroke 
of  Baltic  fir  lei  on  one  half  of  (he  moulding  of  the  sponcing  timber  to  meet  the  water-way,  a 
piece  of  felt  being  first  placed  in  the  joint,  and  bolted  through  each  other,  with  one  bolt  between 
every  timber  five-eighths  diameter,  with  a ring  well  clinched  on  each  end;  the  beam  ends 
secured  to  the  stroke  by  a drawtort  dog  bolt  secured  with  a bolt  and  one  nail. 

For  a Description  of  the  Engines,  sec  Plates  XLI1I.  to  XLVI. 


l’LATES  CXI.,  and  CXI.  a. 

ENGINES  OK  THE  STEAM  SHIP  TIGER. 

The  engines  of  this  vessel  were  manufactured  by  Edward  Bury, Esq.,  and  fitted  with 
Hall’s  patent  condensers,  and  the  description  of  the  parts  will  be  understood  by 
reference  to  that  of  the  engines  of  her  Majesty’s  steam  ship  Magiera,  Plates 
XLIX.  and  L. 

The  Tiger  is  a Hull  built  vessel,  and  belongs  to  the  St.  George  Steam  Packet 
Company ; her  burthen  is  800  tons ; her  engines  are  of  300  horse  power  ; she  is  at 
present  stationed  between  Hull  and  Hamburgh;  and  her  equipment, in  every  respect 
does  the  highest  credit  to  the  port  of  Hull  and  to  tho  owners.  The  following 
extracts  from  Captain  Knocker's  journal  will  show  the  leading  points  of  her 
passages : — 

S R 


Digitized  by  Google 


EXPLANATION  OF  THE  PLATES. 


Extract  from  the  Journal  of  the  St,  George  Steam  Packet  Company’ll  steam  ship  the  Tiger,  from 
Hull  to  Hamburgh.—  Draught  of  water  13  feet  3 inches  aft,  1 1 feet  10  inches  forward.  100  tons 
coals  ; 15,000  feet  measurement  goods. 

nmiTURE.  TIME.  fUOi  REMARKS. 


July  11.  Weighed  from  Hull  Roads,.. 

9 30  p.m. 

sw. 

Strong  wind  and  rain detained 
by  the  pilot,  going  down  the  , 
llumber  full  an  hour. 

15.  Passed  new  Sand  Light 

Passed  Borkum 

1 5 A.M. 

10  0 r.M. 

sw. 

! 

Fresh  wind  and  plenty  of  sea. 

16.  Passed  Elbe  Light  ............ 

Cuxhaven 

3 57  a.m. 
5 20 

sw. 

Fine  weather. 

Arrived  at  Hamburgh 

10  10  Hall 

time. 

Squally,  with  rain. 

The  passage  from  river  to  river — Humber  to  Elbe — vras  performed  in  26  hours  50  minutes  : the 
distance  run  being  about  300  miles.  The  whole  passage  from  Hull  Roads  to  Hamburgh,  including 
a delay  of  an  hour  in  the  Humber,  was  made  in  thirty-six  hours  and  a half. 


FROM  HAMBURGH  TO  HULL. 


DEPARTURE. 

TIME. 

W1XDS. 

July  22.  Started  from  Hamburgh 1 

H.  M. 

2 40  a.m.  ! 

sw. 

Passed  Cuxhaven 1 

Light  ship 

8 40 
11  30 

N SW. 

Heligoland  NNE 

23.  Anchored  in  6 fathoms  water  , 

1 50  P.M. 
10  0 P.M. 

N. 

*♦.  Weighed 

1 0 A.M. 

NE. 

Arrived  at  Hull ' 

4 0 

REMARKS. 


Strong  gsles  and  heavy  rains. 
Continued  gales,  and  heavy  rain. 
Left  the  French  steamer  for 
Havre,  wind  bound. 

Strong  gales  and  clear. — Thick, 
with  heavy  rain. 

Strong  gales  and  clear. 


The  voyage  home  was  performed  in  40  hours — three  of  which  at  anchor ; the  weather  being  so 
bad  that  the  French  steamer  kept  her  port,  and  the  first-class  steam  ships  from  London  to  Hull — 
even  the  Wilberforce — exceeded  their  average  passage  by  ten  hours. 


PLATE  CXII. 

THF.  ADMIRALTY  YACIIT  FIREBRAND. 

We  shall  have  occasion  to  say  but  little  of  this  vessel,  as  her  qualifications  are 
comprehended  in  what  has  been  already  said  of  the  Medea.  The  Firebrand  is  on  the 
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same  principle,  with  the  exception  of  the  fittings  for  war,  being  armed  with  only  10 
brass  swivels,  one  pounders ; she  was  constructed  by  Mr.  Lang  for  the  packet  ser- 
vice between  Falmouth  and  Malta,  and  built  under  his  superintendence  by  Messrs. 
Curling  and  Y oung ; was  employed  in  that  service  at  first,  about  nine  months,  under 
the  command  of  Lieutenant  Baldock ; Blie  was  afterwards  fitted  as  a yacht  for  the 
Marquis  of  Anglesea,  at  Dublin,  since  which,  on  the  Marquis  leaving  Dublin,  she 
has  been  employed  as  the  yacht  for  the  Lords  Commissioners  of  the  Admiralty  to 
perform  their  sea  duties  ; her  dimensions  are  as  follow  - 


F«k 

Inthet. 

Length  between  the  perpendiculars 

. . 155 

0 

Ditto  on  the  keel  for  tonnage 

1 36 

H 

Breadth,  extreme  .... 

. . 26 

i 

Ditto,  moulded  .... 

25 

r 

Depth  in  engine-room 

14 

9| 

Burthen  in  tons  .... 

. 4945! 

LIGHT. 

LOAD. 

F«t  Inches 

Fm.  In.  tin. 

„ ( Forward 

6 6 

10  2 

Draught  of  water  -| 

* 

7 10 

11  0 

Displacement  in  tons 

2889 

642-0 

Area  of  midship  section,  in  square  feet 

- 

11764 

2150 

Her  two  engines  are  60  horse  power  each,  made  by  Messrs.  Maudslay  ; her  pad- 
dle-wheels by  Mr.  Morgan;  her  performance  is  considered  to  be  superior  to  any 
vessel  of  her  size  in  proportion  to  the  power  of  her  engines,  which  aro  very  small  for 
a vessel  of  such  dimensions ; her  velocity  has  been  proved  in  several  instances  where 
she  has  beaten  her  opponents ; one  vessel  of  237  tons,  two  engines  of  50  horse 
power  each  • ; one  vessel  of  400  tons,  two  engines  of  90  horse  power  each  f ; an- 
other, 700  tons,  two  engines  150  horse  power  each  f ; one  of  237  tons,  two  engines 
of  50  horse  power  each  Ac.  She  behaves  well  at  sea  in  bad  weather,  and  is  a good 
sea-boat  under  canvass  alone ; she  is  rigged  with  three  masts,  similar  to  the  Medea. 
Nothing  further  need  be  said  by  way  of  description  of  the  vessel,  as  her  form,  method 
of  fastenings,  fittings,  Ac.,  are  all  exhibited  in  the  drawings. — Vide  the  Plato. 

# Escape,  of  Holyhead.  + Victory,  of  Bristol. 

X City  of  Aberdeen.  § Dragon,  of  Holyhead. 
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PLATE  CXIII. 

PORTRAIT  OF  THE  LATE  MR.  WATT,  THE  CELERRATED  INVENTOR  AND 
IMPROVER  OF  THE  STEAM  ENGINE. 


PLATE  CXIV. 

PORTRAIT  OF  THE  LATE  MU.  TREDGOLD. 


PLATES  CXV.,  CXVII.,  and  CXVIII  *. 

These  drawings  are  designed  to  illustrate  the  state  of  steam  navigation  in  America, 
in  reference  to  Professor  Renwick's  paper  on  that  subject,  inserted  in  the  Appendix, 
page  101. 

* Plate  CXV!  unfortunately  not  having  reached  u«,  wc  have  reluctantly  been  compelled  to 
abandon  it. 
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I.— O N MARINE  BOILERS. 

BY  MR.  J.  DINNEN, 

ASSISTANT  RNOINEKRt  HER  MAJESTY**  DOCKYARD,  WOOLWICH. 


1.  The  paucity  of  information  connected  with  steam  navigation, — a subject,  it  must  be 
allowed,  of  great  national  importance,  and  which  has  assumed  a prominent  feature  in  her 
Majesty’s  naval  service, — suggested  the  investigations  from  which  the  following  practical 
essay  on  marine  boilers  has  resulted.  The  intrusted  state  of  the  boilers  of  all  steam  vessels 
returning  from  the  Mediterranean  with  mails,  in  the  early  stage  of  their  employment,  was 
calculated  to  impress  the  observer  with  the  impracticability  of  making  such  voyages  without 
submitting  to  like  effects ; no  experiment  having  been  made,  or  correct  data  furnished,  at  that 
period,  to  counteract  the  notion,  so  universally  entertained,  that  the  water  of  the  Mediterra- 
nean holds  more  marine  deposit  in  solution  than  that  of  the  Channel.  It  is  probable  that 
Dr.  Halley’s  experiments  on  the  evaporation  of  water  from  the  surface  of  the  sea  assisted 
materially  in  the  formation  of  this  general  opinion. 

It  is  calculated  that  the  Mediterranean  evaporates  no  less  than  5,280,000,000  tons  daily : 
and  this  quantity  far  exceeds  that  evaporated  from  any  other  surface  of  equal  extent, 
being  entirely  encircled  by  land  ; but  it  does  not  follow  from  this  that  the  water  is  salter. 
Whoever  has  been  in  the  Mediterranean  is  aware  that  the  dews  there  are  exceedingly  heavy, 
and  that  they  begin  to  descend  some  time  before  the  sun  has  set : in  still  evenings  indeed 
the  dew  descends  where  it  has  arisen  ; and  no  doubt  much  is  precipitated  on  the  land  ; but  it 
must  be  borne  in  mind,  that  land  gives  forth  exhalations  at  all  temperatures,  as  well  as  the 
sea.  Again,  the  visible  current  always  runs  into  the  Mediterranean,  in  addition  to  the  great 
rivers  Nile,  Danube,  Rhone,  &c.,  to  supply  that  portion  of  water  which  the  land  may  carry 
off.  Experiments  do  not  show  the  specific  gravity  to  exceed  that  of  other  waters  ; and  hence 
the  general  opinion  alluded  to  must  have  been  conjectural,  and  not  founded  on  the  result 
of  investigation. 

2.  It  cannot  be  too  generally  known  that  the  thermometer  is  a good  practical  test  of  the 
concentration  of  a boiling  solution  of  salt ; of  which  the  following  is  offered  in  illustration. 
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Some  years  since,  experiments  were  tried  by  Messrs.  Maudslay  and  Field,  and  an  appa- 
ratus adapted  to  marine  boilers,  the  purpose  of  which  was,  that  the  water  of  the  boilers 
should  at  all  times  be  maintained  at  the  same  temperature  and  at  the  same  degree  of  con- 
centration ; and  I am  not  aware  of  any  experiments  for  such  an  object  prior  to  these.  It 
resulted  from  their  investigations,  that  sea  water  boiling  under  a pressure  of  2|  lbs.  on  the 
square  inch,  (the  usual  low  pressure  standard,)  will  arrive  at  226°  Fahrenheit  in  24  hours, 
at  230°  in  48  hours,  and  232°  in  GO  hours,  See. ; at  which  period  it  will  contain  of 
its  bulk  of  salt.  At  232°  saturation  takes  place,  and  salt  (muriate  of  soda)  will  be  crystal- 
lized and  deposited  ; the  concentration  having  progressed  from  222°,  the  temperature  exhi- 
bited at  the  commencement  of  the  experiment.  The  boilers  of  course  receive  only  the 
necessary  supply  of  water  for  evaporation ; in  the  above  iustance  1G  gallons  per  minute. 
These  experiments  I have  frequently  repeated  under  varied  circumstances  with  correspond- 
ing results. 

Sea  water  containing  of  its  bulk  of  salt,  and  the  quantity  evaporated  being  entirely 
fresh  or  distilled  water,  it  is  evident  that  all  the  salt  injected  remains  in  the  boilers : the 
specific  gravity  of  the  water  is  thus  constantly  increased,  and  the  salt,  now  more  tenacious 
of  its  water  of  solution,  requires  an  increase  of  heat  to  separate  it ; so  that  with  an  uniform 
heat  evaporation  would  proceed  proportionally  slower ; but  the  necessities  of  the  engines 
requiring  that  it  should  proceed  at  all  times  equably,  the  fires  must  be  urged  accordingly. 
The  temperature  thus  increasing  (under  the  same  pressure)  with  the  saturation,  a thermo- 
meter becomes  a practical  register  of  the  density  of  the  water ; of  the  waste  of  fuel,  to  a 
certain  extent ; and  a certain  index  of  the  danger  to  which  the  furnaces  are  exposed. 

3.  A particular  arrangement  was  adopted  in  the  above  experiments : a thermometer  was 
applied  to  the  front  of  the  boilers,  ranging  from  210°  to  250°  or  300°  Fahrenheit,  the  bulb  of 
which  was  immersed  in  mercury,  contained  in  an  iron  box,  protruding  into  the  water  of  the 
boilers  through  the  front  thereof,  so  as  invariably  to  partake  of  the  same  temperature  ; and  so 
that  its  state  could  always  be  known  by  inspection.  To  apply  the  thermometer  to  boilers 
generally,  it  would  be  necessary  to  graduate  it  to  suit  the  particular  pressure  on  the  safety 
valve,  the  boiling  point  varying  accordingly.  An  objection  may  be  offered,  that  the  thermo- 
meters thus  applied  are  very  liable  to  get  out  of  order.  To  prevent  errors  of  this  kind,  a 
common  Fahrenheit's  thermometer  may  be  employed  without  reference  to  the  pressure  on  the 
safety  valve,  by  immersion  iu  water  drawn  from  the  boilers  at  regular  intervals,  and  boiling 
under  the  pressure  of  the  atmosphere  ; which,  if  possible,  should  be  noted  when  nice 
observations  are  required. 

Now,  as  muriate  of  soda  is  an  exception  to  the  general  law  of  the  solution  of  salts  in 
water, — as  scarcely  any  more  is  taken  up  at  a boiling  heat  than  at  a moderate  temperature, — 
it  is  clear  that  this  boiling  in  the  air  exhibits  the  exact  state  of  the  brine,  whether  from  a high 
or  a low  pressure  boiler ; the  thermometer  alike  showing  its  specific  gravity,  and  of  course 
acting  near  enough  for  this  purpose  as  a hydrometer.  In  this  way  the  experiments  referred 
to  in  this  paper  have  been  made. 

4.  An  essential  part  of  the  apparatus  alluded  to  for  equalizing  the  concentration  of  salt 
in  the  boilers,  was  a pump,  technically  called  a brine  pump,  the  particular  office  of  which 
was  to  extract  from  the  lowest  part  of  the  boilers,  at  each  stroke,  a certain  aliquot  port  of  the 
water  supplied  by  the  feed  pump.  One-fifth  of  the  quautity  injected  was  found  to  be  that 
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necessary  to  be  withdrawn,  four-fifths  being  the  amount  required  to  be  evaporated  for  the 
supply  of  the  engines.  It  having  been  before  observed  that  the  water  evaporated  is  fresh  or 
distilled  water,  that  remaining  being  specifically  heavier  than  sea  water  in  proportion  to  the 
quantity  evaporated,  it  is  evident  that  without  a change  the  saturation  would  increase  till  the 
boiler  became  a common  salt  pan.  The  operation  of  the  brine  pump  however  maintained 
the  water  uniformly  at  about  226°,  at  2$  lbs.  pressure  per  square  inch  ; at  which  temperature 
it  contained  -fc  of  its  bulk  of  salt : hence,  as  much  salt  was  extracted  by  the  pump,  in  a 
gallon  of  brine,  at  concentration,  as  was  injected  by  the  feed  pump  in  5 gallons  of  sea  water 
containing  salt : thus  maintaining  the  condition  required,  which  being  within  the  prescribed 
limits  of  saturation,  viz.  232°,  sulphate  of  lime  only  could  be  deposited  ; but  at  this  period 
the  deposition  of  muriate  of  soda  was  the  evil  sought  to  be  averted,  and  this  arrangement 
did  it  effectually.  The  lime  remains  to  be  considered,  of  which  more  hereafter.  The  brine 
pump  has  given  place  to  the  indefinite  operation  of  blowing  out ; but,  from  my  knowledge 
of  its  advantages  at  sea,  I should  recommend  its  use  in  all  hind  engines  where  fresh  water 
cannot  be  obtained  ; an  opportunity  being  afforded  of  recovering  nearly  all  the  heat  abstracted 
from  the  boilers  with  the  water  thus  withdrawn. 

5.  The  incrusted  state  of  the  boilers,  to  which  I have  referred,  appeared  at  variance  with 
observations  made  by  me  in  the  North  Sea,  Channel,  &c.  on  the  influence  of  sea  water  on  the 
interior  of  marine  boilers.  To  determine  the  fact,  I carefully  noted  the  degree  of  saturation 
of  the  water  of  the  boilers  at  various  periods  each  day,  as  indicated  by  Fahrenheit's  thermo- 
meter immersed  in  a portion  drawn  therefrom,  and  boiling  under  the  pressure  of  the  atmo- 
sphere, on  my  first  voyage,  in  183),  from  Falmouth  to  the  Mediterranean  and  back;  the 
result  of  which  was,  that  having  blown  out  a portion  of  water  from  the  boilers  (which  were  of 
copper)  every  two  hours  during  the  passage,  they  were  on  each  successive  examination  found 
perfectly  clean  and  free  from  marine  deposit,  with  the  exception  of  a slight  film ; the  thermo- 
meter being  at  2 1 5°,  and  not  having  varied  in  excess  throughout  the  voyage.  This  circum- 
stance was  without  precedent ; no  mud-plate  having  been  removed,  or  men  employed  in  the 
boilers  during  the  voyage. 

From  extensive  experiments  of  Dr.  Davy,  (brother  to  Sir  Humphrey,)  to  ascertain  the 
relative  saltncss  of  the  sea  in  various  situations,  its  specific  gravity  was  found  to  vary  very 
little,  except  when  influenced  by  the  influx  of  large  rivers  ; and  this  conclusion  is  corro- 
borated by  other  scientific  men,  with  whom  1 have  conversed  on  the  subject,  in  the 
Mediterranean. 

From  the  coincidence  of  the  above  experiments,  therefore,  it  may  be  inferred  that  the 
water  of  the  Mediterranean  is  not,  in  its  effect,  salter  than  that  of  the  Bay  of  Biscay  or  the 
Chaunei, — that  boilers  hitherto  incrusted  must  have  contained  a solution  saturated  to  a much 
higher  degree  than  that  exhibited  in  the  case  alluded  to, — and  that  marine  boilers  are  not 
more  subject  to  incrustation  during  a voyage  to  the  Mediterranean,  than  on  any  other  voyage 
of  similar  duration.  Also  from  recent  examinations  of  boilers  relumed  from  the  West  Indies, 
and  the  reports  from  the  * Atalanta  * and  * Berenice ’ steam  ships  sent  out  by  the  East  India 
Company,  I am  led  to  the  same  conclusion  as  regards  the  waters  of  the  Tropics. 

6.  The  specific  gravity  of  the  water  of  the  boilers,  as  indicated  by  the  thermometer 
remaining  uniformly  at  216°,  and  its  not  having  indicated  a higher  degree  of  concentration  on 
cither  passage,  the  delay  of  blowing  completely  out  on  the  voyage  became  unnecessary,  and 


Digitized  by  Google 


4 


APPENDIX. 


this  was  justified  on  each  arrival ; hence  no  time  was  thus  waatcfully  consumed.  The  order 
for  laying-to  every  three  or  four  days,  to  blow  the  boilers  entirely  out,  at  sea,  is  still  in  force 
in  the  navy,  and  forms  part  of  the  instructions  to  officers  commanding  her  Majesty's  steam 
vessels  ; but  how  far  this  is  necessary,  the  fact  of  having  never  blown  off  entirely  at  sea  will 
explain : I believe  the  practice  is  now  rarely  resorted  to,  although  sonic  are  still  inclined 
to  think  it  necessary. 

7.  I atn  also  decidedly  of  opinion,  that  it  is  unnecessary  to  prescribe  any  specifics  for  the 
prevention  of  deposit  or  chemical  action  in  copper  boilers  affixed  to  marine  engines,  such  as 
the  introduction  of  large  masses  of  iron,  &c. ; the  same  effects  exhibiting  themselves  in  iron 
as  well  as  copper  boilers,  when  submitted  to  the  influence  of  a highly  concentrated  solution 
of  saline  matter,  &c.  in  a constantly  boiling  state, — viz.  deposition  of  the  salts,  &c.  aud 
ultimate  destruction  of  the  boilers.  As  a proof  of  the  fallacy  of  such  applications,  the  incision 
I made  in  a copper  boiler  with  a chisel  was  not  obliterated  or  sensibly  diminished  by  the 
action  of  the  water  alone,  at  the  end  of  three  years ; the  boilers,  during  the  lime,  being 
employed  in  the  North  Sea  and  Chanucl,  and  free  from  incrustation,  except  a film  with  which 
the  tubes  were  whitened.  After  the  experiments  before  alluded  to,  the  boilers  were  con- 
stantly employed  in  the  Mediterranean,  and  on  the  Lisbon  service  ; and  were  not  in  any  way 
submitted  to  the  form  of  cleaning  out,  till  the  expiration  of  the  third  year:  a very  slight 
scale  was  then  removed,  leaving  the  surfaces  scaled,  precisely  as  when  rolled. 

8.  The  remarkable  preserving  influence  these  calcareous  matters  possess  over  copper 
and  other  metals  has  recently  been  exhibited  in  the  bronze  guns,  raised  by  the  enterprising 
Mr.  Deane  from  the  Royal  George  at  Spithead  ; which  properties,  if  generally  known, 
might  be  available  for  some  useful  purpose.  I give  the  notice  extracted  from  the  ‘ Mechanic's 
Magazine:’ — " The  guns  are  incrustcd  with  a coat  of  lime  about  the  twentieth  of  an  inch 
thick,  to  which  several  oysters  have  atlached  themselves;  but  these,  as  well  as  the  calcareous 
coating,  separate  very  easily  from  tile  metal,  leaving  the  gun  perfectly  clean  and  sharp  in 
its  castings.”  It  observes  also,  “that  the  rings  of  wrought  iron  attached  to  the  breech 
were  totally  decayed,  the  cast  iron  shots  and  wads  being  in  a perfect  state  of  preservation.” 
The  preservation  of  the  shot  is  easily  accounted  for,  being  pent  up  by  its  wad  ; but  the 
galvanic  agency  of  the  iron,  exposed  to  the  water,  neutralized  its  destructive  effects  on  the 
gun  ; and  hence  the  calcareous  formation,  which,  when  the  existence  of  the  iron  should 
totally  ceaBe,  would  certainly  defend  the  bronze  from  all  attacks  of  the  sea.  The  adhesion 
of  oysters  favours  this  view  of  the  circumstance. 

Since  noting  the  above  in  the  Mediterranean,  I have  seen  in  the  arsenal  at  Woolwich 
several  of  the  guns  alluded  to,  which  in  every  respect  confirm  what  is  stated  in  the 
extract.  The  condition  of  these  guns  is  a fair  specimen  of  the  interior  of  a boiler 
after  a few  voyages  to  sea,  except  that  in  the  case  of  the  boiler  the  surfaces  are  incrustcd 
more  uniformly  : the  coating  however  in  both  instances  equally  protects  the  surfaces  from  the 
destructive  attacks  of  the  sea  water;  but  the  causes  of  deposition  are  different:  in  one  case 
it  is  effected  by  galvanic  influence ; in  the  other  by  depriving  the  water  of  a component  part, 
by  the  simple  operation  of  boiling. 

9.  The  experiments  of  Davy  on  copper  sheathing  induced  many  to  attempt  the  applica- 
tion of  the  principle  to  other  purposes,  and  marine  boilers  (copper)  proved  to  be  a failure 
of  this  description  ; for  the  electric  action  which  was  induced  by  the  application  of  cast  iron. 
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zinc,  &c.  to  copper  sheathing,  favoured  marine  vegetation,  and  the  adhesion  of  shell-fish, 
lime,  &c.  to  the  ship’s  bottom  ; a disadvantage  greater  than  the  evil  it  was  intended  to  obviate. 
Iron  ptaced  in  a copper  boiler,  for  the  object  alluded  to,  was  speedily  decayed,  without  appa- 
rent effect : in  fact,  it  was  treating  the  boilers  for  a distemper  which  existed  only  in  imagi- 
nation. Hence  no  calculable  diminution  of  weight  is  sustained  in  copper  boilers,  from  the 
action  of  salts,  &c.  when  held  in  solution,  at  sea  : but  when  the  interior  becomes  incrusted 
with  lamina;  of  insoluble  calcareous  matter,  which  firmly  adheres  to  the  surfaces  of 
the  flues,  and  fire  places,  and  thus  certainly  protects  them  from  chemical  action,  and 
frequently  fills  the  interstices  or  water-ways  of  the  boilers,  it  requires  violent  mechanical 
means  to  extract  it.  In  removing  these  masses,  the  boilers  are  much  injured;  quantities  of 
rivet  heads  imbedded  in  the  deposit,  and  portions  of  the  metal,  being  alike  separated  by  the 
instruments  used  for  the  purpose.  These  facts  obtain  alike  in  iron  and  copper  boilers. 

10.  An  evil,  however,  most  sedulously  to  be  avoided,  is  the  accumulation  of  soot, 
salt,  &c.  in  the  flues  ; the  chemical  action  of  which  is  very  destructive  to  boilers.  Water, 
whether  cold  or  boiliug,  filters  through  numerous  apertures  insignificant  in  dimensions,  and 
almost  inseparable  from  the  intricacy  of  the  construction,  and  mixes  with  the  soot,  forming 
a combination  winch  corrodes  the  material  very  rapidly.  The  heat  of  the  boilers,  when 
employed,  evaporates  the  water,  and  leaves  the  salt,  See.  in  a concrete  state  ; which,  when 
cold,  is  again  dissolved,  and  recommences  its  action  more  formidably. 

On  a voyage  to  the  Mediterranean  in  the  months  of  September  and  October,  1835,  the 
stay  at  Malta,  on  the  passage  to  Corffi,  being  too  short  to  clean  out  the  flues  or  to  inspect 
the  interior  of  the  boilers,  these  duties  were  necessarily  delayed  till  the  arrival  at  Corfu 
out,  and  thence  to  Gibraltar  home  ; and  in  both  instances  there  appeared  an  unusual  quantity 
of  soot,  &c.  in  the  flues.  The  congeries  of  salt,  soot,  and  water  was  thrown  out  upon  the 
iron  plates  of  the  engine  room  flooring,  where  in  both  instances  it  remained  for  nearly  two 
days  (the  time  occupied  in  properly  sweeping);  when  removed  and  the  plates  well  washed, 
a pretty  and  novel  phenomenon  was  exhibited.  The  iron  plates  had  precipitated  the  copper 
from  the  solution  which  covered  them,  exhibiting  a permanent  metallic  surface  of  copper. 
This  is  a valuable  practical  corroborative  of  the  observation  just  made  concerning  the  great 
transmission  of  the  metal,  when  such  solvents  are  not  removed  at  frequent  intervals.  I was 
first  attracted  to  the  fact  at  the  above  period,  have  had  many  opportunities  of  seeing  it 
repeated  since,  and  have  collected  the  water,  to  amuse  others  by  the  experiment  of  the 
precipitation  of  copper  by  iron,  from  on  acid  having  a greater  affinity  for  the  latter. 

The  leaks  whence  the  salt  resulted,  on  careful  examination,  were  found  so  unimportant, 
that  the  usual  measures  to  stanch  them  could  not  be  attempted  without  the  risk  of  increas- 
ing the  evil ; particularly  as  this  voyage  immediately  succeeded  a general  caulking  of 
the  flues  in  parts  requiring  it,  when  numbers  of  screwed  rivets  were  substituted  for  de- 
fective ones. 

11.  Now,  as  the  defects  exist  exclusively  in  the  angle  pieces  and  rivets  of  the  bottom 
of  the  flues,  the  top  and  sides  being  iuvariably  tight,  I have  applied  a fillet  of  Parker’s  or 
Roman  cement  in  these  cases,  so  as  to  completely  inclose  the  angle  pieces,  with  their  defects, 
and  have  thus  succeeded  in  checking  the  destructive  effects  of  these  otherwise  trivial,  but 
numerous  and  incorrigible  channels.  I have  recommended  its  adoption  in  other  steam  vessels. 
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with  equal  success  and  satisfaction  ; and  from  three  years’  experience  of  its  advantages,  when 
applied  to  the  cleaned  surfaces  of  the  defective  parts,  I suggest  its  use  under  similar  circum- 
stances in  iron  boilers;  although  inconveniences  here  alluded  to  arc  less  frequent  and  more 
easily  checked  in  these  boilers,  by  the  usual  method  of  chincing,  &e.  It  must  be  understood 
that  I here  confine  myself  entirely  to  cases  where  mechanical  skill  is  found  to  be  ineffectual ; 
the  cement  need  be  resorted  to  only  when  every  other  means  has  failed. 

1 also  conceive  that  copper  boilers  experience  more  deterioration  than  iron  from  these 
deposits  ; the  bottom  flue  plates  of  a copper  boiler,  upwards  of  £ of  an  inch  in  thickness, 
(where  water  was  present,  as  before  described,)  being  totally  decayed  in  twelve  months; 
the  side  of  the  plate  exposed  to  the  action  of  the  salt  water  alone  being  unimpaired ; — 
a fact  which  I never  witnessed  in  an  iron  boiler  under  similar  circumstances.  Hence  the 
rapid  decay  of  boilers  if  these  deposits  are  allowed  to  remain  in  the  flues  an  unwarrant- 
able space  of  time.  The  only  mode,  of  course,  to  obviate  this,  is  to  sweep  the  flues  as  often 
as  convenient ; and  the  boilers,  it  should  be  provided,  are  to  be  kept  perfectly  dry  when 
not  employed. 

12.  To  keep  those  parts  of  the  boilers  clean  which  are  exposed  to  the  influence  of  the 
boiling  salt  water,  it  appears  to  be  absolutely  necessary  to  hold  the  salts  in  solution,  since 
deposits  are  separated  from  the  water  some  considerable  time  before 'salt  is  formed,  and  at 
a much  lower  temperature ; 220°  having  been  esteemed  a limit  (under  the  pressure  of  the 
atmosphere)  at  which  a boiler  begins  to  incrust,  while  my  experiments  have  shown  that 
216°  should  be  the  maximum.  Professor  Faraday's  experiments  on  sea  water  appear  to  con- 
firm these  observations  : 1000  parts  of  sea  water  being  evaporated,  625  parts  of  steam  could 
be  drawn  off  before  any  deposition  commenced  ; but  then  the  tulphatc  of  lime  was  deposited  ; 
and  proceeding  till  1 10  parts  remained,  the  common  salt  began  to  crystallize  and  deposit 
till  35£  parts  remained  only  ; when  the  muriatic  acid,  from  the  decomposition  of  the  muriate 
of  magnesia,  began  to  separate.  About  ^ths  of  the  water  may  be  raised  in  steam  before  the 
salt  is  deposited. 

13.  To  obtain  the  required  condition,  1 recommend  that  the  practice  of  blowing-out  should 
be  periodically  and  promptly  attended  to  in  the  Channel  as  well  as  at  sea,  so  as  to  effectually 
expel  the  earthy  matters  while  agitated,  and  prevent  induration.  I also  suggest  the  expediency 
of  engineers  strictly  examining  their  boilers  prior  to  a long  voyage,  in  order  to  ascertain  that 
their  blow-out  cocks  and  pipes  are  in  perfect  order.  A due  circulation  of  the  water  in  the 
respective  boilers  should  likewise  be  attended  to,  that  the  blowing-out  may  equally  influence 
the  whole  ; and  blow-out  cocks  especially  should  be  so  arranged  and  adjusted,  that  their 
use  may  be  quite  practicable  on  all  occasions  at  sea  ; as  the  due  performance  of  the 
boilers,  and  consequently  the  certainty  of  a passage,  materially  depends  on  attention  to 
these  particulars. 

14.  The  construction  and  arrangement  of  the  blow-off  cocks  and  pipes  of  most  vessels  in 
her  Majesty’s  service  were  formerly  very  defective  : in  some  instances,  four  or  five  men  were 
summoned  to  attend  when  the  boilers  were  blown  off,  in  order  to  shut  the  cocks,  which 
were  often  jammed  by  expansion  ; in  other  instances,  the  boilers  were  blown  off  through 
the  hand  pump,  to  obviate  the  risk  of  the  cocks  jamming.  The  boilers,  in  consequence,  were 
insufficiently  attended  to  ; the  construction  not  admitting  these  duties  to  be  performed  at  all 
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times  with  safety.  Independently  of  these  difficulties,  the  pipes  through  the  ship’s  bottom 
were  frequently  of  cast  iron,  and  were  often  severely  attacked  by  bilge  water  between  the 
cocks  and  the  sea  ; and  thus  the  safety  of  the  vessel  depended  on  the  slightest  tenure. 

These  remarks  still  apply  to  existing  arrangements  on  board  many  vessels. 

15.  The  safety  valve  and  pipe  lately  invented  by  Mr.  John  Kingston  is  so  constructed 
that  a conical  valve,  fitted  in  the  pipe  which  is  introduced  through  the  bottom  of  the  vessel, 
opens  outwards  to  the  sea,  and  is  attached  to  a copper  rod  under  the  control  of  the  engineer : 
thus,  in  case  of  any  difficulty  arising  with  the  blow-out  cocks,  the  valve  can  be  immediately 
closed  ; and  being  entirely  within  the  thickness  of  the  ship’s  bottom,  is  always  protected 
from  accident;  while  in  case  the  pipe  within  the  vessel  were  broken,  the  pressure  of  the 
sea  would  maintain  the  valve  firmly  in  its  place. 

It  is  not  generally  known,  except  to  those  practically  acquainted  with  engineering,  that 
a steam  vessel’s  bottom  is  perforated  with  many  large  holes,  each  equal  to  sink  a ship  in  a 
very  short  space  of  time,  particularly  when  it  is  understood  that  they  arc  for  the  most  part 
pierced  close  to  the  keel,  where  the  pressure  of  water  is  greatest.  It  would  give  additional 
confidence  to  every  one  crossing  the  .seas  by  steam,  if  all  these  holes  were  rendered  as  secure 
as  the  blow-out  pipes  now  are  by  Kingston's  safety  valve : and  from  the  necessity  of 
frequently  examining  and  grinding  the  sea  cocks,  the  adoption  of  valves  would  obviate  the 
necessity  of  docking  for  these  purposes  alone,  and  is  a strong  inducement  to  their  general 
employment  in  every  steam  vessel  not  confined  to  the  limits  of  river  navigation. 

l(i.  Instances  are  uot  rare  of  boilers  being  permanently  injured,  and  sometimes  totally 
ruined,  in  a first  voyage,  whether  iron  or  copper  ; occasioned  alone  by  neglect  of  proper 
precautions.  Incrustation,  which  is  certain,  strongly  opposes  the  efforts  of  the  men  to 
generate  steam,  the  combustible  portion  of  the  fuel  being  consumed  in  heating  the  plates  of 
the  boiler ; and  the  heat  must  necessarily  pass  through  strata  of  stone,  (if  I may  be  allowed  the 
comparison,) — a very  bad  conductor  of  heat, — before  it  is  given  out  to  the  water  ; which  being 
highly  saturated,  requires  an  additional,  instead  of  a diminished,  supply  of  caloric,  to  sepa- 
rate its  aqueous  and  volatile  portions  from  those  that  are  fixed,  which  are  constantly  subsiding 
on  the  tubes.  It  requires  no  argument  to  show  that  the  fire  places  and  flues  thus  subjected 
to  intense  heat,  become  nearly  red  hot,  and  consequently  expand  much  beyond  their  usual 
limits  ; while  the  stay  bolls  and  other  ties,  holding  them  with  immense  force,  either  break  or 
cause  the  plates  to  crack  in  the  weakest  place,  which  is  generally  in  the  wake  of  the  stays, 
joints,  or  bends, — parts,  of  course,  the  most  heated  from  the  increase  of  mass ; sometimes 
even  the  tubes  collapse,  the  powers  of  expansion  resisting  all  opposition. 

Serious  delays  and  many  inconveniences  arise  from  the  evils  here  described,  since  in 
most  cases  immediate  repair  is  absolutely  necessary,  and  can  only  be  effected  at  the  expense 
of  great  physical  exertion.  In  fact,  from  observations  on  sea  water,  and  its  effects  on  marine 
boilers,  for  many  years,  I am  convinced  that  it  is  absurd  to  expect  to  make  a voyage  with 
success  if  blow-out  pipes  are  choked  or  otherwise  disordered  ; or  even  that  at  the  eud  of 
three  days,  without  a change  of  water,  the  boilers  will  not  be  incrusted  to  a considerable 
extent. 

17.  The  injury  sustained  by  some  boilers,  either  from  the  above  cause  or  from  the 
neglect  of  blowing-off  uniformly  at  sea,  has  by  some  been  erroneously  attributed  to  the 
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intensity  of  the  draught,  which  they  supposed  to  cause  incrustation  by  burning  the  material. 
A tolerable  draught  appears  however  to  be  preferable,  and  not  injurious  to  a boiler,  being 
always  under  control ; moreover,  I have  invariably  observed,  that  boilers  with  insufficient 
draught  expend  more  coals,  with  a considerable  addition  of  labour,  than  others  adapted  to 
engines  of  equal  power  where  the  draught  is  capable  of  extracting  the  whole  of  the  combus- 
tible matter  of  the  coal,  and  vitrifying  the  residue  ; for  a great  waste  attends  the  former,  from 
the  constant  necessity  of  clearing  the  bars.  I am  also  of  opinion,  that  no  serious  deposit  can 
be  formed,  if  change  of  water  is  duly  attended  to  and  the  evaporation  constantly  supplied  ; 
and  that  the  sound  plates  will  not  experience  injury  if  water  alone  is  in  immediate  contact 
and  the  essentials  of  construction  properly  observed  : for  when  the  fires  are  in  a state  of 
active  combustion,  the  iron  or  copper  rapidly  absorbs  the  caloric  from  the  fuel,  and  as 
speedily  transfers  it  to  the  water,  which  is  accordingly  in  a greater  or  less  state  of  ebullition, 
and  not  of  incrustation,  the  temperature  of  the  plates  not  very  much  exceeding  that  of  the 
water. 

18.  In  iron  boilers  it  is  difficult  to  insure  the  duration  of  the  plates,  for  various  reasons. 
Boiler  plates  are  often  on  inspection  apparently  sound  and  of  good  quality ; but  when 
submitted  to  the  heat  of  the  furnaces,  films  of  the  metal  opposed  to  the  fire,  where  adhe- 
sion was  not  perfect,  become  separated  in  the  form  of  blisters  or  cracks,  (according  to 
the  nature  and  situation  of  the  latent  defects,)  which  are  on  examination  frequently  found  to 
exist  through  the  whole  plate,  to  an  extent  often  exceeding  half  its  thickness.  On  testing 
plates  of  various  kinds  for  experiment,  by  heat,  punching,  breaking,  &c.,  those  of  the  most 
perfect  exterior  were  often  found  to  be  much  laminated  ; and  those  parts  of  boilers  w hich 
have  been  previously  heated  and  bent  to  form  the  bridges,  aud  on  which  (when  con- 
structed) the  fire  incessantly  impinges,  will,  if  defective,  most  readily  afford  opportunity  of 
detection.  I have  known  boilers  to  run  for  some  months  on  occasional  service  in  the 
Channel  during  the  existence  of  defects,  which  did  not  exhibit  themselves  till  the  plates 
were  overheated ; no  doubt,  through  partial  incrustation,  experienced  on  a voyage  to  the 
Mediterranean,  immediately  succeeding. 

19.  Instances  seldom  occur  of  copper  plates  cracking,  unless  from  causes  already 
described  ; a material  difference  existing  between  the  manufacture  of  copper  and  iron  plate, 
which  renders  it  incompatible  that  they  should  display  similar  effects  from  the  cause  of  heat 
alone.  The  former,  after  certain  refining  processes,  is  cast  in  open  iron  vessels,  forming  con- 
venient cakes,  and  of  course  solid  and  free  from  air  and  extraneous  matters,  prior  to  being 
heated  and  rolled  ; while  the  latter,  in  masses  prepared  from  scraps,  or  slaps,  is  raised  to  a 
welding  heat,  with  its  heterogeneous  accompaniments,  then  submitted  to  pressure  under  the 
rolls;  on  the  judicious  observance  of  which  processes  a perfect  union  of  the  parts  and  con- 
sequent solidity  mainly  depends. 
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20.  Enough  has  been  stated  to  show  that  muriate  of  soda  is  crystallised  subsequently 
to  the  deposition  of  the  sulphate  of  lime;  and  from  further  observations,  I conclude  that  the 
sulphate  of  lime  will  deposit  and  indurate  at  any  temperature  from  212°  upwards,  and  at  any 
degree  of  concentration  ; the  more  limited  this  is,  of  course  the  less  deposit ; so  that  a person 
having  the  care  of  marine  engines  on  a station  cannot  be  too  much  on  the  alert  to  meet  the  various 
mechanical  difficulties  which  may  interfere  with  prescribed  arrangements  for  the  good  conduct 
of  the  boilers  ; which  arrangements  arc  not  always  disposed  so  as  to  effect  the  desired 
purpose,  particularly  when  boilers  arc  composed  of  many  parts.  Engineers  do  not  give  that 
attention,  at  all  times,  to  the  due  circulation  of  the  water  in  the  respective  boilers,  which  their 
necessities  require  : not  unfrequently  I have  known  three  or  more  boilers  communicating 
freely  above  the  furnaces,  and  by  side  pipes  beneath : the  pipes  often  become  choked  ; 
consequently  in  blowing  off  the  front  boiler,  the  water  equally  descends  in  the  whole,  the 
after-boilers  yielding  their  quota  from  the  surface,  (where  they  communicate  freely,)  while  the 
earthy  matters,  and  common  salt  even,  are  permitted  to  subside  in  receptacles  whence  they 
cannot  be  removed. 

If  there  were  even  three  or  more  cocks  in  such  case,  it  would  not  be  possible,  day  and  night, 
nor  would  it  be  safe,  to  open  all  at  the  same  time ; and  if  one  boiler  is  blown  off  at  the  end 
of  two  hours,  as  recommended,  each  boiler  remains  six  hours  before  the  operation  is  repeated. 
The  descent  of  the  water  should  be  equal  and  simultaneous  from  all  the  joining  boilers 
if  possible;  which,  if  not  effected,  will  often  permit  one  boiler  to  be  perfectly  clean,  whilst  its 
neighbour  is  thickly  incrusted.  Very  recent  examples  of  the  neglect  of  proper  arrangements 
for  circulation  of  the  water  in  the  respective  boilers,  and  of  injury  thereby  sustained,  have 
induced  me  rather  to  enlarge  on  this  matter;  but  still  I fear  that  nothing  but  the  use  of 
distilled  water  will  ever  thoroughly  obviate  the  evils  to  which  marine  boilers  are  subject  on 
very  long  voyages,  although  at  the  end  of  five  or  six  years  in  active  employ  a copper  boiler 
may  not  be  liable  to  injury  if  properly  attended  to;  while  it  is  notorious  that  the  fire-places 
of  iron  boilers  of  similar  construction,  employed  between  Falmouth  and  Corfu,  require  repair, 
almost  invariably,  at  the  conclusion  of  every  voyage.  I believe  that  four  voyages  to  the 
Straits  are  the  most  that  have  been  made  prior  to  a general  repair  of  the  boilers. 

I have  stated  that  the  African  was  three  years  employed  before  it  was  deemed  necessary  to 
detach  the  scales : on  the  sides  this  is  extremely  difficult  to  manage,  the  waterways  seldom 
exceeding  four  inches,  and  rarely  being  so  wide. 

I was  led  to  imagine,  from  the  appearance  of  the  boilers  after  the  first  voyage,  thot  they 
could  have  been  employed  indefinitely  without  any  considerable  scale ; but  experience  has 
shown,  that  to  a certain  extent  it  must  be  expected : in  the  sixth  year,  the  vessel  being 
actively  employed  in  the  Mediterranean,  the  boilers  were  scaled  about  once  in  three  months ; 
the  number  of  entire  days  at  sea  in  that  time  being  from  sixty  to  seventy.  The  tops  of 
the  tubes  were  not  always  cleaned,  attention  being  paid  to  remove  all  scales  that  might  be 
partially  detached  from  the  sides;  no  time  was  wasted  in  removing  the  scales  by  scraping  or 
chiselling  them  in  minute  portions,  the  loose  or  easily  detached  pieces  only  being  attended  to. 

The  sides  of  the  fire-places  have  seldom  more  than  patches  adhering  to  them  here  and 
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there,  end  of  course  are  easily  cleaned.  By  the  above  operation  it  will  be  readily  seen  that 
the  surfaces  of  the  flues  would  be  constantly  approaching  their  original  state ; that  is,  each 
scale  of  five  or  six  years’  formation  leaves  the  copper  bare;  and  the  more  frequently  the 
boilers  are  scaled,  the  greater  opportunity  is  afforded  the  parts  to  detach  themselves. 

I should  recommend  that  boilers  employed  beyond  a limited  period,  regulated  by  the 
incrustations,  should  be  scaled  once  a mouth  while  actively  employed ; the  operation  would 
then  be  simple,  and  would  not  occupy  above  two  or  three  days  to  do  it  effectually  : no  violent 
measures  need  be  adopted,  for  reasons  already  given;  and,  the  matter  removed  always 
exceeding  that  deposited,  the  condition  of  the  flues,  as  before  observed,  would  be  constantly 
improving,  as  regards  the  parts  which  are  exposed  to  the  water. 


ON  THE  CONSTRUCTION  OF  COPPER  BOILERS. 


21.  Copper  boilers,  to  a certain  extent,  have  fallen  into  disrepute,  three  or  four  sets  having 
been  cut  up  after  employment  in  the  government  steam  vessels.  The  fire-places  were  ex- 
ceedingly good,  as  well  as  the  top  and  side  plates  of  the  flues,  except  in  some  instances  where 
permanent  injury  was  sustained  by  incrustation,  the  result  of  negligence. 

Now,  in  every  instance  the  destruction  of  the  bottom  plates  of  the  flues  was  the  prominent 
cause  of  their  disuse.  Hence,  after  much  inquiry  and  observation,  I suggest  that  more  care 
and  attention,  than  that  usually  paid  in  the  construction  of  iron  boilers,  should  be  observed  in 
fitting  the  bottom  of  the  flues  and  shell  of  copper  boilers  ; in  fact,  too  much  pains  cannot  be 
taken  in  the  first  place,  as  it  is  amply  repaid  in  the  sequel.  The  rivet  holes  through  the 
lower  “ angle  irons”  and  plates  should  exactly  coincide,  and  the  rivets  properly  fit  them.  One 
of  the  greatest  present  nuisances  is  the  defects  of  rivets ; many  of  them  actually  bend  in  the 
disfigured  holes  in  the  act  of  clenching ; they  certainly  cannot  fill  a hole  of  a different  figure. 
The  riveting  merely  swells  the  point,  and  not  the  body  to  any  extent,  as  I have  witnessed  in 
many  instances  : the  result  is,  that  water  arrives  at  the  clench  of  the  rivet  immediately,  which, 
if  not  well  worked,  seldom  prevents  the  water  from  oozing  through.  The  rivets  should,  in 
these  places,  be  well  worked  in  the  style  observed  by  coppersmiths.  The  junctions  of  the 
'‘angle  irons”  should  be  carefully  fitted  ; for  neglect  of  this  is  almost  irremediable  : and  the 
caulking  or  chincing  should  be  eventually  executed  with  the  greatest  nicety,  as  no  opportunity 
is  afforded,  after  construction,  of  properly  making  good  any  defects  consequent  on  neglect,  or 
want  of  sufficient  care  in  this  stage  of  the  manufacture. 

22.  In  Iron  Boilers,  when  water  is  first  admitted  after  construction,  hundredsof"  weeps” 
or  channels  in  the  plates  and  rivets,  whence  water  oozes,  are  totally  disregarded ; the  most 
important  only  being  stopped  mechanically;  the  rest  are  stanched  merely  by  the  rust  the  water 
has  formed  in  its  passage,  and  the  bulk  of  the  oxide  being  greater  than  that  of  the  original  metal, 
lingers  where  it  is  formed,  and  thus  becomes  a perfect  iron  cement,  and  the  boilers  are  tight; 
not  so  the  Copper  Boilers  ; for  the  water,  attacking  the  metal  in  its  passage  through,  forms 
the  carbonate  of  copper,  a clear  transparent  solution,  which  is  not  crystallised  till  deposited  on 
and  spread  over  the  bottom  of  the  flues,  where  it  continues  its  work  of  destruction.  The 
track  of  the  water,  as  exhibited  in  defective  rivets,  precisely  resembles  the  tortuous  operation 
of  the  worm  in  fruits  or  wood  ; being  partly  in  the  plates  and  partly  in  the  rivets,  so  as  in 
almost  ever}'  case  to  require  the  hole  to  be  much  enlarged,  in  order  to  remove  the  defect  prior 
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to  the  substitution  of  screwed  rivets,  which  at  the  best  are  a poor  substitute  for  a rivet  of  the 
original  kind. 

1 have  found,  that  when  sufficiently  acted  on  chemically,  the  above  observations  equally 
apply  to  the  joints  of  the  plates  with  the  “angle  irons,”  the  apertures  formed  between  them 
being  sometimes  entirely  in  the  plate,  which  is  thus  decayed  so  as  to  receive  copper  puis  of 
considerable  size.  This  is  the  worst  state  of  the  evil ; for  the  water  by  its  pressure,  in  addition 
to  that  of  the  steam,  acts  mechanically  as  well  as  chemically  in  forcing  its  passage,  which, 
if  not  timely  stopped,  will  certainly  eat  transversely  through  the  plate*  It  is  also  worthy  of 
note,  that  the  Hues  arc  found  perfectly  tight  over- head  and  along  the  sides ; the  lower  parts 
and  the  “ angle  iron  ” of  the  bottoms  only,  and  that  in  spots  difficult  of  construction,  yielding 
to  the  action. 

After  a lapse  of  six  years  of  active  employment,  I can  safely  pronounce  the  parts  above  the 
bottom  of  the  flues  and  fire-places,  exposed  to  the  constant  action  of  the  fire  and  water,  to 
retain  nearly  their  original  thickness  ; I say  nearly,  because  the  deficit  cannot  be  actually 
observed  or  estimated  unless  by  weight.  From  the  line,  however,  which  the  usual  length  of 
voyage  permitted  the  salt  to  accumulate  downwards  to  the  bottom  of  the  flues,  that  is,  to  the 
extent  of  thickness  of  salt  deposited,  corrosion  has  evidently  taken  place,  so  much  as  to 
threaten  the  security  of  parts  originally  well  manufactured,  even  in  the  faco  of  caulking,  &c. 
This  evil  necessarily  continued  in  action  for  some  months  in  the  Mediterranean,  when 
employed  between  Malta,  Egypt,  and  Syria,  on  an  average  of  twenty  to  twenty-four  days  per 
month  at  sea,  in  the  total  absence  of  Roman  cement ; which,  when  procured,  again  kept  the 
flues  tight  and  dry.  The  advantages  of  the  cement,  here  exhibited,  suggest  its  use  not  only 
when  a boiler  is  defective,  but  when  perfectly  new. 

I should  propose,  that  when  tried  and  found  perfect,  the  flues  should  be  well  cleaned,  and 
a flooring  of  cement  applied  by  proper  persons,  so  as  to  include  the  “angle  irons  tiles 
should  then  be  imbedded  nicely,  forming  a perfect  surface  from  the  chimney  to  the  furnace, 
or,  which  was  the  method  I adopted,  a fillet  should  be  applied  all  round  the  “ angle  irons," 
with  a flooring  beneath  the  funnel.  Thus  the  water  from  the  chimney,  impregnated  with  the 
matters  of  the  soot,  would  be  entirely  prevented,  in  the  beginning,  from  acting  on  the  bottoms 
of  the  tubes  ; and  any  spot  beneath,  being  disposed  to  “ weep,”  would  be  prevented  till  it  had 
been  permanently  filled  with  sulphate  of  lime  or  other  matter,  which,  oil  the  contrary,  would 
be  forced  onwards  into  the  bottoms  of  the  flues  if  water  could  freely  pass.  It  would  have 
auother  advantage, — it  would  afford  facility  in  sweeping  the  flues,  and  would  occupy  the 
intricate  parts,  from  which  the  soot  is  never  thoroughly  cleaned.  No  very  material  loss  of 
heat  would  be  sustained  by  this  application,  the  fires  not  being  calculated  to  reverberate 
downwards  to  a great  extent:  on  the  contrary,  I have  often  sent  wood  into  the  flues,  which 
has  been  withdrawn,  merely  charred ; a proof  that  the  bottoms  of  the  flues, — those  leading 
directly  from  the  furnaces  excepted,— contribute  little  to  steam  generation,  even  before  any 
deposition  of  soot  has  taken  place. 

I think  it  probable,  that  “weeps  ” in  the  tops  and  sides  of  the  flues,  before  alluded  to,  are 
first  checked  by  the  intensity  of  the  fire  acting  on  the  water  as  it  oozes,  when  the  lime  subsides 
and  hardens  to  cement ; for  there  is  no  reason  why  “ weeps  ” should  not  have  existed  in 
equal  abundance  in  these  places,  as  well  as  in  the  bottoms  ; but  it  is  certain  that  none  have 
been  exhibited. 
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Tbe  bottom  and  lower  parts  of  the  shell  of  the  boiler  should  be  treated  with  as  much  care 
in  construction,  as  it  has  been  suggested  to  pay  to  the  bottom  of  the  flues  ; and  the  chimneys 
should  invariably  be  made  of  iron,  to  step  on  a cast-iron  ring  fitted  to  the  top  of  the  boilers. 
The  cast-iron  ring  does  not  seem  to  be  affected  by  the  copper ; its  situation  accounts  for  it. 

23.  Copper  Funnels  have  been  a complete  failure,  in  every  instance  of  their  adoption  ; 
they  are  rapidly  corroded  within  the  air  casing,  so  as  in  one  or  two  instances  to  have  been 
crushed  by  the  effects  of  a gale  of  wind.  Iron  Funnels  decay  principally  in  the  parts  on 
which  the  waste  steam  operates,  and  these  plates  require  renewal  more  frequently  than  the 
rest ; therefore  it  is  better  to  carry  the  waste-pipe  level  with  the  top  of  the  funnel : coal  tar,  or 
red  lead,  or  a mixture  of  both,  is  the  best  varnish  I have  known  to  be  adopted  for  funnels, 
which  with  care  may  last  five  or  six  years. 

In  conclusion,  I confidently  express  my  opinion  that  Copper  Boilers  are  very  far 
superior  to  Iron  for  marine  purposes  ; and  that  if  the  necessary  precautions  in  construction  be 
observed,  they  will  run  for  a considerable  time  without  giving  trouble  of  any  kind.  Tinning 
the  bottom  plates,  lately  observed  by  Messrs.  Maudslay  and  Field,  I should  certainly 
recommend ; it  will  remove  the  chance  of  decay  to  a certain  extent.  Large  pieces  of  iron 
have  fiequently  been  sent  into  the  flues  by  me,  which  have  been  completely  decayed  in  a 
short  time;  no  doubt  with  some  good  effect  to  the  copper,  but  without  the  possibility  of  being 
estimated.  If  the  cause  be  removed  by  attention  to  tbe  suggestions  on  construction,  a patch 
will  seldom  be  required  ; consequently  delays  will  be  seldom  experienced  on  account  of  the 
boilers.  The  original  cost  is  nearly  as  three  to  one  on  the  iron  ; this  ought  not  to  deter 
companies,  or  the  proprietors  of  foreign  steam  vessels,  where  the  means  of  repair  is  not  at 
hand  : besides,  when  unfit  for  further  use,  they  will  always  make  a good  return  as  old 
copper;  an  old  iron  boiler  being,  in  general,  worth  little  more  than  the  cutting  up.  Copper, 
again,  is  a better  conductor  of  heat  than  iron  ; and  if  the  advantages  of  incasing  marine 
boilers  with  non-conducting  matter  were  properly  considered  and  availed  of,  boilers  might  be 
reduced  in  capacity,  weight,  and  expense,  to  the  obvious  account  of  the  proprietor,  and  to  tho 
increased  stowage  of  fuel.  More  might  be  said,  but  the  above,  coupled  with  the  fact  that 
the  shell  will  scarcely  ever  be  injured  or  decayed,  will  be  sufficiently  demonstrative  ; when 
iron  boilers  frequently  require  extensive  repairs  of  the  shell  or  casing,  either  from  water 
passing  by  the  funnel  on  the  top  of  the  boiler,  or  from  the  unavoidable  leaks  of  the  deck  and 
comings  around  the  6team-chest ; also  the  shell  is  decayed,  from  the  salt,  &c.  on  the  line  of 
stoke-hole  plates  or  flooring,  as  well  as  in  tbe  neighbourhood  of  most  of  the  stay-bolts  on 
the  back  and  sides, — the  bottoms  being  often  totally  decayed ; and  these  are  parts  which, 
from  their  situation,  cannot  be  attended  to  conveniently.  The  above  facts  are  notorious  in 
iron  boilers,  when  in  many  instances  no  other  defect  has  existed  ; indeed,  copper  boilers 
appear  to  be  almost  invulnerable  in  those  situations  where  in  iron  boilers,  whether  employed 
or  not,  the  work  of  decay  is  constantly  going  on.  Many  cases  of  delay  and  incapacity 
could  be  mentioned  from  these  causes  alone,  when  important  public  service  was  most 
urgent,  not  to  mention  that  of  individuals. 

It  is  a common  practice  in  many  vessels  to  throw  water  into  the  ash-holes,  to  cool  the 
cinders  prior  to  sending  them  up  ; the  salt,  which  adheres  to  the  ash-pit  in  consequence,  has 
sometimes  destroyed  the  bottom  plates,  when  every  other  part  of  the  boiler  was  sound.  I 
have  seen  some  instances  recently,  where  the  water  discharged  from  the  gauge  cocks  is 
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conducted  there  by  tubes : the  men  avoid  being  scalded  by  this  arrangement,  at  the  risk  of 
the  destruction  of  the  ash-pits  by  the  brine  there  deposited.  Water  in  ash-pits  has  a cooling 
and  draught-exciting  property  on  account  of  the  evaporation  ; but  it  ought  on  no  account  to 
occupy  the  ash-place  of  an  iron  boiler,  unless  a cistern,  constructed  for  that  purpose,  was 
appropriated  for  its  use.  In  copper  boilers  I have  disregarded  the  water  arising  from 
“ weeps  ” in  the  ash-pits,  no  chemical  action  taking  place  here,  when  employed  at  sea,  on 
account  of  the  frequent  removal  of  their  contents.  The  intrusion,  however,  of  sea-water  into 
the  ash-holes,  no  matter  from  what  cause,  ought  by  no  means  in  any  boiler  to  be  encouraged. 

My  object  having  been  to  show  by  comparison  the  advantages  of  copper  over  iron  boilers 
for  marine  purposes,  and  to  set  in  a proper  point  of  view  the  deposition  of  salts,  their  effects, 
and  the  means  of  avoiding  tire  same  in  boilers,  as  now  adapted  and  arranged,  I think  that  for 
the  future,  as  regards  these  matters,  all  vague  speculation,  with  practical  men,  may  be  laid 
aside  ; the  evils  complained  of  having  been  shown  to  arise,  in  all  cams,  both  from  want  of 
sufficient  care  in  construction,  and  in  the  ultimate  management 


CIRCULATING  PIPES,  DAMPERS,  Ac. 

24.  Circulating  pipes,  that  is,  pipes  of  communication  between  boilers  when  more  than  one 
is  used,  are  generally  fitted  with  a small  bonnet  for  the  purpose  of  cleansing.  The  situation  of 
these  pipes  generally  is  such  as  to  deprive  the  engineer  of  examining  them  at  all  times : the 
pipes  on  the  sides  are  concealed  by  the  coal-boxes ; those  abaft  and  forward  being  usually  at 
band. 

Now,  in  many  instances,  the  feed,  or  water  for  the  supply  of  evaporation,  is  injected  into 
the  front  boiler  or  boilers,  those  abaft  depending  mainly  on  the  condition  of  these  pipes, 
through  which  they  are  intended  to  be  supplied.  Instances  occur  where  the  flues  have  been 
much  burnt  and  injured  from  incrustation,  while  the  fire-places  situated  in  the  front  boilers 
were  in  perfect  order.  The  pipes  have  been  choked,  and  of  course  a sufficient  supply  could 
not  be  maintained  in  the  after  boilers;  hence  the  deposit  and  permanent  injury.  The  coal- 
boxes,  therefore,  and  other  obstructions,  should  be  so  modified  and  cut,  as  to  afford 
convenience  for  examination ; which  should  take  place  at  least  on  the  return  from  every 
voyage,  the  small  bonnet  being  removed  from  each  pipe,  and  its  condition  strictly  looked  into. 
If  duties  be  ever  so  pressing,  commanders  should  always  afford  time  for,  and  engineers  strictly 
fulfil,  this  most  important  one. 

Circulation  of  the  water  through  all  the  boilers  should  never  depend  entirely  upon  the 
pipes,  but  should  be  maintained  moreover  by  free  communication  above  the  flues ; and  these 
communications  should  be  cut  as  near  the  surface  of  the  flues  as  possible,  in  order  that  the 
blowing  off  one  boiler  may  to  a certain  extent  affect  the  condition  of  the  water  in  the  resL 
The  ‘ Flamer  ’ and  some  other  of  the  government  steam  vessels  have  lately  been  filled  with 
two  tiers  of  connecting  pipes,  the  upper  ones  three  inches  below  the  level  of  the  flues,  and 
thereby  favoring  the  circulation  desired.  Cutting  the  passages  through  the  joining 
boilers,  for  sea-going  vessels,  sixteen  or  eighteen  inches  above  the  flues,  has  been  deemed 
necessary  to  prevent  the  water  from  leaving  the  flues  of  the  side  boilers  when  rolling : 
experience  shows  this  precaution  to  be  unnecessary,  the  temporary  inclination  of  the 
ship  never  exposing  the  flues  to  injury,  when  rolling  simply  ; and  no  extraordinary  angle  is  to 
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be  anticipated,  such  as  canvass  would  effect,  it  being  sufficiently  understood  by  commanders 
who  have  the  least  acquaintance  with  steam  vessels,  that  the  sails  are  a disadvantage  when 
they  give  the  lee-wheel  too  much  depression.  A single  boiler  may  be  at  least  eight  feet  wide 
without  any  risk,  with  the  ordinary  quantity  of  water  above  the  tubes  ; indeed  nearly  twice  this 
width  may  be  trusted  safely,  as  instanced  in  front  boilers  containing  four  fire-places  of 
considerable  size.  A wash  plate  fitted  into  the  middle  of  the  after  boiler,  fore  and  aft,  upon 
the  flues  as  high  as  the  water  line,  would  answer  every  purpose  of  preventing  the  water  from 
entirely  leaving  the  wing  flues,  on  taking  a lurch  : the  same  arrangement  may  be  adopted  in 
a front  boiler;  but  it  is  not  absolutely  necessary,  the  water  above  the  tubes  having  a greater 
depth,  generally,  than  that  of  the  other  boilers. 

25.  Boilers  for  steam  vessels  of  great  or  considerable  power  are  necessarily  constructed  in 
two,  three,  or  more  parts : these  parts  are  best  arranged  when  they  are  the  entire  length  of  the 
boiler  fore  and  aft,  their  ends  forming  the  front  and  back  of  the  whole  : thus  the  longitudinal 
boiler  precludes  the  inconvenience  liable  to  connecting  pipes  in  the  coal-boxes,  and  to  the 
heavy  rolling  of  the  vessel  causing  the  water  to  recede  from  above  the  flues.  Each  boiler 
can  then  be  entirely  distinct  from  its  neighbour,  having  its  own  feed  and  blow  off  pipes,  and 
containing  its  own  fire-places  and  flues  ; the  smoke  and  heated  air  arriving  at  the  upper 
surface  of  the  boiler,  to  the  chimney,  before  it  mixes  with  that  from  the  other  boiler  or 
boilers.  The  base  of  the  chimney  in  the  case  of  three  boilers,  placed  side  by  side,  may  be  of 
an  elliptical  or  oblong,  instead  of  cylindrical  figure,  covering  the  mouths  of  the  flues,  which 
should  each  be  furnished  with  a damper,  fitted  directly  on  the  boiler,  and  quite  distinct  from 
the  funnel ; having  a communication  by  levers  with  the  engine-room  in  front  of  the  boilers, 
and  thus  being  at  all  times  under  the  control  of  those  below. 

When  a Damper  is  fitted  in  the  chimney,  it  will  inevitably  be  carried  away  with  it  in  case 
of  accident,  and  the  ship  exposed  to  fire:  a recent  instance  occurred  in  the  ‘Thames’  Irish 
steamer,  in  the  Channel,  where  the  vessel  was  nearly  on  fire  from  the  sudden  loss  of  the  funnel 
by  a ship  running  on  board  her  in  the  night.  I have  seen  funnels  carried  away  in  harbours, 
by  getting  athwart  hawse  of  other  vessels.  Accidents  are  not  uncommon  at  sea,  particularly 
when  the  funnels  are  of  copper,  which,  decaying  rapidly  within  the  air  casing,  is  less  calculated 
to  resist  a gale  than  iron.  I have  frequently  been  surprised  that  funnels  stand  so  well  as  they 
do ; preventer  stays  arc  often  necessary  : therefore,  fitting  dampers  in  the  chimney  should  by 
no  means  be  adopted. 

To  complete  the  arrangement,  each  steam  pipe  should  have  a communication  valve  ; or 
a valve  should  be  fitted  on  top  of  the  steam  chest  of  each  boiler,  where  they  join  the  common 
steam  pipe  ; so  that  cither  of  the  boilers  may  be  employed,  without  at  all  depending  on  its 
neighbour  ; the  safety  valves,  as  usual,  having  one  common  waste  steam  pipe  The  advantage 
of  this  mode  of  construction  is  obvious,  wheu  it  is  understood  that  in  a gale  of  wind,  or  in  the 
case  of  a ship  of  war  cruising  with  a squadron  by  steam,  not  half  the  power  can  be 
employed  with  effect ; then  one  boiler  or  two  can  be  dispensed  with,  according  to  necessity, 
with  a saving  of  fuel,  almost  in  a ratio  to  the  consumption  of  the  boilers  unemployed  ; I say 
almost,  because  a certain  portion  of  heat  will  be  lost  by  radiation,  and  by  the  absorption  of  the 
contiguous  boiler.  In  going  head  to  wind  the  above  advantages  are  most  felt ; for  the  number 
of  revolutions  at  full  speed,  of  tea-going  steam  vessels,  varying  from  thirty  to  twenty-two 
per  minute  in  smooth  water,  within  the  limits  of  ftO  and  200  horse  power  inclusive,  and 
when  contending  with  a strong  gale  ahead,  the  speed  being  reduced  to  eight  or  nine 
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revolutions  per  minute  in  most  cases,  it  will  be  seen  that  the  demand  for  steam  is  wonderfully 
less  in  the  latter,  than  in  the  former  case.  There  being  two  engines  employed,  and  each 
making  two  strokes  to  effect  a revolution  of  the  wheel,  four  cylinders  full  of  steam  arc  consumed 
in  the  same  time,  though  of  a pressure  less  than  that  on  the  safety-valve  : independently  of 
expansion,  the  pressure  of  the  steam  is  diminished  by  condensation  in  the  passage  through  the 
steam  pipes  and  jackets,  which,  by  the  bye,  is  very  considerable  in  those  vessels  fitted  with 
the  cylinders  forward.  Now,  the  loss  of  heat  by  radiation  from  the  steam  pipes,  cylinders, 
and  slide  casings  being  constant  at  all  speeds,  the  saving,  by  dispensing  with  the  use  of  one 
or  more  furnaces,  will  fall  short  of  the  expectations  raised  by  their  temporary  disuse, 
inasmuch  as  the  remaining  furnaces  require  to  he  urged.  A furnace  cannot  be  thrown  out  of 
use  with  economy,  when  the  fuel  contained  in  the  remainder  must  be  disturbed  often  before 
it  is  fairly  consumed  ; and  this  must  be  the  case,  unless  the  mouth  of  the  furnace  unemployed 
be  closely  covered  in,  the  in-draught  of  cold  air  through  the  same  being  a great  drawback  on 
the  effect  of  the  other  furnaces : hence  the  greatest  effect  will  be  produced  when  an  entire 
boiler  is  thrown  out  of  use.  When  one  furnace  only  of  a boiler  could  be  dispensed  with,  I have 
often  found  it  most  economical  to  burn  the  ashes  of  the  rest  therein,  mixed  with  a little  coal  ; 
and  when  too  dirty,  or  the  draught  too  much  impeded  by  clinker,  another  furnace  performed 
the  same  office,  while  it  was  thoroughly  cleared  out,  and  became  an  active  furnace ; and  so  on 
in  turn  with  the  rest. 

26.  Since  it  has  been  shown  that  the  consumption  of  fuel,  on  principle,  should  be  expected 
to  be  in  proportion  to  the  revolutions  of  the  wheel,  but  that  in  practice  it  is  found  to  be  much 
greater, — the  masses  of  the  boilers,  cylinders,  pistons,  &c.  &c.  having  at  all  speeds  to  be 
maintained  by  the  steam  at  its  own  temperature, — it  follows  that  the  less  these  parts  are 
exposed,  the  better  ; and  if  radiation  were  prevented  by  completely  covering  the  boilers,  steam- 
pipes,  and  cylinders  with  non-conducting  materials,  the  saving  of  coals  only  would  soon  amply 
return  the  cost, — particularly  in  sea-going  vessels,  where  gain  cannot  at  ail  times  be  effected 
by  bearing  up  for  a port,  but  where  the  gale  must  be  struggled  with  for  many  days  together, — 
not  to  mention  the  constant  injury  sustained  by  bulk-heads,  comings,  and  decks,  by  the 
overpowering  heat  to  which  they  are  submitted.  The  frequent  repairs  and  renewals  of  these 
parts  only,  amount  to  no  small  cost  per  annum  in  Her  Majesty's  steam  vessels  on  foreign  stations. 

Economy  of  fuel  on  long  voyages  has  not,  1 am  prepared  to  say,  met  with  the  attention  it 
deserves:  stokers  consult  their  own  convenience ; and  as  long  as  they  keep  plenty  of  steam 
Hying  off  to  waste,  they  are  seldom  called  to  account:  as  to  myself,  1 have  found  the  greatest 
difficulty  in  obliging  them  to  keep  the  fires  uniformly.  In  a gale  of  wind,  and  then  only,  when 
the  labour  was  little  on  the  fires,  and  when  it  became  a consideration  with  every  one,  both  on 
deck  and  below,  to  eke  out  the  means  of  arriving  at  the  destined  port  in  safety,  the  fires  were 
minutely  attended  to,  and  the  fullest  effect  obtained  at  the  least  possible  expense : a few 
clinkers  only,  and  no  ashes,—  which  should  never,  in  iron  boilers,  be  allowed  to  remain 
longer  than  two  hours  in  the  ash-pits,  or  in  contact  with  the  boilers  on  the  stoke-hole 
plates,  — were  thrown  overboard  twice  in  twenty-four  hours,  when  such  discipline  was 
observed,  and  this  with  the  Welch  coal.  How  much  greater  would  the  gain  be  at  all  timet,  if 
the  oppressive  heat,  which  drives  the  fireman  from  hiB  quarters  now,  were  removed,  so  as 
to  permit  him  to  dispose  a less  portion  of  fuel  to  a wonderfully  increased  advantage  ? These 
considerations  are  by  no  means  visionary  ; the  people  in  Cornwall  understand  them  well,  aud 
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profit  thereby  to  a considerable  amount.  I have,  on  a summer's  day,  found  it  sensibly 
cooler  in  an  engine-house  closed,  containing  a cylinder  eighty  inches  in  diameter,  and  ten 
feet  stroke,  while  the  steam-gauge  indicated  thirty-four  lbs.  per  square  inch  on  the 
safety-valve,  than  I experienced  without : the  boiler-house  nearly  the  same.  Is  not  economy 
in  fuel  as  loudly  called  for  in  marine  engines,  without  reference  to  stowage,  health,  and  the 
labour  and  dirt  of  shipment  ? 

The  advantages  above  proposed  are  now  carried  into  effect  to  a certain  extent  in  Her 
Majesty's  steam  vessels,  by  coating  the  boilers,  whether  of  iron  or  copper,  with  “ felt,”  laid 
on  a thick  covering  of  a mixture  of  white  and  red  lead  ; the  same  treatment  has  been  observed 
with  regard  to  the  sides  of  the  respective  boilers  where  they  come  together,  when  smoke-joints 
do  not  interfere  : the  advantage  of  this  does  not  consist  only  in  the  preservation  of  these 
sides,  so  liable  to  decay  from  the  water  which  descends  there  leaving  its  salt  adhering  to  the 
plates,  but  it  operates  to  prevent  the  heat  of  one  boiler  from  being  transmitted  to  another 
when  not  employed  ; indeed,  the  practice  of  coating  boilers  of  marine  engines  was  observed  as 
far  back  as  1818  in  the  4 Caledonia,’  Mr.  Watt’s  private  steam  vessel,  and  also  in  the  'James 
Watt*  in  1823:  — the  cylinders  of  the  former  were  also  coated  in  the  same  manner  and 
covered  with  reeded  mahogany.  By  combining  the  arrangements  before  mentioned,  so  as  to 
have  the  respective  boilers  and  flues  distinct,  smoke-joiuts  may  be  entirety  dispensed  with : 
these  are  generally  dangerous,  although  often  unavoidable,  both  from  the  size  to  which  the 
boilers  arc  required  to  be  carried,  to  meet  the  power  of  the  engines,  and  from  the  necessity 
which  sometimes  exists  of  adapting  them  to  the  peculiar  construction  of  the  vessels. 

27.  From  die  frequent  necessity  of  opening  the  furnace  doors,  when  under  weigh,  to  re- 
plenish and  arrange  the  fires,  a large  portion  of  cold  air  is  allowed  to  pass  through  the  Hues ; this 
ready  passage  for  the  air  checks  its  entrance  through  the  bars  of  the  adjoining  furnace  or  fur- 
naces, and  in  most  instances  throws  them  for  the  time  nearly  out  of  use  : thus  the  boilers  are  not 
only  deprived  of  the  effect  of  the  open  furnace,  but,  to  a great  extent,  of  all  others  connected 
widi  the  common  flue  : this  is  so  certain,  that  boilers  having  four  furnaces  joining  in  one  due, 
as  formerly  fitted  to  vessels  of  100  horse  power  and  upwards,  have  been  supplanted  by  others 
in  which  two  furnaces  only  discharge  their  fire  into  a flue  which  meets  that  of  the  other 
two  furnaces  at  the  chimney,  having  traversed  the  water  separately  before  they  meet.  The 
former  plan  of  boiler  is  always  remarkable  for  a bad  or  indifferent  draught;  it  requires  more 
area  of  heated  surface  to  generate  sufficient  steam,  occupies  of  course  more  space,  contains 
a larger  quantity  of  water,  and  is,  in  addition,  considerably  heavier  than  the  latter  style 
of  boiler,  which  is  distinguished  for  its  power  in  producing  steam,  and  for  the  ease  of  working 
it.  Hence  it  follows  that  the  more  distinctly  furnaces  perform  their  work,  the  greater  the 
effect  obtained  ; but  this  has  its  limits;  for  if  a flue  is  too  direct,  a great  portion  of  heat  passes 
up  the  chimney  without  effect,  the  fire  not  having  traversed  sufficiently  through  the  water  to 
be  absorbed  by  it.  In  land  engines  this  defect  is  not  experienced,  the  fire  passing  around  as 
well  as  through  Lhe  boiler  ; while  in  vessels  the  fire  must  be  entirely  confined  to  the  flues,  which 
arc  surrounded  with  water. 

Some  of  the  best  judges  of  the  construction  and  working  of  marine  boilers  recommend  that 
the  fire  should  be  divided  by  as  many  furnaces  as  possible  within  certain  limits,  in  order  that 
the  feeding  a fire  should  not  occupy  too  much  time,  and  that  it  might  be  performed  more 
frequently,  and  in  consequence  more  regularly ; and,  it  is  presumed,  with  better  effect,  on 
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account  of  a less  portion  of  cold  air  being  permitted  to  pass  through  the  flue  at  a time.  When 
three  such  furnaces  are  employed  instead  of  two,  (for  it  has  been  observed  that  four  are 
decidedly  objectionable,)  which  communicate  with  a common  flue,  it  is  evident  that  there  are 
always  two  furnaces  in  action,  while  the  third  is  being  entirely  cleared  out ; an  operation  which 
at  sea  must  be  performed  at  least,  in  turn,  once  in  two  hours,  the  fire-door  being  open  during 
the  operation,  and  a considerable  quantity  of  cold  air  afterwards  passing  through  the  grate 
until  the  relay  of  coals  is  in  a proper  state  of  combustion.  Here  the  three  furnaces  have 
a decided  advantage  over  two  of  the  same  area  collectively,  in  maintaining  the  power  of  the 
engines  during  the  disuse  of  one  of  the  number  : but  if  the  two  furnaces  be  managed  properly, 
want  of  steam  during  the  above  operation  will  rarely  be  felt.  Of  course  those  observations  are 
referred  to  vessels  of  such  power,  as  to  have,  at  least,  two  distinct  boilers,  or  two  distinct  sets 
of  furnaces  and  flues  in  the  same  boiler,  so  that  you  have  the  full  effect  of  one  or  more  boilers 
or  sets  of  furnaces,  without  any  drawback,  at  all  times.  From  the  necessities  of  construction, 
three  furnaces  cannot  directly  discharge  their  fire  into  a flue,  whose  width  is  less  than  that  of 
cither  of  the  furnaces  individually  : the  fire  having,  in  one  furnace  at  least,  to  cross,  to  a certain 
extent,  thut  of  another  before  it  can  enter  the  flue,  this  furnace  is  least  active  when  cither  of  the 
other  furnace- doors  are  open,  the  cold  air  directly  entering  the  flue  retarding  its  effect : the  fire 
of  this  furnace  moreover,  when  all  are  in  full  force,  acts  directly  on  the  side  plates  of  the  cross 
flue  opposite,  before  it  passes  with  that  of  the  other  furnaces  into  the  common  flue  ; the  con- 
sequence is,  that  if  the  boilers  are  partially  incrusted,  these  plates  must  be  the  first  to  give  out, 
next  to  those  of  the  furnaces,  of  which  there  are  many  instances.  Ilcncc  when  three  furnaces 
are  employed,  the  flue  should  be  deflected  as  much  as  possible,  to  accommodate  each  of  them. 

28.  From  an  extensive  examination  of  the  boilers  of  long  sea  voyage,  I am  led  to  the 
opinion  that  the  fires  act  more  destructively  on  the  sides  of  narrow  furnaces,  than  of  those  under 
similar  circumstances  of  greater  width  ; it  may  arise  in  a great  measure  from  the  fuel  being 
heaped  up  more  thickly  in  the  former  than  the  latter  : the  air  not  being  able  to  penetrate  the 
mass  well  in  the  middle,  then  passes  up  the  sides,  urging  an  intense  flame  to  act  thereon ; this 
cannot  take  place  so  effectually  in  a wider  furnace.  A furnace  that  is  very  long  cannot 
be  properly  managed  by  the  firemen  at  sea:  it  has  every  chance  of  being  overcharged,  more 
particularly  if  the  boilers  keep  steam  easily,  because  then  they  require  less  attention,  and  are 
charged  so  as  to  last  as  long  as  possible  for  the  accommodation  of  the  man  ; and  this  practice 
cannot  well  be  overruled  night  and  day,  unless  engineers  neglect  other  duties  ; for  it  would  be 
necessary  to  be  constantly  in  a stoke-room  for  the  purpose.  I should  say,  that  if  a furnace  be 
six  feet  in  length,  it  should  not  be  much  less  than  three  feet  in  breadth,  to  afford  a fair  chance 
for  firing  with  as  little  injury  to  the  side  plates  as  possible,  and  with  the  means  of  keepiug  the 
fires  in  the  required  condition  for  the  greatest  effect : furnaces  should  not  be  carried  beyond 
this  length  more  than  can  be  avoided  ; it  is  not  necessary  that  they  should  ever  be  wider  than 
three  feet,  indeed  it  would  be  inconvenient:  but  the  nearer  it  is  approached  in  width  for 
various  poecers,  I think,  the  better.  By  adopting  short  and  wide  furnaces,  short  firing-tools 
become  necessary,  and  of  course  short  stoking-room,  thereby  gaining  on  the  entire  section  of 
the  6hip  for  the  stowage  of  coals  abaft.  The  crowns  of  the  furnaces,  whether  of  iron  or  copper, 
never  decay,  and  rarely  alter  their  figure,  if  arched,  unless  the  water  is  allowed  to  descend  below 
them.  In  some  of  the  most  neglected  and  most  injured  boilers  tbat  I have  seen,  the  crowns  o! 
the  fire-places  have  remained  perfect,  when  every  other  part  has  been  attacked  by  the  fire:  it 
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can  be  accounted  for  by  the  ready  transmission  of  the  heat,  which  is  obstructed  more  on  the 
sides,  from  the  accumulation  of  scales  and  the  increased  difficulty  of  removing  them. 

29.  In  the  arrangement  of  p fates  in  the  furnaces,  perpendicular  seams  are  bad,  and  in  long 
voyages  are  certain  of  injury  from  the  fire ; the  quantity  of  metal  at  the  joinings  or  teams 
causing  an  unequal  expansion,  and  retarding  the  transmission  of  heat.  Plates  the  entire 
length  of  firc-pluce  may  be  employed,  having  their  seams  beneath  and  in  the  direction  of 
the  bars;  the  upper  seam,  when  the  furnaces  are  large,  being  as  much  above  the  fire 
as  possible  ; but,  on  this  subject,  opinions  are  divided,  some  still  preferring  the  former 
method  of  construction.  Plates  of  copper  may  be  manufactured  with  certainty  of  the 
entire  size  required  for  the  sides,  in  60  horse  boilers;  but  iron  plates  of  such  dimen- 
sion* could  nut  be  depended  on.  Iron  plate  for  furnaces  should  be  manufactured  of 
the  best  material  that  can  be  obtained ; additional  expense  for  such  would  be  amply 
repaid.  The  plate  used  for  furnaces  mostly  owes  its  premature  destruction  to  the 
great  thickness  usually  employed ; it  thus  conducts  heat  more  slowly,  and  is  neces- 
sarily more  heated  than  thinner  plate ; besides  it  is  much  less  likely  to  be  sound  than 
the  latter,  although  of  an  excellent  exterior,  w hich  conceals  the  defects  of  manufacture.  I 
some  time  since  examined,  in  a foreign  port,  an  excellently  constructed  boiler  of  a 200  horse 
marine  engine,  and  of  the  very  best  material,  which  had  been  comparatively  seldom  employed 
during  eighteen  months  after  construction  : the  interior  of  the  boilers  evidenced  the  greatest 
care  and  attention,  but  the  side  plates  of  the  fire-places,  from  the  bars  upwards,  required  to  be 
replaced,  from  no  other  cause  than  that  of  being  too  thick.  These  cases  arc  very  common,  as 
before  observed,  in  Her  Majesty’s  steam  vessels  between  Falmouth  and  the  Mediterranean, 
as  likewise  those  employed  on  other  stations,  which  need  repairs  in  these  places  several  limes 
before  the  boilers  are  required  to  be  taken  out,  from  actual  decay. 

Many  have  been  formerly  misled  as  to  the  cause  of  injured  boilers.  I have  witnessed 
ingenious  expedients  of  negligent  persons  to  account  for  the  same,  in  the  presence  of  eminent 
engineers,  who,  not  having  an  opportunity  of  watching  proceedings  on  a long  sea  voyage,  were 
obliged,  to  a great  extent,  to  take  plausible  reasons  as  their  guide  ; via.  saltness  of  the  Medi- 
terranean, &c. : allowing  water  to  become  too  low  in  the  boilers  is  too  frequently  the  real 
cause,  which,  if  copper,  will  soon  exhibit  the  consequence.  Thicker  plate  has  been  adopted, 
probably  to  resist  the  tendency  to  bend,  but  it  only  increases  the  evil.  Plates  for  the  sides  of 
fire-places  then  should  not,  in  the  largest  boilers  above  the  bars,  be  more  than  three-eighths 
of  an  inch  thick  ; und  in  smaller  boilers  a less  thickness  would  be  preferable,  as  no  oxidation 
takes  place  here,  or  even  throughout  the  flues,  of  any  consequence,  above  the  mass  of  soot 
therein  deposited.  This  fact  is  decidedly  opposed  to  the  notion  generally  propagated,  that  the 
iron  rapidly  imbibes  oxygen  from  the  cold  air  admitted,  when  the  fire-doors  are  opened  to 
replenish  fuel : no  more  injury  is  experienced  practical/t/  from  this  cause,  than  that  found  to 
be  sustained  by  the  exterior  of  a common  culinary  boiler,  the  plates  not  being  sufficiently 
heated  to  imbibe  a destructive  portion  of  oxygen. 

The  lower  part  of  the  sides,  and  the  bottom  of  the  fire-place,  should  be  thicker  in  all  cases,  the 
better  to  bear  up  against  oxidation,  which  here  takes  place  to  a great  extent,  as  likewise  along 
the  bottom  and  lower  part  of  the  flues ; and  the  bottom  of  the  boiler,  and  the  lower  portion  of 
the  sides,  should  be  stouter  than  the  crown,  particularly  in  the  wake  of  the  stoke  hole  flooring, 
where,  as  has  been  before  observed,  decay  very  rapidly  takes  place. 
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It  has  sometimes  occurred  that  boilers  of  good  construction  have  suddenly  failed  in 
generating  the  necessary  quantity  of  steam  for  the  engines,  although  the  fires  have  been  urged 
as  usual  : this  unaccountable  circumstance,  after  the  strictest  investigation,  has  been  cleared 
up  by  the  appearance  of  steam  at  the  top  of  the  chimney,  instead  of  at  the  wn9te  steam  head. 
The  uptake,  or  portion  of  the  flue  which  rises  through  the  water  of  the  boilers  to  join 
the  chimney,  has  been  found  defective,  so  that  the  steam  escaped  above  the  water  line,  through 
the  rent  it  made,  directly  into  the  funnel  or  chimney,  the  boilers  in  every  other  respect 
performing  their  duty  properly  : the  uptake,  therefore,  should  be  thicker  than  the  other 
portion  of  the  flue,  and  should  at  frequent  opportunities  be  perfectly  cleaned  and  coated 
with  some  anti* corrosive : coal  tar  mixed  with  red  lead,  and  applied  hot,  I should 
recommend. 

The  SHKI.L  on  crown  of  the  boiler,  and  steam  chest,  suffer  most  from  accumulation  of 
dirt,  and  leakage  from  above.  Steam  vessels  are  necessarily  much  more  subject  to  be  extremely 
dirty  than  other  vessels  ; in  fact,  it  is  periodical  every  sixth  or  seventh  day  on  foreign  service, 
and  sometimes  oftener,  to  be  completely  covered  with  coal  dust  in  every  part  exposed.  Water  is, 
and  can  never  bo  entirely  prevented  from  being,  thrown  over  every  part  of  the  ship  : it  is  this, 
ond  the  every-dny  work  of  dashing  water  over  the  decks,  that  achieves  the  destruction  of  the 
parts  above  mentioned,  more  than  any  other  cause  ; the  raiu  and  spray  certainly  asgist.  Hence 
too  much  care  cannot  be  taken  in  rendering  every  part  of  the  deck,  or  other  covering  of  the 
boilers,  as  tight  as  possible.  Waste  and  feed  pipes  rather  interfere ; but  they  can  be,  and  are 
generally  fitted  now,  beneath  the  deck,  so  as  to  be  entirely  out  of  the  way  of  accident,  in  case 
the  funnel  be  carried  away. 

The  air  casing  around  the  base  of  the  funnel,  in  most  vessels  in  Her  Majesty’s  service,  has 
been  surmounted  by  a hood  water-tight,  so  as  to  prevent  the  water  passing  in  that  direction  com- 
pletely, the  flanch  of  the  casing  being  made  tight  on  deck  ; and  the  bottom  cants  of  the  coal- 
boxes  are  fixed  two  or  three  inches  clear  of  the  sides  of  the  boilers,  so  as  to  permit  dirt,  which 
may  not  be  intercepted  by  the  pieces  of  wrood,  fitted  between  the  crown  and  the  coal-boxes  fore 
and  aft  for  that  purpose,  to  be  washed  into  the  ship's  bottom,  whence  it  can  be  removed,  thus 
preventing  its  accumulation  between  the  coal-boxes  and  the  boiler  sides.  If  it  could  be 
afforded,  sufficient  space  should  be  allowed  for  a passage  around  the  boilers,  by  which  they 
may  be  kept  perfectly  clean. 

As  little  wood  as  possible  should  be  used  around  the  upper  parts  of  boilers,  in  addition  to 
the  covering  of  the  deck.  Thin  sheet  iron,  properly  riveted  and  chinced,  should  take  the  place 
of  comings,  ike.  which,  with  the  carlines  which  support  them,  are  frequently  set  on  fire.  Coals 
and  wood,  not  directly  in  contact  with  the  air  casing,  have  often  been  fired  in  a very  short 
space  of  time  on  deck  when  exposed,  as  likewise  when  contained  in  bags  in  the  same  situation. 
More  than  one  air  casing  should  invariably  be  fitted  around  the  funnels  of  sea-going  steam 
vessels,  the  air  freely  passing  between  them,  so  as  not  only  to  remove  the  risk  of  fire  in  a great 
measure,  but  also  the  oppressive  heat  which  is  experienced  in  still  weather  in  warm  climates, 
when  passing  or  standing  in  the  neighbourhood  of  the  same.  The  outer  casing,  whenever  the 
construction  of  boiler  will  permit,  should  have  a large  fianch  fitted  on  deck,  which  should  be 
cut  round  as  far  as  possible  from  the  casing,  the  fianch  being  made  perfectly  tight,  which  can 
never  be  attained  by  the  pitch  and  oakum  joints  of  comings,  or  the  hatches  or  platforms  they 
support.  Corrugated  iron  is  a neat  substitute  for  wood  to  surround  the  parts  of  boilers 


Digitized  by  Google 


20 


APPENDIX. 


projecting  above  the  decks,  in  vessels  which  cannot  conceal  them  beneath  ; but  when  the  deck 
is  sufficiently  above  the  boilers,  projections  of  hatches  and  scuttles  should  be  uvoided,  the 
deck  being  more  easily  kept  tight  by  being  often  wet,  and  occasionally  caulked. 

Water- ways  of  marine  boilers,  to  economise  space,  are  often  made  much  too  narrow;  so 
that  the  crust,  in  falling  from  the  sides  of  the  flues,  is  intercepted  with  other  matters  left  in  the 
boilers  by  oversight  or  neglect;  thus  forming  convenient  shelves  on  which  the  calcareous 
matters  repose  and  continue  to  accumulate.  It  is  then  inevitable,  that  the  side  plates  will  be 
“ drawn”  or  bent  towards  each  other  by  the  Are,  in  its  passage  through  the  flues;  not 
unfrequently,  in  such  cases,  the  flues  are  so  obstructed  as  to  become  impassable.  The  fire  in 
its  zig-zag  course  now  attacks  the  bends  or  extremities  of  water-ways,  which  turn  its  direction 
iuto  the  joining  flues  ; cracks  and  openings  are  soon  made,  through  which  the  water  and  non- 
conductors are  forced ; in  these  places,  patches  are  with  difficulty  fitted,  and,  from  their 
situation,  are  exposed  to  be  speedily  injured  from  the  increase  of  mass.  Water-ways  in  no 
instance  should  be  less  than  four  or  five  inches  wide,  and  in  those  between  the  fire-places  some- 
thing more  ; the  ebullition  being  so  rapid  here,  that  the  water  is  more  likely  to  be  repelled,  and 
the  plates  exposed  to  injury,  which  a sufficient  quantity  of  water  would  obviate  to  a certain 
extent.  If  it  be  found  convenient  to  make  the  spaces  six,  seven,  or  even  eight  inches,  which 
is  more  than  necessary  in  the  largest  boilers,  no  increased  expense  of  fuel  will  be  felt  in 
practice,  after  the  bulk  of  water  is  once  heated : this  fact  is  quite  established.  Too  much  space 
beneath  the  flues,  in  the  lower  class  of  vessels  having  little  depth  of  hold,  is  not  necessary;  it 
takes  away  from  the  room  above,  requisite  for  scaling,  and  adds  to  the  gross  weight  un- 
necessarily, by  the  increased  stowage  of  water.  A rectangular  trunk  or  trough,  extending  the 
entire  length  of  the  bottom  of  each  boiler,  with  a man-hole  at  both  ends,  is  the  plan  most 
desirable  ; and  being  fitted  between  the  sleepers,  it  descends  beneath  the  oilier  portion  of  the 
bottom,  and  becomes  a receptacle  for  all  the  scales  which  may  fall  from  the  tubes.  From 
the  bottoms  of  these  trunks  the  blow-off  pipes,  well  protected  by  a grating,  should  proceed  : 
thus  the  necessary  space  is  gained,  without  too  great  an  increase  of  weight  or  height. 

Boilers  that  have  been  much  incrusted,  and  the  water-ways  in  many  places  choked,  have  in 
some  instances,  when  blowing  off  could  at  all  be  cflected,  been  perfectly  clear  beneath  the  flues  ; 
that  is,  the  scales  have  not  combined  into  a mass : therefore,  the  6pace  in  addition  to  the  trunk 
ueed  not  be  much  more  than  that  pointed  out  for  the  water-ways  between  the  flues,  except  in 
large  vessels,  where  u space  beneath  the  entire  bottom  of  tbe  flues  is  desirable  for  repair; 
and  for  the  purpose  of  affording  means  of  keeping  the  bottom  of  tbe  shell  perfectly  dry  when 
not  employed, — a very  necessary  precaution  on  a foreign  station.  The  accumulation  between 
the  tubes  is  much  to  be  guarded  against;  to  meet  which  a sufficient  number  of  man-holes 
should  be  cut  through  the  upper  parts  of  the  boilers,  so  as  to  permit  a due  ventilation  for  the 
men  employed  in  scaling  the  boilers,  (a  material  object  in  a warm  climate,)'  as  well  as 
to  afford  convenience  of  repairing  fire-places,  and  removing  the  scale,  which  1 am  persuaded 
has  been  often  negligently  permitted  to  fall  between  the  tubes,  by  the  people  employed  in 
scaling,  to  avoid  the  increased  labour  imposed  by  neglect  of  proper  arrangements  for  removing 
the  same,  it  not  being  at  all  times  in  the  power  of  engiueers  to  look  after  them  : much  time 
will  be  gained,  as  well  in  repairs  as  in  cleaning,  by  anticipating  these  difficulties. 

1 Keeping  the  safely -valves  open  greatly  assists  in  cooling  the  boilers. 
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The  great  preparation  necessary  for  cleaning  and  scaling  a boiler,  and  the  number  of  hands 
required  to  attend  with  buckets,  &c.  to  remove  the  crust,  frequently  prevent  an  engineer  from 
entering  willingly  on  the  task,  unless  he  can  calculate  on  sufficient  time  for  the  same  ; it  is 
in  proportion  to  the  convenience  afforded,  that  these  duties  may  be  expected  to  be  fulfilled. 

Flues  need  never  be  wider  than  to  allow  convenience  for  repair  and  sweeping,  without 
reference  to  the  magnitude  of  the  boiler,  so  that  much  gain  may  be  obtained  in  heated 
surface  in  large  boilers  by  the  introduction  of  an  additional  flue,  when  the  breadth  will 
permit ; that  is,  the  increased  horizontal  surface  due  to  the  dimension  of  a boiler  for  large 
engines  over  that  of  smaller  ones  will,  with  nearly  the  same  water-ways,  afford  sufficient  space 
for  the  flue  as  above,  instead  of  increasing  the  width  of  the  others  to  occupy  the  said  space  ; 
thus  the  surface  of  two  additional  sides  is  gained  for  steam  generation.  Fifteen  or  sixteen 
inches  may  be  taken  as  a good  standard  for  width  ; it  ought  not  to  be  much  less,  and  need 
not  be  much  greater. 

30.  As  the  safety  of  boilers  must  always  be  entrusted  to  the  engineers,  whose  duty  requires 
them  to  blow  off  a part  of  the  water  therein  contained  every  two  hours,  it  has  often  occurred, 
that  from  neglect,  or  from  having  their  attention  suddenly  withdrawn  from  this  momentous 
operation,  the  water  has  been  allowed  to  descend  below  the  flues  and  fire-places ; this,  though 
rarely,  might  happen  from  a defect  in  the  feeding-pump  or  some  of  its  apparatus  : the  burning 
of  fire-places  and  flues  is  inevitable,  and  almost  immediate,  wo  notice  being  given  till  the  injury 
is  effected ; and  much  greater  mischief  might  take  place,  under  the  circumstances,  front 
explosion  even,  when  the  water  of  the  feeding-pump  is  violently  repelled,  and  flashed 
into  steam  of  a high  degree  of  expansibility,  by  the  red-hot  metal  on  which  it  is  injected. 
The  above  neglect,  and  its  partial  consequences,  I have  witnessed  several  times  ; and  it  will 
and  must  be  expected  to  occur  again  unless  some  arrangement  is  made,  in  order  that  the 
blow-off  cocks  or  valves  shall  be  closed,  and  the  blowing  off  cease,  when  the  water  has 
descended  to  a certain  limit  consistent  with  the  safety  of  the  flues.  In  fact,  I have  considered 
blowing  off*,  at  all  times,  so  important  and  dangerous  an  operation,  that  I never  permitted 
it  to  be  performed  without  the  attendance  of  one  fireman  at  least,  with  the  engineer  of  the 
watch,  whose  undivided  attention  was  directed  to  trying  the  gauges,  till  the  moment  prescribed 
for  shutting  the  cocks : so  valuable  a part  of  the  machine  as  the  boiler  should  not  be  left 
entirely  to  the  discretion  of  men  who  may  or  may  not  look  properly  after  it. 

A ‘‘detector  pipe,”  as  now  fitted  in  some  of  Her  Majesty’s  steam  vessels,  will  effectually 
give  notice  of  the  approach  of  danger,  in  case  the  water  is  allowed  to  become  low,  as  well  as  in 
cases  where  the  action  of  the  safety-valves  becomes  obstructed  from  any  cause  whatever,  of 
which  we  have  lately  had  alarming  instances.  This  pipe  is  bent  like  a syphon  ; one  leg  of 
which,  two  inches  in  diameter,  to  avoid  becoming  foul,  descends  beneath  the  water  of  the 
boilers  to  a point  above  the  flues,  where  they  are  perfectly  safe.  From  the  bend,  the  height 
of  which  should  be  above  that  due  to  the  pressure  of  steam  in  the  boilers,  a smaller  leg 
descends  to  the  euginc-room  ; the  bottom  being  directed  towards  the  ash-holes,  with  stop- 
cocks at  hand,  to  be  used  when  the  boilers  are  entirely  blown  off  on  arrival,  and  so  arranged 
that  the  cocks  must  always  be  open  when  the  levers  or  spanners  are  removed . A hole  is 
made,  or  a tube  inserted,  in  the  upper  part  of  the  bend,  so  as  to  prevent  the  '*  detector  ” on 
the  inclination  of  the  ship,  or  otherwise,  from  acting  as  a syphon.  The  steam  rushing 
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violently  through  the  apertures  into  the  engine-room,  when  the  water  is  below  the  mouth  of 
the  pipe,  will  not  only  arouse  the  attention  of  those  below,  but  will  alarm  the  people  who 
are  at  all  times  on  watch  on  deck  : there  could  then  be  no  false  account  of  the  neglect, 
which  would  thus  be  publicly  made  known.  Time  will  thus  be  afforded  either  to  shut  the 
valves  or  cocks,  or  to  haul  out  the  fires,  when  the  boilers  will  be  safe. 

Instances  have  often  occurred  of  cocks  being  re-opened  by  the  engineer  instead  of  shut : 
now  in  vessels,  as  fitted  by  some  engineers,  cocks  may  be  shut  when  turned  half  round,  and 
by  others,  with  the  common  two-way  cocks,  which  are  shut  only  when  turned  one  quarter  of  a 
circle ; thus,  by  force  of  habit,  a person  may  inadvertently,  in  a strange  vessel,  re-open 
instead  of  shut  a cock,  and  thiuk  all  secure  ; it  is  the  work  of  a moment,  and  this  I 
have  seen  take  place. 

Mr.  Kingston,  by  a very  simple  contrivance,  applicable  to  any  of  the  ordinary  blow-off 
cocks,  entirely  prevents  this  occurrence.  A fork,  or  two  horns,  are  fitted  to  the  bottom  of  the 
common  socket-spanner,  which  project  so  as  to  meet  the  pipe  or  shell  of  the  cock,  when  it  mutt 
be  either  open  or  shut,  an  opening  of  the  figure  of  the  socket  and  its  horns  being  made  in  a plate 
which  covers  the  cock,  for  that  purpose.  When  the  cock  is  open,  the  horns  are  beneath  the 
plate,  and  of  course  the  spanner  cannot  be  withdrawn  ; so  that  a general  order  being  given  by  the 
chief  engineer  to  every  person  connected  with  the  engine-room,  that  the  spanner  is  on  no  account 
to  he  left  in  its  place,  it  is  clear  that  any  one  removing  it  must  leave  the  boilers  safe  ; and  its 
situation  being  generally  in  the  middle  of  the  stoke-hole,  if  an  engineer’s  attention  by  day  or 
night  should  happen  to  be  called  off,  a fireman  will,  on  observing  it,  be  aware  that  all  is  not 
right,  and  will  act  accordingly.  By  adopting  these  precautions,  which  should  be  general  in 
sea-going  vessels,  and  are  attainable  at  little  cost,  accidents  which  they  are  immediately 
intended  to  ward  off  will  rarely  be  heard  of;  they  scarcely  could  occur  without  the  grossest 
neglect  under  such  arrangements. 

G/ats  voter- gauges  are  useful,  to  show  by  inspection  the  height  of  the  water  in  the  boilers; 
but  unless  treated  with  great  care,  they  will  get  out  of  order,  and  cease  to  be  of  service. 
Copper  floats  are  much  to  be  recommended,  with  an  index  to  each  appearing  in  the  front  of 
the  boilers,  the  oscillation  of  which  can  be  well  olwerved  night  and  day  by  every  one  below, 
and  generally  from  the  deck  as  well  : floats  seldom  get  out  of  order  if  properly  made  and 
attended  to.  Many  boilers  have  owed  their  safety  to  the  timely  warning  of  the  floats  when 
feeding-pumps  have  ceased  to  act,  and  1 am  not  acquainted  with  any  real  practical  objection 
to  their  general  use.  I have  known  the  feed  to  be  regulated  for  days  together,  at  tea,  by 
floats,  with  great  nicety ; but  this  office  I should  not  recommend,  the  levers  requiring  to  be 
adjusted  according  to  the  varying  state  of  the  weather  and  speed  of  the  engines.  These 
ostensible  indicators  of  the  quantity  of  water  in  the  boilers  should  be  fitted  to  every  vessel 
without  exception ; their  just  performance  depends  entirely  on  the  care  of  the  engineers. 

Reverse  valves , for  the  admission  of  air  into  the  boilers  when  the  vapour  has  less  force  than 
the  atmospheric  pressure,  should  never  be  less  than  four  inches  in  diameter,  and  should  be 
carefully  cleaned  and  set  in  order  prior  to  each  voyage ; as  (for  they  are  rarely  tight)  the  dirt 
and  salt  congeal  around  the  spindles  and  gear  to  such  an  extent  as  to  soon  render  them  useless 
in  case  of  need : I have  never  &ocn  them  act  spontaneously,  even  when  the  steam-gauge  has 
been  an  inch  below  zero  ; and  recent  injury,  to  a gteat  extent,  by  the  collapsing  of  a boiler 
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from  this  inefficiency  of  the  valves,  points  out  the  necessity  of  observing  the  above  precautions 
strictly,  and  not  of  fixing  them  to  their  places,  which  has  been  done  occasionally,  to  avoid  the 
nuisance  of  leakage,  by  those  not  duly  estimating  their  probable  utility. 

31.  Ultimately,  the  fixing  of  boiler s in  their  places  requires  particular  attention,  the 
bottoms  often  giving  out  before  any  other  part  of  the  shell.  All  copper  bolts,  securing 
the  sleepers  to  the  ship's  bottom,  should  be  clenched  beneath  the  surface  of  the 
sleepers,  and  then  covered  with  wood  let  in  flush  with  the  same : or  plank  may  be  brought 
on  each  of  the  sleepers,  when  fixed,  of  the  entire  length  of  boilers,  and  secured  with  iron 
nails ; for,  if  a copper  bolt-head  comes  in  coutact  with  any  part  of  the  bottom  of  an  iron 
boiler,  a hole  will  inevitably  be  eaten  through  in  a short  time  in  that  spot,  the  most  difficult 
of  any  to  be  repaired  in  place. 

When  the  angle  iron  projects  beyond  the  bottom  of  the  boiler,  in  the  manner  of  Messrs, 
lloulton  and  Watt,  it  is  customary  to  fill  the  space  inclosed,  with  wood  nicely  fitted  and  coated 
with  white  lead  ; so  that,  when  in  place,  the  bottom  is  well  supported  and  protected  from 
corrosion : but  this  method  docs  not  so  well  apply  to  other  constructions  of  boiler ; in 
bedding  which,  platforms  laid  across  the  sleepers  should  cautiously  be  employed.  If  a leak 
should  exist  in  am/  part  of  the  bottom,  which  is  almost  certain,  the  water,  not  being  able  to 
make  its  escape,  flows  beneath  the  bottom  of  the  boilers,  covering  the  surface  of  the  platform, 
which  supports  them  at  the  seams  or  stays  only:  this  water  is  imbibed  by  the  wood,  which  is 
thereby  speedily  rotted,  the  salt  remaining  in  contact  with  the  boilers,  to  effect  their 
destruction.  Boilers  then,  when  not  too  near  the  bottom,  may  rest  on  the  sleepers  only,  which 
should  be  thickly  cohered  with  some  anti-corrosive,  such  as  white  and  red  lead ; and  when 
fixed  in  their  proper  places,  some  one  should  be  sent  beneath,  to  fill  up  spaces  in  such  parts  as 
the  irregularity  of  the  bottom  has  prevented  from  coming  in  contact.  The  vapour  arising  from 
the  hilge-water  does  nut  at  all  affect  the  parts  of  the  bottom  exposed  to  its  influence.  Boilers 
that  have  been  in  use  for  some  years,  placed  as  above,  (the  application  of  red  lead  excepted,) 
have,  when  taken  out,  been  found  decayed  in  such  parts  of  the  bottom  only  as  rented  on  the 
sleepers,  with  the  exception  of  a few  defects  arising  from  bad  workmanship  or  straining;  the 
common  lead-coloured  paint  remaining  on  the  plates  exposed , as  when  first  applied  by  the  manu- 
facturer. But  when  the  boilers  by  necessity  are  placed  too  near  the  wash  of  the  bilge- water, 
their  bottoms,  which  are  soon  covered  entirely  with  salt,  arc  rapidly  and  completely  decayed  : 
here  platforms  well  covered  with  white  and  red  lead  must  be  resorted  to. 

32.  The  most  important  parts  of  marine  boilers,  and  those  on  which  opinions  have  not  gene* 
rally  agreed,  having  been  considered,  from  the  facts,  apparent  on  a strict  examination  of  their 
details,  w hen  employed,  and  when  totally  dismembered  after  service,  1 have  to  observe,  that  if 
the  boilers  be  constructed  distinctly  from  each  other,  or  so  as  to  permit  each  series  of  Hues  to 
act  on  distinct  bulks  of  water,  the  steam  of  each  being  under  control,  they  will  not  only  have 
all  the  advantages  before  described,  but,  as  the  efficiency  of  our  steam  marine  is  of  paramount 
importance,  and  steam  vessels  are  essentially  ships,  and  liable  to  encounter  the  thousand 
casualties  to  which  all  ships  are  exposed, — a shot  through  one  boiler  would  then  by  no  means, 
after  the  escape  of  steam  or  water,  prevent  a vessel  from  continuing  her  way  from  an  enemy, 
in  the  case  of  a merchant-ship  ; and  if  a steam-frigate,  there  would  still  be  an  opportunity 
afforded  to  manuEUvre,  while  a single  shot  meeting  boilers  which  are  not  distinct,  would  leave 
the  ship  a certain  prize  to  the  enemy.  These  considerations  are  not  trifling,  when  it  is 
recollected  that  steam  vessels  have  already  been  extensively  engaged  for  warfaring  purposes  in 
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Portugal,  Spain,  and  elsewhere  ; and  although  no  shot  has  yet  penetrated  a boiler,  the  paddle* 
boxes  and  other  parts  have  borne  strong  testimony  of  the  risk  to  which  they  are  liable. 

The  increase  of  expense  to  effect  all  suggested,  is  not  worth  mentioning  as  an  item  in  the 
value  of  a steam-engine. 

To  illustrate  the  construction  of  marine  boilers  those  of  the  * Medea*  and  ‘African*  steam 
ships  are  represented  in  Plate  xxii. 


REMARKS  ON  ATLANTIC  STEAM  NAVIGATION. 

33.  In  Atlantic  steam  navigation  the  fullest  effect  should  be  brought  out  with  the  engines 
and  boilers  as  now  constructed,  the  necessities  being  greater  than  that  of  any  other  effort  of 
steam  as  a propeller. 

Waste  of  Fuel  from  Cylinders. — I have  alluded  to  the  advantages  of  non- 
conductors ; this  should  be  carried  as  far  as  possible  in  these  ships.  Cylinders,  slide  casings, 
as  well  as  boilers,  should  be  completely  incased.  The  following  facts  will  remove  all  question 
of  the  propriety. 

In  the  'African*  the  cylinders  arc  about  5 feet  3 inches  distant  from  the  boilers:  there 
are  no  hatches  immediately  over  them,  and  the  short  steam-pipes  are  covered  with  fear- 
nought, &c.  The  quantity  of  distilled  water  produced  from  the  belts  of  50  feet  square  surface 
which  girt  the  cylinders  (there  are  no  jackets  surrounding  them)  in  the  Mediterranean,  was 
constantly  about  270  gallons  in  24  hours  ; that  is,  a quantity  of  fuel  was  lost  by  radiation 
from  the  belts  of  the  cylinders  in  24  hours,  equal  to  that  which  would  raise  270  gallons  of 
water,  at  a boiling  temperature,  into  steam.1 

From  experiments  made  on  board  the  'African*  in  December,  1831,  moored  in  still 
water,  without  the  influence  of  tides,  306  cubic  feet  of  fresh  water  (measured)  were  required 
to  maintain  the  engines  at  an  uniform  velocity  of  12  revolutions  per  minute  for  6 hours, 
at  an  expense  of  24  cwt.  of  Heaton  Main  coal ; one  boiler  or  two  furnaces  only  being 
employed  ; a certain  portion  of  heat  being  abstracted  by  the  joining  boiler,  which  was  in  all 
respects  distinct  from  that  employed  : now  270  gallons  = about  44  cubic  feet  of  water  pro- 
duced in  24  hours  from  the  belts  of  the  cylinders;  ami  306  cubic  feet  x 4 = 1224  cubic  feet 
of  water  evaporated  in  24  hours  by  24  cwt.  x 4 = 96  cwt.  of  coals,  according  to  the 
experiment  above  noted. 

Hence  44  cubic  feet  _ cwt.  0f  coals  as  a dead  waste, 

1224  cubic  teet 

required  in  24  hours  to  maintain  the  temperature  of  the  belts  alone. 

Here  the  tops  and  other  portions  of  two  cylinders  of  38  inches  in  diameter  only,  and  slide 
casings,  arc  not  at  all  taken  into  consideration.  The  loss  here  recorded  is  rather  under  than 
over  rated.  The  water  thus  procured  was  constantly  appropriated  to  the  use  of  passengers 
and  the  ship’s  company  ; and,  when  on  the  Alexandrian  station,  no  other  water  was  made  use 
of  in  the  ship,  10  tons  only  excepted,  being  the  greatest  quantity  received  at  Malta,  the 
absence  from  which  port  being  never  less  than  18  days. 

In  the  steam  frigates,  the  quantity  of  distilled  water  produced  at  sea  in  24  hours,  by  the 

• The  steam  pipes,  although  covered,  no  doubt  contributed  in  some  meesvire  to  (be  ton  above  stated. 
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jackets  of  the  cylinders,  of  162  feet  square  surface,  amounts  to  upwards  of  4 tons!  equal  to 
143*36  cubic  feet. 

Now,  according  to  the  foregoing, 

143  36  cubic _fcet  x 96cwt.  _ j |*24  cwt.  of  coals  in  24  hours,  to  meet  the  radiation  of  heat 
1224  cubic  feet 

from  the  jackets  of  the  cylinders ; and  when  they  are  placed  forward,  and  at  a considerable 
distance  from  the  boilers,  the  expense  is  much  greater. 

The  saving  of  fuel  and  comfort  in  the  engine-room  would  be,  on  the  whole,  very  con- 
siderable, particularly  in  400  horse  engines,  were  the  loss,  before  estimated,  prevented  by 
clothing. 

34.  Waste  of  Heat  from  Boiler. — As  to  the  waste  of  heat  from  the  boilers,  from 
experiments  I made  in  the  coal-boxes,  I found  that  when  the  thermometer  ranged  from  50° 
to  59°  on  deck  during  five  days,  it  increased  to  116°  in  the  boxes,  the  thermometer  being 
suspended  from  the  beams  in  the  neighbourhood  of  scuttles,  which  were  left  open  more  or 
less  night  and  day,  and  through  which  the  heated  air  was  constantly  escaping  from  the 
coal-boxes  ; this  heat  was  radiated  through  a space  of  6 or  7 inches,  at  which  the  coal-boxes 
were  distant  from  the  boilers,  a large  hatch  directly  over  the  boilers  being  at  the  same  time 
kept  open  for  ventilation.  The  thermometer,  when  the  bulb  was  applied  to  the  coal-box 
plates,  two-thirds  of  their  depth  from  the  deck,  varied  from  133°  to  148°  ; and  when  applied 
to  the  front  plates  of  the  boilers,  the  temperature  indicated  was  169°,  not  very  greatly 
exceeding  that  of  the  coal-box  plates. 

One  important  fact  was  elicited  on  these  experiments,  that  when  the  surface  of  the  coals 
wa6  removed,  and  the  thermometer  introduced  amongst  the  lower  portion,  it  was  raised  36° 
above  the  temperature  of  the  air  in  the  boxes,  vapour  being  given  out  from  the  surface 
exposed  ; that  coal  which  was  immediately  in  contact  with  the  coal-box  plates  appearing  as  if 
dry  distilled.  From  this  I was  led  to  judge,  that  the  lower  portion  of  the  coal  being  pressed 
upon  by  the  superincumbent  mass,  and  constantly  receiving  heat  from  the  moment  of  getting 
the  steam  up,  maintained  this  heat  embodied  in  the  form  of  vapour;  which,  not  being  able 
to  escape  through  the  mass,  assisted  in  extracting  the  gaseous  portion  of  the  coal,  tending  to 
produce  spontaneous  combustion ; which  I have  witnessed  in  several  instances,  although  these 
consequences  are  mostly  found  to  be  brought  about  by  defective  smoke-joints.  The  injurious 
effect  of  this  heat  on  the  constitution  of  the  coal  trimmers,  and  the  great  amount  of  fuel 
wasted  by  this  channel,  clearly  demand  every  attention  from  those  interested  in  the  Atlantic 
voyage. 

From  the  data  furnished  by  the  loss  of  fuel  from  the  jackets  of  the  cylinders,  all  other 
circumstances  being  the  same,  an  approximation  may  be  arrived  at  of  the  waste  by  radiation 
from  the  boilers ; thus,  the  entire  external  surface  of  the  boilers  and  steam-chests  of  the 
1 African  ’ amounts  to  855  feet  square  ; and  the  area  of  the  belts  being  50  feet  square,  effecting 

a loss  of  3*45  cwt.  of  coals  per  day,  we  have,  ^ ^ 8^*  = 58  99  cwt.,  or  2’95 

Ov  sq.  it. 

tons  of  coals  required  in  24  hours  to  meet  the  loss  from  radiation  in  these  comparatively  small 
boilers  : in  this  calculation,  the  surface  of  the  bottoms  of  the  boilers  is  included ; the  loss 
from  which,  it  should  be  observed,  is  trifling  when  shielded,  by  platforms,  from  exposure  to  the 
bilge  water. 
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The  boilers,  on  the  whole,  are  certainly  less  exposed  than  the  cylinders,  but,  from  their 
greatly  reduced  thickness,  they  transmit  the  heat  more  readily. 

When  one  boiler  only  is  employed,  the  side  next  its  neighbour,  by  giving  out  heat 
thereto,  is  another  source  of  loss.  The  side  of  either  of  the  1 African’s1  boilers  has  123  feet 

square  surface.  Then,  as  before,  **  ^ * cw.^  x = 8*48  cwt.  of  coals  expended 

in  maintaining  the  temperature  of  the  contiguous  boiler.  I think  this  falls  short  of  the 
actual  waste  by  this  channel  in  24  hours. 

* Dee  ’ steam-frigate,  200  horse  power ; area  of  jackets,  162  feet  square  ; external  surface  of 
boilers  and  steam-chests,  1783  square  feet.  Now,  the  actual  waste  by  her  jackets  per  day,1 

as  before  estimated,  is  11*24  cwt.  of  coals  : and  c.wt*  x ■ = 123*7  cwt..  or 

162  sq.  It.  * 

6*18  tons  of  coals  loss  in  24  hours  by  radiation  from  the  exposed  surface  of  the  boilers; 
the  surface  of  the  bottoms  being  included. 

Again,  the  area  of  the  sides  of  one  set  of  boilers  opposed  to  their  neighbours  in  the  same 

vessel  amounts  to  263  feet  square.  And  ^ S(l*  = 18*25  cwt.  of  coals 

162  sq.  ft. 

loss  in  24  hours  from  absorption,  when  one  set  of  boilers  alone  is  employed.  If  the  above  is 
considered  as  a fair  estimate  of  the  loss  from  radiation  in  200  horse  vessels,  it  must  of  course 
be  proportionally  greater  in  vessels  of  double  the  power. 

35.  Economy  in  tfie  Expenditure  or  Coals. — In  order  to  obtain  a correct  idea  of 
the  number  of  days'  fuel  which  a vessel  can  carry*,  an  important  consideration  in  vessels  of  long 
voyage,  it  should  be  estimated  what  amount  the  boilers  consume  at  full  speed  in  still 
water,  (the  greatest  expenditure  takes  place  under  these  circumstances,)  making  allowances 
for  clearing  out  fires  alternately,  after  having  been  some  time  under  weigh  : under  every  other 
circumstance,  the  consumption  is  rather  less  than  greater.  During  strong  gales  the  con- 
sumption may  be  very  considerably  reduced  : I have  seen  seven  days’  fuel  protracted  to 
eleven,  by  working  such  of  the  furnaces  only  as  were  adequate  to  the  wants  of  the 
engines. 

I subjoin  one  or  two  extracts  from  my  journal  of  q Mediterranean  voyage,  which  will  show 
to  a certain  extent  the  advantages  of  this  practice,  labouring  under  the  drawbacks  of  radiation 
before  detailed. 

1st  Experiment.  10  hours  with  Welch  coal.  Consumption,  9$  bushels  per  hour  with  4 fires. 
Revolutions,  25  per  minute.  Speed  of  vessel,  7 knots  per  hour  by  log.  Vessel  deep  ; smooth 
water. 

2nd.  Strong  winds  a-head.  Put  out  one  fire,  and  closed  the  furnace-mouth.  Consumption, 
8 bushels  per  hour  with  3 fires.  Revolutions,  18|  per  minute.  Speed  of  vessel,  5 knots. 

3rd.  Strong  gales  a-hcad.  2 furnaces,  or  one  boiler  only  employed  (being  robbed  now  by 
that  in  disuse).  Consumption,  6 bushels  per  hour.  Revolutions,  11  per  minute.  Speed  of 
vessel,  4 knots. 

These  extracts  of  actual  work  will  give  the  best  idea  of  whut  might  be  further  gained  by 
a better  arrangement  than  sea-going  steam  vessels  arc  usually  prepared  with. 

36.  Sweeping  Flues,  &c. — Persons  hot  practically  acquainted  with  the  working  of 

1 The  steam  pipes  were  clothed. 
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marine  boilers  on  long  voyages,  are  liable  to  form  erroneous  notions  of  the  accumulation  of  soot 
and  its  consequences.  In  the  first  place,  soot  cannot  exist  in  the  furnaces,  when  the  plates 
of  which  they  are  formed,  with  the  best  management,  are  constantly  giving  out  from  the 
intense  heat  they  sustain.  The  accumulation  in  the  Hues  is  principally  on  the  bottoms,  as  will 
presently  be  shown.  The  chimney  or  funnel  never  absolutely  requires  to  be  swept,  even  in 
the  worst  cases  of  draught.  In  some  vessels  the  practice  is  resorted  to  simply  as  a matter  of 
course : in  the  f African’  it  was  never  done,  except  to  prevent  the  dust  from  falling  on  thoee 
repairing  the  fiues  immediately  beneath,  when  it  was  previously  beaten  only  on  the  outside  for 
that  purpose : again,  the  vessels  in  the  Mediterranean  packet  service  are  never  detained  on 
their  voyage  of  1000  miles,  no  matter  how  long  the  time  occupied  thereon,  to  sweep 
the  flues. 

The  ‘African’  eight  or  nine  years  since,  when  in  the  colonial  service,  made  the  passage  from 
England  to  Malta  direct,  nearly  2000  miles.  On  the  third  day  after  her  departure  a fair  wind 
sprang  up,  the  wheels  were  unconnected,  and  the  vessel  put  under  canvass  : it  was  thought  a 
favourable  opportunity  of  setting  the  machinery  in  order;  the  flues  were  swept  at  the  same 
time,  in  order  to  profit  by  any  advantage  arising  therefrom : after  having  sailed  two  days,  they 
proceeded  by  steam  at  full  power  and  fine  weather  for  the  nine  succeeding  days,  at  the  end  of 
which  time  no  lack  of  steam  was  apparent.  And  recently  she  went  from  Malta  to  Alexandria, 
820  miles, — thence  to  Beyrout,  320  miles,— back  to  Alexandria,  and  thence  to  Malta,  without 
sweeping  the  flues, — a distance  of  2200  miles ; the  necessity  of  arriving  at  Malta  with  the 
Indian  mails,  preventing  the  vessel  from  remaining  a sufficient  time  at  either  of  the  posts  for 
the  purpose  of  sweeping  the  flues. 

The  sweeping  of  the  flues  consists  simply  in  removing  the  soot  and  burnt  fuel  carried  over 
by  the  draught  from  the  lower  part  of  the  flues ; the  upper  portions,  which  are  available  for 
steam  generation,  having  merely  a thin  coating  of  soot,  which  by  no  means  amounts  to 
a formidable  non-conductor. 

After  the  long  voyage  of  the  ‘African’  above  alluded  to,  I was  curious  to  know  the  condition 
of  the  flues,  more  particularly  as  the  steam  was  generated  in  abundance,  without  any  apparent 
increase  either  of  labour  or  fuel,  immediately  before  arrival ; a blue  lambent  flame  (carbonic 
oxide)  constantly  appearing  some  feet  above  the  chimney,  as  was  usual  after  being  a day  or 
two  under  weigh : it  appeared  that  the  flame  had  reverberated  downwards,  so  as  to  act  on  the 
lower  parts  of  the  first  or  main  flue  of  each  boiler  : the  soot  was  deposited  on  the  bottoms  of 
the  other  flues  to  a greater  extent ; and  beneath  the  chimney,  the  soot  was  swept,  so  as  to  leave 
an  opening  about  one  foot  clear,  out  of  4 feet  6 inches,  the  entire  depth  of  flue  ; the  voyage 
having  occupied,  with  stoppages  at  Alexandria  and  Beyrout,  about  twenty  days. 

Shortly  afterwards,  a voyage  was  made  from  Malta  to  Corfli,  of  between  four  and  five  days; 
the  flues  were  then  swept,  and, to  my  surprise,  as  much  soot  was  withdrawn  as  on  the  occasion 
last  described  : it  then  became  quite  evident,  that  after  a certain  quantity  of  fine  cinder  and 
soot  had  been  carried  over  and  deposited,  the  surface,  being  swept  by  the  flame  and  heated 
air,  was  rendered  so  light  as  to  be  carried  up  the  chimney,  and  driven  away  at  the  same  rate 
as  its  formation  ; and  this  conclusion  was  confirmed  by  the  quantity  of  burnt  soot  which  was 
strewed  over  the  decks,  at  night  in  particular,  after  the  awnings  were  furled,  being  sensibly 
crushed  by  the  feet  on  pacing  the  decks.  Again,  having  examined  the  flues  of  the  same  vessel, 
after  being  employed  on  experiments,  &c.  for  twenty-five  days,  during  the  months  of  June  and 


Digitized  by  Google 


28 


APPENDIX. 


July,  1837,  (coals  used  principally.  West  Hartly.)  the  steam  was  generated  abundantly  at 
the  conclusion,  and  the  flues  contained  far  less  soot  than  I had  calculated,  which  I attribute  to 
less  urgent  firing : the  sides  and  tops  of  the  interior  of  the  fluc9  were  comparatively  clean. 
From  this  it  may  be  inferred,  that  were  sufficient  coals  on  board,  a vessel  with  boilers  of  good 
construction  might  continue  to  steam  for  an  indefinite  time  or  distance,  so  far  as  the  accumu- 
lation of  soot  is  concerned.  It  should  be  observed,  that  the  coal  employed  in  the  two  former 
cases  was  not  all  Welch  coal ; a quantity  of  Newcastle  and  Beyrout  coal  having  been 
procured  at  Alexandria. 

The  flues  of  marine  boilers  are  rarely  on  fire ; I never  saw  but  one  instance,  when  the 
ignited  soot  was  carried  through  the  chimney  in  a shower  which  lasted  nearly  an  hour,  on 
board  a merchant  steam  vessel  which  had  only  made  the  voyage  from  Ireland  to  St.  Andero, 
and  back  to  Falmouth.  1 have  questioned  several  engineers  of  long  experience  at  sea,  who 
have  never  witnessed  any  other  appearance  than  that  which  is  common  to  all  steam  vessels 
after  being  some  days  at  sea  ; viz.  the  flame  of  carbonic  oxide  flickering  at  the  top  of  the 
chimney,  and  perceived  only  at  night.  The  burning  of  a vast  quantity  of  smoke,  and  its 
consequent  soot,  is  to  be  referred  to  the  great  admixture  with  the  air  introduced  through  the 
fire-doors  during  the  operation  of  feeding : this  has  been  often  exemplified  by  leaving  the 
doors  slightly  a-jar,  when  the  smoke  is  most  completely  consumed. 

37.  Fhf.sh  Water. — Charging  ordinary  boilers  with  fresh  water,  prior  to  starting  for 
a long  voyage,  iB  certainly  to  be  recommended  ; it  cannot  be  too  frequently  done,  if  at  no 
very  great  expense  and  labour  of  a ship’s  company.  I think,  however,  its  advantages  have 
been  generally  too  highly  rated  : it  was  rarely  done  in  the  ‘African;’  but  from  its  probable 
tendency  to  loosen  scale,  as  well  as  to  prevent  the  formation  of  the  same  to  a certain  extent, 
till  totally  displaced  by  the  salt  water,  it  has  its  advantages. 

From  experiments  before  detailed,  the  engines  of  the  ‘African’  were  maintained  at  twelve 
revolutions  per  minute,  with  an  evaporation  of  306  cubic  feet  of  fresh  water  in  six  hours,  by 
two  furnaces,  or  one  boiler,  a certain  portion  of  heat  being  abstracted  by  the  adjoining  boiler : 
now  with  both  boilers  in  use,  the  engines  are  abundantly  supplied  with  steam  at  twenty-eight 
or  thirty  revolutions,  a surplus  flying  to  waste ; so  that  we  may  reckon  that  at  all  times 
double  the  above  quantity  will  be  evaporated  with  both  boilers. 

That  is,  306  cubic  feet  x 2 boilers  = 612  cubic  feet  evaporated  in  6 hours;  and  612  x 4 
= 2448  cubic  feet  = 68*3  tons  of  fresh  water  required  in  24  hours  to  meet  the  necessities  of 
the  engines  at  full  speed  ; and  this  is  more  than  treble  the  contents  of  both  boilers  when 
charged  : so  that  during  twenty-four  hours  the  fresh  water  will  have  been  displaced  by  more 
than  treble  its  quantity  of  salt  water : therefore  the  advantages  of  fresh  water  arc  limited, 
and  a boiler  may  keep  at  sea  for  a considerable  time,  exclusive  of  accident,  depending  alone 
on  the  system  of  change  usually  adopted  in  vessels  of  long  voyage. 

Hence  the  only  question  of  a vessel’s  continuance  at  sea,  for  any  consistent  period  of  time, 
is — the  fitness  of  the  engines, — the  conduct  of  the  boilers, — and  the  quantity  of  fuel  which  she 
can  stow,  compared  with  her  consumption.  Consequently  the  probable  capacity  of  a steam 
vessel  for  the  Atlantic  or  any  other  voyage,  so  far  as  her  machinery  is  concerned,  may  be 
fairly  estimated  before  she  finally  sets  out  for  her  destination  ; the  contingencies  of  weather  on 
the  particular  service  being  duly  considered. 
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38.  The  arms,  segments,  and  bolts  of  paddle  wheels  immersed  below  and  in  the  neigh- 
bourhood of  the  water  line,  in  the  Mediterranean  and  between  the  Tropics,  are  found 
to  decay  very  rapidly,  much  more  so  than  I ever  observed  in  the  Channel  or  North 
Sea.  Having  to  remove  several  segments,  arms,  and  bolts  at  Malta,  in  order  to  substitute 
new  in  their  places,  after  having  been  a long  time  in  use,  the  oxidation  exhibited  in  twenty-four 
hours  on  those  new  ones  which  were  turned  unprotected  into  the  water  was  astonishing  : large 
blotches  of  rust  were  distributed  over  the  surfaces  of  the  iron,  which,  when  rubbed  off,  left 
corresponding  holes,  eaten  to  a considerable  depth.  On  strict  examination,  I was  led  to 
attribute  it  mainly  to  the  effect  of  the  wash  or  spray  dashing  on  the  wheels  when  iu  harbour,  a 
ripple  or  ground  swell  being  generally  felt  in  the  finest  weather,  causing  them  alternately  to 
dip  into  the  water : the  great  heat  of  the  sun  speedily  evaporating  a portion  of  the  water, 
which  I have  often  taken  at  81°  Fahrenheit,  leaves  either  brine  or  crystals  of  salt  adhering 
to  them,  which  of  course  becomes  powerfully  corrosive. 

We  must  look,  however,  to  another  agent  as  the  principal  cause  of  destruction,  when  uuder 
weigh  as  well  as  in  harbour.  Some  months  after  the  above,  1 observed  in  the  mole  at 
Gibraltar,  where  the  water  is  so  clear  that  the  bottom  of  the  ship  can  be  distinctly  seen  from 
alongside,  that  marine  vegetation,  barnacles,  and  lime  were  existing  in  great  abundance  in  the 
neighbourhood  of  the  paddle  wheels,  while  every  other  port  of  the  bottom  was  comparatively 
clean : this  I pointed  out  to  a friend,  who  immediately  crossed  with  me  to  examine  the 
opposite  side,  where  the  same  appearances  were  presented,  no  part  of  the  wheel  being  nearer 
than  a foot  or  eighteen  inches  to  the  ship's  side. 

Hence  I concluded,  that  to  the  galvanic  influence  of  the  copper  sheathing  was  this  effect 
owing,  which  became  thus  protected  at  the  expense  of  the  various  parts  of  the  paddle  wheels  : 
this  influence  has  before  been  suspected,  allusion  being  made  to  it  in  the  instructions  for  Her 
Majesty's  steam  vessels ; but  its  effects,  1 believe,  had  never  been  demonstratively  exhibited 
hitherto.  The  circumstance  was  rendered  still  more  remarkable,  from  the  fact  of  the  vessel 
having  just  arrived  from  a voyage  of  eight  days;  the  water  in  this  particular  place  being 
agitated  more,  and  driven  with  a greater  velocity,  than  on  any  other  part  of  the  bottom. 

It  was  remarked  often  iu  the  Mediterranean,  by  persons  in  the  paddle  wheels,  which  were 
the  constant  bathing-machines  in  harbour,  that  the  ship’s  bottom  must  be  very  foul ; in  tvhich 
opinion  I was  a party:  to  this  was  attributed  any  falling  oft' in  the  speed  of  the  vessel ; and  a 
° hog,"  or  cleansing  machine,  was  obtained  to  clear  the  same : but  the  bottom,  when  the 
vessel  was  taken  into  dock  at  Woolwich,  was  found,  as  before  noted,  to  be  kept  sufficiently 
clean  by  constant  employment  at  sea,  no  weeds  or  barnacles  being  found,  except  in  the 
vicinity  of  the  wheels. 

Since  the  above  observations,  I have  examined  at  Woolwich  the  wheels  and  bottoms  of  all 
Her  Majesty’s  steam  vessels  that  have  returned  from  the  Mediterranean  and  West  India 
station ; the  bottoms  being  clean,  except  the  parts  immediately  abreast  the  wheels,  which 
were  thickly  covered  with  large  barnacles,  &c.  ; and  in  one  instance  in  particular,  the  teredo 
worm  had  nearly  bored  his  way  through  the  ship’s  side  in  this  spot  only;  the  copper  sheathing 
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not  being  carried  sufficiently  above  the  load  water  line  : thus  placing  the  inference  beyond  a 
doubt ; the  activity  of  employment  by  no  means  interfering  with  the  chemical  action  induced. 
The  wheels  and  sides  of  those  vessels  employed  in  the  Channel  only  do  not  exhibit  the 
above  effects  to  such  an  extent  as  those  employed  in  the  Mediterranean  and  Tropics. 

Since  the  accumulation  of  matters  on  the  ship's  side  abreast  the  wheels  must  be  submitted  to, 
I suggest  that  protectors,  on  Sir  H.  Davy’s  principle,  be  applied  to  all  steam  vessels  in  this 
particular  place,  in  order  to  prevent  the  wheels  operating  as  such. 

Thus  it  is  probable  that  the  influence  of  the  sea  water  only  will  have  to  be  encountered  with. 
I have  found  coal  tar,  heated  by  a shot  plunged  in  to  drive  off  the  naphtha,  when  applied  to 
such  parts  as  were  chafed,  or  otherwise  left  unprotected,  to  be  a very  good  varnish  for  paddle 
wheels ; the  wheels  being  examined,  and  covered  in  such  places  on  the  arrival  from  every 
voyage  : by  this  treatment,  a paddle  wheel  may  resist  the  action  of  the  sea  water  for  several 
years. 

Wood  floats,  as  usually  applied,  directly  on  the  arms,  are  constantly  becoming  more  com- 
pressed thereon  ; so  that  in  a short  time  they  are  cut  partly  through,  and  of  course  are  much 
weakened  in  these  places : this  is  not  all ; the  portion  of  the  arms  impressed  are  eaten  away 
by  the  moisture  retained  by  the  wood,  long  before  any  other  part  of  the  arm  is  decayed. 
From  these  causes,  the  bolts,  which  secure  the  floats  to  the  arms,  are  constantly  getting  loose 
at  sea,  and  are  frequently  lost  before  an  opportunity  is  afforded  to  secure  them  ; the  boards  in 
consequence  become  slack  on  the  arms,  to  the  imminent  risk  of  other  parts  of  the  wheels : 
to  remedy  this,  iron  plates  not  less  than  three  or  four  inches  broad,  and  three-eighths  to  half 
an  inch  thick,  may  be  advantageously  applied  above  and  beneath  the  boards,  across  the  entire 
breadth,  in  order  to  compress  the  board  between  the  two.  When  the  plates  are  defective,  they 
may  be  thrown  aside,  and  new  ones  substituted,  the  arms  remaining  perfect,  and  the  bolts  less 
liable  to  be  lost : indeed  in  the  Mediterranean  packet  service  from  Falmouth  to  Corfu, 
bolts  are  required  to  be  replaced  or  secured  at  the  end  of  each  trip  of  six  or  seven  days, 
in  the  common  paddle  wheels. 

Boards,  if  possible,  should  never  be  carried  out  beyond  the  inner  edge  of  the  segments,  or 
extreme  ring  of  the  wheel , for  no  protecting  coat  can  be  applied  within  the  slot  made  in  the 
board  ; and,  of  course,  the  board  being  always  moist  on  both  sides  of  the  segments,  they  are 
eaten  through  in  a very  short  time,  while  apparently  in  very  good  condition.  Segments  thus 
decayed  often  give  way  at  one  end,  being  whirled  about  the  other  in  a flail-like  manner, 
cutting  the  beams  which  carry  the  wheels,  very  destructively.  In  a sea-way  this  can  rarely 
be  remedied,  and  they  must  consequently  be  permitted,  in  such  case,  to  come  in  collision  till 
completely  broken  adrift. 
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REMARKS  ON  THE  NECESSITY  OF  KEEPING  A PROPER  RECORD  OF  THE  OPERATIONS 
OF  THE  ENGINES  IN  ALL  STEAM  VESSELS, 

AND  DIRECTIONS  FOR  MARKING  THE  STEAM  JOURNAL, 

Ac.  Ac.  Ac. 


BY  TIIOMAS  BALDOCK,  Libut.  R.  N.,  K.T.S. 


In  order  to  obtain  any  useful  information  of  the  comparative  working  of  steam  engines,  it 
is  indispensable  to  ascertain  the  positive  resistance  which  has  been  overcome,  or  the  weight 
that  has  been  lifted  ; but  as  this  is  a quantity  which  is  ever  varying  when  the  engine  is 
employed  in  propelling  ships,  it  is  absolutely  necessary  to  obtain  a just  estimate  of  the 
retarding  causes,  and  their  occasional  fluctuations. 

The  action  of  a steam  vessel’s  engines,  supposing  them  in  good  order,  will  be  found  to 
be  diminished,  and  the  speed  of  the  ship  retarded,  according  to  the  influence ; first,  of  the 
wind ; secondly,  of  the  waves ; and  thirdly,  according  to  the  immersion  of  the  ship  in  the 
water,  from  her  lading : if  therefore  a scale  be  formed  of  the  proportionate  power  of  these 
obstructing  causes,  and  a just  record  of  their  influence  duly  kept,  together  with  an  account 
of  the  coal  used,  a tolerably  correct  estimate  may  be  obtained  of  the  comparative  duty  per- 
formed, in  proportion  to  the  fuel  consumed. 

To  effect  this  object,  and  to  afford  a permanent  record  of  the  operations  of  the  engines,  it 
is  proposed,  independent  of  the  usual  ship’s  log,  to  keep  a steam  journal  ruled  after  the 
annexed  form,  in  which  the  force  of  the  wind  may  be  expressed  by  numbers,  according 
to  a scale  invented  by  Captain  Beaufort,  and  intended  for  adoption  in  the  navy,  a copy  of 
which  will  be  found  attached  to  the  directions  for  marking  the  steam  journal.  It  is  also 
proposed,  that  the  height  of  the  wave  above  the  trough  of  the  sea  may  be  estimated  and 
marked  in  yards,  with  occasional  letters  to  express  whether  it  be  a long  and  easy,  or  a short 
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and  chopping  sea  ; thus,  1,  waves  under  one  yard  high  ; 2,  waves  under  two  yards  high,  $cc. 
Ch,  chopping  ; L,  long  ; R,  rough  cross  sea  ; S,  smooth  water ; Sw,  swell.  The  draught  of 
water  should  be  observed  on  all  possible  occasions.  Draught  or  float  gauges  for  this  purpose 
were  formerly  in  use  in  the  British  navy,  but  have  long  since  been  discarded  ; though  it  is 
believed  that  all  French  ships  of  war  are  still  fitted  with  them,  and  their  use  fully  acknow- 
ledged. The  usual  form  of  float  gauges  consisted  of  tubes  communicaliug  with  holes 
through  the  bottom  ; one  near  the  stem,  another  near  the  stern  post ; the  water  flowing  to  the 
same  height  in  these  tubes  as  outside  the  ship,  and  thus  indicating  her  degree  of  immersion  : 
but  as  it  is  very  inconvenient  to  increase  the  number  of  holes  through  the  bottom,  of  which 
there  arc  unavoidably  so  many  in  steam  vessels,  it  is  recommended  that  two  horizontal  pipes 
of  small  dimensions  should  be  inserted, — one  in  the  bow,  the  other  in  the  stern, — about  a foot 
below  the  light  draught  water  line,  and  at  a few  feet  from  the  stem  and  stem  post,  choosing 
some  convenient  spot  on  the  round  of  the  bow,  directly  over  or  vertical  to  the  scarf  of  the 
stem,  for  the  foremost  hole,  and  placing  the  after  one  over  the  mortice  of  the  stem 
post ; each  of  the  pipes  to  be  fitted  with  a cock,  and  communicating  in  some  place  easy  of 
access  with  a glass  vertical  tube,  the  tubes  having  graduated  scales  corresponding  with  the 
ship's  draught  marks.  On  either  cock  being  turned,  it  is  evident  the  water  will  flow  to  the 
same  height  inside  as  out ; and  the  ship's  immersion  may,  in  a tolerably  smooth  sea,  be 
read  off  with  great  facility  and  correctness,  making  it  a rule  always  to  stop  the  vessel 
a few  minutes  for  the  observation : and  when  it  is  recollected  the  frequent  slight  stoppages 
which  a steam  vessel  makes  on  a long  voyage,  for  the  purposes  of  adjusting  screws  in  the 
machinery,  paddles,  8tc.  &c.,  which  may  always  be  seized  as  opportunities  of  observing 
the  immersion,  the  delay  will  hardly  be  objected  to;1  at  all  events,  whether  the  gauge  is 
used  or  not,  the  draught  of  water  should  be  observed  on  all  possible  occasions,  and  marked  in 
the  journal,  with  the  addition  of  the  letters  F or  E,  to  denote  the  boilers  being  full  or  empty : 
and  as  a very  little  experience  will  soon  inculcate  an  adequate  knowledge  of  the  effect  on 
the  ships  trim,  produced  by  the  consumption  of  fuel  and  provisions,  the  draught  may  be  esti- 
mated when  it  cannot  be  observed,  and  entered  each  day  at  noon  in  the  proper  column. 

This  habit  of  continually  inserting  the  immersion,  and  observing  the  effects  pro- 
duced as  the  draught  varies,  will  draw  the  attention  of  the  officer  to  the  important 
necessity  of  keeping  his  vessel  in  trim,  by  the  judicious  arrangement  of  coals  or  other 
weights,  and  tend  to  make  him  familiar  with  her  qualities  ; the  judgment  necessary  to 
be  exercised,  in  applying  the  proper  symbols  to  express  the  state  of  the  wind  and  sea, 
recording  at  the  same  time  the  rate  of  the  engine,  and  the  vessel's  progress  under  every 
variety  of  circumstance,  will  engender  a large  portion  of  useful  practical  knowledge  ; and  the 
•team  journal  will  become  a valuable  record  of  incalculable  use,  in  promoting  the  science  of 
steam  navigation. 

A table  has  been  calculated,  showing  the  rotary  length  of  the  path  formed  by  the  extremity, 


' The  plane  of  flotation  of  a vessel  at  rtst,  and  tin-  same  vessel  in  rapid  motion,  i>  very  different,  even  tltough  the 
sea  be  quite  smooth  ; it  is  consequently  impossible  to  obtain  the  statical  immersion  of  any  ship  when  sailing  or 
steaming,  either  by  actual  observation  or  the  use  of  any  description  of  float-gauge  ; though  the  immersion  so 
obtained,  if  it  could  be  observed,  teoukl  have  more  immediate  reference  to  the  actual  resistance  experienced  by  the 
vessel  in  passing  through  tbc  water. 
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or  any  defined  spot  on  the  radii  of  the  paddle  wheel,  with  the  object  of  pointing  out 
the  difference  between  the  velocity  of  the  paddle,  which  by  its  reaction  on  the  water 
propels  the  ship ; and  the  speed  of  the  vessel  thereby  produced.  As  it  would  be  unreasonable 
to  use  for  this  purpose  the  extreme  periphery  of  the  wheel,  which  is  so  much  immersed, 
so  also  it  is  not  deemed  proper  to  take  that  point  on  the  radii  which  corresponds  with  the 
water  line ; but  it  is  proposed  that  the  velocity  of  the  paddle  shall  be  understood  to  mean 
the  velocity  due  to  the  rotation  of  the  wheel,  of  that  point  on  the  paddle  about  which  all  the 
propelling  force  is  concentrated  in  the  various  positions  it  assumes,  from  its  entering  to 
its  leaving  the  water,  which  may  be  called  “ the  Mean  Centre  of  Effort/’  The  variable 
immersion  of  the  paddle  in  each  rotation  of  die  wheel,  together  with  other  conditions  that 
should  be  taken  into  consideration,  render  it  extremely  difficult  to  ascertain  the  exact 
distance,  from  the  outer  edge  of  the  paddle,  where  the  mean  horizontal  effort  is  collected, 
and  the  question  involves  the  most  abstruse  mathematical  investigation ; it  is  however  near 
the  centre  of  percussion  ; and,  as  an  approximation,  wo  may,  for  practical  purposes,  assume  it 
to  be  in  Morgan's  wheel  at  the  centre  of  the  paddle,  and  in  the  radial  or  old  wheel  at  one- 
third  of  the  board  from  its  outer  edge : dius  in  the  latter  case,  supposing  a wheel  of  16  feet 
diameter,  having  boards  18  inches  wide,  the  centre  of  effort  may  be  assumed  to  be  7 feet 
6 inches  from  the  axis ; and  on  reference  to  the  table,  we  shall  find  that  if  a wheel  of  the 
above  dimensions  be  making  21  revolutions  per  minute,  the  centre  of  effort  is,  in  reference 
to  the  revolution  of  the  wheel,  travelling  at  the  rate  of  miles  an  hour;  the  difference 
between  which  and  the  speed  of  the  vessel  would  be  uniform,  if  the  resistance  was  unvaried. 
It  is  proposed  to  note  hourly,  in  a column  next  the  " Knots,”  the  rotary  progress  of  “ the 
Centre  of  Effort”  in  miles,  derived  from  inspection  of  the  table. 

It  is  necessary  to  make  a few  observations  with  reference  to  the  throttle-valve,  which,  as 
its  use  is  to  controul  the  admission  of  steam  to  the  cylinders,  is  supposed  by  most  steam 

seamen  to  do  this  so  effectually,  that  a record  of  its  partial  closing  or  opening  forms  a just 

estimate,  in  all  cases,  of  the  power  acting  on  the  engine  ; but  that  this  is  not  the  case,  may 
be  exemplified  by  the  two  following  hypotheses.  First,  supposing  the  ship  in  good  trim,  the 
weather  calm,  and  the  sea  smooth,  the  throttle-valve  being  quite  open,  the  engines  will 
attain  the  maximum  velocity,  which  may  be  assumed  at  22  revolutions  per  minute,  and  the 
speed  of  the  ship  at  10  knots  an  hour.  Secondly,  the  vessel’s  trim  may  be  the  same,  the  valve 
still  open,  but  the  violence  of  the  wind  and  the  sea  may  have  so  increased,  that  the  rate  of 
the  engine  is  reduced  to  11  revolutions  a minute,  and  the  speed  of  the  ship  to  4 or  5 knots 
an  hour : it  is  now  evident  that  the  consumption  of  steam  in  equal  times  is  about  half  what 
it  was  in  the  former  case  ; it  would  be  exactly  half,  except  for  the  additional  waste  in  the 

cylinder,  and  other  slight  causes.  It  is  also  evident,  that  if  the  valve  be  half  closed,  it 

would  not  diminish  the  quantity  of  steam  used  in  the  cylinder,  or  the  power  of  the  engine ; 
thus,  supposing  a repetition  of  the  first  case  when  the  ship  is  at  full  speed,  it  will  be 
found  that  the  valve  must  be  nearly  closed  to  effect  any  material  reduction  of  the  velocity.1 


1 When  an  engine  meets  with  any  sudden  inertawf  of  resistance,  the  steam  will  at  first  be  spent  at  a higher 
pressure  and  greater  density,  even  if  the  safety  valve  acts  freely  ; but  as  on  the  occurrence  of  such  ca«ts  at  ski,  the 
draught  is  always  diminished  by  tbc  damper,  and  the  fires  slackened,  this  effect  must  soon  cease,  and  it  will  not  be 
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It  is  however  expedient  to  keep  a statement  of  its  operations,  the  benefit  of  which  will  be, 
that  the  officer  will  gain  a practical  knowledge  of  the  effect  produced  by  the  partial  opening 
or  closing  of  the  valves,  w hen,  in  a high  sea,  the  ship  may  be  overpressed  with  steam  power, — 
a consideration  of  the  utmost  importance;  which,  if  leading  to  judicious  management,  may 
prevent  incalculable  mischief  in  the  rapid  deterioration  of  the  hull  and  machinery,  besides 
the  possibility  of  immediate  danger.  The  steam  journal  will  form  a permanent  record  of  the 
way  this  duty  has  been  attended  to. 

The  course  of  the  ship,  her  progress,  and  the  direction  of  the  wind,  should  also  be  entered 
in  the  journal,  as  the  angle  between  the  first  and  third  will  indicate  the  proportionate  degree  of 
resistance  which  the  wind  affords  ; while  the  numerical  symbol  in  the  column  of  “ Force  ’’ 
marks  its  power,  and  the  variation  in  the  rate  of  progress  forms  the  estimate  of  the  effect. 

If  the  table  before  described  is  used,  a column  should  be  ruled  next  the  “ Kuots  ” for  the 
purpose  of  marking  the  progress  of  the  “ Centre  of  Effort,”  the  variations  between  which  and 
the  vessel’s  speed  will  form  the  basis  of  considerations  most  useful  in  estimating  the  effective 
duty  of  the  engine.  As  the  measure  of  useful  effect  or  duty  of  the  marine  engine  is,  in  fact, 
the  rate  at  which  the  vessel,  under  given  circumstances,  is  moved  through  the  water,  the 
area  of  the  paddle  should  be  such  as  to  displace  the  fluid  (when  acted  upon  by  the  maxi- 
mum speed  of  the  engine  in  still  water  at  the  mean  trim  of  the  ship)  at  that  rate  most 
favourable  to  propulsion  by  its  reaction.  A few  experiments  in  each  vessel  would  decide 
the  proportion  which  the  speed  of  the  ship  should  bear  to  that  of  the  ‘'Centre  of  Effort;” 
these  experiments  of  course  being  made  under  circumstances  of  known  and  unvaried  re- 
sistance, in  considering  winch  particular  reference  should  be  had  to  the  ship’s  immersion 
in  the  water.  In  closing  this  subject,  it  is  necessary  distinctly  to  state,  that  the  position 
previously  given  for  the  “ Centre  of  Effort,”  and  also  stated  at  the  foot  of  the  table,  is 
only  to  be  considered  as  an  approximation,  which  may  indeed  be  too  far  from  the  truth  to 
admit  of  that  appellation  ; still  it  is  presumed  that  for  practical  purposes  it  is  sufficient, 
though  by  no  means  meant  as  an  absolute  datum. 

found  materially  to  alter  the  assumption  offered  above ; neither  can  it  affect  the  principle,  that  the  power  it  not 
Irutned  in  the  uime  proportion  nt  the  aperture  of  the  throttle  k diminished ; although  it  still  affords  the  meads,  if  nearly 
c losed,  of  using  steam  of  low  pressure  in  the  cylinder  when  it  is  desirable  to  decrease  the  power. 
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DIRECTIONS  FOR  MARKING  THE  STEAM  JOURNAL. 

In  the  column  of  “ Winds,"  the  strength  will  be  expressed  in  the  figures  invented  by 
Captain  Beaufort  to  denote  its  force. 

In  the  column  marked  “ Waves,"  the  height  of  the  wave  above  the  trough  of  the  sea  is  to  be 
estimated  and  expressed  in  yards,  with  occasional  figures,  to  denote  whether  it  be  a long  and 
easy,  a short  and  chopping,  or  a cross  confused  sea  : thus,  1,  waves  under  one  yard  high  ; 
2,  under  two  yards,  &c.  ; Ch,  chopping  ; L,  long  ; K,  rough  confused  sea ; S,  smooth 
water ; Sw,  swell. 

The  draught  of  water  is  to  be  taken  on  all  possible  occasions,  particularly  at  noon  each 
day,  and  marked  in  the  column  of  “ Immersion,”  with  the  addition  of  the  letter  F or  E, 
to  denote  the  boilers  being  full  or  empty : when  circumstances  will  not  admit  its  being 
measured,  it  is  to  be  estimated. 

The  operations  of  the  throttle  valve  are  to  be  noted  thus  : S signifies  it  is  shut ; 1 that  it 
is  \ open  ; 2,  its  being  £ open  ; 3,  that  j of  the  apertures  are  open  ; and  O,  that  it  is  quite 
open. 

The  column  " Sail  ” will  show,  by  the  insertion  of  the  letter  S or  N,  whether  or  not  sail 
be  set. 

The  average  number  of  revolutions  per  minute  for  each  hour,  and  the  consumption  of  coals 
during  the  same  period,  are  to  be  entered  in  the  proper  columns. 

In  addition  to  the  mean  height  of  the  engine  barometers,  that  of  a thermometer  is  to  be 
registered  each  hour : the  latter  should  be  permanently  fixed  in  some  part  of  the  engine 
room  where  it  cannot  receive  the  radiated  heat  from  the  fire-places. 

The  sub-divisions  of  the  general  column  relating  to  the  **  Boilers”  will  apply  to  the  several 
boilers  on  board  ; and  a note  should  be  made  in  the  first  page  of  the  journal,  stating  which 
boiler  is  expressed  in  each  particular  column.  The  partial  blowing-off  should  be  done  at  the 
discretion  of  the  engineer,  as  the  wuter  approaches  saturation  ; but  in  all  voyages  extending 
beyond  one  day,  a portion  should  be  blown  off  at  least  every  two  hours  : the  letter  P will 
indicate  that  this  duty  has  been  performed,  and  the  letter  W will  show  when  the  whole  is 
blown  out. 

The  column  of  **  Remarks  " is  to  contain  an  account  of  every  particular  occurrence ; as, 
when  the  fires  are  lighted  (noting  the  minute  at  which  the  steam  is  raised),  when  extinguished, 
when  banked  up,  &c. ; also,  any  variation  in  the  number  of  fires,  when  the  engines  or  boilers 
are  connected  or  unconnected,  stopped,  or  set  at  work,  &c.  An  entry  is  also  to  be  made  of 
every  particular  operation  performed  on  the  boilers  or  engine,  noting  when  the  flues  are 
swept,  boilers  chipped, — stating  the  quantity  of  soot  taken  from  the  former,  and  the  weight 
of  calcareous  or  other  matter  from  the  latter ; also  when  the  connecting  ports  of  the  engine 
are  examined,  the  wheels  turned  in  harbour,  or  the  paddles  reefed  ; and  prefixing  to  each 
day’s  remarks  the  description  of  coal  then  in  use,  noting  any  change  thereof.  The 
engineer  is  also  to  state  the  number  of  artificers  employed  in  effecting  repairs  which  may 
be  beyond  the  power  of  the  ship’s  engineers,  particularly  noting  what  work  they  are  upon. 

At  noon  each  day  a calculation  is  to  be  made  of  the  expenditure  of  coals,  oil,  tallow,  and 
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oakum,  noting  the  remains  ; an  entry  is  also  to  be  made  of  the  coal  used  in  raising  the  steam, 
as  well  as  what  is  consumed  for  other  purposes  in  the  ship  ; but  the  whole  is  to  be  included 
in  the  total  stated  to  be  used  on  that  day.  Although  the  coal  is  supplied  in  tons  measure- 
ment, it  is  more  convenient  that  the  hourly  cx|>cnditurc  should  be  calculated  in  bushels  ; and 
it  can  easily  be  transferred  to  tons  on  totalling  the  account. 

It  would  be  interesting  if  an  account  was  kept  of  the  temperature  of  the  hot-well,  and  of 
the  quantity  of  water  distilled  from  the  cylinder  jacket ; but  it  is  not  indispensable. 
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Figures  to  denote  the  Force  of  the  Wind. 


Calm. 

Light  Air 
Light  Breeze  . 
Gentle  Breeze 
Moderate  Breeze 
Fresh  Breeze  , 
Strong  Breeze 
Moderate  Gale 
Frc*h  Gale 
Strong  Gale  . 
Whole  Gale  . 

Storm 

Hurricane 


Or  just  sufficient  to  give  steerage  way. 
Or  that  iu  which  a well-condi-  f * *° 


tioncil  man-of-war,  with  all 
sail  set,  and  clean  full,  would 
go  in  smooth  water,  from 


3 to  4 knots. 
5 to  (JJ 
f Iiovals,  &c. 


1 Or  that  to  which  she  could  just 
j carry  in  chase,  full  and  by  • 


Single-reefed  topsails  nud  top- 
gallant sails. 

Double-reefed  topeails,  jib,  kc. 
Triple-reefed  topsails,  4cc. 
Close-reefed  topsails  and  courses. 


Or  that  with  which  she  could  scarcely  bear  dose- reefed  main  top- 
sail and  rRefcd  foresail. 

Or  that  which  would  reduce  her  to  storm  stay-sails. 

Or  that  which  no  canvas  could  withstand. 
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A Table  showing  the  Velocity  of  the  Centre  of  Effort  of  Steam  Vessels’  Paddles 
meters  and  at  various  velocities ; intended,  by  comparing  the  results  with  the 


Distance  of  the 
centre  of  effort 
from  uu  of 
wheel,  in  feet 
and  inches. 

Number  of  revolutions  per  minute 
and  corresponding  milca  per  hour. 

Distance  of  the 
centre  of  effort 
from  ula  of 
wheel,  in  feet 
and  indies- 

Number  of  revo- 
t ulkin*  required 
to  make  a geo- 
graphical mile. 

Number  of  revolutions  per  minute 
and  corresponding  miles  per  ho«r. 

Number  of  revo- 
lutions required 
to  make  a geo- 
graphical  mile. 

Revolution* 
per  minute. 

Velocity  of 
centre  of  effort 
in  milea  per 
hour. 

Rev  oi  utkmi 
per  minute. 

Velocity  of 
centre  of  effort 
In  miles  per 
hour. 
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N.B.  The  centre  of  effort  in  the  radial  wheel  i?  about  one-tbird  of  the  paddle  from  its  outer  edge, 
and  in  the  vertical  wheel  it  is  about  the  centre  of  the  paddle. 
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according  to  the  number  of  revolutions  ; calculated  for  wheels  of  different  dia- 
vessel’s  speed  and  fuel  consumed,  to  show  the  proportionate  duty  performed. 
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graphical mile. 
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November,  1830.  Thomas  Raldock. 
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III.— ON  THE  MOTION  OF  STEAM  VESSELS. 


BY  P.  W.  BARLOW,  E*q.,  Civil  Engineer. 


The  benefits  which  this  country  has  derived  from  the  application  of  steam  power  to  navigation 
by  its  certainty  and  rapidity,  as  well  as  safety  of  communication,  must  be  too  generally  felt 
to  require  any  remark  in  this  place.  In  fact,  the  success  which  has  in  every  instance 
attended  the  employment  of  steam  power  is  such,  that  its  extent  is  rapidly  increasing,  and 
voyages  of  much  greater  length  are  now  about  to  be  performed,  among  which  may  be 
mentioned  those  to  America  and  to  the  East  Indies. 

The  circumstances  under  which  steam  vessels  are  rendered  available  as  a means  of  commu- 
nication differ  widely  from  each  other ; some  being  employed  in  river  navigation,  others  at 
sea : in  some,  the  voyages  are  of  great  length,  and  exposed  to  tempestuous  and  adverse 
weather;  and  in  others,  comparatively  short  and  free  from  these  disadvantages:  in  some, 
speed  is  the  principal  object  to  be  attained  ; in  others,  great  length  of  voyage.  Under  each  of 
these  circumstances,  vessels  of  a particular  construction,  power,  and  tonnage,  are  best  adapted 
to  attain  the  specific  object  in  view ; and  it  is  very  desirable  to  ascertain  as  near  as  possible 
what  these  should  be,  which  we  think  can  be  in  a great  measure  accomplished  by  the 
examination  and  comparison  of  the  results  of  what  has  already  been  attained. 

Impressed  with  the  general  importance  of  the  subject,  and  the  advantages  which  may  be 
derived  from  such  inquiries,  and  my  former  residence  at  Woolwich  having  afforded  me  the 
opportunity  of  attending  many  experiments  and  collecting  much  information  on  the  subject, 
I beg  to  offer  to  the  puhlic  the  following  pages  on  the  motion  of  steam  vessels,  in  the  hope 
that  they  may  prove  of  utility  to  those  interested  in  the  progress  of  steam  navigation. 

The  power  of  the  steam  engine,  when  employed  in  propelling  vessels,  being  applied  through 
the  medium  of  a fluid  by  the  reaction  of  the  paddle  wheel,  there  results  an  unavoidable  loss 
of  a large  portion  of  the  power  of  the  engine.  To  construct  a wheel  by  which  this  loss  will 
be  reduced  as  much  as  possible,  is  an  important  point  to  be  aimed  at,  and  many  inventions 
have  appeared  with  the  view  of  effecting  this  object.  We  therefore  propose,  in  the  first  place, 
to  enter  into  a comparison  of  such  of  these  wheels  as  have  come  into  general  use,  and 
to  endeavour  to  illustrate  the  nature  of  their  action. 

ON  PADDLE  WHEELS. 

The  construction  of  the  ordinary  paddle  wheel  is  so  simple  as  scarcely  to  need  description  : 
it  consists  of  a circular  framework  of  iron,  supporting  paddles  at  equal  distances  round 
the  rim,  and  radiating  from  the  centre  : these  wheels  are  attached  to  a strong  shaft  pass- 
ing  through  the  vessel,  to  which  the  motion  of  the  engine  is  conveyed  by  cranks  placed 
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at  right  angles  to  each  other:  the  revolution  of  the  floats  or  paddles  in  the  water  creates  a 
resistance  upon  them,  and  the  corresponding  reaction  on  the  main  shafts  produces  the  force 
by  which  the  vessel  is  propelled. 

It  is  evident,  that  in  this  construction  of  wheel  two  kinds  of  lost  power  must  exist  : first,  by 
the  action  of  the  paddle  being  oblique,  or  at  an  angle  with  the  horizontal  direction  of  the  vessel 
in  every  position  except  the  vertical  one,  by  which  of  course  only  a portion  of  the  power 
exerted  on  the  paddle  becomes  effective  ; and  secondly,  by  the  receding  of  the  wheel  in  the 
water  necessary  to  create  a resistance  equal  to  the  force  applied  by  the  engine.  This  may 
perhaps  be  best  illustrated  by  the  case  of  a locomotive  engine  : if  the  friction  between  the 
wheel  and  the  rail  be  such  that  the  former  does  not  slip,  the  motion  of  the  carriage  will  be  the 
same  as  that  of  the  circumference  of  the  wheel ; the  whole  power  of  the  engine  is  employed 
in  propelling  the  carriage,  and  consequently  there  is  no  lo6t  power  : but  if  the  friction  be  not 
sufficient,  the  wheel  will  slip  back  some  quantity ; the  same  steam  will  be  consumed  in  the 
revolution  of  the  wheel,  but  the  carriage  will  not  be  advanced  as  before,  and  there  will  be  a 
loss  of  power  proportional  to  the  skidding  or  receding  of  the  wheel : so  also  in  a steam 
vessel  alt  that  the  centre  of  pressure  actually  goes  back  in  the  water,  or  all  that  its  circum- 
ferential velocity  exceeds  that  of  the  vessel,  is  comparatively  lost  power ; the  expense  of  the 
steam  being  proportional  to  the  former,  and  the  effect  to  the  latter. 

This  source  of  lost  power  must  of  course  exist  in  all  paddle  wheels,  whatever  their  con- 
struction, from  the  resistance  being  created  in  a fluid  ; but  that  kind  first  described  being 
owing  entirely  to  the  radiation  of  the  paddles,  a great  number  of  inventions  have  been  pro- 
posed to  remedy  the  evil,  by  causing  them  to  keep  a vertical  position  by  the  aid  of  machinery 
during  their  progress  through  the  water.  These  wheels,  although  they  possess  much  supe- 
riority over  the  ordinary  construction  in  a sea,  or  where  the  wheel  is  deeply  immersed,  by 
obviating  the  loss  of  power  from  the  obliquity  of  action  and  back  water,  are  subject  to  evils  of 
another  description  ; and  it  is  a question  of  doubt,  whether  the  common  radiating  wheel  does 
not  admit  of  a construction,  which,  in  average  of  weather  and  circumstances  attending  a sea 
voyage,  might  lead  to  as  little  loss  of  power  as  the  vertical  wheel,  and  at  the  same  time 
possess  the  advantage  of  less  liability  to  derangement. 

The  first  vertically  acting  wheel  which  has  been  employed  to  any  extent  in  this  country  is 
that  commonly  known  as  Morgan’s  Wheel.  The  original  patent  for  this  construction  was 
granted  to  Elijah  Galloway,  and  sold  by  him  to  Mr.  William  Morgan  ; but  has  since  that 
time  undergone  considerable  improvements  in  its  structure  and  arrangement,  and  is  now 
extensively  adopted  by  Government  in  the  Admiralty  steamers. 

Fig.  1.  and  2.  are  a plan  and  elevation  of  the  improved  wheel : a a a a are  paddles,  which 
turn  upon  spindles  having  a bearing  on  tile  framework,  c cct  and  of  the  wheel,  which  is  of  a 
polygonal  figure,  having  as  many  sides  as  it  is  required  to  have  paddles.  The  inside  frame  or 
polygon  is  alone  attached  to  the  shaft  of  the  engine,  which  does  not  continue  beyond  the  side 
of  the  vessel ; and  the  outer  one  has  an  independent  bearing  on  a centre  attached  to  the  paddle 
box,  so  that  it  derives  its  motion  entirely  from  the  arms  or  angles  of  the  polygon  ; the  space  be- 
tween the  two  frames  of  the  wheels  being  left  quite  free.  A is  a crank  fixed  to  the  paddle  box, 
upon  which  the  outer  polygon  revolves  ; it  projects  in  an  inclined  direction  in  the  open  space 
between  the  sides  of  the  wheel,  but  to  a point  considerably  excentric  with  it.  Each  paddle 
has  a crank  attached  to  it  at  an  angle  of  about  70°,  and  arms  a a , &c.  connect  the  extremity 
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of  the  cranks  with  a moveable  boss,  which  revolves  upon  the  fixed  centre  A.  One  of  these 
arui6  is  fixed  to  the  boss,  and  is  termed  the  dividing  arm. 

It  will  thus  be  seen,  that  in  consequence  of  the  point  A being  situated  out  of  the  centre,  the 
paddles  will  assume  different  positions  during  the  revolution  of  the  wheel,  which  positions 
can  be  so  arranged  as  to  differ  very  little  from  the  vertical  wheel,  while  passing  the  lower  part 
of  the  revolution,  or  that  part  where  the  action  of  the  paddle  takes  place. 

In  the  year  1837,  Messrs.  Seawards  fitted  a vertically  acting  wheel  to  the  ‘ Levant'  steam 
boat,  in  which  the  positions  of  the  paddles  are  similar  to  the  above,  but  are  brought  about  by 
a different  arrangement  of  machinery.  This  wheel  formed  the  subject  of  a charge  of  piracy, 
on  the  grounds  of  being  a colourable  evasion  of  the  patent  of  Elijah  Galloway.  The  Vice- 
Chancellor  having  given  judgment  against  granting  an  injunction,  the  parties  tried  an  action 
at  law,  in  which  they  were  also  unsuccessful ; and  Messrs-  Seawards  have  now  the  privilege  of 
making  these  wheels. 

Fig.  3.  and  4.  is  a representation  of  Seawards’  wheels. — A A is  the  shaft  of  the  engine, 
to  which  the  two  frames  or  polygons  B B,  C C are  attached.  D D D D are  the  paddles, 
which  revolve  in  bearing  in  the  two  frames.  E E is  an  enlarged  axle  fixed  to  the  side  of 
the  vessel  excentrically  with  the  shaft,  and  answers  the  same  purpose  in  giving  the  requisite 
positions  to  the  paddles  as  the  cranked  axis  A in  Morgan's  wheel.  F F is  a rim  of  iron, 
which  is  caused  to  revolve  on  the  enlarged  axle  by  an  arm  G attached  to  the  inner  polygon  of 
the  wheel : from  this  rim  proceed  arms  or  rods  H II  H,  to  the  bent  cranks  III,  attached  to 
the  paddle  boards. 

It  will  here  be  seen,  that  the  paddles  will  in  like  manner,  by  the  motion  of  the  wheel,  take 
up  positions  similar  to  those  of  Morgan’s,  entering  and  leaving  the  water  nearly  in  a vertical 
position.  The  main  difference  in  the  construction  of  the  two  is  the  excentric,  which  kv 
being  fixed  at  the  side  of  the  vessel,  instead  of  in  the  centre  of  the  wheel,  is  less  adapted  to 
giving  motion  to  the  paddles,  from  acting  at  one  end  of  them,  but  has  the  advantage  of 
allowing  the  shafts  to  be  continued  through  the  wheel,  winch  certainly  adds  to  its  strength. 


EXPERIMENTS  ON  PADDLE  WHEELS. 

For  the  purpose  of  instituting  a comparison  and  explaining  the  action  of  these  wheels,  I 
have  given  the  following  set  of  experiments  on  her  Majesty’s  vessels,  fitted  out  at  Woolwich, 
some  of  which  are  provided  with  Morgan’s  wheels,  and  others  with  the  radiating  wheel. 
Each  vessel  is  submitted  to  accurate  experiment,  sometimes  when  light,  and  sometimes  laden. 
The  exact  amounts  of  their  cargoes  are  known,  their  registered  aud  actual  tonnage,  area  of 
paddle,  and  every  other  particular  which  can  serve  as  a guide  to  such  an  inquiry. 
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Admiralty  attended  : c-ach  vessel  *i»  laden  with  nearly  ber  full  cargo  of  coals,  »Uw*.  Ac.  amounting  in  the  Mrdra  and  Salamander  (o  200  tons.  and  in  (he 
Dee  to  a quantity  proportional  to  the  tonnage.  The  exact  speed  of  each  was  not  ascertained,  for  want  of  a measured  mile  on  the  l*anks  of  the  river  ; hot  the 
result  was  entirely  in  favour  of  tbe  Medea,  whose  speed  amounted  to  nearly  Jibs  of  a mile  per  hour  beyond  that  of  the  other  two  vessels, — their  speed  being  as 
Dourly  as  possible  the  same. 
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With  the  aid  of  these  experiments,  and  the  data  given  with  them,  I have  been  enabled  to 
calculate  in  each  case  the  relative  Velocity  of  the  wheel  and  vessel,  the  actual  pressure  upon 
the  vertical  paddle,  the  area  of  paddle  per  horse  power,  and  other  facts ; by  the  comparison  of 
which  with  the  velocity,  tonnage,  &c.,  a just  conception  may  be  formed,  not  only  of  the  action 
of  each  paddle  wheel,  and  the  manner  in  which  the  power  of  the  engine  is  expended,  but  also 
the  amount  of  surface,  proportion  of  the  paddles,  dip  of  immersion,  8cc.,  which  are  required 
to  enable  an  engine  to  produce  the  greatest  useful  effect. 

The  manner  of  obtaining  these  calculated  results  will  be  at  once  evident  from  the  heads  of 
the  columns,  except  the  last  five,  which  relate  to  the  velocity  of  the  vessel  as  compared  to  the 
wheel,  and  the  amount  of  pressure  exerted  by  the  engine  on  the  vertical  paddle. 

As  the  resistance  opposed  to  the  paddle  is  distributed  over  a considerable  depth  of  paddle 
board,  it  is  necessary,  in  comparing  the  relative  velocity  of  the  wheel  and  vessel,  to  find  that 
point  in  which,  if  all  the  resistances  were  concentrated,  they  would  have  equal  effect  in  pro- 
pelling the  vessel : this  point  is  termed  the  centre  of  pressure,  and  its  exact  position  becomes 
a question  of  very  intricate  calculation,  as  it  changes  according  to  the  depth  of  immersion,  the 
diameter  of  the  wheel,  and  other  circumstances,  which  vary  in  different  boats.  It  was 
necessary  therefore  to  assume  a point  which  would  meet  the  ordinary  cases  ; and  this  has 
been  decided  upon  from  the  following  considerations. 


ON  THE  CENTRE  OF  PRESSURE  OF  A PADDLE. 

It  is  verv  evident,  that  in  every  case  the  resistance  upon  different  parts  of  the  paddle  is  as 
the  square  of  the  distance  from  the  centre  of  motion,  because  the  resistance  of  a fluid  vanes  as 
the  square  of  the  velocity  : this  ratio  is  however  always  increased  more  or  less  in  consequence 
of  the  extremity  acting  for  a greater  length  of  time  than  the  inner  part. 

In  the  case  of  a wheel  in  motion  in  a vessel  at  rest,  if  the  length  of  the  arc  described  by 
the  outer  extremity  of  the  paddle  exceed  that  described  by  the  inner  edge,  in  the  ratio  of  the 
larger  radius  to  the  smaller,  the  resistance  upon  any  part  of  the  paddle  would  vary  exactly  as 
the  square  of  the  radius  ; but  this  can  only  occur  when  the  wheel  is  either  totally  immersed, 
or  up  to  the  centre  of  motion  : in  every  other  circumstance  it  is  evident  that  the  arc  described 
bv  the  extremity  will  exceed  that  of  the  inner  edge  in  a greater  ratio,  depending  upon  the 
degree  of  immersion,  radius  of  wheel,  &c.  ; consequently,  the  resistance  upon  any  part  of  the 
puddle  will  increase  in  a greater  ratio  than  the  square  of  the  distance  from  the  centre  of 
motion.  It  is  moreover  evident,  that  the  position  of  the  centre  of  pressure  will  not  only  vary 
with  every  change  of  immersion,  but  will  continue  to  ascend  from  the  moment  the  paddle 
enters  the  water  until  it  is  immersed  below  the  surface,  when  it  becomes  constant,  and 
continues  so  until  the  upper  part  of  the  paddle  again  leaves  the  water. 

As  these  experiments  are  made  entirely  with  vessels  in  motion,  it  is  not  necessary  to  enter 
into  a calculation  of  this  precise  point ; the  above  case  being  alluded  to  merely  with  a view  of 
facilitating  the  investigation  of  the  more  complicated  question  of  the  centre  of  pressure  of  the 
paddle  when  the  vessel  is  in  motion. 

Here  it  will  be  seen,  that  as  the  revolution  of  the  paddle  resembles  a circle  rolling  on  a plane, 
every  part  of  it  will  describe  a cycloid.  That  point  whose  rotary  velocity  is  equal  to  that  of 
the  vessel  will  move  through  a simple  cycloid  ; points  within  that  circle,  in  prolate  cycloids  ; 
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and  point*  without,  in  curtate  or  contracted  cycloids.  In  Fig.  6.  ia  represented  the  posi- 
tion of  the  float  of  a puddle  wheel  in  different  parts  of  its  revolution.  The  circumference, 
whose  velocity  ia  equal  to  that  of  the  vessel,  ia  here  equal  to  two-thirds  of  that  which  passes 
through  the  extremity  of  the  paddle,  which  is  about  a medium  case  in  practice. 

It  will  be  readily  seen,  that  the  effect  of  the  vessel  being  in  motion  will  be  to  roll  the  circle 
abed  on  the  line  «/,  so  that  the  inner  edge  of  every  paddle  will  move  through  the  cycloid 
g h i,  whilst  the  extremity  moves  through  the  cycloid  ktmno,  uh  shown  by  the  dotted  lines 
in  the  figure. 

As  the  centre  of  pressure  varies  at  every  ongle  of  the  paddle,  in  order  to  come  at  the  true 
position  it  becomes  necessary  to  find  the  relative  velocity  of  the  two  extremes  of  the  floats,  or 
the  distance  moved  in  the  two  cycloids,  at  every  instant  of  time  : this  would,  however,  lead 
to  a calculation  of  greater  labour  than  the  nature  of  the  present  investigation  demands  ; and 
as  the  circumstances  upon  which  such  calculations  would  be  founded  vary  in  every  experi- 
ment, according  to  the  diameter  of  the  wheel,  depth  of  immersion,  &c.,  two  points  have  been 
assumed,  one  of  which  is  intended  to  meet  the  ordinary  cases  of  slightly  immersed,  and  the 
other  that  of  deeply  immersed  paddles.  It  appears,  again,  referring  to  the  figure,  that  whilst 
the  extremity  of  the  paddle  is  moving  through  the  part  of  the  curtate  cycloid  below  the  level 
of  the  water,  a point  P in  the  radius  of  the  wheel,  which  is  situated  in  the  circumference  of 
the  rolling  circle,  has  scarcely  moved  in  the  simple  cycloid  a p r.  The  difference  of  the 
curves  during  the  lower  part  of  the  motion  amount*  nearly  to  what  is  due  to  an  arc  described 
with  a radius  equal  to  the  difference  of  the  extreme  radius  of  the  wheel,  and  that  of  the  circle 
of  equal  velocity  with  the  ship. 

It  therefore  appears,  that  the  resistance  on  any  port  of  the  float  varies  nearly  as  the  square 
of  its  distance  from  the  rolling  circle  ; and  having  at  the  same  time  taken  into  consideration 
the  greater  length  of  time  of  the  action  of  the  extremity  than  of  the  inner  edge  of  the  paddle, 
I find,  from  the  examination  of  several  experiments,  that  in  the  case  of  slight  immersion 
the  assumption  of  the  resistance  on  any  point  varying  as  the  cube  of  the  distance  from  the 
rolling  circle,  and  in  deep  immersions  as  the  2*o  power,  will  approximate  very  nearly  to 
the  truth. 

Having  thus  assumed  the  law  of  resistance  with  respect  to  the  radius,  we  readily  find  the 
position  of  the  centre  of  pressure  by  the  following  equation. 

Let  r be  the  difference  of  the  radius  of  the  rolling  circle  and  that  of  the  wheel,  n the  power 
of  the  resistance  in  relation  to  the  radius,  b the  depth  of  the  paddle,  x any  variable  distance 
from  its  upper  edge,  and  y the  distance  of  the  mean  centre  of  pressure,  also  from  the  upper 
edge  ; then  the  integral  of  (r  + x)"  d x will  be  the  sum  of  all  the  resistances,  and  (r  b 

the  expression  to  which  it  is  to  be  equal. 

We  have  therefore,  when  x = 6, 

j-i-j  (r  + 4)*  + 1 =<r  + ,)"i; 


which,  when  » = 3,  gives 
and,  when  nw2'e, 


~r; 

/•2Jr+_4)I\j 

= \ It  ) ~ '■ 
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From  these  equations  the  diameters  to  the  centre  of  pressure  of  the  common  wheel  (given 
in  column  16  of  the  following  table)  have  been  calculated. 

In  the  new  wheel  the  centre  of  pressure  will  be  nearly  in  the  centre  of  gravity,  when  the 
piddle  is  totally  immersed,  the  motion  of  the  paddle  being  nearly  vertical ; but  in  con- 
sequence of  the  lower  part  coming  sooner  into  and  continuing  longer  in  action,  it  must  be 
taken  some  distance  below  the  centre  of  gravity. 

It  is  not  cosy  to  determine  this  by  calculation  ; but  by  a comparison  of  all  circumstances 
bearing  upon  this  question,  an  allowance  of  one-eighth  of  the  paddle  has  been  made. on  this 
account. 

It  may  be  proper  to  observe,  that  in  these  wheels  there  is  no  relation  between  the  diameter 
of  the  polygon  and  the  diameter  to  the  centre  of  pressure,  the  paddles  being  differently  hung 
and  differently  shaped  in  the  several  vessels, — particulars  it  has  not  been  thought  necessary 
to  introduce  into  the  table. 

The  diameter  to  the  centre  of  pressure,  or  effective  diameter  of  the  wheel,  being  known,  we 
at  once  deduce  the  excess  of  the  velocity  of  the  wheel  over  that  of  the  vessel,  or  that  at  which 
it  recedes  in  the  water  to  produce  the  resistance  necessary  for  propelling  the  vessel.  The  rule 
for  ascertaining  the  amount  of  this  resistance  or  pressure  on  the  vertical  paddle,  is  to  multiply 
the  square  of  this  velocity  by  the  area  of  the  paddle  board  and  by  62|  (the  weight  of  a cubic 
foot  of  water  in  lbs.),  and  divide  by  64J- ; the  pressure  upon  a surface  moving  in  a fluid  being 
equal  to  the  weight  of  a column  of  water  whose  base  is  the  area  of  the  surface,  and  alti- 
tude that  through  which  a body  must  fall  to  acquire  the  velocity.  This  number,  multiplied 
by  the  velocity  of  the  wheel,  will  express  the  power  expended  on  the  vertical  paddles  ; and 
this  divided  by  the  whole  power  of  the  engine,  will  give  the  proportion  consumed  on  the 
vertical  paddle  given  in  column  18. 

In  estimating  the  parts  of  the  power  of  the  engine  exerted  in  any  case,  the  number  of 
strokes  made  in  a minute  is  compared  with  the  actual  number  of  strokes  which  ought  to  be 
made  for  the  engine  to  perform  its  whole  duty. 
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Deductions  from  the  Tabular  Numbers. 

The  amount  of  resistance  on  the  vertical  paddle,  and  proportion  of  the  power  of  the  engine 
expended  upon  them,  will  be  found  to  differ  considerably  in  the  different  cases  given  in  the 
table,  and  might,  if  unexplained,  throw  an  appearance  of  doubt  upon  the  accuracy  of  the 
experiments.  These  discrepancies  arc  evidently  attributable  to  the  result  depending  upon 
the  square  of  the  difference  of  two  velocities  ; so  that  the  slightest  inaccuracy  in  either  of  the 
observations  is  greatly  magnified.  There  is  no  doubt,  however,  with  so  many  experiments 
made  at  different  times  and  under  different  circumstances,  that  the  means  obtained  in  the 
table  are  sufficiently  near  the  truth  for  all  practical  purposes. 

In  examining  column  18,  a striking  difference  is  seen  in  the  proportion  of  the  power  of  the 
engine  expended  on  the  vertical  paddle  in  Morgan’s  wheel  and  in  the  common  wheels,  the 
mean  of  the  former  being  *546,  and  of  the  latter  *151  and  *197.  The  difference  arises  from 
the  nature  of  the  action  : in  the  new  wheel  the  vertical  position  is  the  most  effective  in  propelling 
the  vessel,  and  in  the  common  wheels  the  least  so  ; — a fact  which,  although  little  known  among 
the  projectors  of  paddle  wheels,  and  even  among  engineers,  who  are  constantly  witnessing 
their  daily  performance,  it  is  very  essential  should  be  understood  before  any  calculation  or 
judgment  can  be  formed  of  the  construction  and  proportion  of  wheels  best  adapted  to  steam 
vessels,  under  the  different  circumstances  and  various  kinds  of  duties  in  which  they  are 
employed  : we  beg  therefore  to  call  the  attention  of  the  reader  particularly  to  this  point. 

The  difference  of  action  which  caused  this  unexpected  result  will  be  understood  by  exa* 
mining  Fig.  5.,  which  exhibits  the  positions  of  each  paddle,  at  equal  intervals  of  time,  in  u 
vessel  in  motion  : it  will  there  be  seen,  that  the  progress  made  through  the  water  by  the 
radiating  paddle,  while  passing  the  vertical  position,  is  considerably  less  than  in  the  preceding 
equal  interval  of  time.  After  first  entering  the  water,  and  as  the  resistance  opposed  varies  as 
the  square  of  the  velocity  or  space  passed  through,  it  is  evident  that  the  resistance  in  passing 
from  A to  B will  greatly  exceed  that  of  passing  from  B to  C ; and  it  may  be  readily  demon- 
strated, that  in  ordinary  cases  it  exceeds  it  so  much,  that  the  portion  of  it  which  when 
resolved  is  in  a horizontal  direction,  or  effective  in  propelling  the  vessel,  is  greater  than  the 
whole  action  at  the  vertical  position,  although  this  latter  is  attended  with  no  loss  from  oblique 
action.  This  effect  will  be  illustrated  very  clearly  by  assuming  the  extreme  case  of  the 
paddle  wheel  being  immersed  to  the  axle  : here  the  Boats  will  enter  the  water  at  the  whole 
velocity  of  the  wheel ; but  this  velocity  will  diminish  until  they  arrive  at  the  vertical  position, 
when  it  will  be  only  the  difference  of  the  velocity  of  the  wheel  and  vessel,  which  is  generally 
not  more  than  one  quarter  of  the  whole. 

On  the  contrary,  if  we  examine  the  position  of  the  vertically  acting  paddles  of  the  new  wheel 
in  the  same  equal  intervals  of  time,  we  find  that  the  spuce  B C,  in  passing  the  vertical  posi- 
tion or  bottom  of  the  arc,  greatly  exceeds  that  of  the  preceding  interval  of  time  A B : in  fact, 
the  motion  of  the  vertical  paddle  in  entering  the  water  is  scarcely  perceptible,  but  it  gradually 
increases  until  it  has  passed  the  bottom  of  the  arc ; and  hence  arises  one  of  the  greatest 
advantages  of  this  construction  of  wheel,  by  totally  avoiding  the  shock  or  blow  on  the  paddle 
entering  the  water,  which  is  experienced  in  the  common  construction,  and  which  is  not  ouly 
injurious  to  the  engine  and  unpleasant  to  the  passengers,  but  productive  of  a serious  loss  of 
power,  particularly  at  sea,  or  when  the  vessel  is  deeply  immersed. 
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The  actual  amount  of  effective  pressure  at  any  angle  may  be  ascertained  in  the  following 
manner.  Let  A B,  Plate  x x v.  Fig.  7.,  be  any  position  of  the  paddle  board  of  a vessel  in  motion  ; 

V being  the  velocity  of  the  wheel,  and  v that  of  the  vessel,  and  $ the  angle  of  inclination  of 
the  puddle  board  witli  a vertical  line.  Let  C D represent  the  velocity  V at  right  angles  to  the 
paddle,  and  E C that  of  the  vessel  in  a horizontal  direction.  Then  it  is  evident,  that  C F, 
which  is  the  resultant  of  these  velocities,  will  reprcscut  the  velocity  and  direction  of  motion  of 
the  puddle  with  respect  to  still  water.  Resolve  F C into  the  two  velocities  F O,  C G,  one  at 
right  angles  to,  and  the  other  in  the  direction  of,  the  paddle  ; of  which  the  latter  is  lost,  while 
the  former  will  represent  the  velocity  with  which  the  paddle  meets  the  water  in  a direction  at 
right  angles  to  its  face  : then  CG  or  HF  = EF  — E 11  = V — v cos.  p ; consequently, 
(V  — c cos.  will  represent  the  whole  resistance  which  the  paddle  opposes  to  the  engine  at 
any  angle  f. 

In  order  to  get  an  expression  for  the  resistance  in  a horizontal  direction,  or  that  part  which 
is  effective  in  propelling  the  vessel,  C G must  be  resolved  into  the  two  resistances  C T,  GT, 
one  in  a horizontal,  and  the  other  in  a vertical  direction.  G T or  the  effective  propelling 
force  will  therefore  be  (V  — 1>  cos.  p)1  cos.  p : and  it  will  be  found  in  all  cases  which  occur 
in  practice,  that  the  velocities  V and  v are  such  that  this  expression  is  greater  than  (V  — v)% 
or  that  of  the  resistance  on  the  vertical  paddle. 

In  the  case  of  the  new  or  vertical  wheel  at  any  angle  p of  the  paddle  rod,  the  resistance 
will  be  (V  cos.  p — r)‘ ; so  that  in  this  wheel,  when  the  angle  is  such  that  V cos.  p is  equal 
to  r,  no  resistance  is  opposed  to  the  engine ; and  when  it  is  less,  (a  case  I have  witnessed  in 
practice,)  it  opposes  a resistance  in  a contrary  direction,  or  is  a direct  impediment  to  the 
motion  of  the  boat  when  first  entering  the  water.  It  is,  however,  sufficiently  obvious,  that 
the  resistance  opposed  to  the  engine  in  this  case  is  less  than  when  in  its  lowest  position,  while 
in  the  old  wheel  it  is  every  where  greater : it  will  also  be  readily  seen,  with  such  velocities 

V and  v,  as  usually  occur  in  practice,  that  not  only  is  the  resistance  to  the  engine  greater 
in  the  oblique  paddle,  but  that  more  effect  is  produced  by  them  in  propelling  the  vessel, 
unless  the  immersion  of  the  wheel  is  very  great,  as  is  sometimes  the  cose  in  stormy  weather, 
when  of  course  the  angle  may  be  such  that  the  resistance  is  almost  entirely  in  a vertical 
direction.  The  angle  when  the  effective  resistance  is  the  greatest  may  be  found  as  follows : 

(V  — v cos.  p)1  cos.  p is  the  maximum  when 


V*  d cos.  $ — 4 V v cos.  p d cos.  p + 3r*  cos.  d cos.  $ = 0 ; 


, 4 V cos.  $ 

whence  cos.  ^ 


a vi ; 


and  cos.  $ = ; 

hence,  with  the  velocities  such  as  form  the  limit  of  practice,  viz. 


V = 5,  v = 4,  p,  or  angle  of  greatest  effect,  is  . . 65®  33f 

4 3 63  37 

3 2 60  0 


It  should  be  stated,  however,  that  although  an  increased  propelling  power  is  obtained  at 
the  above  angles,  it  is  not  to  be  understood  that  so  great  an  angle  is  practically  ad  van- 
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lageous : the  amount  of  vertical  resistance  or  lost  power  is  here  increased  to  a considerable 
amount,  and  the  shock  by  the  paddles  striking  the  water  at  so  great  an  angle  is  highly 
injurious. 

EXPLANATION  OF  THE  MANNER  IN  WHICH  THE  POWER  OF  THE  ENGINE  IS 
EXPENDED  IN  THE  TWO  WHEELS. 

As  the  preceding  formulae  enable  us  to  calculate  the  degree  of  resistance  on  the  paddles  at 
any  angle  of  inclination,  we  may  readily  find  the  whole  power  exerted  by  the  engine,  either 
by  obtaining  the  sum  of  all  the  resistances  of  one  paddle  in  passing  through  the  water,  and 
multiplying  by  the  number  ; or  by  finding  the  mean  resistance  of  one  paddle  while  in  action, 
and  multiplying  by  the  number  acting  at  the  same  time,  and  the  circumference  passed  through 
by  the  centre  of  pressure.  This  latter  mode  is  preferable,  being  arrived  at  by  a less  com- 
plicated calculation,  and  as  it  represents  more  truly  the  real  actiou  of  the  resisting  medium, 
which,  from  there  being  several  paddles  in  the  water  at  the  same  time,  is  in  fact  equivalent 
to  that  of  an  uniform  weight  acting  at  the  distance  and  velocity  of  the  centre  of  pressure. 

Not  having  the  dip  of  immersion  in  all  the  experiments  in  the  table,  a separate  calculation 
is  not  given  for  each,  but  a dip  of  3 ft.  6 in.,  equivalent  to  an  entrance  angle  for  the  centre 
of  pressure  of  44°,  is  assumed  as  the  average  in  the  first  class,  which,  from  the  experiments 
being  generally  made  after  the  engines  were  fitted,  and  before  the  vessel  had  taken  in  her 
cargo  of  coals,  must  be  very  nearly  the  truth. 

The  general  expression  for  the  tangential  resistance  with  the  common  wheel  is  (V  — 
vcos.  p)1 ; the  mean  resistance  will  therefore  be  the  integral  of  (V  — v cos.  f)1  d p divided  by 
p ; or  it  may  be  obtained  sufficiently  near,  arithmetically,  by  calculating  the  resistance  at 
equal  intervals  or  angles,  and  dividing  their  sum  by  the  number,  for  the  mean. 

Assuming  V a 4 and  r»  = 3,  which  is  very  nearly  the  mean  ratio  of  the  velocity  of  the 
common  wheel  and  vessel,  we  find  the  mean  resistance  of  the  paddle  passing  through  the 
whole  arc  to  be  to  the  resistance  of  the  vertical  one  as  1*75  to  1.  Now,  as  the  whole  circum- 
ference contains  sixteen  paddles,  and  the  arc  passed  through  is  88°,  three  paddles  and  a half 
may  be  considered  to  be  acting  : this  will  make  the  whole  resistance  to  the  engine  to  be  6*12 
times  that  opposed  by  the  vertical  paddle,  or  the  proportion  of  the  power  of  the  engine 
exerted  on  the  vertical  paddle  to  be  = ‘163,  while  the  mean  obtained  from  the  experiments 
is  '151. 

In  the  second  class,  the  paddle  wheels,  though  smaller,  being  proportionally  immersed,  will 
enter  the  water  at  the  same  angle  of  inclination,  so  that  the  same  mean  resistance  will  result 
from  it,  viz.  1*75.  The  number  of  paddles,  however,  being  less  in  the  small  wheels,  there  are 
not  more  than  three  of  them  effective  ; which  gives  the  proportion  of  the  power  of  the  engine 
exerted  on  the  lower  or  vertical  paddle  *190,  the  mean  obtained  from  the  experiments  being 
*193.  We  are  thus  able  to  account  in  the  radiating  wheel  for  a power  exerted  on  the  paddles 
equal  to  the  whole  nominal  power  of  the  engine,  which  not  only  speaks  strongly  as  to  the 
accuracy  of  the  principles  adopted  in  the  preceding  calculations,  but  also  that  the  supposed 
loss  from  back  water  cannot  be  much. 

It  now  remains  to  account  for  the  power  of  the  engine  in  the  new  wheel,  where  we  have 
found  the  horizontal  resistance  to  the  paddle  to  be  (V  cos.  p — 1>)\  The  power  of  the  engine 
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necessary  to  overcome  this  resistance  will  be  (V  cos.  $ — o)1  cos.  f,  as  may  be  shown  as 
follows : 

Let  G B,  Plate  xxv.  Fig.  8.,  represent  the  horizontal  resistance  or  force  on  the  paddle  ; it  is 
to  be  ascertained  what  force  in  the  direction  F B will  overcome  it.  Resolve  G B into  the  two 
forces  H G,  H B,  one  at  right  angles  to,  and  one  in  the  direction  of,  the  radius  rod.  The  effect 
to  turn  the  line  A B about  the  point  A will  be  the  force  H B alone  ; the  force  G H,  which  is  in 
the  direction  of  the  line  A B,  having  no  power  to  turn  it,  its  whole  action  being  on  the  axle  of 
the  wheel.  It  therefore  follows,  that  the  force  F B at  right  angles  to  the  radius  rod  required 
to  retain  the  point  B in  cquilibrio,  or  to  exert  a force  in  a horizontal  direction  equal  to  G B. 
is  G B cos.  p (because  the  angle  G B H = B A I)  and  consequently  equal  to  (V  cos.  $ — v)1 
cos.  as  already  stated. 

Having  assumed  in  this  case  the  same  angle  of  44°  when  the  paddle  begins  to  act,  the 
mean  of  the  horizontal  resistances  on  the  paddle,  viz.  (V  cos.  p — v)*  =*GB  will  be  ‘547, 
and  the  mean  of  the  forces  necessary  to  create  these  resistances  or  (V  cos.  $ — v)1  cos.  p 
will  be  ’5*22  (the  force  on  the  lower  paddle  being  1)  ; which,  multiplied  by  2|,  the  number  of 
paddles  acting,  makes  the  whole  power  of  the  engine  employed  1*436  times  that  exerted 
on  the  vertical  paddle  ; or  the  proportion  of  the  power  of  the  engine  employed  on  the  lower 
paddle  *696 ; the  mean  given  by  the  experiments  being  *546 : there  is  therefore  a deficiency 
of  *150  of  the  power  of  the  engine  to  account  for,  which  I suppose  partly  due  to  the  greater 
friction  of  this  wheel,  and  partly  to  the  paddles  not  being  quite  perpendicular  in  every 
position  in  the  water,  us  has  been  assumed  in  the  preceding  calculations. 


COMPARISON  OF  THE  LOST  POWER  IN  THE  VERTICAL  AND  IN  THE 
COMMON  WHEEL. 

In  the  action  of  the  common  wheel  there  arises,  as  we  have  before  described,  two  kinds  of 
lost  power, — one  from  the  retrograding  of  the  wheel,  and  the  other  from  the  oblique  action  of 
the  paddles ; and  we  are  now  enabled  to  estimate  the  amount  of  each  of  them  with  con- 
siderable accuracy,  and  thus  draw  a comparison  of  the  efficiency  of  the  two  constructions  of 
wheel  in  different  states  of  immersion. 

The  expression  (V  — v cos.  represents  the  whole  mean  pressure  exerted  on  the  paddle  ; 
this,  multiplied  by  the  velocity  or  space  passed  through  by  the  centre  of  pressure  in  a given 
time,  will  express  the  whole  power  of  the  engine.  In  the  same  way,  by  the  expression 
(V  — v cos.  f)1  cos.  p,  the  resolved  horizontal  resistance,  we  may  obtain  the  mean  effective 
pressure  acting  on  the  vessel  ; which,  multiplied  by  its  velocity,  will  express  in  the  same 
manner  the  proportion  of  the  whole  power  which  is  useful  in  propelling  the  vessel.  These 
numbers  are  computed  and  arranged  within  all  practical  limits  in  the  following  table,  the 
original  engine  power  in  each  case  being  assumed  to  be  1. 

In  the  vertical  paddle  wheel,  as  there  results  no  loss  of  power  from  oblique  action,  the  ratio 
of  the  useful  to  the  whole  effect  will  be  that  of  the  velocities  of  the  wheel  and  vessel : ' this 
ratio,  as  will  be  seen  from  the  experiments,  is  3 to  2,  or  the  proportion  of  effective  power  is 
*666  of  the  whole  power. 


1 S«e  the  cote  at  the  end  of  this  paper. 
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1 Angle  at 
which  the 
centre  of 
pressurr  of 
the  paddle 
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From  au  examination  of  the  above  table,  we  arrive  at  several  important  conclusions.  In  the 
ffrst  place  it  is  seen  that  when  the  wheel  is  slightly  immersed,  little  or  no  advantage  is  gained 
from  the  vertically  acting  paddle,  the  toss  from  the  additional  velocity  required  to  obtaiu  the 
necessary  resistance  or  receding  of  the  wheel  being  fully  equal  to  that  of  oblique  action  in  the 
common  wheel.  The  only  remedy  for  such  an  evil  is  the  increase  of  the  number  and  dimen- 
sions  of  the  paddles,  both  of  which  are  difficult  to  accomplish  in  Morgan’s  wheel : we  may 
therefore  very  fuirly  conclude,  that  in  the  navigation  of  rivers  or  smooth  water,  where  generally 
little  variation  is  required  in  the  degree  of  immersion  of  the  vessel,  the  common  wheel,  if  pro- 
perly proportioned,  is  preferable  to  the  vertically  acting  wheel,  in  consequence  of  its  admitting 
of  a larger  surface  of  paddle  board. 

In  the  ease  of  deep  immersion  the  effect  is  very  different : here  the  loss  from  oblique 
action  in  the  common  wheel  becomes  very  serious,  so  that  the  total  loss  of  the  engine 
amounts  to  *447  of  that  expended,  while  the  loss  from  Morgan’s  wheel  remains  nearly 
the  same.  It  therefore  appears,  that  the  latter  has  great  advantages  over  the  common 
wheel  for  sea  purposes  or  long  voyages,  where  the  immersion  of  the  vessel  is  constantly 
diminishing  by  the  exhaustion  of  the  coals  and  other  stores  required  at  the  com- 
mencement of  the  voyage.  The  loss  from  the  oblique  action  of  the  paddles  must  also 
be  very  great  in  rough  weather,  from  the  degree  of  immersion  to  which  the  wheel  is 
subject ; in  addition  to  which,  the  paddles  entering  the  water  with  so  great  a velocity, 
receive  a reaction  or  blow  which  has  the  effect  of  nearly  bringing  up  the  engine,  and 
there  in  consequence  results  a loss,  in  nddition  to  that  of  oblique  action,  from  the  power 
required  to  put  the  mass  of  machinery  again  in  motion.  The  advantages  which  the  common 
wheel  possesses  in  still  water,  of  presenting  a larger  surface  of  paddle  board,  does  not  now 
exist,  as  a large  surface  has  a tendency  to  bring  up  the  engine,  and  throw  all  the  work  on  the 
oblique  paddle,  which  is  in  every  case  disadvantageous.  In  fact,  the  desideratum  that  has  to 
be  aimed  at  in  every  wheel,  is  to  throw  as  much  work  as  possible  on  the  vertical  paddles, 
where  there  is  no  loss  from  oblique  action,  which  can  be  accomplished  in  the  ordinary  con- 
struction when  the  immersion  does  not  exceed  one-fourth  of  the  radius,  and  a large  surface  of 
paddle  board  taken  advantage  of ; but  at  sea  it  can  only  be  effected  by  reducing  the  number 


Digitized  by  Google 


ON  CYCLOIDAL  WHEELS. 


« 3 

and  surface  of  board,  which  is  at  a great  sacrifice  of  speed  when  the  vessel  is  in  still  water, — 
a condition  to  which  the  same  vessel  is  of  course  liable  ; and  hence  arises  the  disadvantages 
and  loss  of  power  of  the  ordinary  wheel  for  sea  purposes. 

t 

CYCLOIDAL  WHEELS. 

The  vertical  wheel,  although  possessing  in  its  action  the  advantages  we  have  pointed  out,  is 
however  attended  with  several  serious  practical  objections.  To  effect  the  vertical  position  of 
the  paddles,  considerable  complication  is  necessary  in  the  construction,  and  a great  number 
of  moving  parts  are  required,  which  are  not  only  attended  in  the  commencement  with  a great 
outlay,  but  require  continual  repairs,  and  are  liable  to  derangement. 

These  objections  have  led  to  attempts  to  improve  the  action  of  the  common  wheel  by  a 
different  arrangement  of  the  paddle  boards,  which  have  been  so  far  successful  in  the  cycloidal 
wheel,  that  its  use  is  very  likely  to  become  general  and  supersede  that  of  Morgan,  from  its 
superior  strength  and  simplicity,  while  it  does  away  with  most  of  the  evils  to  which  the  com- 
mon wheel  is  subject.  A patent  for  a cycloidal  wheel  was  first  taken  out  by  Mr.  Galloway, 
in  August,  1835;  but  as  it  appears  that  a similar  wheel  was  employed  by  Mr,  Field,  in  a 
vessel  on  the  Thames,  in  the  year  1833,  and  a model  of  a cycloidal  wheel  exhibited  to  the 
Lords  of  the  Admiralty  in  the  same  year,  (see  4 London  Journal,’  December,  1835,)  we 
conceive  that  the  credit  of  the  invention  rests  w ith  the  latter  gentleman. 

The  principle  of  this  contrivance  consists  in  dividing  the  paddle  into  a number  of  parts, 
which  are  placed  upon  the  wheel  in  the  curve  of  a cycloid,  so  that  they  euter  the  water  at  the 
same  spot,  and  follow  one  another  so  rapidly  as  to  cause  little  resistance  to  the  engine  on 
entering  the  water  ; and  afterwards  separate,  so  as  to  afford  full  scope  for  their  action  in  passing 
the  centre,  and  in  coming  out  allow  the  water  to  escape  readily  from  them.  A draw  ing  of  the 
cycloidal  wheel,  fitted  by  Messrs.  Mandalay  and  Field  to  the  Great  Western  steam  ship,  is  given 
in  Plate  xxvi.  Fig.  9.  The  dotted  circle  is  that  which  I have  termed  in  the  preceding  investi- 
gation the  rolling  circle,  the  velocity  of  its  circumference  being  equal  to  that  of  the  vessel : the 
action  of  the  paddles  will  be  truly  represented  by  the  motion  of  this  circle  on  the  horizontal 
line.  The  paddles  are  placed  in  the  direction  of  the  curve  A D,  which  is  a portion  of  a simple 
cycloid  described  by  the  point  A in  the  circumference,  or  by  a fixed  point  at  B during  the 
rolling  of  the  circle  along  the  line,  and  must  therefore  enter  the  water  at  the  same  spot. 
When  immersed,  they  no  longer  follow  a common  direction  of  motion,  but  gradually  separate, 
so  that  in  passing  the  vertical  position  they  do  not  in  any  way  interfere  with  each  other’s 
action,  and  resemble  so  many  small  radiating  paddles.  After  passing  the  centre,  they  still 
continue  to  separate  in  their  direction  of  motion,  and  consequently  leave  the  water  very  freely, 
and  without  the  back  water  to  which  the  common  wheel  is  subject.  To  enable  the  reader 
to  understand  the  beautiful  action  of  this  wheel,  we  have  drawn  the  positions  of  (he  paddles 
in  a vessel  in  motion,  at  equal  intervals  of  time,  (Fig.  10.)  as  has  already  been  shown  in  the 
common  wheel,  from  which  will  be  seen  its  great  superiority  both  in  entering  and  leaving  the 
water  : it  enables  an  engine  in  any  weather  to  make  a greater  number  of  strokes,  by  throwing 
more  work  on  the  bottom  paddles  ; and  reduces  considerably  the  shock  on  entering  the  water, 
which  is  not  ouly  productive  of  a loss  of  power,  but  is  very  unpleasant  to  the  passengers. 
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In  river  navigation,  where  there  docs  not  exist  the  necessity  of  deeply  immersing  the  wheels, 
and  the  common  paddles  can  be  made  much  broader  without  inconvenience,  the  advantages  of 
this  construction  will  not  be  so  much  felt : at  the  same  time,  it  may  always  be  employed 
beneficially,  and  will  occasion  less  lost  power  than  the  common  wheel. 

ADDITIONAL  EXPERIMENTS  ON  PADDLE  WHEELS. 

The  results  of  the  preceding  investigations  have  been  fully  borne  out  by  a very  interesting 
and  complete  set  of  experiments  made  by  Mr.  Field,  (most  of  which  1 attended,)  with  the 
view  of  comparing  the  effect  of  the  cycloidal  and  Morgan’s  wheel  with  the  common  one,  with 
different  proportions,  number,  and  arrangements  of  paddles. 

The  apparatus,  by  which  the  experiments  were  made,  consisted  of  a vertical  shaft,  which 
was  hung  so  as  to  revolve  freely  in  the  centre  of  a circular  reservoir.  The  wheel  was 
suspended  in  a horizontal  arm  attached  to  this  shaft,  and  was  put  in  motion  by  a descending 
weight,  which  caused  the  wheel  to  revolve  and  carry  the  horizontal  arm,  with  a small  plate 
attached  to  it  to  represent  the  resistance  or  vessel,  round  the  reservoir.  The  weight  was 
wound  up  to  the  same  height  at  each  experiment,  to  cause  the  wheel  to  make  an  equal 
number  of  revolutions  ; and  the  time  employed  by  the  weight  in  descending,  aud  the  number 
of  circuits  made,  were  accurately  observed.  The  different  states  of  immersion  of  the  wheel 
were  produced  by  altering  the  level  of  the  water  in  the  reservoir.  The  column  describing 
the  effect  is  calculated  by  multiplying  the  square  of  the  velocity  by  the  number  of  circuits 
and  the  area  of  resistance. 
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Deductions  from  the  preceding  Experiments. 

In  experiments  such  as  the  preceding,  made  on  a small  scale,  there  frequently  arises  a 
difference  of  action,  and  consequent  effect,  at  variance  with  the  true  practical  results  : it 
therefore  becomes  important,  before  drawing  conclusions  from  such  experiments,  to  examine 
into  the  causes,  which  will  operate  differently  on  the  large  and  small  scale.  In  the  model  of 
Morgan’s  wheel  the  friction  will  be  proportionally  greater  than  in  the  actual  wheel  : the 
model  was  however  made  so  perfect,  that  it  could  not  have  been  much  greater,  although 
some  allowance  should  be  made. 

The  cycloidal  wheels  lost  much  of  their  effect  from  being  on  the  small  scale  : the  intervals 
between  the  paddles  were  so  small,  that  the  water  could  not  escape,  owing  to  its  natural 
adhesion,  which  would  have  no  sensible  effect  in  practice : the  loss  from  this  was  evidently 
so  great,  as  could  be  seen  by  examining  the  motion  of  the  wheel,  that  no  just  comparison  can 
be  made  of  its  effect  as  compared  with  the  others.  These  considerations  will  not,  however, 
affect  the  comparison  of  the  same  wheel  in  different  states  of  immersion,  from  which  wc  learn 
the  nature  of  iLs  action  ; nor  will  it  affect  the  comparison  with  the  common  wheel  with  different 
number  and  surface  of  paddles  ; so  that  many  conclusions  of  practical  utility  may  be  derived 
by  an  examination  of  the  preceding  table  of  experiments. 

The  most  direct  comparison  of  the  action  of  Morgan's  with  the  radiating  wheel,  is  with  the 
last  experiment,  No.  10.,  which  is  in  fact  the  same  w heel  with  the  paddles  fixed  radiating. 
Here,  in  the  small  immersions,  the  effect  of  Morgan's  wheel  is  less  than  the  radiating,—  the 
mean  of  the  three  first  immersions  of  the  former  being  6990,  and  of  the  latter  7156  ; which  is 
owing  to  loss,  as  wc  have  before  pointed  out,  from  the  additional  receding  of  the  wheel  : this 
is  rendered  strikingly  evident  from  the  velocity  (in  the  experiments)  on  Morgan’s  wheel  being 
at  the  same  time  greater  than  in  the  other. 

In  the  deep  immersion,  Morgan's  wheel  has  considerably  the  advantage,  not  only  in  velo- 
city, but  in  effect, — the  mean  of  the  three  last  observations  on  the  former  being  6790,  and  the 
latter  5003  ; the  loss  from  oblique  action  operating  in  this  case  very  much  against  the  com- 
mon wheel. 

In  examining  the  other  experiments,  we  find  that  a less  deep  paddle  with  a greater  number 
of  boards  gives  a better  effect  throughout.  In  comparing  the  best  radiating  wheel  with  Mor- 
gan’s, we  find  it  is  completely  superior  in  the  small  immersions,  and  continues  to  be  so  until  a 
greater  proportion  than  *235  of  the  diameter  of  the  wheel  is  immersed.  In  the  experiments 
an  allowance  should  be  made  for  the  loss  of  effect  from  the  greater  friction  of  the  model  ; at 
the  same  time,  there  is  little  doubt  that  a well-proportioned  common  wheel  will  be  superior  to 
Morgan’s  in  small  immersions. 

The  experiments  on  the  cycloidal  wheels  were  not  so  satisfactory  as  could  have  been 
wished,  from  the  loss  of  effect  evidently  produced  by  the  adhesion  of  the  water  in  coining 
out, — a difficulty  that  could  not  exist  on  the  large  scale : they  however  show  a greater 
equality  of  effect  throughout  the  different  states  of  immersion  than  any  of  the  wheels  ; and,  in 
fact,  in  the  deep  immersions  are  superior  to  most  of  the  wheels;  which  are  important  points 
in  favour  of  this  construction,  and  leave  little  doubt  that  the  deficiency  in  the  light  dips, 
from  the  cause  above  named,  was  very  great. 
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These  experiments  also  very  satisfactorily  confirm  the  preceding  calculations  of  the  lost  power 
with  different  immersions  of  the  radiating  wheel.  The  effective  power  in  the  calculated  table  with 
the  immersion  *252  of  the  radius  is  660,  and  with  the  immersion  *550  of  the  radius  it  is  553.  In 
the  experiments  with  immersion  '123  of  diameter  or  '246  of  radius,  the  effect  is  9086,  (radi- 
ating wheel,  No.  II.);  and  with  immersion  '273  of  diameter  or  *546  of  radius,  the  effect  is 
7466,  which  will  be  found  to  have  nearly  the  same  ratio  as  the  two  calculated  numbers ; and 
the  same  will  hold  good  with  all  the  experiments  in  the  table. 


EXPERIMENTS  TO  ASCERTAIN  THE  EFFECT  OF  FIXING  THE  PADDI.E- BOARDS 
AT  AN  ANGLE  WITH  THE  RADII’S  OF  THE  WHEEL. 

In  the  radiating  wheel  as  commouly  constructed,  the  arms  radiate  to  the  centre,  ami  the 
floats  being  attached  to  the  faces  of  them,  make  an  angle  with  the  true  radius,  which  has 
the  effect  of  causing  the  paddles  to  enter  the  water  more  obliquely,  and  thereby  in- 
creasing the  concussion.  To  obviate  this,  Messrs.  Maudslay  and  Field  have  constructed 
wheels,  so  that  the  arms  radiate  to  points  at  such  a distance  from  the  centre,  that  the  faces 
of  the  floats  are  in  the  true  line  of  the  radius,  which  is  found  to  have  a beneficial  effect. 

The  object  of  the  following  experiments  was  to  ascertain  how  far  an  advautage  would  be 
gained  by  giving  the  floats  an  angle  in  a contrary  direction,  (viz.  so  that  they  radiate  when 
entering  the  water  to  a point  forward  of  the  centre  of  the  wheel,)  and  thereby  causing  them 
to  enter  less  obliquely. 

The  experiments  were  made  with  the  same  apparatus  as  the  preceding ; and  they  were 
repeated  in  some  immersions  with  the  wheel  inverted,  so  that  the  motion  was  in  a contrary 
direction,  to  represent  the  effect  of  angling  the  paddles  aft  of  the  centre.  The  remaining  four 
columns  of  each  division  of  the  table  represent,  1st,  The  number  of  circuits  or  revolutions 
made  in  the  reservoir;  2nd,  The  time  of  the  experiment  in  seconds;  3rd,  The  relative 
velocity  obtained  by  dividing  the  circuits  by  the  time  ; and  4th,  The  useful  effect  cal- 
culated, as  we  have  before  described,  by  multiplying  the  square  of  the  velocity  by  the 
circuits,  which  is  doubled  for  the  double  area. 
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ON  THE  RELATION  BETWEEN  THE  DIAMETER  OF  THE  WHEEL,  AREA  OF  THE  PADDLE, 
AND  THE  VELOCITY  OF  THE  VESSEL. 


When  the  area  of  the  float  of  a paddle-wheel  is  so  adjusted  to  any  given  diameter  that  the 
engine  is  capable  of  performing  its  whole  duly,  it  is  evident  that  the  same  duty  might  also 
be  performed  with  a less  paddle  and  larger  wheel,  or  with  a smaller  wheel  and  larger 
paddle,  but  the  velocity  of  the  vessel  will  not  be  the  same  in  the  two  cases  ; and  the 
question  therefore  is,  to  determine  what  change  must  be  made  in  the  area  of  the  paddle,  and 
what  change  would  take  place  in  the  speed  of  the  vessel,  with  a given  change  in  the 
diameter  of  the  wheel,  so  that  the  engine  in  both  cases  may  perform  its  whole  duty. 

Let  d = diameter  of  the  first  wheel, 

V = its  circumferential  velocity, 
a — the  area  of  paddle, 
v = the  velocity  of  vessel, 
r d = the  diameter  of  the  second  wheel, 
r V = the  circumferential  velocity, 
o'  «=  the  required  area  of  paddle, 
tf  = the  new  resulting  velocity  of  the  vessel, 

all  of  which  quantities  are  given  except  a and  v\  which  may  be  determined  from  the 
following  considerations,  viz. — 

1st,  That  the  whole  duty  of  the  engine  is  exerted  in  both  cases,  consequently, 

(F— t 0s  Va  = (rF-  iff  r V a. 

2nd,  That  the  resistance  on  the  paddle  in  each  case  is  equal  to  that  of  the  vessel,  and 
therefore  proportional  to  the  squares  of  the  two  velocities,  v and  t>,  that  is. 


( V — vf  a : (r  V-xff  a' : : t>- 

From  these  two  equations  we  find 

. v , , ( V — rf 

v = and  a = - — 


>/  r 


('*  V-rf 


: t*. 


a. 


From  the  first  it  appears  that  the  two  velocities  are  to  each  other  inversely  as  the  square 
roots  of  the  radii.  And  by  the  second,  the  new  area  of  paddle  will  be  found  to  increase  and 
decrease  so  rapidly,  that  generally  little  practical  advantage  can  be  taken  of  the  condition  of 
the  first  equation. 

It  appears  from  the  above,  that  there  are  two  different  diameters  of  wheel,  with  dependent 
area  of  paddles,  that  will  allow  the  full  power  of  the  engine  to  be  developed.  And  when 
from  circumstances  of  loading,  &c.,  the  whole  power  of  the  engine  cannot  develope  itself* 
there  are  two  ways  in  which  this  effect  can  be  insured  ; the  one  by  reducing  the  paddle 
and  the  other  by  reducing  the  diameter  of  the  wheel  : by  the  former  it  will  be  seen  that 
the  speed  of  the  vessel  will  remain  the  same,  but  by  the  latter  it  will  be  increased  as  the 
cube  root  of  the  power  developed  in  the  two  cases. 

We  have  seen  that  (F  — r)  *V  a expresses  the  whole  amount  of  the  power  exerted, 
which,  in  the  case  wc  are  now  supposing,  is  less  than  the  engine  is  capable  of  exerting. 
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Let  the  power,  or,  which  amounts  to  the  same  thing,  the  namber  of  strokes  made  in  the 
two  cases  be  as  1 to  m. 

Now  supposing,  in  the  first  place,  the  diameter  to  remain  the  same,  the  velocity  V will 
become  mV;  and  we  may  find  a'  and  the  resulting  velocity  o'  from  the  equations, 

( V — o)c  V a : (m  V — o')*  m V a : : 1 : m, 

and 

( F — o>*  a : (m  V - o')*  a : : o*  : o'* ; 

that  is,  by  making  the  whole  power  in  the  two  cases  as  1 to  iw,  and  the  resistances  on  the 
paddles  as  e8  to  o'*. 

From  these  equations  it  appears  that  v = v,  or  that  no  increase  of  velocity  will  be  giveu 
to  the  vessel  by  reducing  the  paddle,  so  as  to  bring  out  the  full  power  of  the  engine. 

But  if  the  diameter  of  the  wheel  be  changed,  the  paddle  remaining  the  same,  both  the 
velocities  V and  v will  be  changed.  Let  the  former  become  p V,  and  the  latter  n v ; our 
equations  are  therefore, 

( V — v)1  V a : (p  V — n u)f  p V a : : 1 : in, 

( V — »)*  a : (p  V — n t?)*  a : s 1 : 

which  reduced,  give  p — n,  and  each  equal  to  the  m • that  is,  the  velocity  of  the 

vessel  will  be  increased  in  the  ratio  of  the  cube  root  of  the  powers  expended. 

We  see,  therefore,  that  when  an  engine  is  not  able  to  perform  its  whole  duty,  the  diameter 
of  the  wheel  ought  to  be  reduced,  and  not,  as  is  usually  done,  the  area  of  the  paddle ; for  in 
the  former  case  the  velocity  is  increased  in  the  ratio  of  the  cube  roots  of  the  number  of 
strokes,  while  in  the  former  it  remains  the  same  as  when  the  less  power  was  developed. 

To  find  the  change  in  the  diameter  required  to  produce  this  effect,  we  know  the  circum- 
ferential velocities  are  V : V «*,  or  as  1 : m ; we  know  also  that  these  velocities 

are  as  the  number  of  strokes  multiplied  by  the  radii  of  the  wheels  ; putting  therefore  r and  r 
for  the  two  radii,  the  velocities  are  as  r : m r,  or  r : m r : : 1 : whence 

, r 

m\' 

the  required  radius  of  the  paddle. 

In  the  case  of  the  Salamander,  from  the  great  immersion  of  the  paddles,  the  engine  could 
only  make  lo  strokes  instead  of  20,  its  full  duty. 

We  may  now  find  what  increase  of  speed  would  have  been  given  to  the  vessel  by  rcduciug 
the  wheel  so  as  to  allow  the  engine  to  perform  its  whole  duty. 

We  have  m = 1*33,  whence  f = *8264  r ; and  n v = 1100  t>;  if  therefore  the  diameter 
of  the  wheel  of  the  Salamander  hod  been  reduced  in  the  ratio  of  1 to  *8*264,  the  speed  of 
the  vessel  would  have  been  increased  in  the  ratio  of  1 to  1*100;  that  is,  by  reefing  each 
paddle  about  19  inches,  the  speed  of  the  vessel  would  have  been  increased  about  £ths 
of  a mile. 

In  these  calculations  a similar  action  of  the  paddles  has  been  assumed,  with  every  variation 
of  diameter,  which  in  reality  is  not  strictly  true,  as  every  change  of  the  position  of  the  Goats 
will  vary  the  angle  at  which  the  centre  of  pressure  enters  the  water.  This  variation  will 
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however  be  so  small  in  the  greatest  extent  of  reefing  ever  required,  that  it  is  not  necessary 
to  introduce  it  into  the  calculation.  As  far  as  its  effect  extends,  it  is  favourable  to  the 
reefing,  as  thereby  the  obliquity  of  action  is  diminished,  and  consequently  the  loss  of  power. 


ON  KEEKING  PADDLES. 

In  the  commencement  of  a long  voyage,  a steam  vessel  is  necessarily  very  deep  in  the 
water,  from  the  quantity  of  coals  required  for  the  consumption  of  the  engine.  This  would 
have  the  effect  of  diminishing  the  speed  in  a small  degree,  were  the  engine  capable  of  exerting 
its  full  power ; but  from  the  wheel  being  also  necessarily  more  immersed,  there  results  a great 
Iobs  of  the  power  of  the  engine,  not  only  from  the  increased  oblique  action,  but  from  the 
number  of  strokes  being  reduced  ; and  having  at  the  same  time  to  combat  with  a greater 
resistance,  a very  considerable  loss  of  speed  is  the  consequence. 

In  the  experiments  given  in  Table  I,  the  speed  of  two  of  the  vessels  is  given  both  when 
light  and  laden,  from  which  the  great  amount  of  this  loss  will  be  seen.  The  first  is  the 
Messenger  with  common  wheels  of  730  tons  burden,  and  200  horse  power.  Her  speed  with 
60  tons  of  coals  on  board  is  9*75  miles,  and  with  130  tons  8 00  miles  an  hour. 

Her  sectional  area  of  resistance  could  not  have  been  increased  in  a greater  ratio  than  6 to  7, 
so  that  the  speed,  if  the  whole  power  of  the  engine  was  brought  out  in  the  two  cases, 
ought  not  to  have  been  reduced  in  a greater  ratio  than  the  cube  root  of  these  numbers,  or 
from  9*76  to  9*25  miles  per  hour ; hence  there  is  a Iobb  of  1*26  miles  an  hour  from  the  bad 
action  of  the  wheels,  and  from  the  engine  not  being  able  to  make  its  full  number  of  strokes. 

The  second  experiment  alluded  to  is  the  Flamer  of  494  tonnage,  and  120  horse  power, 
fitted  with  Morgan's  wheels.  Her  speed  with  15  tons  of  coals  was  10*9,  and  112  tons,  9*57 
miles  per  hour ; the  section  of  resistance  would  not  be  increased  more  than  as  4 to  5, 
so  that  the  speed  should  not  have  been  reduced  to  less  than  10*12  miles;  the  remaining 
loss  of  0*55  miles  per  hour  is  therefore  due  to  the  diminished  power  of  the  engine,  which, 
although  much  less  than  in  the  common  wheel,  is  still  very  serious. 

A similar  comparison  can  be  made  between  the  Phccnix  and  the  Salamander,  which  are 
vessels  of  the  same  tonnage  and  horse  power,  and  have  nearly  the  same  speed  under  similar 
circumstances.  The  speed  of  the  Phcenix  light  was  11*7,  and  the  Salamander  laden  8*15. 
Allowing  a difference  of  section  in  the  ratio  of  11  to  16,  which  is  the  extreme  between 
a light  and  laden  vessel,  the  reduced  speed  ought  to  have  been  10*56,  and  there  is  there- 
fore a loss  from  the  combined  effect  of  the  bad  action  of  the  wheel  and  reduction  of  the 
strokes  of  the  engine,  of  2*4  miles  per  hour. 

This  serious  loss  of  speed  in  a laden  vessel,  although  greatly  reduced  by  the  use  of  Morgan’s 
wheels,  as  seen  from  the  second  experiment,  as  1 have  no  doubt  it  will  be  in  nearly  an  equal 
degree  by  the  cycloidal  wheel,  would  be  more  effectually  saved  by  reefing  the  paddles,  by 
which  the  whole  power  of  the  engine  might  be  brought  out,  and  the  loss  from  oblique 
action  very  much  reduced. 

A ready  method  of  reefing  appears  at  present  to  be  attended  with  some  practical  difficulties, 
from  the  alterations  that  are  made  being  required  whil^  the  vessel  is  at  sea.  The  advantages 
Which  would  be  derived  from  it,  particularly  where  speed  is  of  importance,  are  evidently  so 
great,  that  1 hope  still  to  see  it  accomplished  ; but  should  it  ultimately  be  found  im- 
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practicable,  the  best  remedy  is  the  use  of  the  vertically  acting  or  cycloidal  wheel,  and  keeping 
the  diameter  as  large  as  possible,  by  increasing  the  length  of  the  stroke  of  the  engine,  so 
that  more  or  less  immersion  will  moke  comparatively  less  difference  in  the  action  of  the 
wheel ; the  larger  the  vessel  the  less  will  be  the  lose,  because  the  diameter  of  the  wheel 
increases  in  a greater  ratio  than  the  degree  of  immersion.  In  the  Victoria,  which  is  fitted 
with  the  cycloidal  wheels,  it  is  proposed  to  remove  the  outer  paddles  before  starting,  and 
to  replace  them  during  the  voyage  when  the  vessel  is  sufficiently  light,  which,  if  it  can  be 
effected,  will  be  attended  with  considerable  advantage  ; but  much  less  than  if  a ready 
method  of  reefing  could  be  devised,  so  that  the  surface  of  the  paddle-board  should  be  at  the 
constant  command  of  the  engineer. 

EXPERIMENTS  TO  ASCERTAIN  THE  RATIO  OF  THE  SPEED  OF  A STEAM  BOAT 
TO  THE  POWER. 

By  the  preceding  investigations  we  learn,  that  the  speed  of  a vessel  varies  theoretically  as  the 
cube  root  of  the  power  effectively  developed.  In  vessels  destined  for  long  voyages,  where  a 
great  number  of  miles  has  to  be  travelled  before  a fresh  supply  of  coals  can  be  taken  on 
board,  it  becomes  of  importance  to  ascertain  by  experiment  how  far  this  law  is  consistent  with 
practice.  The  attention  of  Professor  Barlow,  as  one  of  the  Commissioners  appointed  by 
Government  to  report  upon  the  communication  to  America  by  Bteam  boats  from  Valentia, 
was  directed  to  this  subject,  and  he  obtained  the  permission  of  the  Admiralty  to  make  some 
experiments  on  her  Majesty’s  ships  Echo  and  Lightning, — the  results  of  which,  with  the 
reports  accompanying  them,  are  as  follows. 

Table  VI. — Experiments  on  her  Majesty’s  ship  Lightning,  to  ascertain  the  dif- 
ference of  speed  due  to  different  amounts  of  steam  power ; taken  in  successive 
hours  by  Massey's  Patent  Logs,  between  8 h.  a.  m.  and  3 p.  m.,  November  loth, 
1830. 


Three  Patent  Log*. 

Pressure  by 
Steam  Gauge. 

the  log. 

Larboard, 
No.  4529. 

Midi)  hip, 
No.  4530. 

Starboard, 

No.  4532. 

Mean  velocity. 

; die  vacuum. 

H.  tn.  *. 
9 IS  50 
Taken  up, 
10  IS  50 

Mile*. 

0 0 0 

8-19 

0 0 0 

Full  ■team. 
0 0 0 
8-34 

klilea. 

J 8*20 

* 

Lb*. 

“ 

Inches. 

27 

10  45  0 

Taken  up, 

11  45  0 

0 0 0 
S-OJ 

1 0 0 0 

Reduced  »tearo. 
• 0 0 

8-05 

j j 8*4 

t 

n‘ 

1 1 53  0 

13  53  0 

0 0 0 
7-44 

Head 

0 0 0 
7-42 

to  wind,  reduced 
0 0 0 1 

7-08 

1 steam. 

j 

1 

*i 

1 4 0 | 

3 4 0 i 

0 0 0 
7-93 

0 0 0 
7-91 

! Full  alram.  | 
0 0 0 1 
T-90 

I ,'“1  j 

27 
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Mean  of  number  of  strokes,  full  steam  . 24  J 
Do.  do.  reduced  steam  23 


Mean  speed  . 8*08  miles. 
Mean  do.  • 7*78 

Difference  . 0*3 


Steam  used  at  full  pressure. 
Atmosphere  . 14 j lbs. 
Above  do.  , 3 J 

Total  . 18 
Number  of  strokes  24J 


Reduced  steam. 
Atmosphere  . 14  j lbs. 

Above  do.  . 1 

16  j 

Number  of  strokes  23 


Products  . 441  362 

Powers  employed  nearty  as  11  to  9,  speed  25  to  24. 


Fust  Report  accompanying  tiie  Experiments  addressed  to 
Sir  John  Barrow. 

" Sir  ; Woolwich,  Nov.  15,  1836. 

“ On  the  next  page  I have  given  the  result  of  my  experiments  yesterday, 
on  his  Majesty's  steamer  Lightning,  from  which  it  will  appear,  that  reducing  the  steam 
pressure  from  3|  to  1 lb.,  makes  a difference  in  the  speed,  when  going  with  the  wind,  of  only 
about  Jtk  of  a mile  per  hour  ; and  with  her  head  to  the  wind,  of  less  than  flhs  mile  per  hour ; 
at  a medium  v’.ths  mile  per  hour  ; the  reduction  of  the  stoatn  power  being  between  £th  and 
£th  : that  is,  by  allowing  a reduction  of  less  than  jrd  of  a mile  per  hour,  or  8 miles  per  day, 
a vessel  which  can  now  carry  only  ten  days’  fuel,  would,  with  this  reduction  of  speed,  carry 
twelve  days’  fuel,  and  perform  a voyage  longer  by  nearly  330  miles, — i.  e.,  2330  miles, 
instead  of  2000. 

“ There  are  different  ways  in  which  this  reduction  may  be  effected  ; viz.  either  by  reducing 
the  pressure,  as  I have  done, — by  using  an  engine  of  less  power, — or  by  causing  the  steam  to 
act  more  expansively  : which  will  be  the  best  is  a question  for  the  decision  of  an  engineer, — 
all  I intended  to  show  by  the  experiments  was,  that  the  questions  of  going  quickest  and  going 
farthest  were  different. 

**  I beg  to  return  my  best  thanks  to  my  Lords  Commissioners  of  the  Admiralty  for  the 
facilities  they  have  afforded  me  of  confirming  by  experiment  a result  which  is  perfectly 
consistent  with  theory. 

“ I have  the  honour  to  be,  Sir,  your  obedient  servant, 

(Signed)  **  Peter  Barlow.” 

Second  Report,  addressed  to  Charles  Wood,  Esq. 

**  Sib  ; Woolwich,  March  2nd,  1837. 

**  In  compliance  with  the  request  of  Sir  Charles  Adam,  1 beg  to  forward 
a concise  abstract  of  my  experiments  on  his  Majesty’s  steamers  Echo  and  Lightning,  and  the 
conclusions  I draw  from  them,  although  perhaps  they  require  to  be  confirmed  by  one  or  two 
other  experiments. 
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“ It  is  well  known,  that  the  resistance  of  water  to  a body  moving  in  it  increases  much  more 
rapidly  than  in  the  proportion  of  the  velocity,  and  therefore,  that  the  quantity  of  fuel  requisite 
to  increase  the  speed  from  any  given  velocity,— as  for  example,  from  9 miles  to  9^  miles, — 
would  be  much  more  than  in  the  latter  proportion  : in  fact,  by  being  content  with  the  former 
speed,  the  same  fuel  would  in  some  cases  carry  the  vessel  100  or  200  miles  farther  than  with 
the  latter. 

“ This  was  my  theoretical  view  of  the  subject ; and  by  permission  of  the  Lords  Commis- 
sioners I put  it  to  the  test  of  experiment  in  the  two  vessels  above  named  ; and  the  result  was, 
that  by  reducing  the  power,  and  therefore  the  expenditure  of  fuel,  one-sixth,  the  speed  was 
reduced  only  one  twenty-fourth  : and  this  result  is  in  a great  measure  confirmed  by  the  prior 
experiments  of  Captain  Oliver  on  his  Majesty’s  steamer  I)ee. 

“ I consider,  therefore,  that  it  would  be  desirable,  that  the  captains  in  command  of  his 
Majesty’s  steam  vessels  should  be  made  acquainted  with  the  facts,  and  that  they  should  be 
recommended,  when  their  vessels  are  employed  in  services  which  do  not  require  the.  greatest 
speed  (at  all  cost),  and  when  wind  and  weather  are  favourable,  to  work  with  their  steam 
gauge  at  a less  pressure  above  the  atmosphere  than  at  present. 

*'  This  may  be  done  by  allowing  their  fires  to  act  with  less  energy,  without  requiring  any 
other  change  ; and  the  full  power  will  be  always  ut  command  if  any  circumstance  should 
require  it. 

“ There  can,  I think,  be  no  doubt,  that  this  practice  in  such  cases  as  1 have  supposed, 
would  allow  the  same  distance  to  be  run  at  9 miles  per  hour,  with  £th  less  fuel,  than  if  the 
speed  were  forced  all  the  voyage  to  9i  or  9l  miles  per  hour. 

**  I have  the  honour  to  be,  Sir,  your  obedient  servant, 

(Signed)  “Peter  Barlow.” 

The  experiments  on  her  Majesty’s  ship  Dee,  alluded  to  in  this  Report  as  confirming  those 
on  the  Echo  and  Lightning,  are  as  follows. 

Table  VII.— Experiments  on  relative  speed  and  power  of  his  Majesty’s  ship  Dee, 
on  her  passage  from  Portsmouth  to  the  Downs. — Tonnage,  705  ; power,  200 ; 
boilers,  iron  ; pressure  on  the  safety  valve,  lbs. ; wheels,  radiating  ; manu- 
facturers, Maudslay  and  Co. 
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Table  VIII. — Her  Majesty’s  ship  Phoenix. — Tonnage,  815;  powcT,  220  ; boilers, 
iron  ; pressure  on  the  valve,  3^  lbs. ; wheels,  radiating. 


With  full  power  8*4  8'6,  6 fires,  15,  17  bushels.  Moderate,  and  fine  weather. 

Reduced  8*2  8*6,  4 „ 15  „ 

Sails  set  9*0  9*2,  4 „ 15  „ 

Full  power  3*6  5*6,  6 ,,  14,  15  ,,  Fresh,  and  strong  head  wind. 

Yacht  in  tow. 

Full  power  9*2  knots,  6 fires,  15  bushels,  Sails  set,  five. 

7*2  „ 6 „ 15  » Head  wind,  moderate. 

4*6  ,,  6 „ 15  „ Do.  do.,  fresh. 

No  satisfactory  record  of  speed  by  one  boiler  alone.  Welsh  coal  a saving  of  Jth  over 
Scotch,  though  not  the  best  quality.  Two  revolutions  approximate  to  the  knot ; and  the 
table  formed  on  propositions  of  Lieut.  T.  Baldock. 

(Signed)  Robert  Oliver. 

The  results  of  these  experiments,  although  they  do  not  sufficiently  coincide  to  establish  the 
exact  law  of  the  ratio  of  speed  to  the  effective  power,  agree  in  showing,  that  the  last  mile  or 
half  mile  of  velocity  is  obtained  at  a very  great  expense  of  fuel,  and  that  in  circumstances 
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where  from  the  length  of  a voyage  there  is  a difficulty  in  carrying  a sufficient  supply  of  fuel, 
great  economy  will  be  effected  by  the  sacrifice  of  some  speed. 

This,  perhaps,  with  the  present  engines,  cannot  be  more  effectively  done  than  by  the  mode 
adopted  by  Mr.  Barlow,  in  his  experiments  on  the  Lightning ; viz.  working  the  steam  at  a 
very  little  pressure  above  the  atmosphere : this,  in  fair  weather,  when  the  engine  can  make 
nearly  its  full  number  of  strokes,  will  produce  a very  small  diminution  of  speed  ; and  in 
circumstances  when  any  additional  power  may  be  required  for  the  safety  and  management 
of  the  vessel,  it  can  be  at  once  effected  by  the  addition  of  a weight  to  the  safety  valve. 

By  referring  to  the  experiments  on  the  Lightning,  it  will  be  seen,  that  the  increase  of  speed 
by  the  additional  pressure  of  steam  in  the  boiler  is  much  less  in  proportion  to  the  fuel  con- 
sumed,  than  the  theoretical  law  would  give  it,  chiefly  owing,  probably,  to  the  vacuum  in  the 
condenser  being  so  much  less  perfect  in  this  case,  so  that  the  effective  power  is  less  than  in 
the  proportion  of  the  consumption  of  steam  : this  is  an  additional  argument  in  favour  of 
working  at  a low  pressure  in  sea  boats;  and  there  will  be,  besides,  less  wear  of  the  engine 
and  less  liability  to  get  out  of  order. 

It  is  however  a very  commonly  received  opinion,  totally  at  variance  with  the  above  results, 
that  by  increasing  the  power  in  proportion  to  the  tonnage,  less  fuel  would  be  consumed  in  a 
voyage  of  a given  length.  In  fact,  Dr.  Lardncr,  in  his  work  on  the  Steam  Engine,  states, 
“ that  the  results  of  experience  obtained  in  the  steam  navigation  of  our  channels,  and  parti- 
cularly in  the  case  of  the  Post  Office  packets  on  the  Liverpool  station,  have  cleorly  established 
the  fact,  that  by  increasing  the  ratio  of  the  power  to  the  tonnage,  an  actual  saving  of  fuel  in  a 
given  distance  is  effected  — which  anomaly  he  accounts  for  by  the  diminution  of  the  draught 
of  water  produced  by  the  additional  speed. 

The  question  of  the  most  economical  ratio  of  the  power  to  the  tonnage  being  one  of  the 
highest  importance  in  vessels  destined  for  long  voyages,  we  have  endeavoured  to  obtain  as  many 
facts  and  experiments  as  possible,  of  the  times  of  making  sea  voyages  of  various  vessels,  with 
the  tonnage  and  horse  power ; and,  it  is  found,  in  every  instance,  that  the  consumption  of  fuel 
is  less  the  smaller  the  power  in  proportion  to  the  tonnage. 

To  illustrate  the  above,  we  give  the  following  table,  from  the  Parliamentary  Reports  on 
Steam  Navigation  to  India,  of  the  times  of  the  voyages  of  Her  Majesty’s  Admiralty  steamers 
to  Corfu  and  Patras,  and  back,  a distance  of  5200  miles,  made  by  nine  different  vessels, 
varying  in  tonnage  and  horse  power.  These  voyages  being  so  extensive,  and  made  in  every 
variety  of  weather,  we  have  chosen  them  as  furnishing  the  best  possible  data  by  which  to 
ascertain  the  truth  of  the  above  question. 

The  columns  of  the  table,  1,  2,  3,  4,  6,  and  7,  are  abstracted  from  the  Parliamentary  Report 
as  they  stand  ; the  remaining  columns  are  calculated.  Column  6 is  the  number  of  tons  per 
horse  power,  obtained  by  dividing  the  measured  tonnage  by  the  nominal  horse  power.  Co- 
lumn 8 is  the  time  of  steaming  in  each  voyage,  obtained  from  column  7 by  subtracting  the 
time  of  stoppages  from  that  of  the  whole  voyage.  Column  9 gives  the  means  of  the  preceding. 
Column  10  is  the  actual  consumption  of  coals  during  the  voyage,  calculated  at  the  rate  of 
8 lbs.  per  horse  power  per  hour  ; which  (as  stated  by  Mr.  Field  in  his  examination)  is  found 
to  be  very  nearly  the  average  of  all  engines.  Column  1 1 is  obtained  by  dividing  the  whole 
consumption  by  the  tonnage,  and  gives  the  weight  per  ton  consumed  during  the  voyage,  and 
consequently  expressing  the  relative  economy  of  each  vessel. 
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Variable  and  roogh. 
Moderate  and  variable. 
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In  examining  this  table,  it  will  be  seen  that  vessel*  with  similar  wheels,  whose  tonnage  is 
large  in  proportion  to  the  horse  power,  in  every  case  consume  less  fuel  per  ton  during  the 
voyage:  for  instance,  in  the  Hermes,  which  has  the  largest  proportional  tonnage,  viz.  5*21, 
the  consumption  per  ton  is  1544  lbs. ; being  less  than  half  that  of  the  Alban,  viz.  3722,  the 
tonnage  of  which  is  the  least  (viz.  2*94)  per  horse  power. 

In  the  vessels  with  Morgan’s  wheels  the  largest  proportional  tonnage  is  the  Flamer,  being 
4*13  per  horse  power  ; the  consumption  per  ton  is  1477.  In  the  Columbia,  the  tonnage  per 
horse  power  is  3*60,  and  the  consumption  per  ton  1833. 

The  most  direct  comparison  in  the  table  is  between  the  Hermes  and  the  Messenger,  being 
vessels  of  equal  tonnage  and  similar  wheels,  but  with  different  power, — the  former  being  140, 
and  the  latter  220  horse.  The  consumption  of  the  Hermes  is  not  more  than  §rds  that  of  the 
Messenger. 

As  an  additional  confirmation  of  these  results,  I have  given  the  following  table  of  the  mean 
time  of  performing  several  voyages,  between  Liverpool  and  Kingstown,  of  Her  Majesty's  Post 
Office  packets,  Comet,  Etna,  Thetis,  and  Dolphin,  between  January  and  June,  1837 ; with 
the  quantity  of  coals  consumed,  and  the  same  calculated  columns  as  in  the  preceding  table. 


Table  X. — Performances  of  Her  Majesty's  Post  Office  Packets 
between  Liverpool  and  Kingstown. 


Name  of 
the  veatei 

Tonnage. 

Hone 

power. 

Tana  per 
Ixxae 
power. 

Mean. 

Mean 

speed. 

Corumnp- 
tion  of 
coals  per 
hour. 

Consump- 
tion of  coal* 
during  the 
wyage. 

Coals  per 
Con  con- 
sumed 
duriugthe 

Remarks. 

Cornel 

4 ST 

100 

s-s 

ttuun.  Min- 
is S2J 

MilrV 
8 86 

Lb*. 

2632 

Lbs. 

84,640 

Lbi. 

81*4 

( Mean  of  sin  voyage* 

Ecu  . . 

S64 

ISO 

2*4S 

14 

26 

8*S1 

1004 

27,480 

75  S 

Do.  do. 

Thetis 

SOI 

160 

247 

i. 

47 

0*S8 

2000 

24,460 

06*4 

Do.  do. 

Dolphin  . 

SSI 

100 

2*00 

.. 

18 

0*74 

2284 

28,108 

04-0 

( Mean  of  two  voyages 
( each  waj. 

These  results,  it  will  be  seen,  confirm  those  of  the  Mediterranean  packets;  the  con- 
sumption being  less  per  ton  during  the  voyage,  when  the  tonnage  of  the  vessel  is  largest  in 
proportion  to  the  horse  power. 

We  may  therefore  fairly  conclude,  that  the  idea  of  a saving  of  fuel  being  effected  by 
increasing  the  power  of  a vessel  is  erroneous.  Under  particular  circumstances  it  may  happen, 
that  an  additional  power  may  effect  a saving ; but,  generally  speaking,  it  may  be  assumed, 
that  a great  economy  of  fuel  will  be  obtained  by  diminishing  the  power  of  the  vessel  as  much 
as  possible,  provided  there  is  sufficient  at  command  for  the  safety  and  management  of  the 
vessel,  should  circumstances  require  it. 
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ON  THE  POWER  AND  TONNAGE  OF  STEAM  VESSELS  BEST  ADAPTED  TO 
LONG  VOYAGES. 

The  proposed  employment  of  steam  communication  in  voyages  of  greater  length  than  has 
hitherto  been  accomplished,  and  particularly  in  the  voyage  to  America,  a distance  of  3000 
miles,  renders  the  question  of  the  vessel  best  adapted  to  such  purpose  of  great  interest,  both 
in  this  country  as  well  as  in  America.  In  fact,  a voyage  of  such  length  has  been  hitherto 
considered  beyond  what  can  be  obtained  by  steam  power  alone,  from  the  difficulty  of  carrying 
a sufficient  quantity  of  coal  for  the  consumption  of  the  engine  : the  improvements,  however, 
which  have  gradually  been  introduced,  and  the  success  which  has  attended  what  has  yet  been 
attempted,  have  given  confidence  to  a sufficient  number  of  individuals  to  embark  in  this 
undertaking,  and  vessels  for  the  purpose  arc  now  being  constructed  both  at  London  and  at 
Bristol,1  which  will  be  ready  to  launch  in  a few  months. 

The  voyages  which  have  already  been  performed,  not  being  of  such  length  that  the  supply 
of  coals  for  the  engine  has  been  a matter  of  difficulty,  the  attention  of  engineers  has  been 
directed  rather  in  giving  the  greatest  speed,  than  in  the  greatest  capabilities  for  distance : 
such  vessels  must  therefore  not  be  looked  upon  as  a criterion  of  what  may  be  performed  : 
their  consumption,  speed,  &c.,  will  however  serve  as  data  by  which  we  may  estimate  the 
capabilities  of  vessels  of  tonnage  and  power  better  adapted  to  the  purpose. 

The  larger  the  vessel,  every  thing  being  in  proportion,  the  greater  will  be  her  capabilities 
both  for  speed  and  length  of  voyage  : this  I will  illustrate  in  a few  words  theoretically,  and 
then  compare  it  with  the  practical  results. 

The  means  of  stowage  of  any  vessel  (which  is  proportional  to  the  tonnage)  will  increase  as 
the  cube  of  the  linear  dimensions,  but  the  sectional  area  or  resistance  will  increase  only  as  the 
square  ; consequently,  if  the  power  be  made  proportional  to  the  tonnage,  an  increased  speed 
will  be  given  to  the  vessel,  and  consequently  the  consumption  of  fuel  in  a voyage  of  a given 
length  will  be  decreased,  or  length  of  voyage  increased,  in  the  same  ratio. 

If  the  power  of  the  engine  be  only  increased  proportionally  to  the  resistance,  or  immersed 
section,  or  the  same  velocity  given  to  the  vessel,  the  consumption  of  coals  per  hour  being 
increased  in  a less  proportion  than  the  means  of  stowage,  ijt  is  obvious  the  fuel  will  last  much 
longer,  and  the  length  of  the  voyage,  both  in  time  and  distance,  will  be  proportionally 
increased. 

To  ascertain  numerically  the  amount  of  the  saving  in  the  two  cases,  let  the  contents,  power, 
sectional  area,  and  velocity,  of  any  existing  vessel,  be  represented  by  c,  p,  a,  and  v ; and  let 
it  be  required  to  find  the  velocity  of  a vessel,  <!t  whose  power,  sectional  area,  and  velocity,  we 
will  call  p't  a',  and  v\ 

Assuming  the  case  of  the  powers  being  in  the  ratio  of  the  tonnage, 

, e 

P = T P> 

and  as  the  section  is  increased  as  the  square  of  the  linear  dimensions,  and  the  tonnage  as  the 
cube,  we  have 

1 This  vessel  (The  Great  Western)  is  now  launched,  and  is  arrived  in  tlie  Thames. 
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Again,  the  resistance  in  the  two  cases  being  as  the  area  into  the  square  of  the  velocity, 
we  have 


r‘  : r : : : an*; 


but  the  power  expended  and  overcome  in  a given  time  is  as  the  resistance  into  the  velocity  ; 
therefore  the  power  expended  is  as 


(t*  V a if 1 s a v* ; 


but  the  force  expended  by  the  engine  in  a given  time  is  a representation  of  its  power ; 
therefore, 

P : P c'  • '■■  ■(t)1*'  '•  *’» 
or,  e"’  ! c*  : : : o', 

whence,  *' ’ = t ( • 

Then,  if  we  take  f = 2c,  or  double  tonnage,  we  find  the  ratio  of  the  areas  1 : 2*,  or  1 i 1*587  ; 
and  the  ratio  of  the  velocities  1 : 2i,  or  1 : 1*08  : or  a decrease  of  about  j^th  in  the  time  of 
making  a given  voyage,  and  of  course  a corresponding  increase  in  the  capability  of  the  vessel  for 
distance. 

If,  instead  of  increasing  the  power  in  proportion  to  the  tonnage,  it  is  only  increased  in  pro- 
portion to  the  resistance,  or  the  same  speed  is  given  to  the  vessel,  then  the  power  required 
will  be  as  the  section,  or  as  1 to  1*587,— or  not  much  more  than  half  as  much  again ; and, 
consequently,  a voyage  of  more  than  one-and-half  times  greater  length  can  be  performed, 
while  the  spare  room  for  cargo  will  be  in  the  same  ratio  as  the  increase  of  the  vessel,  or  as 
1 to  2 ; and  the  vessel  will  have  the  same  power  to  contend  with  adverse  weather,  as  the  smaller 
one  with  the  larger  proportion  of  power. 

These  results  may  be  said  to  be  theoretical,  but  the  examination  of  our  present  voyages 
show  that  they  are  perfectly  consistent  with  practice.  Referring  to  the  performances  of  Her 
Majesty's  Mediterranean  packets,  it  will  be  seen,  that  in  the  smaller  vessels,  where  the  power 
is  large  in  proportion  to  the  tonnage,  and  consumption  of  coals  large  per  ton,  the  speed  of  the 
vessel  is  generally  less  than  in  the  larger  vessels  with  a smaller  proportion  of  power,  and 
consequently  small  consumption  of  coals  per  ton. 

It  may  also  be  seen  to  obtain  throughout  the  experiments  on  Her  Majesty's  steam  vessels 
at  Woolwich,  where  the  larger  vessel  generally  gives  a greater  speed,  although  the  pro- 
portion of  power  is  less  than  in  the  small  ones. 

To  exhibit  the  difference  more  fully,  I have  given  the  following  table  of  the  average  speed 
and  consumption  of  coals  of  nine  of  the  most  recently  constructed  of  Her  Majesty's  steam 
vessels,  and  have  calculated  what  speed  the  largest,  viz.  the  Medea,  should  make,  bv  the 
rules  given  above  from  each  of  the  other  vessels,  having  Morgan’s  wheels.  I have  compared 
those  with  the  radiating  wheels  with  the  largest  of  that  class,  viz.  the  Dee. 
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Table  XI. — Giving  the  Speed  and  Consumption  of  Coals  of  nine  of  the  most 
recently  constructed  of  Her  Majesty's  Steam  Vessels. 


Nunc. 

Tonnage, 
new  re- 
gister. 

Horae 

power. 

Deuriptioo 
of  peddle 
wheel. 

Avenge 
■peed 
Ln  nautical 

Aierage 
consumption 
of  coala 
per  hour 
per  hone 
power. 

Number 
of  hour* 
■teaming  the 
avenge  la 
deduced  from. 

Speed  of  the 
Medea,  calcu- 
lated from 
each  of  the 
vessels  having 
Morgan's 
wheels. 

Speed  of  the 
Dee,  calcu- 
lated from 
each  of  the 
vessels  haring 
the  common 
wheel. 

Meiln 

S07 

220 

Morgen'* 

7*8 

Lhe. 

6-S 

1176 

7-8 

Flaraer 

414 

120 

Do. 

fi-0 

10  7 

7H0 

7-t 

Bluer 

410 

100 

Do. 

0-9 

10  1 

1645 

7*7 

Tftrtsr-dS 

410 

100 

Do. 

6-5 

10-7 

914 

6 15 

1’luto 

203 

100 

Do. 

6-3 

9‘7 

9bG 

6-8 

ConfUne* 

240 

100 

Do. 

62 

10- 

2279 

62 

Dec 

630 

2IM) 

lUibnUng 

65 

8*2 

1 161 

0 5 

FireS  j 

473 

140 

Do. 

6 25 

JO-7 

2206 

6*5 

African 

240 

00 

Do. 

3 13 

10*9 

IWl 

6'S 

It  will  here  be  seen,  that  the  speed  both  of  the  Medea  and  the  Dee  exceeds  that  obtained 
from  the  smaller  vessels ; which  clearly  shows  that  the  advantages  of  increased  tonnage  are 
even  greater  than  the  theory  gives  it : the  consumption  of  coals  per  horse  power  is  also  less 
in  these  vessels ; which  shows  that  there  are  several  practical  advantages  in  their  favour, 
which  are  not  embraced  in  the  theoretical  view  of  the  case.  One  of  which  is,  that  the 
diameter  of  the  wheel  increases  in  a greater  proportion  than  the  variation  of  immersion  of  the 
vessel,  and  is  consequently  proportionally  less  buried  in  the  water  when  the  vessel  is  laden, 
which  is  a cause  of  great  loss  of  the  power  of  the  engine,  as  we  shall  explain  more  parti- 
cularly in  another  part  of  this  article. 

There  is  another  advantage  in  a large  engine,  from  its  increased  momentum,  which  causes 
it  to  act  as  a fly  wheel,  and  is,  I am  satisfied,  of  more  importance  than  is  generally  supposed. 
One  often  hears  of  the  motion  of  the  vessel  acting  as  a fly  wheel  to  the  engine  ; which  is  quite 
an  erroneous  idea,  as  the  action  of  a fly  wheel  is  that  of  a reservoir  of  power,  receiving  it  at 
one  time  from  the  engine,  and  exerting  it  at  another  on  the  machinery  to  be  put  in  motion : 
now  as  the  paddle  wheel  is  always  exerting  a force,  although  a variable  one,  on  the  water, 
it  cannot  possibly  receive  nny  assistance  from  the  motion  of  the  boat,  which  therefore  cannot 
act  as  a fly  wheel  to  it.  It  certainly  so  far  assists  it,  as  by  its  velocity  through  the  water  to 
allow  the  engine  to  make  a greater  number  of  strokes,  and  increases  the  momentum  produced 
by  its  weight;  but  this  is  all  it  does,  and  this  effect  is  greatly  increased  by  giving  more 
weight  to  the  paddle  wheels. 

The  above  observations  are  given  merely  to  show,  that  the  advantages  of  the  increased 
tonnage  of  steam  vessels,  which  have  been  calculated  theoretically,  are  fully  borne  out  in 
practice.  I shall  now  proceed  to  calculate  with  the  data,  which  the  performances  of  some  of  our 
sea-going  vessels  afford,  what  may  be  accomplished  by  others,  whose  power  and  tonnage 
are  better  adapted  to  making  a long  voyage. 

The  Medea,  the  largest  of  Her  Majesty’s  steamers,  is  835  tons’  burden,  and  has  engines  of 
55J  inches  cylinder,  and  220  nominal  horse  power.  The  average  speed  at  sea  is  7a8  nautical 


Digitized  by  Google 


72 


APPENDIX. 


miles  per  hour,  and  she  consumes  8*3  bushels  of  coals  per  horse  power  per  hour,  or  about 
20  tons  per  day.  She  is  capable  of  carrying  3G0  tons  of  coals,  or  sufficient  for  18  days,  and 
consequently  of  making  a voyage  of  3370  miles. 

Let  us  inquire  what  will  be  the  capabilities  of  another  vessel  of  the  same  model,  and  of 
1670  tons  in  point  of  distance ; supposing,  1st,  her  power  to  be  increased  proportionally  to 
tonnage  ; and  2ndly,  that  it  is  increased  proportionally  to  the  sectional  area  or  resistance. 

To  double  the  tonnage  of  a vessel  preserving  the  same  model,  her  linear  dimensions  will 
be  increased  as  - - 100  to  126 

Consequently,  her  section  or  area  of  resistance  - 100  to  158 

And  her  stowage  as  - • - 1 00  to  200. 


Now,  in  the  first  case,  the  power  being  as  200,  and  the  resistance  to  which  it  is  opposed 
being  only  as  158,  the  increased  force  per  square  foot  of  the  section  will  be  as  158  to  200, 
and  the  resistance  being  as  the  cube  of  the  velocity,  the  speed  will  be  increased  in  the  ratio 
of  158,  to  200i,  of  1 to  1-08,  or,  which  is  the  same  thing,  1 to  2}  ; and  the  capabilities  of 
the  vessel  for  distance  will  be  increased  in  the  same  proportion,  viz.  from  3370  to  3640 
miles. 

In  the  second  case,  viz.  increasing  the  power  of  the  engine  only  in  proportion  to  the 
section,  the  velocity  will  remain  the  same  as  in  the  former  vessel  ; but  proportional  consump- 
tion of  coal  will  be  less  in  the  ratio  of  200  to  158,  and  consequently  the  length  of  the  voyage 
will  be  increased  as  158  to  200,  or  from  3370  to  4266  miles. 

The  splendid  steam  ship,  Victoria,  now  being  built  by  Messrs.  Curling,  Young,  and  Co., 
for  the  American  voyage,  is  1825  tons’  burden,  and  has  engines  of  76  inches  cylinders,  or 
nominal  power  of  412  horses.  The  speed  of  this  vessel,  if  the  engines  bore  the  same  pro- 
portion to  the  tonnage  as  the  Medea’s,  viz.  48 1 horse  power,  would  be  increased  in  the  ratio  of 


1 to 


or  1 to  1*091,  or  from  7*8  to  8*5  knots  per  hour ; but  as  the  engines  are  but  of 


412  horse  power,  her  actual  speed  will  be  reduced  in  the  ratio  of  the  cube  root  of  481  to 
the  cube  root  of  412,  or  from  8*5  to  8*08,  being  an  actual  increase  of  velocity  above  the  Medea 
from  7*8  to  8*08  knots. 

Or  we  may  arrive  at  the  speed  differently,  as  follows:  to  give  the  Victoria  the  same  speed 

as  the  Medea,  the  power  must  be  increased  as  l to  or  1 to  1*684,  or  from  220  to  370 

\ 835  • 

horse  power ; but  as  the  actual  power  is  412,  the  speed  will  be  increased  above  the  Medea 
as  the  cube  root  of  370  to  cube  root  of  412,  or  from  7*8  to  8*08  knots  per  hour,  the  same 
as  before. 

The  Victoria  is  estimated  to  carry  750  tons  of  coals  in  addition  to  her  cargo : allowing 
8*3  lbs.  per  horse  power  per  hour,  or  36}  tons  per  day,  to  be  her  consumption  of  fuel,  she 
is  well  able  to  perform  a voyage  of  20}  days,  and  traverse  a distance  of  3900  miles  without 
a fresh  supply  of  coals.  Now  as  the  voyage  from  Cork  does  not  exceed  3000  miles,  and 
will  be  accomplished  in  average  weather  in  eighteen  days,  she  will  hare  above  2}  days’  fuel 
to  spare. 

In  this  calculation  1 have  assumed  the  same  consumption  of  fuel  per  horse  power  as  in  the 
Medea,  making  no  allowance  for  the  economy  of  the  larger  engines  ; besides  which  the  Victoria 
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is  fitted  up  with  Hall’s  Patent  Condenser,  which  is  stated  upon  good  authority  to  produce  a 
saving  of  at  least  one  pound  per  horse  power  per  hour.  Allowing  the  consumption  to  be 
reduced  to  7 lbs.  from  this  cause,  and  from  the  greater  economy  of  the  larger  engines,  the 
voyage  will  be  made  with  a consumption  of  £65  tons,  being  185  tons  less  than  the 
vessel  is  capable  of  carrying  ; and  she  will  perform  a voyage  of  4690  miles. 

There  is  no  doubt,  therefore,  that  this  vessel  will,  in  average  weather,  accomplish  the 
voyage  with  facility : and  I should  expect,  with  the  power  she  possesses,  under  the  most 
unfavourable  circumstances  ; for  although  in  a very  severe  gale  of  wind  the  most  powerful 
steamers  will  make  little  headway,  yet  such  gales  are  never  of  sufficient  duration  to  effect  in 
a great  degree  the  time  of  a voyage,  if  we  may  judge  from  the  voyages  of  the  Mediterranean, 
Liverpool  and  Kingstown  Post-Office  Packets,  &c.,  which,  although  comparatively  small  ves- 
sels, the  time  of  their  voyages  rarely  exceeds  one-fifth  of  the  average  time.  This  in  the  Victoria 
will  still  leave  spare  fuel  for  two  days,  supposing  the  engines  to  work  at  full  power  the 
whole  time;  which  need  not  be  the  case  in  adverse  weather,  for  as  the  engine  does  not  make 
its  full  number  of  strokes,  it  docs  not  require  its  full  allowance  of  steam. 

We  have  hitherto  spoken  of  a vessel  as  a steamer  only,  but  it  is  to  be  presumed  she  will 
gain  much  by  the  power  of  her  sails.  Captain  Austin  states,  that  the  sailing  rate  of  the 
Medea,  when  on  a wind  in  a strong  single-reefed  topsail  breeze,  and  smooth  water,  is  8 knots 
per  hour,  and  in  a moderate  quarterly  gale,  11|  knots.  Her  tacking  may  be  depended  upon 
in  strong  breezes  in  a sea  way  fully  equal  to  a sailing  vessel  of  war,  and  in  light  winds  when 
she  has  steerage  way.  He  also  states,  that  while  cruising  with  the  squadron,  in  treble-reefed 
topsail  breezes,  he  has  found  her  to  weather  considerably  upon  them  ; showing  the  advantage 
of  the  great  quantity  of  canvas  spread  in  the  fore  and  aft  sails. 

Should  it  therefore  happen  that  the  fuel  is  exhausted  in  the  outward  American  passage, 
or  any  accident  happen  to  the  machinery,  which,  if  ever,  will  be  a rare  occurrence,  re- 
course may  be  had  to  the  sails,  and  she  will  still  be  upon  a par  or  nearly  so  with  the  sailing 
packets : in  fact,  a vessel  properly  constructed  and  rigged,  may,  under  many  circumstances, 
derive  great  benefit  in  the  use  of  sails,  not  only  in  the  economy  of  fuel,  but  in  saving  the 
wear  and  tear  of  the  machinery. 

If  the  Victoria  had  been  fitted  with  engines  of  power  only  in  proportion  to  the  increased 
section,  viz.  373  horse  power,  she  would  have  the  same  speed  and  power  to  contend  with 
a gale  of  wind  as  the  Medea  ; and  calculating  the  same  consumption  of  7 lbs.  per  horse 
power  per  hour,  she  would  carry  twenty-eight  days’  coal,  and  would  perform  a voyage  of 
5240  miles,  without  allowing  for  the  weight  saved  of  the  engine,  which  would  carry  her 
300  miles  further,  or  5540  miles,  being  a voyage  of  850  miles  longer  than  she  is  now  able 
to  perform.  There  is  no  doubt,  however,  that  she  is  able,  with  her  present  engines,  to 
accomplish  the  voyage  ; and  if  the  proportion  of  tonnage  assigned  for  merchandise  is  as  much 
as  is  required,  the  additional  power  will  certainly  give  greater  security  and  manage- 
ment to  the  vessel.  It  appears,  moreover,  that  her  engines  (which  are  building  by  Mr.  Na- 
pier) are  constructed  so  as  to  work  with  five  pound  steam  more  or  less  expansively ; 
and  as  a great  economy  of  fuel  is  obtained  with  a small  diminution  of  speed,  it  is  strongly 
advisable  not  to  urge  her,  when  circumstances  permit,  to  the  utmost  of  her  speed.  In  voyages 
when  the  quantity  of  coals  required  does  not  form  a large  proportion  of  the  tonnage  of  the 
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vessel,  the  advantages  of  such  economy  is  not  felt ; the  more  particularly  as  passengers  are 
chiefly  what  is  conveyed,  the  competition  of  other  vessels  renders  speed  of  such  value,  as  to 
be  obtained  at  any  cost.  On  the  contrary,  with  vessels  destined  for  long  voyages  as  that  of 
America,  the  greater  portion  of  the  vessel  must  be  devoted  to  coals,  and  the  less  mer- 
chandise can  be  carried,  when  it  will  probably  form  a more  important  consideration.  The 
speed  will  be  bought  at  greater  expense,  although  lens  valuable ; and  when  it  becomes  the 
interests  of  commanders  to  increase  the  capability  of  their  vessels  for  distance,  instead  of 
giving  them  the  greatest  possible  speed,  much  will  be  effected  by  the  management  of  the 
working  power  of  the  engine,  combined  with  the  use  of  sails  in  the  varied  circumstances 
a vessel  must  have  to  contend  with,  in  a voyage  of  such  length. 

The  above  calculations  of  the  length  of  voyage,  that  may  be  performed  by  a vessel  of 
large  power  and  tonnage,  are  founded  upon  the  performances  of  Her  Majesty's  ship  Medea, 
which  1 have  preferred,  from  this  vessel  being  of  the  largest  class,  and  from  its  speed, 

consumption  of  fuel,  &c.  being  accurately  recorded,  but  more  particularly  from  its  having 

been  employed  by  Dr.  Lardner  as  data  in  similar  calculations;  by  which  he  appears  to 
demonstrate  the  impracticability  of  making  a longer  voyage  than  ‘2000  miles. 

The  more  recent  private  vessels  built  expressly  for  the  purpose  of  making  a long  voyage, 
give  results  completely  superior  to  the  Medea,  us  may  be  seen  particularly  in  the  voyages 
of  the  Honourable  East  India  Company’s  steamers  Atalanta  and  Berenice  to  Bombay,  by 
the  Cape  of  Good  Hope. 

Th  Atalanta  is  of  630  tonnage  and  210  horse  power  ; she  made  the  voyage  from  Falmouth 
to  the  Cape  of  Good  Hope,  a distance  by  the  log  of  0935  miles,  having  much  adverse 
weather  to  contend  with,  in  37  days  16  hours,  steaming,  at  an  average  speed  of  7*67  miles 

per  hour ; her  consumption  of  coals  being  14  tons  1 1 cwt.  per  day,  or  at  the  rate  of  less 

than  fty  lbs.  per  horse  power  per  hour:  she  performed  the  voyage  from  Fernandez  Po  to  the 
Cape  of  Good  Hope,  a distance  by  log  of  2373  miles,  in  one  stage  in  14  days  10  hours, 
with  a consumption  of  213  tons  of  coals. 

The  Berenice,  which  is  of  6‘80  tons  and  230  horse  power,  made  the  voyage  from  Falmouth 
to  Fernandez  Po,  4796  miles  in  22  days  22  hours,  or  at  an  average  rate  of  8*72  miles  per 
hour,  and  at  an  average  consumption  of  coals  of  16  tons  3 cwt.  per  day,  or  6*66  lbs.  per  horse 
power  per  hour.  She  is  able  to  carry  330  tons  of  coals,  and  therefore,  if  steaming,  a distance 
of  4290  miles.  In  fact  she  performed  the  voyage  from  Bonaviata  to  Fernandez  Po,  a distance 
by  log  of  2272  miles,  and  consumed  less  than  half  her  cargo  of  coals. 

The  results  of  these  voyages  are  indeed  so  favourable,  as  to  set  the  question  at  rest  as  to 
the  practicability  of  the  American  voyage  : the  consumption  of  fuel  has  been  so  reduced 
by  the  superior  construction  of  manner  of  working  the  engines,  that  these  vessels,  ulthough 
comparatively  small,  are  enabled  to  perform  a voyage  much  exceeding  that  to  New  York ; 
and  consequently  the  American  Steam  Company's  vessels,  whose  capabilities  for  distance 
are  greater  in  the  ratio  of  7 to  9,  from  the  superior  tonnage  and  power,  must  perform  the 
voyage  under  any  circumstances,  with  the  greatest  facility. 

ON  IRON  ST  HAM  BOATS. 

It  is  necessary  to  mention,  among  the  improvements  which  are  likely  to  add  to  the  capa- 
bilities of  steam  vessels  for  inakiug  long  voyages,  the  introduction  of  iron  as  the  muterial 
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of  construction,  the  use  of  which  has  been  attended  with  complete  success,  in  every  instance 
in  which  it  has  been  tried.  The  advantages  of  iron  vessels  are  stated  to  be,  that  they  do  not 
weigh  one-half  that  of  a timber  sea-going  vessel,  and  they  therefore  draw  considerably  less 
water,  and  give  a greater  speed  with  equal  power;  greater  safety,  inconsequence  of  being  di- 
vided into  water-tight  compartments  by  iron  bulkheads ; and  greater  economy,  as  they  do  not 
require  so  many  repairs.  The  capacity  is  also  increased  for  passengers  and  goods  : a wooden 
vessel  of  30  feet  beam  is  only  27  feet  6 inches  inside,  while  an  iron  vessel  would  be  29  feet 
6 inches ; consequently  a saving  of  two  feet  is  produced  throughout  the  whole  length 
of  the  vessels. 

They  besides  possess  the  advantage  in  hot  climates,  of  being  cooler,  more  free  from 
vermin,  and  in  consequence  more  healthy.  In  fact,  the  advantages  seem  to  be  generally  ac- 
knowledged. The  only  difficulty  that  has  at  present  stood  in  the  way  of  their  employment, 
in  sea  voyages,  has  been  the  effect  of  the  iron  on  the  compass : and  this  has  been  suc- 
cessfully overcome  in  the  late  voyage  of  L’Egyptien  to  Alexandria;  in  which  the  compass 
was  fixed  under  the  direction  of  Professor  Barlow,  and  has  been  found  to  work  with  the 
same  accuracy  as  in  an  ordinary  vessel. 

We  have  no  doubt,  therefore,  that  iron  vessels  will  in  a short  time  become  very  general, 
and  add  greatly  to  the  facilities  and  extension  of  steam  navigation. 


COMPARISON  OF  THE  RESISTANCE  OF  A STEAM  VESSEL  WITH  THAT 
OF  A PLANE  SURFACE. 


The  resistance  of  vessels  being  a subject  which  has  of  late  much  engaged  the  attention  of 
engineers,  we  have  been  induced  to  add  the  following  comparison  of  the  resistance  of  a steam 
vessel  with  that  of  the  paddles, — a calculation  which  can  be  arrived  at  with  the  aid  of  the 
preceding  experiments  and  investigations  with  considerable  accuracy. 

Let  V the  velocity  of  the  wheel,  i?  that  of  the  vessel,  s its  sectional  area  immersed,  and  a 
the  area  of  a paddle  whose  action  is  horizontal  and  effect  equal  to  the  sum  of  all  the  paddles  : 
the  resistance  being  as  the  square  of  the  velocity,  (V  — r)5  a will  express  the  resistance  ou 
the  paddle,  and  i>8  $ would  be  the  resistance  of  the  vessel  if  it  were  a plane  surface  ; but  the 
real  resistance  being  (V  — r)*  a,  the  fraction  of  the  resistance  compared  with  a plane  will  be 
(V  — v)-  a 
vz  s 

The  value  of  a has  been  obtained  by  knowing  the  depth  of  immersion,  so  as  to  ascertain  the 
angle  at  which  the  centre  of  pressure  entered  the  water,  and  thence  the  number  of  time6  the 
whole  effective  action  exceeds  that  of  the  vertical  paddle  : this,  multiplied  into  the  area  of  the 
paddle,  gives  the  whole  surface  above  denoted  by  a. 

In  the  following  table  is  given  the  effective  pressure  exerted  by  the  engines  in  ever)'  expe- 
riment where  the  dip  or  immersion  of  the  paddle  is  given  ; but  the  comparison  of  the 
resistance  of  the  vessel  with  a plane  is  of  course  limited  to  those  experiments  only  in  which 
the  area  of  the  immersed  section  could  be  ascertained. 
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Table  XII. 


| Name  of 
| the  Teasel. 

Tonnage. 

Hone 

power. 

Effective 
pressure 
eierted 
by  the 
engine. 

Velocity  of 
the  vessel, 
that  of  the 
wheel 
being  1. 

Velocity  of 
the  vertical 
paddles 
through  the 
water,  that  of 
the  wheel 
being  1. 

Area  of 
the  paddle 
board. 

Area  of 
a vertical 
paddle 
equal  in 
effect  to  all 
tbc  paddles. 

Immersed 
sectional 
area  of 
the  Tend. 

Ratio  of  the 
resistance  of 
the  vessel 
to  that  of  a 
plane  surface  I 
of  the  same 
section.  | 

Lbs. 

Feet. 

In. 

| 

j Medea 

635 

220 

4536 

•027 

•373 

19 

0 

54  00 

263 

A 

| F Lamer 

4M 

120 

2814 

•083 

•317 

10 

0 

52  4 4 

174 

A 

t lamer 

494 

120 

2593 

•074 

•320 

16 

0 

57  00 

216 

1 lire  brand 

494 

120 

2)72 

*007 

•333 

12 

0 

18-50 

200 

S 

| Firebrand 

494 

120 

2527 

•066 

•334 

12 

0 

42  00 

814 

A 

(Coin  robin 

360 

too 

1*07 

•654 

•346 

12 

0 

43  10 

202 

A 

A 

Snistnnordtr 

8110 

880 

2150 

•833 

•107 

22 

0 

398-70 

369 

A 

!Dee 

710 

800 

2.431 

732 

•268 

20 

0 

00  01) 

201) 

A 

.Firefly 

ft  54) 

140 

3*08 

•731 

•267 

18 

0 

201  Of) 

275 

A 

i Firebrand 

401 

1 10 

2174 

•772 

•228 

18 

0 

128-61 

200 

A 

PI  uto 

365 

100 

985 

■823 

•117 

10 

6 

1 05*23 

116 

A 

Monarch 

878 

2i>0 

7167 

•748 

•252 

20 

0 

j Moo  arch 

878 

200 

0970 

•rin 

•254 

20 

0 

Monarch 

872 

200 

7002 

•750 

•214 

20 

0 

Magnet 

360 

140 

31*72 

•703 

•237 

15 

0 

.Meteor 

29G 

10© 

4320 

•671 

■221) 

13 

6 

Carr  oa 

894 

100 

I7SI 

■777 

•323 

13 

s 

1 '• 

a. 

1. 

4. 

ft. 

*■ 

7. 

ft 

9‘ 

to.  | 

It  thus  appears  contrary  to  the  results  of  all  experiments  hitherto  made  on  the  small  scale, 
that  the  resistance  of  a well-shaped  vessel  does  not  exceed  -^th  part  that  of  a plane  of  the 
same  sectional  area. 

The  above  mean,  being  founded  on  several  experiments,  must  be  very  near  the  truth  ; 
although  in  each  so  much  error  may  exist,  from  the  want  of  minute  attention  to  the  number 
of  strokes  of  the  engine,  as  to  afford  no  test  of  the  best  shaped  vessel. 

As,  however,  the  results  are  very  extraordinary,  it  may  be  well  to  submit  them  to  a totally 
independent  mode  of  estimation.  In  the  above  investigation,  the  mean  number  of  acting 
paddles,  with  their  corresponding  velocities  and  areas,  are  compared  with  the  sectional  area  of 
the  vessel  and  its  velocity  ; but  we  might  have  made  the  calculation  in  another  way,— that  is, 
by  comparing  the  force  necessary  to  urge  a plane  section  equal  to  that  of  the  vessel  with  the 
velocity  at  which  it  passes  through  the  water,  with  the  actual  power  of  the  engine  employed 
to  propel  the  vessel, — which  ought  to  give  nearly  the  same  fraction  as  the  other  method. 

Of  the  whole  power  of  the  engine,  we  have  seen  that  with  the  vertically  acting  paddle  one- 
third  is  lost  by  the  retrograding  of  the  wheel : in  the  Medea,  therefore,  the  power  employed 
in  propelling  the  vessel  is  two-thirds  of  220  = 146  horse  power : now  the  velocity  of  the 
vessel  having  been  11*33  English  miles  per  hour,  or  16*62  feet  per  second,  the  resistance  in 


feet  of  water  is 


(16*62)* 


and  in  lbs. 


(1 6*62)  * 


x 62|,  on  each  square  foot.  The  number  of 


6 ' 64$ 

feet  in  the  section  is  263,  aud  the  velocity  in  feet  per  minute  is  997  ; the  whole  force,  there- 
fore, expended  in  a minute,  is  70,796,970,  which,  divided  by  33,000,  gives  2150  hor«c  power 
for  the  force  necessary  to  urge  a plane  section  of  263  feet  through  the  water  at  the  rate  of 
11*33  miles  per  hour:  but  the  vessel  itself  is  urged  with  that  velocity  by  the  power  of  146 
horses ; the  resistance  to  a vessel  is  therefore  to  that  of  a plane  section  of  the  same  area  as 
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146  to  2)60,  or  aa  1 to  15  very  nearly,  which  exactly  agTees  with  the  number  given  in  the 
table.  The  agreement  is  equally  close  in  the  Flamer  ; and  the  mean  obtained  this  way  from 
the  whole  set  of  experiments  is  very  nearly  the  same  as  that  given  in  the  above  table. 

In  this  calculation  the  actual  power  of  the  engine  is  assumed  equal  to  the  nominal  power  ; 
but  it  may  slightly  exceed  it,  but  the  degree  will  not  be  much  when  the  loss  from  the  air, 
friction,  &c.,  are  deducted. 

The  valuable  experiments  on  resistances  made  by  the  late  celebrated  Colonel  Beaufoy,  and 
presented  to  his  scientific  countrymen,  in  a truly  liberal  manner,  by  his  son,  Henry  Beaufoy, 
Esq.,  enable  us  to  put  a third  test  upon  the  accuracy  of  the  preceding  deductions; 
and  it  is  very  satisfactory  to  be  able  to  confirm  those  extraordinary  results  on  the  authority 
of  his  tables. 

It  has  been  found  above,  that  to  urge  a plane  section  263  feet  area  at  the  rate  of  11*33 
English  miles,  or  9*84  nautical  miles,  per  hour,  through  still  water,  would  require  2160  horse 
power.  According  to  Colonel  Beaufoy's  results,  it  would  require  a power  of  2444  horses, 
which  would  give  a still  less  fraction  than  a fifteenth  ; but  compared  with  a cylinder  with  flat 
ends,  the  number  of  horses  power  is  2275,  and  the  fraction  greater  than  one-sixteenth,  but  less 
than  one-fifteenth, — a confirmation  which  one  could  scarcely  have  hoped  to  have  obtained. 

These  results  are  deduced  as  below.  According  to  Colonel  Beaufoy’s  experiments, 
(Table  1.  Part  lit.,)  it  requires  a force  of  203*79  lbs.  to  urge  a plane  of  ono  square  foot 
through  still  water  at  the  rate  of  eight  nautical  miles  per  hour,  or  810  feet  per  minute  : now 
the  Medea  moved  with  a velocity  of  11‘33  miles  per  hour,  or  966  feet  per  minute ; it  would 
therefore  require,  according  to  Colonel  Beaufoy,  (the  resistance  being  as  the  square  of  the 
velocity,) 

810*  : 996*  ::  203*79  lbs.  : 308  lbs. 


Now  the  section  being  263  feet,  the  resistance  per  foot  308  lbs.,  and  the  velocity  996  feet 
per  minute, 


308  x 996  x 263 
33,000 


2444, 


the  number  of  horse  power  requisite  to  urge  a plane  section  of  this  area  at  the  given  rule : 
but  if,  instead  of  a mere  plane,  we  take  Colonel  Beaufoy’s  experiments  for  a cylinder  with 
flat  ends,  wc  obtain  the  number  of  horse  power  2276,  ns  above  stated. 

If  the  results  of  Colonel  Beaufoy’s  experiments  had  been  made  use  of  throughout  the  pre- 
ceding investigations,  the  numbers  in  column  17.  of  Table  II.,  and  in  column  4.  of  Table  XII., 
would  have  been  increased  by  about  one-seventh  ; and  in  estimating  the  power  exerted  on  the 
paddles  it  would  have  been  found  to  exceed  the  nominal  power  of  the  engines, — which  proves 
that  engines  work  above  the  nominal  power. 


[Non.  In  the  paragraph  at  the  foot  of  page  51 , the  author  of  this  excellent  paper  appears  to  have  disregarded  the 
inclination  of  the  paddle-board  with  tbe  radius,  as  far  as  it  affects  the  power  developed  by  the  engmr,  and  this  will 
have  tome  degree  of  influence  on  several  of  his  results.  This  was  suggested  to  the  author  when  the  9heet  was  in  the  press 
and  some  explanatory  remarks  are  appended  at  his  request.  If  the  tangential  resistance  to  the  motion  of  the  wheel  were 
equal  to  the  resistance  to  the  transmission  of  the  vessel,  tbe  ratio  of  the  useful  to  tbe  whole  effect,  would  be  precisely 
that  of  the  velocities  of  the  vessel  and  wheel.  But  the  resistance  on  the  vessel  is  equal  to  the  lateral  pressure  on  the 
wheel,  and  the  tangential  force  by  which  the  engine  overcomes  it,  ss  the  author  shows  at  the  top  of  the  same  page. 
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is  of  less  magnitude  in  the  proportion  of  the  cosine  of  the  inclination  {^ ) of  the  radius  with  the  vertical ; ao  that  the 
power  employed  is  lest  than  | of  the  effective  power,  or,  which  is  the  same,  the  effective  power  is  more  than  } of  the 
whole  power. 

To  state  the  case  in  symbols,  we  have  the  pressure  of  the  engine  necessary  to  overcome  resistance  = cos  p ( I'  cosf 
— r)*,  as  stated  in  pages  50  and  51 ; and  hence  the  whole  power  employed  * 3 V cos.  +(V  cos  ^ — r)*  =-  V 3 cos  f 
( V cos  <p  — e)*,  where  3 i*  supposed  to  include  the  same  expression  for  each  nf  the  paddles  immersed  at  the  same 
time.  Hut  the  homontal  pressure  on  the  paddles  «I(K  cos  o — v)\  which  being  also  the  resistance  on  the  vessel, 
the  effective  power  i*r3(Feos*  — vj*.  It  therefore  follows  that  the  proportion  of  the  effective  jjower  is, 


effective  power  _ v 3 ( V cos  » — v)» 
whole  power  ~ I1”  3 cos.  ^ ^ V cos  f — *)*  * 

which  is  necessarily  greater  than  p 

Instead  of  the  terms  under  3,  we  may  substitute  the  equivalent  mean  pressures  for  one  paddle,  vii.  ^ ^ Kl-o»  » > 

f*.  * "™  ♦ < rr”  wri  then, 

effective  power  ^ r . f 4 * ( V cos  <p  — r)» 
wlwfe  power  Vfd  + cos  tfV aup—vp' 


If  we  assume  V,  as  stated  in  the  paragraph  referred  to,  the  proportions  of  effective  power  at  the  four  immer- 
sions of  Table  III.,  page  52,  calculated  accurately  in  this  way,  come  out  *696,  *701,  '701,  690  ; Mr.  B.  gives  them 

all  *666.  When  the  immersion  of  the  wheel  is  so  much  as  to  cause  cos  f to  become  less  than  p*  which  occurs  in  the 


two  latter  cases,  it  should  be  particularly  remarked  in  taking  the  integrals,  or  calculating  in  any  way  from  these 
formulae,  that  the  factor  ( V cos  $>  — e)*  should  be  accounted  negative,  as  long  as  Pco*  p — v is  so,  since  under  such 
circumstances  the  paddle  retards  both  the  wheel  and  the  vessel. — Editor  ] 


IV.— TIME  AND  TRAVERSE  TABLE, 

Calculated  to  show  the  advantage  of  sail  on  large  as  a- going  steam- vessels  in 
extended  voyages,  masted  and  rigged  on  the  principle  of  spreading  the 
greatest  quantity  of  canvas  with  the  least  possible  resistance  from  masts 
and  yards  when  steaming. 

BY  CAPTAIN  ROBERT  OLIVER,  R.  N. 


In  well  proportioned  steam-vessels,  under  steam  and  sail,  (being  capable  of  making  a 
•4  point  course  good,  and  from  that  to  5|  points,  acccording  to  the  extent  and  force  of  the  sea,) 
the  rate  of  speed  is  very  considerably  increased  by  sail,  and  great  relief  is  thereby  given  to 
the  engines  and  vessel.  * 
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It  therefore  becomes  a consideration,  when  reduced  to  low  rates  under  steam  alone,  by  the 
resistance  of  wind  and  sea,  if  by  the  assistance  of  sail  and  consequent  increase  of  speed  a 
given  point  to  windward  caunot  be  made  in  equal  or  less  time.  For  example,  if  the  speed 
from  the  above  causes,  in  a direct  distance  of  2300  miles,  be  reduced  to  3 knots  per  hour, 
7G7  hours  will  be  occupied  in  the  performance ; but  by  making  sail  and  a 4 point  course, 
(thus  increasing  the  speed  to  4J  knots,)  the  same  position  will  be  gained  in  723  hours,  running 
over  a traverse  distance  of  3253  miles. 

Again,  should  the  wind  enable  the  vessel  to  lay  up  2 points  from  the  direct  course,  at  the 
same  increase  of  speed,  it  will  be  accomplished  in  G(J8  hours,  running  over  a traverse  distance 
of  3005  miles. 

Other  speeds  also  afford  relative  advantages  in  the  same  manner ; and  with  the  use  of  the 
following  table,  they  may  be  roughly  estimated  by  inspection. 

It  being  decidedly  ascertained  that  H.  M.  steam-vessels  of  war,  with  wheels  disconnected, 
can  work  within  1 1 points  of  the  wind,  making  8 knots,  consequently  a 0 point  course  becomes 
a free  wind.  When  at  and  beyond  that,  the  sails  will  frequently  impel  the  vessel  beyond  her 
maximum  engine  speed,  whereby  the  whole  expenditure  of  fuel,  wear  and  tear,  can  be 
saved. 

These  advantages  are  more  applicable  to  long  runs,  where  the  wind  is  rarely  right 
ahead  for  any  considerable  distance,  but  veers  so  as  to  enable  a long  line  to  be  made  on  one 
tack  or  the  other.  For  illustrations,  see  Plates  XXVII.  and  XXVIII. 


Traverse  Time  Table,  for  the  purpose  of  Bhowing  the  comparative  advantage 
obtained  with  a steam-vessel  when  upon  an  oblique  course  and  assisted  with 
canvas,  over  the  same  vessel  upon  a direct  course,  without  canvas,  and  with  a 
diminished  velocity. 


Distance 

iwrlug 

ran 

through 
upon  the 
couroe. 

Rate  per 

hoar  in  nautical  miles. 

“ 

4 

*» 

S 

« 

T 

7* 

* 

<4 

9 

10 

Miles. 

Hour*. 

Direct  distance  . • 

2300 

707 

657 

374 

311 

460 

418 

383  334 

328 

307 

287 

271 

236 

242 

ISO  | 

1 point  from  the  course 

2703 

902 

773 

076 

001 

61! 

492 

461  410 

380 

SOI 

339 

318 

301 

285 

270 



IMS 

1002 

838 

731 

008 

001 

616 

301  462 

429 

401 

»7« 

354 

334 

316 

300 

3 

HIM 

1063 

Oil 

797 

709 

638 

560 

532  491 

466 

425 

* 

373 

353 

330 

319 

4 

tut 

1064 

970 

813 

723 

031 

391 

642  601 

463 

434 

407 

383 

SOI 

342 
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1* 

4140 

1180 

1181 

1033 | 920 

828 

733 

600  637 

391 

552 

SIT 

497 

4G0 

436 

414 
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V. — MEMOIR  OF  HER  MAJESTY’S  STEAM  SHIP  THE  MEDEA, 


DURING  A SERVICE  OF  NEARLY  FOUR  YEARS. 
BY  THOMAS  BALDOCK,  Lieut.  R.N.,  K.T.S. 


Having  been  enabled  to  lay  before  our  readers  a set  of  plan  drawings  of  the  splendid  steam 
ship  of  war  Medea,  we  annex  a brief  memoir  of  facts  connected  with  that  vessel,  and  her  perform- 
ance under  a variety  of  circumstances,  which  may  we  trust  be  interesting  to  those  who  take  into 
consideration  the  extraordinary  revolution  which  the  steam  engine  is  accomplishing  in  uautical 
affairs  ; not  only  in  abridging  time  and  space,  and  thus  bringing  distant  nations  into  close  com- 
munion with  each  other,  but  in  its  scarcely  less  important  application,  when  allied  to  our  fleets 
as  a powerful  auxiliary  in  war  : and  although  the  philanthropist  will  not  view  these  con- 
sequences with  the  same  complacency,  that  attends  the  contemplation  of  the  benefits  which 
the  agency  of  steam  confers  upon  mankind,  yet  this  subject  may  be  favourably  considered, 
under  the  conviction,  that  the  most  effectual  way  of  preserving  peace,  is  to  be  prepared  at  all 
times  for  war.  The  change,  therefore,  which  the  steam  engine  must  effect,  in  the  tactics  of 
naval  warfare,  cannot  be  viewed  with  indifference  iu  a country  whose  “ best  bulwarks  are  her 
wooden  walls.'* 

Previous  to  the  year  1830  the  Government  only  possessed  a few  small  steamers,  which  were 
principally  employed  for  the  purpose  of  towing  ships  in  and  out  of  harbour,  and  other  trifling 
services  on  the  coast,  with  an  occasional  voyage  to  Lisbon  or  Gibraltar.  These  vessels  were 
built  very  strong  ; and  although  it  became  necessary,  in  the  first  instance,  to  employ  them 
in  the  conveyance  of  the  Mediterranean  mails,  on  the  adoption  of  steamers  for  that  service, 
they  were  removed  to  other  duty  as  soon  as  more  competent  vessels  could  be  built  expressly 
as  packets. 

About  the  year  before  mentioned,  the  Admiralty  having  judiciously  determined  to  add  a 
small  squadron  of  steam  cruizers  to  the  navy,  gave  directions  for  the  construction  of  a steam 
ship  of  war,  at  each  of  the  king's  dockyards, — the  form,  scantling,  and  internal  arrangements, 
being  left  in  a great  measure  to  the  judgment  and  skill  of  the  master  shipwright  of  the  yard 
at  which  each  vessel  was  designed  and  built ; well  considering,  that  although  many  private 
steamers  then  existed,  even  of  the  size  suitable  for  war  purposes,  which  vessels,  from  the  cx- 
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cellence  of  their  performance,  appeared  to  realize  the  perfection  of  what  we  may  call  the  art  of 
steam  navigation  in  its  then  state  of  advancement,  yet  that  the  necessary  qualifications  for  an 
armed  ship  of  any  sort,  particularly  for  distant  cruizing  and  extended  voyages,  with  a power- 
ful armament  and  large  crew,  differed  so  essentially  from  those  of  a merchant  vessel,  as  to 
render  it  extremely  dangerous  to  follow  without  variation  even  the  most  approved  plan 
of  any  commercial  steamers,  whose  sole  object  was  the  conveyance  of  passengers  and 
cargo  on  coasting  voyages,  never  at  that  time  extending  beyond  four  or  five  hundred 
miles,  and  throughout  the  whole  of  which  route,  they  generally  had  some  port  of  refuge, 
to  which  they  might  have  recourse,  either  in  extremely  bad  weather,  or  for  a supply  of  fuel  if 
necessary. 

In  carrying  into  effect  this  plan  of  building  a few  war  steamers,  it  became  important  that 
they  should  be  so  constructed  as  to  be  able  to  cruize,  and  make  long  passages  under  sail 
alone  ; it  being  obvious  that  if  a war  steamer  is  to  be  dependent  on  the  power  of  her  engines 
for  every  movement,  she  will  in  all  probability  exhaust  her  resources,  before  arrival  at  her 
scene  of  action.  To  accomplish  this  end,  therefore,  became  of  vital  importance,  and  it  was 
considered  unavailing  for  them  to  possess  good  steaming  qualities,  without  they  were  in  all 
respects  quite  competent  to  act  as  sailing  ships  of  war. 

Although  it  is  unnecessary  to  state  here  all  the  particulars  in  which  the  construction  of 
ships  of  war  differs  from  that  of  merchant  vessels,  there  are  some  important  features  which  so 
much  affect  steamers,  and  have  so  great  an  influence  on  their  character  as  such  for  velocity, 
when  competing  with  passenger  vessels  or  packets,  that  we  deem  it  necessary  to  advert  to 
them  here. 

The  war  steamers  being  armed  with  the  heaviest  description  of  guns,  one  of  which,  weighing, 
together  with  its  carriage,  more  than  six  tons,  is  placed  at  each  extremity  of  the  vessel,  with 
others  of  somewhat  less  weight  on  the  sides,  it  becomes  necessary  to  afford  the  proper  support, 
not  only  when  steaming  in  an  upright  position,  with  the  centre  of  gravity  of  the  displacement 
in  the  plane  of  the  keel,  butpoihaps  engaging  when  under  sail,  with  a considerable  inclination, 
aud  the  whole  weight  of  ordnance  probably  on  the  lee  or  depressed  side.  It  is  necessary,  we  say, 
from  these  considerations,  aud  others  connected  with  the  ponderous  appurtenances  of  war  ships, 
among  which  may  also  be  named  the  additional  number  and  weight  of  the  anchors,  which  are 
always  carried  on  the  ship’s  side,  that  all  the  superstructure,  or  the  whole  fabric  above  the 
water,  should  be  very  much  stronger,  and  therefore  heavier,  than  is  required  in  any  steam 
vessel  carrying  passengers,  or  even  a heavy  description  of  cargo,  which  being  always  stowed 
below,  admits  of  the  upper  works  being  slight.  It  is  also  indispensable  that  the  war  vessel 
should  have  a high  and  strong  bulwark  or  '*  berthing,"  to  afford  shelter  to  the  crew  in  time 
of  action  : and,  above  all,  it  is  necessary  that  the  form  of  the  ship  should  vary  considerably 
from  that  most  calculated  to  insure  velocity,  when,  as  in  the  case  of  steamers,  it  is  derived 
from  a self-contained  motor,  instead  of  being  dependent  on  the  influence  of  the  wind,  ou  sails 
attached  to  the  lofty  and  weighty  masts,  &c.  of  a sailing  vessel,  the  oblique  action  of  which 
in  most  instances  tends  as  much  to  depress  the  ship,  as  to  propel  heron  the  line  of  keel.  Thus, 
any  vessel  intended  to  act  either  as  a sailing  ship  or  steamer,  must,  to  insure  her  being  a 
good  sea  boat,  have  greater  stability,  and  more  breadth  of  beam,  than  is  required  for  one 
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dependent  entirely  upon  the  engines.  It  is  scarcely  necessary  to  add  the  conclusions  to 
which  this  argument  leads,  or  to  state  that  these  important  essentials  must  considerably 
diminish  the  steaming  speed  of  a war  steamer. 

We  should  not  have  thought  it  requisite  here  to  refer  to  these  peculiarities  of  construction, 
were  it  not  for  the  many  aspersions  which  have  been  cast  upon  what  we  may  presume  to  call 
the  architectural  qualities  of  the  Government  steam  marine,  by  those  who  apparently  have 
never  taken  into  account  the  matter  to  which  we  have  alluded,  and  who  have  generally  been  in 
the  habit  of  estimating  the  qualities  of  steamers  entirely  from  the  rate  at  which  they  would,  in 
an  upright  position,  be  propelled  by  the  engines, — omitting  in  a great  degree  the  consideration, 
that  the  sharp  narrow  vessels  in  which  the  greatest  steaming  speed  is  obtained,  are  not  well 
adapted  for  general  ocean  navigation,  and  that  although  they  may  succeed  for  a long  time 
in  making  favourable  passages,  they  must,  in  the  event  of  any  failure  of  the  engine,  or  the 
supply  of  coals  in  a gale  of  wind,  become  unmanageable  logs  on  the  water.  We  need  not 
advert  to  facts  iu  verification  of  this  opinion,  which  must  be  allowed  by  all  seamen  ; though 
we  are  quite  prepared  to  prove  that  the  case  to  which  we  have  just  adverted,  has  occurred  to 
some  of  the  best  and  fastest  commercial  steam  vessels,  and  yet  to  admit  that  they  have  been 
and  are  likely  to  be  of  rare  occurrence,  as  in  such  vessels  the  engines  are  examined,  and,  if 
necessary,  refitted  at  the  termination  of  every  passage  they  make  ; and  thus  incipient  defects 
are  checked  or  remedied,  and  their  frequent  access  to  a depot  for  coal  renders  the  failure  of 
fuel  improbable.  Thus  their  plan  of  construction  may  be  proper  for  the  service  to  be  performed, 
however  unfit  it  is  for  steam  ships  of  war. 

In  pursuance  of  the  Admiralty  arrangement  to  which  we  have  referred,  the  Dec,  Phoenix, 
Salamander,  Rhadamanthus,  and  Medea,  were  constructed.  The  first- named  four  vessels 
appear  to  have  answered  well ; but  there  is  no  doubt  that  the  Medea,  designed  and  built 
by  Mr.  Lang  of  Woolwich  dockyard,  is  the  most  perfect  of  this  flotilla,  not  only  having 
evinced  admirable  qualities  when  impelled  by  steam,  (under  which  circumstances  she  is 
equal  to  the  best  sea-going  steamers,)  but  shown  her  capability  under  sail,  to  keep  com- 
pany with  any  squadron  of  Her  Majesty’s  ships,  either  in  blockading  an  enemy’s  port  or 
making  a passage  across  the  ocean, — being  thus  enabled  to  convey  her  energies  unimpaired 
to  the  most  distant  part  of  the  world,  and  always  ready  to  put  forth  that  giant  force,  which 
the  agency  of  steam  affords,  when  occasion  may  require  it. 

Few  seamen  would  believe,  when  looking  at  a steamer,  with  her  lumbering  paddle-boxes, 
wheels,  and  apparently  jury-rigging,  that  this  can  be  the  case.  We  have,  however,  ample 
proof,  that  the  Medea  has,  under  sail  alone,  with  the  wheels  revolving  loosely  in  the 
water,  beat  several  of  our  best  ships  of  war. 

The  Medea  fell  under  the  control  of  an  officer  (commander,  II . Austen)  whose  talent 
and  perseverance  have  rendered  evident  all  those  good  qualities  of  the  ship,  which  under 
less  able  management  might  not  have  been  so  obvious;  and  has  proved,  that  the  naval 
superiority  this  country  so  justly  boasts,  is  not  likely  to  suffer  either  in  the  construction  or 
tactics  of  our  steam  marine. 

This  ship  was  launched  at  Woolwich  in  September,  1833,  and  immediately  fitted  with  two 
engines  of  1 10  horse  power  each,  by  Messrs.  Maudslay  and  Field,  who  had  supplied  those 
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to  the  other  four  war  steamers,  and  who  had  succeeded  by  their  adaption  of  boilers,  8tc.  in 
producing  the  best  possible  effects  with  the  least  proportion  of  fuel  then  known  ; the  wheels 
being  according  to  the  plan  of  Mr.  Morgan,  with  the  revolving  vertically  acting  paddle,  of 
which  a full  description  is  given  in  another  part  of  this  work. 

The  masts,  sails,  and  rigging,  as  well  as  the  internal  fittings,  were  principally  propor- 
tioned by  the  constructor,  assisted  by  such  modifications  as  the  skill  and  experience  of  Capt. 
Austen,  and  Mr.  Peacock,  the  able  master  of  the  vessel,  suggested.  It  will  not  be  uninte- 
resting to  our  nautical  readers  to  state,  that  the  Medea  has  three  masts, — the  foremast  being 
rigged  nearly  as  that  of  a brigantine ; the  mainmast  and  mizenmast  having  each  a lower 
gaff  sail  and  gaff-topsail ; the  arrangement  of  the  standing  and  running  rigging  being  so 
adapted,  that  the  upper  masts,  yards,  &c.,  may  be  lowered  to  the  deck  with  the  greatest 
facility,  and  again  reinstated  with  little  labour, — thus  affording  the  least  possible  resistance 
when  steaming  head  to  wind,  aud  yet  spreading  a large  quantity  of  canvas,  when  under  sail, 
and  all  the  gear  in  its  place. 

The  armament  consists  of  two  guns  of  great  calibre,  capable  of  carrying  heavy  shot  fur- 
ther than  the  range  of  the  largest  guns  in  use  in  sailing  ships  of  war,  and  also  calculated 
to  throw  shells : besides  these  heavy  pieces  of  ordnance,  which  are  mounted  on  pivots, 
one  before  the  foremast,  and  the  other  abaft  the  mizenmast,  she  has  less  guns  of  con- 
siderable weight,  intended  to  be  “ transported”  about  the  deck  as  occasion  may  require, 
with  a full  proportion  of  small  arms  for  a crew  of  120  men,  for  the  purpose  of  repelling 
hoarders,  should  unforeseen  and  improbable  circumstances  place  her  in  close  contact  with  a 
heavy  vessel  of  war, — the  obvious  tactics  of  a war  steamer  being  to  keep  out  of  range  of  an 
enemy’s  guns,  which  she  may  always  do  by  maintaining  a position  in  the  wind's  eye  of  an 
opponent,  and  assailing  her  adversary  with  very  little  chance  of  receiving  any  damage  in 
return, — a good  steamer  having  no  difficulty  in  keeping  to  windward  of  the  best  sailing  ships, 
even  in  strong  winds:  and  it  is  quite  evident  that  in  a calm  the  steam  vessel  may  take  any 
position  she  pleases. 

By  the  seaman  this  will  be  well  understood  and  admitted  ; but  we  may  be  excused  in 
digressing  to  inform  those  less  acquainted  with  nautical  affairs,  that,  during  the  late  wars, 
particularly  in  the  Baltic  and  Straits  of  Gibraltar,  much  serious  damage  was  done  to  some  of 
our  largest  ships  of  war  by  the  attacks  of  gun-boats  during  calms  ; and  the  writer  of  this 
article  was  once  in  a corvette,  mounting  eighteen  guns,  that  was  assailed,  in  a moderate 
breeze,  by  a small  schooner  with  only  one  long  gun,  which  vessel  being  enabled  by  her  supe- 
rior sailing  to  keep  out  of  range  of  the  corvette’s  carronades,  maintained  for  some  hours  a most 
destructive  action,  in  which  the  latter  lost  a lieutenant  and  twelve  seamen,  without  having  the 
power  of  inflicting  the  slightest  punishment  on  her  pigmy  and  audacious  opponent. 

Previous  to  entering  into  any  particulars  connected  with  the  performance  of  the  Medea,  we 
shall  give  the  dimensions  of  the  ship  and  engines,  together  with  the  immersion  or  draught 
of  water,  the  proportion  of  fuel  carried  and  consumed  in  given  times  and  distances,  and  such 
other  facts  as  appear  to  have  reference  thereto. 
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200  tons. 
35  „ 
40  „ 
45  „ 


Dimensions  of  H.  M.  Steam  Frigate  Medea. 

F«t.  lnchn. 

Length  extreme 206 

,,  between  perpendiculars 179  *4* 

„ of  keel  for  tonnage 157  0} 

Breadth  extreme  over  paddle  boxes 46 

M „ inside  31  11 

„ ,,  including  sponsons 42 

Burthen,  old  measurement,  835  tons. 

„ new  „ 807  ,,  . 

Breadth  of  engine  room,  including  boilers,  but  exclusive  of  coal  bunkers  . . 22 

Length  of  engine  room,  including  boilers 619 

Quantity  of  coals  stowed  in  the  bunkers  within  this  length  . 200  tons. 

„ ,,  ,,  in  coal  room  forward  . . • 35  „ 

„ „ i*  n aft  ....  40  „ 

bags  on  orlop  docks  . . . . 45  „ 

With  the  armament  complete,  320  tons  of  coal,  18  tons  of  water,  and  three 
months*  provisions  for  120  men,  the  immersion  is,  forward  . . . . 13  10 

„ „ ,f  „ abaft  . . . . 14  6 

The  upper  part  of  the  boilers  are  then  above  water  line 2 6 

The  upper  part  of  the  steam  chest  is  ,,  ,,  ,,  . • . . .69 

The  centre  of  paddle  shaft  is  6 7 

The  summit  of  the  water  in  boilers  is  ,,  „ „ . . . . .09 

The  dip  of  the  paddle  floats  with  the  above  immersion  is  ....  5 8 

The  Engines  and  Boilers. 

Power,  220  horse. 

Diameter  of  cylinder 4 6 

Length  of  stroke  . 50 

Diameter  of  the  wheels 24  6 

Length  of  the  paddle  boards  o ?J 

Breadth  „ ,,  ..46 

Minor  diameter  of  elliptical  funnel 4 

Length  of  funnel  above  the  deck 32 

Weight  of  the  engines 165  tons. 

» » n boilers 35  „ 

,,  »»  >»  water  required  in  boilers 45  „ 

„ „ good  water  distilled  daily  from  cylinder  jackets  or  casings  . 4 „ 

Maximum  number  of  revolutions  made  by  the  engines  per  minute,  22. 

Average  consumption  of  good  coal  for  each  horse  power  per  hour,  8 lb®. 1 

„ „ ,,  per  day,  working  at  full  power,  18  tons  17  cwt. 

Number  of  days’  coal  carried  in  the  vessel,  with  the  armament  on  board,  supposing  her  work- 
ing at  full  power  the  whole  time,  17. 

1 With  the  best  coal  7 lb.  per  hone  power  each  hour,  was  sufficient. 
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Expence  in  money,  (English  prices,)  of  coals  and  engine  stores,  (say  tallow,  Sec.)  £.  s.  d. 

24  hours’  steaming  16  12 

ii  ii  „ „ I,  per  mile,  about  • 1 7$ 

,i  ii  (Malta  prices,)1  „ ,,  24  hours  . . 24  10 

i>  n M i,  i,  per  mile,  about  . 2 4} 

Rate  of  steaming,  with  320  tons  of  coal  and  war  equipment  on  board,  in  a calm,  8 J knots  per  hour. 
ii  ii  when  lightened  by  the  expenditure  of  one-third  the  fuel  9}  „ „ 

ti  »i  ,i  I,  of  two-thirds  „ 10  „ ,, 

She  will  therefore  go  at  8$  knots  an  hour  about  1190 
ii  ii  at  9 knots  an  hour  „ 1*268 

ii  n at  10  knots  an  hour  ,,  1360 


Thus  accomplishing  the  distance  of  3808  knots,  or  geographical  miles. 

Each  rate  being  attained  by  a gradual  progression,  as  the  ship  lightens  from  the  expenditure 
of  coals,  and  as  the  latter  part  of  the  distance  may  be  at  a speed  even  above  ten  knots ; some 
addition  should  be  made  to  the  gross  amount  above  stated  : it  must  however  be  observed, 
that  the  experiments  from  which  the  foregoing  data  are  taken,  were  all  made  in  calm 
weather ; but,  as  the  consumption  of  fuel  is  by  a judicious  arrangement  of  the  dampers,  and 
by  slackening  the  fires,  considerably  lessened  as  the  speed  is  diminished  from  the  violence  of 
the  wind  or  sea,  we  may  safely  state,  that  the  Medea  is  competent  to  undertake  any  voyage 
of  at  least  3000  miles,  except  a westerly  passage  across  the  North  Atlantic  in  the  winter 
season ; at  which  period  of  the  year  the  ocean  between  England  and  America  is  swept  with 
scarce  an  intermission  by  violent  westerly  gales,  creating  waves  which,  even  supposing  the 
temporary  cessation  of  the  wind,  must  oppose  an  effectual  barrier  to  the  favourable  operations 
of  any  steamer.  Wc  by  no  means  presume  to  state  that  the  voyage  cannot  be  made,  or  these 
difficulties  safely  overcome,  by  a powerful  vessel  with  a large  supply  of  fuel ; but  her  progress 
at  times  must  be  very  slow ; and  though,  no  doubt,  in  such  a case  she  might  cross  the 
Atlantic  in  much  less  time  than  a sailing  ship  under  similar  circumstances,  it  would  be  at  a 
speed  far  below  the  usual  rate  of  steaming  voyages. 

It  is  proper  to  state,  with  reference  to  the  coal  carried  by  the  Medea,  that  the  weight  of 
the  armament  and  war  materiel  is  quite  equal  to  60  tons,  and  consequently,  that  if  disarmed, 
she  could  carry  fuel  without  being  further  immersed  in  the  water,  or  her  progress  thereby 
impeded,  sufficient  for  a voyage  the  extent  of  which  may  be  at  least  600  miles  more  than  the 
distance  before  stated  : she  might  therefore  be  sent  to  the  West  Indies  with  despatches,  or 
even  troops,  at  a few  hours’  notice,  almost  with  a certainty  of  reaching  Barbadoes,  or  any 
other  of  the  windward  islands,  in  nineteen,  or  at  most  twenty,  days,  under  the  average 
circumstances  of  weather  usually  experienced  in  that  voyage. 


Speed  of  the  Medea  with  the  wheels  detached  from  the  engine,  and  revolving  by  the  reaction 
of  the  water  as  the  ship  is  impelled  by  the  influence  of  the  wind  on  her  sails. 

Blowing  strong,  smooth  water,  close  hauled  '•  within  ” 6 points  . . 8|  knots 

Blowing  strong  wind  on  the  quarter 1I|  „ 

1 Including  cost  of  conveyance  to,  and  stoppage  at,  Malta. 


Digitized  by  Google 


APPENDIX. 


m 


Before  entering  into  any  particulars  of  this  vessel's  service,  from  the  time  she  was  first 
commissioned  in  February,  1834,  until  she  was  dismantled  in  October,  1837,  we  think  it 
important  to  state,  that  during  the  three  years  of  this  time  which  were  spent  in  the  Medi- 
terranean, neither  the  engines  nor  boilers  underwent  any  other  repairs  than  such  slight  work  as 
was  effected  by  the  engineers  of  the  ship,  without  any  extraneous  assistance  whatever : and 
moreover,  that  on  her  being  paid  oft’,  as  before  referred  to,  (having  been  in  commission  rather 
a longer  time  than  is  usual  for  ships  of  war  in  peace.)  the  machinery  and  boilers  were  found  in 
6uch  excellent  condition  as  to  require  very  little  refitting, — a circumstance  not  less  creditable 
to  the  original  constructors  than  to  the  engineers  on  board,  and  to  the  able  system  and 
management  of  the  commander  and  officers,  who  thus  maintained  the  vessel  on  a distant 
station  for  a long  space  of  time  always  ready,  and  frequently  performing  important  services, 
though  left  entirely  to  their  own  resources. 

During  the  early  part  and  summer  of  1834,  she  was  principally  employed  on  various  duties 
on  the  coast  of  England,  and  in  performing  one  voyage  to  Bilboa  ami  Corunna.  On  the  5th 
of  October  of  that  year  the  Medea  left  Plymouth  to  join  the  squadron  in  the  Levant,  and 
accomplished  the  voyage  out  to  Malta  in  ten  days  and  five  hours,  the  wind  being  generally 
contrary  during  the  passage,  and  for  two  days  having  to  contend  against  a fresh  gale  ahead, 
— the  other  eight  days  being  for  the  most  part  moderate.  On  this  occasion  five  hours  were 
lost  by  a stoppage  to  effect  certain  adjustments  in  the  engines  and  boilers,  and  two  hours  from 
circumstances  unconnected  with  the  engines  or  vessel.  The  distance  of  2100  miles  from  Ply- 
mouth to  Malta  was  thus  effected  at  the  average  rate  of  8*82  geographical  miles  per  hour, 
under  circumstances  by  no  means  favourable,  the  ship  having  coals  enough  on  board  at  the 
termination  of  this  run  for  a voyage  of  1000  miles  additional ; fully  corroborating  the  state- 
ment we  have  before  made,  of  her  ability,  with  a full  armament  on  board,  to  steam  at  least 
3000  miles  under  ordinary  circumstances  without  any  additional  supply  of  fuel. 

After  completing  the  coal  at  Malta,  the  Medea  proceeded  to  join  the  fieet  under  Sir  Josias 
Rowley,  then  assembled  at  Vourla  Bay,  in  the  neighbourhood  of  Smyrna,  and  at  once  took 
her  place  as  a cruizing  ship  in  the  squadron,  performing  under  sail  all  the  evolutions  usual  to 
ships  of  war,  either  when  proceeding  from  place  to  place,  or  cruizing,  and  maintaining  a posi- 
tion as  in  front  of  an  enemy's  port.  To  effect  this  object,  and  yet  to  enable  the  vessel  to 
resume  her  service  as  a steamer  at  short  notice,  it  became  necessary  that  the  engineers  and 
their  assistants  should  be  well  exercised  in  the  duty  of  connecting,  and  detaching  the  paddle- 
shaft,  in  order  that  the  wheels  should  be  free  to  revolve  when  the  ship  was  under  the  influence 
of  sail  alone,  and  speedily  rc-attached  if  necessary.  The  particular  arrangement  by  which 
the  cranks  are  united  to  the  machinery  in  the  engines  constructed  by  Messrs.  Maudslay  and 
Field,  rendered  this  operation  more  facile  than  where  a different  modification  is  adapted  ; 
and  after  some  practice  on  board  the  Medea,  it  was  found,  that  the  wheels  could  be  detached 
uuder  favourable  circumstances  in  five  minutes,  and  united  again  to  the  engines  in  a scarcely 
longer  time. 

We  should  however  observe,  with  reference  to  this  part  of  our  subject,  that  the  wheels 
with  the  paddle-boards  in  place,  mugt  tend  in  a great  degree,  in  light  winds  particularly, 
to  lessen  the  speed  at  which  the  vessel  would  attain  under  canvas,  if  the  boards  were  displaced, 
besides  effecting  the  concomitant  evil  of  considerable  wear,  and  consequent  deterioration, 
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more  especially  to  the  machinery  of  the  vertical  paddle;  and  although  the  experiment 
of  this  vessel  fully  proved,  that  the  resistance  which  the  paddle-boards  afforded,  did  not  prevent 
her  from  keeping  company  with  the  squadron,  and,  in  some  instances  beating  them,  yet  it  is 
evident,  in  making  long  passages  under  sail,  that  it  is  desirable  at  least  the  lower  float 
boards  should  be  removed  ; and  we  have  the  authority  of  Captain  Ramsay, 1 late  commanding 
Her  Majesty's  steam  vessel  Dee,  (which  vessel  is  fitted  with  tho  old  radial  wheel,)  for  stating, 
that  41  in  common  weather  the  paddle-boards  could  be  shipped  in  about  an  hour,  and  un- 
shipped or  detached  in  half  that  time.”  It  was  found  in  the  Dee  that  under  canvas,  with 
the  paddle-boards  removed,  her  best  point  of  sailing,  as  compared  with  other  ships,  was  during 
light  winds ; whereas  in  the  case  of  the  Medea,  with  the  boards  in  place,  the  velo- 
city of  the  ship  in  very  light  airs,  being  insufficient  to  overcome  the  friction  of  the  wheels, 
they  did  not  revolve,  and  consequently  in  most  such  instances,  she  was  in  the  rear  of 
the  squadron. 

We  have  no  reason  to  believe,  that  the  floats  of  Mr.  Morgan’s  vertically  acting  paddle  require 
a very  much  longer  time  for  removal,  than  those  of  the  old  construction ; although  it  is  proper 
to  observe,  that,  if  removed,  the  heavy  iron  work  composing  the  revolving  apparatus  would 
oppose  a greater  resistance  to  the  ship’s  progress,  than  the  naked  framing  of  the  radial 
wheel.  Still  as  the  Medea’s  disparity  of  rate  was  so  small  with  the  boards  in  place,  it  is 
most  probable  that  if  they  had  been  removed,  she  would  have  been  quite  as  equal  to  sailing 
ships  in  light  airs,  as  she  evidently  was,  (even  with  their  obstruction,)  in  fresh  winds.  And 
as  the  steam  could  nover  be  raised  from  cold  water  in  so  short  a time  as  that  stated  by 
Captain  Ramsay,  to  be  occupied  iu  unshipping  the  paddle- boards,  we  might  from  these 
premises  come  to  the  conclusion,  that  in  all  cases  when  a steam  vessel  is  required  to  act 
under  sail,  the  paddles  ought  to  be  removed.  We  are,  however,  very  doubtful,  that  it  would 
be  proper  to  establish  this  as  a general  rule  under  all  circumstances,  particularly  when  the 
service  of  the  ship  is  such  that  she  may  be  required,  at  the  shortest  possible  notice,  to  resume 
her  steaming  duties,  it  must  be  quite  obvious  to  the  seaman,  that  cases  may  occur  in  which 
it  would  be  extremely  difficult,  if  not  absolutely  impossible,  to  re-attach  the  boaids  ; and 
whenever  the  ship  has  any  considerable  motion  from  the  waves,  it  mnst  always  be  done  at 
some  degree  of  risk  to  the  men  employed  on  the  duty  ; whereas,  under  similar  circumstances, 
the  wheels  can  always  be  connected  with  the  engine,  in  less  time  than  would  be  occupied  iu 
getting  up  the  steam. 

As  the  vertical  paddle  is  more  effectual  in  propelling,  so  also  it  does  not  offer  so  much 
resistance  when  revolving  freely  in  the  water,  being  easily  set  in  motion  when  the  ship’s 
movement,  under  the  influence  of  the  wind,  opposes  its  surface  to  the  fluid.  As  the  ad- 
vantages, therefore,  of  detaching  the  boards  from  these  wheels,  is  less  than  in  the  old  ones, 
and  the  difficulties  of  doing  so  (though  in  a very  slight  degree)  greater/  the  propriety  of 
their  removal  in  alt  cases  becomes  more  doubtful ; and  we  are  quite  sure  that  the  plan  would 

1 Vida  Nautical  Magazine,  Jan.  IH30,  page  49. 

* Captain  Ramsay  states,  in  the  paper  above  referred  to,  tliat  “ the  Medea,  having  Morgan’*  wheels,  the  removal 
of  the  puddle-boards  was  almost  out  of  the  question,  as  the  iron  work  left  would  h»Tc  produced  nearly  as  much 
resistance.”  We  are  induced  to  attribute  his  objection  as  much  to  the  difficulty  he  conceives  attendant  an  thrir 
removal,  as  to  the  resistance  the  iron  work  affords ; it  being  quite  evident,  that  as  the  iron  work  cannot  obstruct  the 
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have  been  adopted  in  the  Medea,  had  its  benefits  been  commensurate  with  the  in- 
convenience. 

The  first  trial  of  sailing  after  the  Medea  joined  the  squadron  was  on  the  3rd  of 
November,  in  company  with  Her  Majesty’s  ships  Scout,  Childers,  and  Columbine.  These 
vessels  being  ordered  on  some  detached  service,  it  was  considered  a good  opportunity,  as  the 
wind  blew  directly  into  the  Boy  of  Smyrna,  lor  the  steamer  to  teat  her  qualities  of  “ beating" 
to  windward  with  such  fast-sailing  ships;  and  we  accordingly  find  that,  although  labouring 
under  all  the  disadvantages  of  a first  experiment,  which  the  seamen  will  not  fully  appreciate, 
she  was,  with  wheels  revolving  loosely  in  the  water,  nearly  equal  to  both  the  first-named 
vessels,  and  only  beaten  in  any  very  decided  degree  by  the  Columbine,  built  by  Sir  William 
Symonda,  the  present  Surveyor  of  the  Navy.  Having  gained  the  outside  of  the  bay,  the  ships 
proceeded  towards  their  destination,  and  the  Medea  remained  for  some  hours  exercising  the 
crew,  in  performing  the  evolution  of1'  tacking,"  and  in  developing  such  modifications  as  might 
be  applicable  in  the  performance  of  her  duties  as  a sailing  ship  of  war,  of  which  she  had 
hitherto  had  no  practice.  It  was  ascertained  that,  with  the  moderate  breeze  then  blowing, 
she  made  nearly  a straight  course  at  five  points  from  the  wind,  and  meeting  with  two  Greek 
polaccas,  well  known  to  be  fast  vessels,  she  joined  company,  beat  them  both  “ on  a wind," 
and  returned  to  the  anchorage  at  Vourla. 

Several  trials  of  sailing  were  afterwards  made  in  company  with  the  squadron,  and  on  the 
‘20th  of  November  and  Kith  of  December  the  Medea  beat  through  the  narrow  entrance  of 
Smyrna  harbour,  against  a strong  wind  in  both  cases  ; in  the  first  instance  alone,  and  on  the 
second  occasion,  in  company  with  Her  Majesty’s  ships  Beacon  and  Mastiff,  both  of  which  she 
considerably  outsailed,  and  “ weathered"  upon. 

On  the  8th  of  January,  1835,  the  whole  squadron  left  Vourla,  and  gained  the  open  sea  by 
41  tacking”  out  of  the  bay,  and  on  that  day  the  following  entry  appears  in  the  steamer’s 
log-book  : — “Tacked  occasionally — find  we  both  1 weather’  and  4 fore-reach  ’ on  every  ship  in 
the  squadron,"  the  wind  at  the  time  being  moderate.  During  the  passage  to  Malta  it  was 
thought  necessary,  in  order  to  preserve  her  exact  position  in  the  order  of  sailing,  in  light 
winds  particularly,  to  use  the  steam  from  one  boiler,  with  one  wheel  occasionally.  The 
connecting  and  disconnecting  of  the  paddle-shaft  with  the  machinery  occupied  in  no 
instance  more  than  twenty  minutes,  and  on  some  occasions  as  little  as  five ; the  expense  of 
coal  when  at  work  being  somewhat  less  than  three  bushels  an  hour,  and  while  the  fires  wen* 
“ banked  up,"  (i.  e.  sufficient  fire  retained  under  the  boiler  to  keep  the  water  nearly  at  boiling 
heat,  ready  to  generate  steam  at  short  notice,)  half  a bushel  per  hour  sufficed.  The  whole 
quantity  of  coals  expended  during  this  voyage  of  eleven  days  was  sixteen  tons,  about  one- 
third  of  which  quantity  was  used  in  keeping  the  water  warm  while  the  steam  was  not  in 
ope  ration. 

(hip's  pcogran,  so  much  a*  the  boards  would  do,  their  being  displaced  must  therefore,  to  a certain  extent,  be 
beneficial ; yet  it  ti  but  fair  to  state,  on  the  authority  of  Mr.  Morgan,  that  44  it  will  occupy  ubout  the  same  time 
for  the  removal  of  each  board  front  the  patent  wheel,  as  ihe  common  one ; and  as  the  patent  wheel  has  fewer  paddles, 
they  can  of  course  be  sooner  removed.”  To  the  above  we  may  add  the  opinion  of  Captain  Austen  : “ The  radius  rods 
and  principal  working  machinery  of  Morgan's  wheel  may  be  displaced  or  reinstated  with  great  ease  in  which  case 
live  Imre  skeleton  would  afford  less  resistance  than  the  naked  framing  of  the  common  wheel. 


Digitized  by  Google 


MEMOIR  OF  HER  MAJESTY’S  STEAM  SHIP  THE  MEDEA. 


89 


It  was  found  that  in  adopting  this  clever  expedient  of  working  only  one  wheel  with  such  an 
insignificant  expenditure  of  fuel,  very  little  inclination  of  the  helm  was  required  to  preserve 
the  line  of  the  ship's  course.  In  steady  breezes  on  this  passage  she  frequently,  under  sail 
alone,  beat  the  large  ships  “on  a wind  aud  during  a moderate  gale  on  the  “quarter." 
without  any  assistance  from  the  steam,  she  averaged  ten  knots  for  twenty-four  successive 
hours,  the  only  vessel  having  an  advantage  over  her  being  the  Columbine,  which  ship 
out-sailed  her  in  a slight  degree.  On  arriving  near  Malta  on  the  J 8th  of  January,  the  fleet 
were  becalmed  about  ten  or  twelve  miles  from  the  port,  when  the  Medea,  having  “got  the 
steam  up,"  took  the  ships  successively  in  tow  and  brought  them  into  the  harbour,  towing  the 
Caledonia  at  the  rate  of  three  and  u half,  and  the  two-decked  ships  four  miles  an  hour,  the 
speed  being  much  impeded  by  a heavy  north-west  swell.  We  may  here  slate  that  in  a calm, 
with  smooth  water,  the  Medea  could  tow  a line-of-battle  ship  at  the  rate  of  six  miles  an  hour; 
but  the  influence  of  the  slightest  wave  on  the  hull  of  a large  ship  caused  a more  than 
corresponding  diminution  of  progress. 

The  squadron  now  remained  at  Malta  until  the  8th  of  February,  when  intelligence  arrived 
from  the  Levant  of  such  a nature  as  to  render  it  expedient  that  the  fleet  should  forthwith 
proceed  to  sea.  The  wind,  which  had  been  violent  from  the  north-east,  was  still  blowing 
freshly  up  the  harbour,  and  the  heavy  swell,  which,  rolling  in  from  the  Mediterranean,  spread 
over  the  whole  surface  of  the  narrow  entrance,  rendered  it  impracticable  for  the  ships  to 
“ beat"  through.  Thus  if  an  enemy’s  force  had  been  outside  the  port,  it  would  have  been 
impossible  for  the  most  able  officer  or  skilful  tactician  to  have  suggested  Rnv  means  by  which 
the  British  fleet  could  huve  been  extricated  from  their  land-locked  position,  and  they  must  of 
necessity  have  been  idle  spectators  of  uny  devastation,  which  a squadron,  possibly  of  inferior  force, 
■night  have  been  committing  outside  the  harbour.  Here  theu  an  important  case  occurred,  in 
which  was  to  be  proved  how  far  the  agency  of  steam  would  be  effectual,  in  rendering 
assistance  to  large  ships  of  war  under  sonic  of  those  peculiar  circumstances,  to  which,  by 
casualties,  or  the  nature  of  their  service,  they  are  not  unfrequcnlly  exposed. 

It  was  nothing  new  for  steam-vessels  to  tow  ships  in  and  out  of  port  under  ordinary 
circumstances,  and  most  naval  officers  had  contemplated  the  advantages  that  a fleet  would 
derive  in  a general  action,  from  the  co-operation  of  a few  steamers  ; still  it  was  doubtful  if  it 
would  be  possible  to  tow  a first-rate  ship  against  any  considerable  force  of  wind  and  wave,  or 
that  it  would  have  been  in  the  power  of  any  steam-vessels  to  have  prevented  the  calamitous 
wrecks  which  occurred  after  the  battle  of  Trafalgar.  The  facts,  however,  wc  have  now  to  state 
fully  prove  that,  had  three  or  four  such  ships  as  the  Medea  been  attached  to  Lord  Nelson's 
fleet,  most  of  those  prizes  which  in  their  dismantled  state  were  either  wrecked  in  the  neighbour- 
hood of  Cadiz,  or  recaptured  by  drifting  within  its  bay,  would  have  reached  a British  port  as 
proud  trophies  of  that  eventful  day.  All  required  was  the  removal  of  ihe  disabled  bulks  to 
such  a distance  from  the  land  as  to  place  them  in  safety  during  a temporary  refitment,  and  to 
afford  time  for  rigging  jury-masts,  &c. ; which  service  might  therefore  have  been  effectually 
rendered  to  three  or  four  ships  successively,  by  one  steamer. 

In  thus  referring  to  the  co-operation  of  steam-vessels  in  a sea-fight,  we  have  supposed  them 
to  be  kept  aloof  during  the  action,  prepared  only  to  give  assistance  afterwards,  either  by 
securing  prizes  or  rendering  aid  to  disabled  ships  ; but  the  history  of  our  naval  warfare  affords 
many  instances  in  which  the  presence  of  a few  steamers  might  have  changed  the  whole  tide 
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of  battle, — for  instance  in  light  winds,  as  in  the  action  of  Trafalgar, — by  bringing  up  the 
sternniost  vessels  of  the  fleet,  or  afterwards,  during  the  contuiuauce  of  the  engagement, 
removing  a disabled  ship  from  a perilous  position.  Thus  had  a steamer  been  lashed  alongside 
the  Prince,  of  98  guns,  she  might  have  been  brought  up  to  the  fight,  in  which  she  could, 
from  the  lightness  of  the  wind,  unfortunately  take  but  little  part ; and  the  same  facility  being 
rendered  to  the  other  stemmost  ships,  they  might,  in  a greater  degree,  have  participated  in  that 
glorious  day,  whilst  the  steamer,  being  sheltered  by  the  larger  hull  of  a line-of- battle  ship, 
would  have  been  in  little  danger.  The  statement  we  have  thus  made,  however,  includes  but 
a small  portion  of  the  beneficial  co-operation  of  steam  power  in  such  instances ; and  it  would 
be  foreign  to  our  purpose  to  enter  upon  the  subject  at  large  ; although  we  are  induced  to 
allude  to  the  case  of  the  Belleisle  and  Bellerophon  in  that  great  sea-fight,  particularly  ’the 
funner  vessel,  which,  after  she  was  dismasted,  lay  an  unmanageable  log  upon  the  water,  for 
some  time  exposed  to  the  attack  of  four  ships,  each  her  superior  in  force ; and  though,  in  the 
service  of  extricating  this  ship  from  the  position  in  which  she  was  so  nobly  defended,  the 
steamer  would  have  been  in  a situation  of  greater  peril,  yet  the  intrepidity  of  British  seamen 
would  not  have  failed  to  accomplish  it. 

The  squadron,  assembled  at  Malta  on  the  8th  of  February,  and  which  it  was  deemed 
necessary  should  at  once  proceed  to  sea,  consisted  of  one  first-rate  and  five  eighty-gun  ships. 
The  Medea,  having  been  rapidly  prepared  and  the  steam  “ raised,’’  was  attached  to  the 
Caledonia  of  120  guns,  and  the  ship  cast  loose  from  her  moorings  : the  sea  at  this  time  was 
beating  nearly  over  the  turreted  battlements  of  Si.  Elmo,  and  throwiug  its  spray  into  the 
opposite  fortress  of  Ricassoli ; while  further  up  the  harbour  the  half-spent  surge  rolled  into  the 
embrasures  of  the  low  batteries  of  St.  Angelo,  causing  the  ships  to  ride  uneasy  even  at  their 
secure  and  sheltered  moorings.  Expectation  was  raised  to  its  highest  pitch,  and  the  enthusiastic 
population  of  La  Valette  flocked  to  its  ramparts  as  they  were  wont  to  do,  when,  in  the  olden 
time,  the  proud  soldiers  of  the  Cross  proceeded  forth  in  their  galleys,  arrayed  in  all  the  panoply 
of  war,  to  chastise  the  marauding  infidel.  Many  were  the  doubts  raised  as  to  the  possibility  of 
the  Medea  towing  this  immense  fabric  against  the  fresh  wind  and  beating  sea  which  opposed 
her  egress,  particularly  when,  on  reaching  the  narrow  part  of  the  entrance,  the  Caledonia  was 
seen  to  pitch  heavily,  as  she  encountered  the  full  force  of  the  wave,  which  rolled  in  from  the 
open  Mediterranean.  Still  they  kept  on  at  a rate  nerer  less  than  two  miles  and  a half  an 
hour;  and  in  seventy  minutes  from  the  time  that  this  heavy  vessel  was  loosened  from  her 
moorings,  the  steamer  east  ofF,  and,  having  thus  left  her  sufficiently  distant  from  the  land  to 
be  safely  navigated  under  sail,  returned  into  harbour  for  another  ship.  In  this  manner  all 
the  fleet  were  taken  out,  the  whole  being  effected  in  four  hours  and  ten  minutes,  after  which 
the  fires  were  extinguished  on  board  the  Medea,  and  she  pursued  her  course  as  a sailing 
vessel  in  company  with  the  squadron ; the  whole  cost  of  coals  and  other  engine  stores 
expended  on  this  occasion  amounting  only  to  £3.  6s.1 


• Although  it  b notour  purport  to  give  a history  of  ihc  Government  steam  marine,  we  are  induced  to  record  another 
instance  in  which  the  efficiency  of  an  Admiralty  steamer  was  fully  tested. 

In  March,  1832,  on  the  first  alarm  of  cholera  in  tins  country,  the  transport-ship,  William  Forbes,  of  600  Ions,  left  the 
river  with  convicts  to  ptorecd  to  New  South  Wales,  and  put  into  Plymouth  Sound,  id  consequence  of  some  cases  of 
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The  ship*  now  proceeded  toward*  Voiirla,  where  they  arrived  on  the  14th  of  February, 
the  steam  not  being  used  on  board  the  Medea  during  the  passage,  she  having  sailed 
186  miles  in  one  day,  for  19  hours  of  which  a straight  course  was  made  within  6 points  from 
the  wind. 

It  is  worthy  of  observation,  that  on  the  crew  becoming  expert  in  “ working  ’*  the  ship,  and 
as  the  various  modifications  incidental  to  her  new  character  as  a sailing  ship  were  adopted  by 
the  skill  of  the  commander  and  officers,  she  improved  in  ull  points ; and  thus  we  find,  on  this, 
her  second  passage  of  any  length  with  the  sailing  ships,  it  was  not  found  necessary  to  light 
the  fires  at  all,  although  they  met  with  every  variety  of  weather  from  a calm  to  near  a gale, 
and  contrary  as  well  os  fair  winds  were  experienced. 

During  the  return  voyage  with  the  admiral  to  Malta,  which  occupied  from  the  7th  to  the 
20th  of  March,  an  attempt  was  made  to  navigate  the  ship  with  the  lower  paddles  removed, 
without  unconnecting  the  shaft ; and  in  light  winds  some  advantage  was  perceptible.  They  were, 
however,  re-attached  before  the  end  of  the  passugc,  and  the  wheels  allowed  to  revolve  as 
heretofore. 

On  the  12th  of  May  the  fleet  again  left  Malta  and  proceeded  to  Sulamis.  During  the  light 
winds  that  occurred  on  this  route,  the  Medea  was  not  able  to  keep  up  with  the  sailing  ships, 
and  at  times  lost  sight  of  them,  the  “way  ” of  the  vessel  being  insufficient  in  several  instances, 
from  the  faintness  of  the  wind,  to  cause  the  revolution  of  the  wheels.  On  this  occasion,  as  also 
on  many  others,  she  went  to  sea  with  her  full  complement  of  coals  and  stores  on  board,  and 
was  consequently  much  immersed  in  the  water,  which  would  considerably  influence  her 
sailing  qualities,  particularly  in  light  winds.  It  appears  that  her  best  sailing  trim  was,  (as  in 
the  trial  of  the  6th  July,  1837,  to  which  we  shall  afterwards  refer,)  when  about  100  tons 
short;  and  if  we  consider  how  easily  this  or  even  a much  larger  quantity  of  coals  would, 
without  inconvenience,  be  carried  in  bags  distributed  among  the  large  ships  of  a squadron,  it 
will  hardly  be  said  she  is  unable  to  accompany  a fleet  on  distant  service  without  using  steam. 
Thus,  for  instance,  she  certainly  might  have  attended  Lord  Nelson  on  his  celebrated  chase  to 

that  epidemic  appearing  on  board.  Immediately  on  the  arrival  of  the  ship  being  known,  she  was  ordered  by  the 
authorities  to  proem!  to  the  I mart  l to  either  at  Standgate  Creek  or  Milford,  it  being  contrary  to  law,  for  any  vessel 
having  a malignant  disease  on  board,  10  remain  in  a poet  unprovided  with  such  an  establishment.  The  wind  was 
blowing  so  strong  from  the  south-west,  and  causing  such  a high  too,  that  it  was  impossible  for  the  ship  to  “ heat  "out 
of  the  Sound  for  the  puqrose  of  proceeding  to  either  of  die  above-mentioned  places  ; but  the  inhabitants  of  the  town 
and  neighbourhood  were  so  much  alarmed  that  the  pon-admlral  was  requested  to  afTonl  a steamer,  in  order  that,  if 
possible,  she  might  be  towed  to  sea,  though  the  force  of  the  wind  and  wavrs  rendered  die  experiment  extremely 
doubtful.  The  only  government  steam-vessel  at  that  time  in  Plymouth  harbour  was  the  Firebrand,  a new  Medi- 
terranean packet;  and  although  this  vessel  was  at  the  time  undergoing  9ome  refitment  at  the  dock-yard,  the  case  was 
considered  of  such  importance,  that  she  was  immediately  prepared  for  servirr,  the  fires  were  lighted,  and  in  a very  short 
time  she  was  anchored  in  the  Sound  about  half  a cables’  length  a-head  of  tire  transport’s  buoy,  the  sea  at  that  time 
making  a fair  breach  over  the  bows  of  tho  latter  vessel.  The  steamer  having  been  veered  tolerably  near  to  the  ship, 
proper  ropes  were  attached,  and  the  paddles  being  set  in  motion,  she  was  thus  assisted  up  to  her  anchor  ; both  vessel* 
weighed  at  the  same  time,  and  though  the  progress  was  at  first  so  slow  that  ncor  an  hour  ebpaed  before  the  breakwater 
was  passed,  yet  in  little  more  than  four  hours  the  ship  was  towed  a sufficient  distance  from  the  land  to  enable  her  to 
prosecute  her  voyage  under  sail  alone,  and  the  steamer  returned  into  port.  It  is  proper  to  stale  that  the  Firebrand  is 
a vessel  of  550  tons,  and  had  at  that  time  engines  of  only  140  horse  power,  constructed  by  the  Butter  ly  Company, 
and  was  then  fitted  with  the  old  radial  wheel,  which  is  certainly  not  so  well  odupicd  for  lowing  ship  as  the  verti- 
cally-acting paddle  invented  by  Mr.  Morgan. 
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and  from  the  West  Indies  without  occasioning  any  delay,  and  would  always  have  been  ready,  at 
short  notice,  to  have  been  detached  to  the  distance  of  at  least  3000  miles,  and  have 
required  only  an  hour  and  a half's  preparation,  to  render  her  powerful  assistance  on  the  day 
of  battle. 

On  the  28th  of  May  the  Medea  went  into  the  Pirmus,  received  the  King  of  Greece  on  board, 
and  conveyed  him  to  the  French,  Russian,  and  English  squadrons,  then  at  anchor  in  the 
Gulf  of  Salami*,  returned  with  his  Majesty  to  the  Pi  rams,  and  again  rejoined  the  admiral, 
with  whom  and  the  rest  of  the  ships  she  proceeded  on  the  6th  of  June  to  Naussa,  in  the  island 
of  Paros,  and  on  this  occasion  beat  most  of  the  squadron. 

After  cruizing  for  about  a month  in  the  Archipelago  and  visiting  many  of  the  islands,  the 
steamer  was  detached  on  the  1st  of  July  to  Zante,  with  despatches.  When  the  signal  was  made 
to  the  Medea,  at5h.30m.  p.m.,  “prepare  to  steam,"  she  was  carrying  a press  of  sail  going  eight 
knots.  The  fires  were  lighted,  and  the  ship  still  kept  on  her  course  until  6h.  65m.,  when  she 
was  hove-to,  the  wheels  connected  in  17  minutes,  and  the  engine  “ put  on  ” at  full  power. 
Here,  then,  is  an  instance  fully  corroborating  what  we  have  before  said  of  this  war  steamer's 
ability  to  keep  company  under  sail  with  a fleet  proceeding  to  dislunt  service,  and  of  the  short 
notice  required  to  make  her  steaming  qualities  available.  We  And  the  weather  stated  as 
“ fresh  winds  and  squally;  " therefore,  as  the  situation  of  the  ship  was  such  that  she  had  no 
shelter  from  the  land,  she  was  exposed  to  the  full  force  of  the  waves,  which  a wind 
that  would  drive  the  whole  squadron,  as  well  as  herself,  eight  knots  an  hour,  must  occasion  ; 
proving  that  the  shaft  could  in  the  worst  of  weather  always  be  connected  with  the 
machinery  in  far  less  time  than  would  be  required  to  “ get  the  steam  up as  we  find  in  the 
foregoing  case,  the  course  was  continued  under  sail  for  1 hour  and  25  minutes  after  lighting 
the  fires,  and  they  were  only  hove-to  for  17  minutes. 

After  leaving  Zanlc,  the  Medea,  under  sail,  rejoined  the  admiral  on  the  7th  of  July,  at  the 
gulf  of  Kalamata  in  (he  Morea,  and  started  for  Malta  on  the  following  day  with  the  fleet  in 
company.  On  the  10th  of  July  the  wind  being  very  light,  this  vessel,  still  without  steam,  beat 
the  whole  squadron  in  an  extraordinary  degree,  which  (to  use  the  words  of  the  log-book) 
44  is  accounted  for  by  the  Medea  not  feeling  the  short  4 swell  ’ in  the  same  proportion  of  dis- 
advantage as  the  shorter  and  heavier  vessels.’’  We  are,  however,  inclined  to  attribute  this 
success  in  some  degree  to  her  being  without  her  usual  full  quantity  of  coals,  as  the  resistance 
which  the  paddles  afforded  in  light  winds  must  greatly  have  impeded  her  progress.  Still  the 
fact  is  most  extraordinary  ; and  as  she  had  upwards  of  200  tons  of  coal  on  board,  it  cannot  lie 
said  that  her  efficiency  as  a steamer  was  in  any  considerable  degree  impaired  by  her  being 
thus  rendered  more  perfect  as  a sailing  vessel. 

We  next  find  the  Medea  visiting  the  Ionian  Islands,  and  cruizing  for  nearly  two  months 
under  sail  with  the  fleet  in  the  neighbouring  seas  and  on  the  coast  of  the  Morea : in  all  the 
various  evolutions  incidental  thereto,  she  acquitted  herself  well. 

On  the  10th  of  October  the  squadron  proceeded  on  their  return  to  Malta,  and  encountered 
during  a considerable  part  of  the  passage  from  Cephalonia  strong  contrary  winds.  The 
first  day  the  steamer  under  canvass  “ fore-reached  ” and  44  weathered  " so  much  upon  the 
whole  of  the  ships,  that  towards  the  evening  it  was  judged  necessary  to  shorten  sail  in  order 
io  keep  company  with  the  Admiral.  Still,  however,  the  means  that  were  thus  taken  to  ensure 
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her  remaining  with  the  fleet  did  uot  prevent  her  outsailing  them  in  the  night,  and  the  uext 
morning  they  were  out  of  sight  The  vessel  now  prosecuted  her  voyage  alone,  and  reached 
Malta  on  the  14th,  two  days  before  the  rest  of  the  ships.  Wc  have  said  that  the  wind  was 
strong  and  contrary  during  a considerable  part  of  the  route : the  fact  is  therefore  extraordinary 
that  a steamer  should  thus,  under  sail,  with  paddles  revolving  loosely  m the  water,  beat  a 
fleet  of  good  sailing  ships  of  war  two  days  out  of  a passage  of  only  six,  over  a distance  of  little 
more  than  300  miles ; and  although  from  her  light  draught  of  water  the  former  had  a slight 
advantage  in  being  able  to  “ lack”  closer  into  the  Italian  shore  than  the  large  vessels  would 
venture,  yet  in  the  open  sea,  on  winch  the  greater  part  of  the  voyage  was  made,  this  was 
against  her;  and  the  performance  is  altogether  so  extraordinary  that  nothing  short  of  the 
testimony  before  us  would  give  it  the  character  of  truth.  Nor  can  the  success  of  the  Medea 
be  attributed  to  her  having  got  into  a different  vein  of  wind  than  that  encountered  by  the 
squadron,  as  we  find,  on  the  first  day,  the  steamer  shortened  sail  to  keep  company,  and  only 
lost  sight  of  the  ships  by  her  superior  sailing  on  a dark  night.  It  is  fair  to  add,  that  on  this 
occasion  she  had  not  above  150  tons  of  coal  on  board,  which,  however,  was  sufficient  to  work 
the  engine  for  eight  days,  and  might  have  carried  her  over  1(X)0  miles  of  a steaming 
voyage. 

We  now  proceed  to  give  an  account  of  the  most  interesting  cruize  performed  by  this  ship 
during  her  services  in  the  Mediterranean. 

The  king  of  Bavaria,  having  contemplated  a visit  to  his  son  Otho,  who  occupied  the  throne 
of  Greece,  and  had  recently  removed  the  seat  of  government  from  Xauplia  de  Romania  to 
Athens,  requested  fit  means  of  transport  on  board  an  English  vessel  of  war  from  Ancona  to  the 
shores  of  Attica.  In  order  to  show  as  much  honour  as  possible  to  the  father  of  the  young 
sovereign,  whom  the  British  power  had  been  so  mainly  instrumental  in  raising  to  his  eminent 
yet  difficult  position,  the  Portland,  of  6*2  guns,  was  directed  to  proceed  to  the  coast  of 
Italy  to  receive  the  King  on  board,  and  the  Medea  was  ordered  to  the  same  destination  to 
attend  the  frigate  in  the  performance  of  this  service. 

The  Portland,  being  at  Corffi,  received  the  directions  of  the  Admiralty,  by  an  overdand 
despatch,  sufficiently  early  to  enable  her  to  leave  that  island  two  days  before  the  Medea  could 
proceed  from  Malta,  to  which  place  her  orders  were  conveyed  by  steam*packet  from  England, 
yet,  although  the  voyage  was  of  double  length,  she  reached  Ancona  three  days  before  the 
frigate,  having  steamed  the  whole  distance  against  a continued  contrary  wind  at  the  rate  of 
eight  miles  an  hour.  The  King  of  Bavaria  at  once  determined  on  making  the  passage  in  the 
steamer  ; but  being  aware  that  the  Portland  had  been  despatched  on  purpose  to  receive  him, 
awaited  her  arrival,  and  on  the  evening  of  the  3rd  of  December  embarked  on  board  that  ship, 
thus  affording  a better  opportunity  for  a display  of  the  pomp  and  ceremony  usual  on  such 
occasions.  The  Medea,  having  taken  the  frigate  in  tow,  proceeded  out  of  the  harbour,  and 
immediately  both  ships  were  clear  of  the  land  the  King  removed  into  the  steamer,  which  then 
prosecuted  her  voyage  alone. 

The  mild  autumnal  weather  which  so  frequently  prevails  in  the  Levant,  then  shed  its 
influence  over  the  whole  of  that  region,  and  scarce  a ripple  disturbed  the  surface  of  the 
Adriatic  or  .'Egcan  seas. 

The  first  and  second  night,  and  also  the  intermediate  day,  were  passed  on  the  broad  waters 
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of  the  Adriatic,  with  an  occasional  glimpse  of  the  coasts  of  Italy  and  Dalmatia  on  either 
side,  as  the  steamer  gallantly  pursued  her  rapid  course  towards  the  Acroceraunian  pro- 
montory, the  thunder-riven  mount  of  ancient  lore,  which,  like  another  Calpe,  projects  its  bold 
front  into  the  wave  between  the  Adriatic  and  Ionian  seas. 

44  Mom  dawn*,  and  with  it  Stan  Albania's  hills.'* 

and  at  noon  on  the  5th  of  December  the  ship  entered  the  narrow  strait  between  the  ancient 
cities  of  Buthrotum  and  Cassiopca,  arid  passed  into  that  magnificent  sheet  of  water,  which, 
like  some  great  inland  sea,  extends  in  a south  direction  for  more  than  thirty  miles,  bounded  to  the 
west  by  the  contiguous  islands  of  Corfu  and  Paxo,  and  opposite  by  the  Albanian  hills,  indented 
all  around  by  many  a fair  and  tranquil  bay,  fringed  on  the  Ionian  side  with  olives  and  the 
clustering  grape  ; while,  on  the  more  rugged  coasts  of  the  main  land,  **  dark  Suli’s  rocks,” 
the  mountains  rise  abruptly  from  the  sea-shore  towards  the  summits  of  the  Pindean  range, 
which,  clothed  in  the  snow  of  ages,  terminate  the  prospect  eastward. 

The  Medea  glided  over  these  placid  waters  at  a rate  never  less  than  ten  miles  an  hour,  and 
shortly  arrived  in  front  of  the  sea-girt  fortress  and  town  of  Parga.  The  dark  and  bitter 
Acheron,  " bleak  Pindus  and  Acherusia's  lake,"  were  next  passed ; and  another  hours 
steaming  brought  the  ship  in  front  of  the  Ambracian  estuary. 

Pursuing  their  rapid  course,  and  passing  between  Ithaca  and  Cephalonia,  in  front 
of  the  Corinthian  Gulf,  the  vessel  skirted  the  fair  and  fertile  coasts  of  Zante  ; and 
early  on  the  5th  of  December  entered  the  harbour  of  Navarino.  Having  made  a 
circuit  of  its  hay  among  the  wrecks,  which  still  remain  as  sad  mementos  of  the 
Moslem's  fate,  she  pursued  her  navigation  close  to  the  Mores,  reached  the  promontory  of 
St.  Angelo,  and  entered  the  JiEgean  sea.  The  passage  to  the  Isles  of  Hydra  was  soon  effected, 
and  the  next  morning's  dawn  showed  them  “ Colonna's  neighbouring  height,"  Egina, 
Hymcttus,  and  the  shores  of  Attica  ; and  in  eighty-two  hours  from  the  time  of  leaving 
Ancona,  they  were  safely  anchored  in  the  Piraeus ; having  thus  accomplished  the  distance  of 
760  miles  at  an  average  rate  of  nine  and  a quarter  geographical  miles  per  hour. 

We  have  already  digressed  too  much  to  admit  of  our  tracing,  however  briefly,  the  various 
cruizes  and  excursions  made  by  the  Medea  with  the  royal  guest  on  board,  during  the  four 
months  she  remained  in  attendance  on  the  King  of  Bavaria:  it  will  suffice  to  say,  that  they 
visited  most  of  the  places  of  note  on  the  coast  of  Asia  Minor,  and  nearly  all  the  Grecian 
islands  in  the  Archipelago,  having,  from  the  time  King  Louis  first  embarked  at  Ancona  on  the 
3rd  of  December,  until  he  ultimately  arrived  at  the  same  place  on  the  31st  of  March,  1836, 
gone  over  a distance  of  3000  miles,  at  an  average  rate  of  more  than  nine  knots  an  hour, 
though  the  wind  in  many  cases  was  strong  and  contrary ; indeed  we  have  the  authority  of 
Mr.  Peacock,  the  master  of  the  Medea,  for  stating,  that  “ during  the  last  cruize,  which  lasted 
fifteen  days  the  Medea  averaged  ten  knots  an  hour  the  whole  cruize,  though  strong  head 
w inds  were  experienced  most  of  the  time."1  Wc  presume,  however,  she  had  but  few  coals  on 
board,  and  was  consequently  in  better  trim  than  when  complete  ; such,  however,  was  not  the 
case  on  the  passage  from  Ancona,  which,  as  before  stated,  was  at  the  rate  of  nine  and  a quarter 
miles  an  hour. 


1 Nautical  Magazine,  page  305.  Mny,  1836 
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After  landing  King  Louis  of  Bavaria,  the  Medea  returned  to  the  Piraeus,  and  on  the  10th  of 
May  received  the  king  of  Greece  on  board,  to  convey  him  to  Ancona,  where  His  Majesty 
proceeded  to  meet  his  bride,  ond  ultimately  returned  to  Athens  in  11.  M.  S.  Portland. 

In  prosecuting  this  voyage  the  Medea  conveyed  the  Grecian  King  close  along  the  shores  of 
such  parts  of  his  dominions  as  bordered  on  the  sea,  and  thus  made  a circuit  of  the  whole 
Peloponnesus,  from  the  Gulf  of  Egina  to  that  of  I^epanto,  stopping  at  every  place  of  note, 
at  all  of  which  the  young  sovereign  of  this  resuscitated  state  was  most  enthusiastically  re- 
ceived by  his  Hellenic  subjects. 

Frotu  the  gulf  of  Lepanto,  near  the  entrance  of  which  the  King  landed,  at  the  ancient 
town  of  Paine,  now  the  commercial  emporium  of  Greece,  they  proceeded  to  Missolonghi, 
and  viewed  the  sad  metnoriul  of  him  who  devoted  his  best  talents  and  his  latest  energies 
in  the  cause  of  Grecian  independence,  and  fell  a victim  at  the  shrine  of  that  liberty  he  loved 
so  well. 

From  Corfu,  where  the  steamer  stopped  a few  hours,  the  voyage  was  continued  to  Ancona, 
at  the  rate  of  ten  knots  an  hour,  though  the  wind  was  mostly  contrary,  and  for  the  last  100 
miles  fresh  against  her. 

Thus  ended  these  most  interesting  yachting  cruizes  of  the  Medea,  throughout  the  whole  of 
which  she  acquitted  herself  to  the  admiration  of  all,  and  worthy  of  that  country  whose 
standard  was  borne  in  unison  with  the  royal  banners,  cither  of  Bavaria  or  Greece. 

The  ship  now  returned  to  Malta,  and  steamed  the  whole  distance  from  Ancona  at  the  rate 
of  nine  and  a half  knots  per  hour,  the  wind  being  ahead,  with  occasional  fresh  breezes  for 
one-third  the  passage.  On  the  10th  of  June  she  rejoined  the  fleet  at  £orfti,  to  which  place 
she  was  navigated  under  sail ; and  having  cruized  about  the  Ionian  Islands,  and  off  the  coast 
of  the  Peloponnesus,  anchored  with  the  rest  of  the  ships  close  to  the  shore  of  Attica,  imme- 
diately in  front  of  the  old  Athenian  havens  of  Phaleron  and  Munychia. 

Leaving  the  squadron  at  this  anchorage  on  the  1 0th  of  August,  the  Medea  sailed  round  to 
Zante  to  meet  the  English  packet,  and  beat  up  the  west  coast  of  the  Morea  at  the  rate  of  six 
and  a half  knots  an  hour,  against  a fresh  north-westerly  breeze,  making  nearly  a straight 
course  at  five  points  from  the  wind.  From  Zante  she  returned  to  the  iEgean  sea  under 
steam,  and  on  the  21st  rejoined  the  admiral,  then  at  anchor  off  the  island  of  Syra, — 
after  a passage  of  thirty  hours  ; thus  accomplishing  this  circuitous  and  intricate  navigation  of 
290  miles  at  an  average  of  nine  and  two-thirds  knots  per  hour,  the  wind  having  been  directly 
ahead,  but  moderate  during  the  first  half  of  the  run  : and  although  for  the  latter  part  it  was 
mostly  on  the  **  beam  " and  “ quarter,"  the  waves  which  it  created  were  by  no  means 
favourable  to  her  progress.  On  the  26lh  a Turkish  ship  of  war  was  driven  in  a gale  of  wind 
close  to  the  rocks  on  the  windward  side  of  the  island  Gutherize,  near  Syra,  and  obliged  to 
anchor  close  to  the  reefs.  The  Medea  proceeded  to  her  assistance,  and  extricated  her  from 
her  perilous  position  by  towing  her  off-shore  against  the  gale.  On  the  28th  she  again  pro- 
ceeded to  Zante  with  the  admiral's  despatches,  and  arrived  in  twenty-seven  hours,  at  a mean 
rate  of  more  than  ten  and  a half  miles  each  hour. 

There  being  no  necessity  of  expedition  on  her  return  to 
aceordance  with  her  usual  custom  on  such  occasions, 
worthy  of  remark,  with  reference  to  the  Medea's  frequent 
riably  beat  the  trading  vessels  which  were  met  with  ; and 


the  fleet,  the  passage  was  made,  in 
without  the  aid  of  steam.  It  is 
voyages  under  sail,  that  she  inva- 
it  is  well  known  that  the  commerce 
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of  the  Mediterranean,  particularly  the  Levant,  is  pursued  generally  in  Bbips  second  in  their 
sailing  qualities  to  the  mercantile  marine  of  no  country  in  the  world. 

After  rejoining  the  admiral  and  fleet  in  Vourla  Pay,  she  was  despatched  on  the  11th  of 
September  again  to  Zante  for  the  mails  from  the  English  packet,  and  made  the  voyage  under 
canvass  in  six  days,  encountering  light  winds  throughout,  principally  in  a direction  contrary 
to  her  course  ; and  on  this  occasion  she  beat  an  Austrian  ship  of  war.  The  return 
to  Vourla  under  steam  was  at  an  average  rate  of  eight  and  a half  miles  an  hour,  the 
wind  being  contrary  during  the  whole  passage,  and  for  more  than  half  of  it  very  strong. 

On  the  7th  of  October  the  ship  returned  to  Malta,  and  from  thence  she  proceeded  by  steam 
on  the  20th  towards  Constantinople,  with  a messenger  and  despatches  for  the  British 
minister ; but  not  being  allowed  to  enter  the  Dardanelles,  she  remained  at  anchor  in  Basika 
Bay,  on  the  coast  of  Asia  Minor,  close  to  the  plains  of  Troy.  On  the  2nd  of  November,  when 
returning,  they  experienced  in  the  neighbourhood  of  Lemnos  a heavy  gale  of  wind,  in  which 
the  vessel  behaved  remarkably  well  and  suffered  no  damage,  except  the  loss  of  a few  sails 
(it  being  always  expedient,  when  the  steam  is  used  in  a gale  of  wind,  to  set  as  much  sail  as 
may  conveniently  be  carried,  in  order  to  steady  the  ship).  As  the  wind  was  very  strong 
ahead  on  nearly  all  the  route  to  Malta,  the  passage  was  made  at  a slower  rate  than  usual, 
the  speed  being  in  some  instances,  during  the  height  of  the  gale  with  a heavy  swell,  reduced 
as  low  as  three  and  a half  knots  ; yet,  even  under  these  untoward  circumstances,  the  average 
rate  was  six  knots  an  hour. 

The  next  voyage  was  oil  the  2(5th  of  December,  from  Malta  to  and  from  Zante,  Patras, 
Cephalonia,  and  Corfu ; in  this  instance  performing  the  duty  of  a packet.  The  run  to  Corfu 
was  at  a mean  rate  of  near  nine  miles  an  hour,  the  wind  being  variable,  and  having  ex- 
perienced as  far  as  the  islands  a heavy  swell,  of  course  always  unfavourable  to  the  progress  of 
a steamer.  On  the  2nd  of  January,  1837,  she  left  Corf‘6,  at  4 p.  m.  again  called  at  the 
places  above-mentioned,  (being  detained  eight  hours  at  Patras,)  and  reached  Valette  at 
6 p.  m.  on  the  5th,  making  the  whole  distance  at  an  average  of  nine  miles  an  hour,  though  the 
wind  was  mostly  contrary,  and  in  some  instances  strong  ahead. 

After  this  voyage  the  Medea  remained  at  Malta  until  the  20th  of  March,  when  she  started 
for  Toulon  with  some  important  despatches,  and  also  to  receive  on  board  Sir  Charles 
Vaughan,  lately  appointed  Ambassador  Extraordinary  to  the  Porte.  This  passage  was  effected 
by  steam  in  four  days,  at  a mean  rate  of  seven  and  a half  knots,  having  for  more  than  twenty- 
four  hours  of  this  time  experienced  a heavy  gale  of  wind  from  the  westward,  with  a tremendous 
sea,  so  high  that  at  one  time  the  ship  was  nearly  thrown  on  her  “beam-ends/’  the  lee 
paddle-box  immersed,  and  a boat  which  was  secured  to  “davits”  far  above  the  “gunwale” 
much  damaged. 

As  the  wind  still  continued  westerly,  it  was  favorable  for  the  return  passage  so  far  as  the 
straits  of  Bouifacio,  and  the  rule  was  nine  and  a quarter  miles  an  hour,  though  the  coals 
were  so  bad  as  to  make  it  difficult  to  keep  the  steam  up,  and  the  ship’s  motion,  from  the 
waves,  was  very  unfavorable  to  her  progress.  On  the  coast  of  Sardinia  the  wind  changed  to 
south,  with  a continued  high  sea ; yet  her  speed  against  it  was  not  below  nine  knots,  and  she 
continued  on  the  remainder  of  the  route  to  Malta,  with  an  incessant  breeze  ahead,  at  nearly 
the  same  average,  and  reached  the  port  on  the  30th  of  March. 
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Having  received  a full  supply  of  coal  on  board,  she  again  departed,  with  an  officer  of  the 
diplomatic  corps  on  board,  on  the  evening  of  the  1st  of  April,  reached  Dasika  bay  in 
ninety-two  hours ; and,  after  remaining  eight  days,  returned  to  Malta,  where  she  arrived  on 
the  16th  of  April.  During  this  voyage  more  than  one  gale  was  experienced,  and  the  first  400 
miles,  being  the  passage  between  Valette  and  Cape  Matapan,  was  against  a strong  Levanter, 
besides  which  she  encountered  contrary  winds  both  going  up  and  coming  down  the  Archipelago  ; 
yet  the  average  rate  of  steaming,  from  leaving  until  the  return  to  Malta,  was  near  eight  miles 
an  hour. 

Nothing  extraordinary  occurred  in  this  vessel's  service  till  she  was  ordered,  early  in  June, 
to  convey  Sir  Charles  Vaughan  from  Malta  to  Venice,  and  she  accordingly  left  the  former 
place  on  the  evening  of  the  18th.  Although  some  part  of  the  passage  was  against  a violent 
head- wind,  the  speed  was  never  reduced  below  five  knots  and  a half,  and  the  average  rate  of 
the  whole  was  above  eight.  Towards  the  close  of  day  on  the  22nd,  the  Medea  passed  the 
Lido,  entered  the  narrow  canals  of  Venice,  and  moored  to  the  quay  opposite  the  Bazilica  of 
St.  Mark,  precisely  in  the  spot  once  occupied  by  the  far-famed  Bucentaur,  fit  palace  for  a 
sovereign  whose  chief  dominion  was  the  wave, — who  was  wont,  in  the  by-gone  days  of 
Venetian  glory,  to  receive  in  these  his  floating  halls  the  honoured  great  who  flocked  from 
distant  lands  to  view  the  wealth  of  Adria's  Queen ; and  which  served  to  convey  him,  on  the 
magnificent  ceremony  of  Ascension* Day,  to  the  bridal  of  that  wave  over  which  his  empire  has 
passed  away. 

The  Medea  also  visited  Trieste,  Pola  in  Istria,  and  Ancona,  making  a rapid  passage 
between  each  place,  and  on  the  1st  of  July  reached  Malta;  the  steaming  rate  from  leaving 
the  last-named  place  being  nine  knots  and  three-quarters. 

On  (he  4th  of  July  she  proceeded  on  a cruize  under  canvass  in  company  with  the  squadron, 
and  succeeded  on  all  occasions  in  keeping  her  station  in  the  “ order  of  sailing  ” without  diffi- 
culty. On  the  6th  of  July  the  trial  of  sailing  was  made,  of  which  we  publish  a delineation  in 
a diagram,  when  it  appeared  that  she  was  equal  in  speed  to  all,  except  the  new  ship  Van- 
guard, of  80  guns,  (built  by  Sir  William  Symonds,)  and  that  she  gained  much  to  windward  of 
the  Caledonia.  We  also  find  that  during  this  cruize,  which  lasted  till  the  15th,  the 
steamer  had  frequently  to  bear  up  and  run  to  leeward  into  her  station  in  consequence  of  her 
very  extraordinary  “ Weatherly  ” qualities  ; and  that  in  no  one  instance  did  the  ships  shorten 
sail  for  her. 

Being  detached  from  the  fleet  on  the  last-named  day,  the  Medea  **  beat  ” into  Malta 
harbour  against  a fresh  wind  ; and  having  received  a few  coals,  she  quitted  Malta  for  the  last 
time,  rejoined  the  admiral,  received  despatches,  and  forthwith  proceeded  towards  Gibraltar ; 
where  she  arrived  in  Hit  hours,  being  at  a rate  of  nine  knots,  having  encountered  about  an 
equal  proportion  of  fair  and  contrary  winds  during  the  passage. 

Between  the  time  of  her  arrival  at  Gibraltar  and  the  day  she  reached  England,  in  September, 
she  made  two  passages  to  and  from  Port  Mahon,  and  on  one  occasion  towed  the  Princess 
Charlotte,  of  120  guns,  and  the  Vanguard,  to  sea  against  a light  breeze.  She  also  visited  Valencia 
and  Barcelona  on  the  coast  of  Spain,  and  Tetuan  in  Africa ; and  being  at  Gibraltar  at  the  time 
the  Don  Juan  steam-packet  was  wrecked  at  Tarifl'a,  the  Medea  proceeded  at  once  to  the 
spot,  where  she  was  mainly  instrumental  in  saving  much  property  and  stores,  and  afterwards 
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carried  the  mails  to  England.  During  this  time, — namely,  from  the  20th  of  July  until  her 
arrival  at  Falmouth  on  the  24th  of  September,— she  steamed  3660  miles,  of  course  ex- 
periencing great  varieties  of  weather,  at  an  average  rate  of  more  than  nine  miles  an  hour. 

The  novelty  of  navigating  a steamer  under  sail  would  naturally  suggest  to  intelligent 
officers  such  modifications  of  marine  tactics  as  might  appear  suited  in  the  particular  cases  of 
steam-vessels  to  the  varied  and  ever-changing  circumstances  which  the  seaman  encounters  in 
the  prosecution  of  his  eventful  duties ; and  we  have  now  to  advert  to  a contrivance  adopted 
on  board  the  Medea,  which,  though  productive  of  very  beneficial  consequences  during  the 
services  of  that  ship,  and  worthy  of  imitation  in  all  war-steamers,  would  be  quite  inapplicable 
to  commercial  vessels,  and  worse  than  useless  if  attempted. 

Our  naval  readers  are  well  aware  of  the  inconvenience  that  sometimes  arises  to  a cruizing 
squadron,  generally  sailing  in  “ close  order”  or  "line  of  battle,”  when  in  calm  weather  the 
ships  involuntarily  approximate  each  other,  and  the  consequent  labour  of  towing  by  boats  to 
prevent  accidents  by  collision.  The  Medea,  when  acting  as  a sailing  vessel,  was  of  course 
liable  to  be  placed  in  these  circumstances  ; and  as  it  was  impossible  by  boats  to  produce 
velocity  enough  to  set  the  wheels  in  motion,  that  usual  resource,  if  not  quite  unavailing,  was, 
from  the  resistance  which  the  paddles  afforded,  attended  with  as  much  labour;  and  as  much 
force  was  required  as  to  tow  the  largest  ship  of  war.  To  light  the  fires  and  “ get  the  steam 
up”  at  once  put  an  end  to  the  difficulty  ; but  this  caused  an  expenditure  of  coal,  and  the 
great  object  was  to  perform  all  the  duties  of  cruizing  without  invading  those  resources  on 
which  her  great  power  and  efficacy  depended. 

Much  inconvenience  had  also  been  experienced  during  the  varied  services  of  this  vessel  from 
the  difficulty  of  chauging  her  position  in  harbour  when  required  to  move  towards  a coal 
depot ; and  it  was  found,  as  before  stated,  that  as  many  boats  were  required  to  move  her  even 
a short  distance  as  would  suffice  to  " transport  ” a first-rate  ship  of  war,  and  the  obstacles 
to  effecting  the  same  object  by  using  “ warps  ” were  of  equal  magnitude.  Although  the  fuel 
could  generally  be  renewed  in  cases  similar  to  the  above,  yet,  if  the  steam  was  used,  an  ex- 
pense would  be  incurred  even  in  the  performance  of  such  insignificant  duties,  particularly 
when  occurring  on  a foreign  station  to  which  the  coals  are  conveyed  at  a considerable  cost ; 
and  the  boilers,  &c.  would  undergo  some  deterioration,  however  slight  it  might  be.  The  small 
quantity  of  coal  consumed  on  board  this  ship,  although  she  steamed  full  30,000  miles,  and 
the  excellent  state  of  her  machinery  and  boilers  after  a service  of  nearly  four  years,  fully  prove 
how  excellent  was  the  system  which  led  to  such  results. 

“To  obviate  the  difficulties  attending  the  removal  to  a short  distance,”  writes  Mr.  Peacock, 
the  master  of  the  Medea, 1 “ i hit  upon  the  following  simple  contrivances,  which  were  fitted  to 
the  Medea's  wheels  by  our  own  resources : — To  the  inner  side  of  the  inner  arms,  between  the 
outer  polygons,  a set  of  iron  lugs,  shaped  like  the  letter  V,  are  riveted  on,  large  enough  to 
take  a three -and -a-haif  inch  hawser.  Two  iron  fair-leaders,  with  rollers  in  them  a foot  apart, 
project  from  the  inside  the  paddle-box  immediately  over  the  shaft,  and  are  of  such  a height 
and  distance  from  the  side  as  to  insure  the  lugs  alternately  catching  the  hawser,  and  prevent 

1 Yid«  Nautical  Magazine,  p.  73!,  November,  1837.,  to  which  we  would  refer  our  readers  for  a more  elaborate 
drvripuon  of  this  con  in  ranee,  and  iu  probable  benefits, — of  which  those  only  who  tried  the  experiment  can  be 
competent  judges. 
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the  possibility  of  the  arms  or  lugs  coming  in  contact  with  them  when  the  wheel  springs  in  a 
sea  way  steaming,  which  every  steam-vessel’s  wheels  are  more  or  less  liable  to.  A hole  two 
inches  in  diameter,  nicely  leaded,  is  bored  in  one  of  the  steps  at  the  fore  and  after  part  of 
the  paddle-box,  through  to  the  inside,  at  a convenient  height  for  a man  to  pull  from,  in  a 
horizontal  position,  and  at  an  angle  sufficient  to  prevent  the  inner  end  of  the  paddle-board* 
picking  up  the  bight  of  the  hawser  in  its  rotatory  progress  ; which  angle  also  guides  the  posi- 
tion for  the  two  leading  blocks,  one  of  which  hooks  on  to  a timber-head  on  the  forecastle, 
and  the  other  at  any  convenient  length  abaft  the  wheel,  according  to  the  number  of  men  who 
are  to  clap  on  the  hawser,  which  is  a three-and-a-half  cable,  cut  to  a convenient  length,  and 
has  an  * Elliott  eye*  spliced  on  each  end.  This  hawser  is  rove  as  follows  : — one  end  is  first 
passed  through  the  after-hole,  then  through  the  foremost  fair-leader  over  the  iron  lugs  alter- 
nately, then  through  the  aftermost  fair-leader,  (crossing  the  feeding  part  between  the  fair- 
leaders,)  and  brought  out  through  the  foremost  hole,  where  it  is  lashed  with  small  line  to  the 
other  end,  which  in  the  mean  time  has  been  rove  through  the  after  and  foremost  leading 
blocks,  and  brought  to  the  foremost  hole  in  readiness.  When  the  lashing  is  secured,  the  after 
leading  block  is  braced  taught  with  a jigger— the  larboard  and  starboard  watcheB  man  their 
respective  messengers,  the  band  strikes  up,  and  off  she  goes.’* 

It  may  perhaps  to  our  non-professional  readers  simplify  the  description  thus  given  by 
the  inventor  of  the  plan,  if  we  state,  that  the  wheels  were  set  in  motion  by  a rope  acting,  and 
resting  on  certain  fixtures  attached  to  the  radii  at  a regulated  distance  from  the  periphery ; 
and  that  this  endless  rope,  being  extended  to  and  passed  over  fixed  pulleys  near  each  ex- 
tremity of  the  vessel,  presented  to  the  crew  a continuous  line  on  which  their  labour  could  be 
expended  as  they  walked  or  ran  along  the  deck,  and  produced  the  rotatory  action  much  in 
the  same  way  as  distant  machinery  receives  its  impulse  by  a band  connected  with  some 
steam-engine  or  other  prime-mover. 

Thus  the  Medea  was  occasionally  moved,  when  the  shortness  of  the  distance,  or  other  circum- 
stances rendered  it  inconvenient  to  use  steam,  and  in  one  instance  proceeded  through  the 
entrance  of  Malta  harbour  against  a light  breeze,  at  the  rate  of  two  knots  an  hour. 

We  have  now  laid  before  our  readers  such  facts  connected  with  this  vessel,  (the  only 
government  steamer  that  has  been  for  a lengthened  period  on  a foreign  station,  or  extensively 
employed  as  a sailing  vessel,)  as  we  think  nmy  be  interesting  to  those  who  would  form  a 
correct  estimate  of  the  means  which  have  been  adopted  for  the  benefit  of  the  public  service  in 
thus  creating  a novel  description  of  war  vessel,  to  accord  with  a new  era  in  navigation. 

T.  B. 
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Trial  of  Sailing  between  II.  M.  Ships  Caledonia,  Asia,  Vanguard,  and  Medea, 
made  on  Gth  July,  1837,  off  Malta. 

At  1C  15“  a.  m.  commenced  to  try  rate  of  Railing ; close  hauled  on  the  larboard  tack ; a fresh 
breeze  and  little  head  sea ; ships  under  courses,  single- reefed  topsails,  top  gallant  sails,  jib  and  spanker, 
being  as  much  as  each  could  well  carry.  Wind  W.  by  N.,  Caledonia's  rate,  5 knots.  Vanguard 
passed  under  Asia's  stem,  and  soon  shot  ahead  of  her ; and  upon  her  weather  bow  passing  to 
windward  of  Medea,  (which  latter  bore  up  to  enable  her  to  do  so)  30.  At  the  time  of  commence- 
ment 10  15,  the  respective  ships  bore  from  Caledonia  as  follows : 

At  10  15  Vanguard  8.8.  W.  W.  £ mile : Asia  S.S.  W . W.  and  120  fms:  Medea  W.  by  S.{', 
175  fms.  from  10  15  to  11  Caledonia  averaged  a north  course  knots,  wind  from  W.  by  N. 
to  N.  W.  by  W. 

At  11,  Vanguard  W.  by  S.  $ S.  1$ : Asia  S.  W.  },  8.  1*  20  fathoms:  Medea  S.  W.  W.  l'J* 
125  fms ; from  11  to  12  Caledonia  averaged  a X.  by  E.  J E.  course,  4 knots  4 fms. 

At  12,  Vanguard  N.  W.  W.  3^,  172  fms  : Asia  W.  by  8.  J,  8.  2^$,  31  fms : Medea  W.  by  8. 

8.  2.  220  fins.  At  noon  the  wind  freshened,  Asia  and  Vanguard  took  in  royals  and  F.  Jib. 
at  12  30,  came  up  to  N.  by  W.  Average  course  from  12  to  1,  N.  by  W.  W.  4£  knots. 

At  1,  Vanguard  N.  W.  N 4'$,  110  fms : Asia  W.  8.  W.  50  fms : Medea  W.  by  8.  2'|,  200 
fms.  Trial  contiuucd  from  1015  a.  m.  to  1 p.  m.,  being  2 h.  45' — course  made  good  by  Cale- 
donia, N.  13*,  in  which  time  each  ship  gained  as  follows : 

1*  windward.  Fort-mekrd.  Tm  windward.  Fart-rttkrd. 

Vanguard  of  Asia,  2*{ 4'  184  fms.  Asia  of  Caledonia,  l1  { 

,,  of  Caledonia,  4*  135  fms.  3{-  „ of  Medea,  75  125  fms. 

of  Medea,  2j  185  fms.  4{  Caledonia  of  Asia,  — { 209  fms. 

Medea  of  Caledonia,  1{  180  fms.  „ of  Medea,  — 1’  150 

N.  B.  During  this  as  well  as  former  trials,  Vanguard  lias  done  exceedingly  well,  and  again 
proved  her  great  superiority,  both  in  speed  and  stability;  and  had  the  wind  remained  Btoady,  she 
would  have  shown  it  still  more,  as  the  changes  were  always  to  her  disadvantage.  The  Medea 
also  (considering  her  small  spread  of  canvas)  has  again  proved  her  superiority  in  going  to  wind- 
ward, having  beaten  Caledonia  considerably,  and  kept  away  with  Asia  during  the  whole  time 
of  trial. 

(Signed)  C.  P.  BELLAMY, 

Master  II.  M.  S.  Caledonia. 

See  Plate  XXIX. 
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BY  JAMES  RENWICK,  LL.D. 

PROFESSOR  OP  NATURAL  EXPERIMENTAL  PHILOSOPHY  AND  CHEMISTRY  IS  COLUMBIA  COLLEGE. 

NEW  YORK. 

Tbi  application  of  the  steam  engine  to  the  purposes  of  navigation  attracted  the  attention  of 
many  persons  in  the  United  States  at  an  early  period.  No  sooner  had  Watt’s  improvements 
become  known,  than  the  circumstances  of  the  population  of  that  country,  and  its  very  geo- 
graphical character,  pointed  out  the  propulsion  of  vessels,  as  the  most  important  of  the 
many  uses  to  which  that  powerful  agent  may  he  made  subservient.  The  Atlantic  coast, 
with  the  exception  of  the  extreme  north  eastern  part,  is  either  intersected  by  deep  bays,  or 
covered  by  islands.  By  these  means  a navigation  parallel  to  the  coast  might,  at  small  ex- 
pense, be  extended  from  New  York  to  the  southern  limit  of  Georgia;  and  in  the  opposite 
direction,  the  Hudson  River  and  Lake  Champlain  pointed  out  the  means  of  extending  the 
water  communication  to  the  frontiers  of  Canada.  These  natural  advantages  have  been  im- 
proved by  artificial  means,  and  at  the  present  moment,  an  internal  navigation  exists  the 
boundary  of  the  British  possessions  to  the  sounds  which  line  the  coast  of  North  CaronHf 

The  parts  of  this  navigation  which  have  required  no  artificial  improvement,  are  large  and 
deep  rivers,  lakes,  sounds,  and  arms  of  the  sea.  In  these,  although transportation  was  secure 
from  the  storms  and  waves  which  affect  the  open  sea,  yet  this  very’' security  was  gained  at  the 
expense  of  time,  so  long  as  the  currents  of  the  atmosphere  were  the  only  power  which  could 
be  applied. 

The  accession  of  the  vast  territory  known  under  the  collective  name  of  Louisiana,  but  now 
divided  among  many  states  and  territories,  opened  a still  wider  field  for  navigation  by  steam. 
The  Mississipi  and  its  innumerable  branches  comprise  navigable  waters  of  many  thousands  of 
miles  in  extent,  hut  which,  from  the  rapidity  of  their  currents,  are  almost  inaccessible  from 
the  Gulf  of  Mexico,  either  by  sails  or  oars.  The  population  of  the  territories  traversed  by 
these  streams  is  sparse  and  scattered,  almost  wholly  devoted  to  agricultural  pursuits,  and  yet 
feeling  the  wants,  and  desiring  the  luxuries  of  the  highest  civilization.  To  supply  these  wants, 
and  furnish  these  luxuries,  rapid  methods  of  transportation,  as  well  as  great  foreign  importa- 
tions, are  demanded ; and  there  arc  no  means  yet  discovered  by  which  these  purposes  could 
have  been  effected,  except  by  the  steam  boat. 

Influenced  by  such  considerations,  attempts  to  apply  steam  to  the  purposes  of  navigation 
were  made  in  the  United  States,  even  before  Watt  had  succeeded  in  giving  a double  action  to 
his  engine.  The  earliest  enterprises  of  this  sort  were  those  of  Fitch  and  Rumscy,  which  both 
bear  the  date  of  1783.  Both  were  founded  upon  the  original  form  of  Watt’s  engine,  and  both 
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failed,  rather  from  the  inherent  defects  of  that  instrument,  in  its  power  of  general  application, 
than  from  any  want  of  ingenuity  or  mechanical  skill  in  the  projectors  themselves. 

John  Stevens,  of  Hoboken,  commenced  his  experiments  on  steam  navigation  in  1 791,  and 
for  sixteen  years  devoted  much  time,  labour,  and  money,  to  this  object.  In  this  pursuit  he 
sometimes  acted  alone,  at  other  times  had  the  aid  of  associates.  Among  these  may  be  named 
Chancellor  Livingston,  and  Roosevelt.  This  association,  among  other  persons,  called  to  their 
aid  Brunei,  since  celebrated  as  the  engineer  of  the  tunnel  beneath  the  river  Thames.  The 
appointment  of  Chancellor  Livingston  to  the  post  of  minister  to  the  consular  government  of 
France,  dissolved  this  association,  at  a moment  when  hopes  of  at  least  partial  success  might 
reasonably  have  been  entertained. 

In  the  year  1 SOI,  a remarkable  experiment  was  performed  at  Philadelphia,  by  Evans.  This 
engineer  had  been  employed  by  the  corporation  of  that  city,  to  construct  a dredging  machine, 
for  the  purpose  of  removing  obstructions  in  the  Delaware  river.  He  proposed  to  work  the 
dredging  ap|mrntus  by  the  high  pressure  engine,  which  he  had  invented  some  years  before. 
Constructing  the  vessel  and  engine  at  his  shops,  distant  a mile  and  a half  from  the  water,  he 
mounted  the  whole  u|x>n  wheels,  to  which  he  gave  motion  by  the  engine,  and  thus  exhibited 
the  earliest  instance  of  locomotion.  The  vessel  being  thus  transported  to  the  water,  and 
launched,  he  next  placed  a paddle  wheel  at  the  stern,  and  connecting  it  with  the  engine,  made 
it  the  means  of  conveying  the  vessel  to  the  place  where  the  work  of  dredging  was  to  be  per- 
formed. 

Livingston,  on  reaching  Paris,  became  acquainted  with  Fulton,  and  discovered  that  he  had 
also  studied  in  what  way  the  steam  engine  might  be  applied  to  the  purposes  of  navigation. 
Struck  with  the  soundness  of  his  view's,  Liviugston  induced  him  to  enter  into  a course  of 
experiments,  for  the  purjxjsc  of  testing  them  practically.  These  experiments  were  j>erformed 
at  IwWncres,  and  were  subsequently  repeated  on  a larger  scale,  ujmiii  the  Seine,  near  Paris. 

'■The  results  of  these  experiments  were  so  satisfactory,  that  Livingston  forthwith  undertook 
to  provide  the  funds  for^building  and  equipping  a steam  boat  of  large  size,  in  the  United 
States.  As  the  workshops  of  that  country  could  not,  at  that  time,  be  depended  upon  for  fur- 
nishing an  engine  of  good  construction,  it  w'as  agreed  that  those  of  Watt  and  Bolton  should 
!>e  resorted  to.  From  a variety  of  circumstances,  delays  were  not  to  be  avoided,  and  the 
engine  constructed  by  Watt  and  Bolton  did  not  reach  New  York  until  18(X>,  nor  could  the 
vessel  !>c  prepared  to  receive  it  before  the  summer  of  1807. 

The  engine  which  was  used  in  this  final  and  successful  experiment,  and  which  was  con- 
structed from  the  draughts  made  by  Fulton,  in  France,  in  the  year  1803,  had  a marked  influ- 
ence upon  the  forms  of  those  subsequently  constructed  for  this  purpose,  both  in  England  and 
the  United  States.  Tin*  cold  water  cistern  of  Watt’s  engine  w'as  dispensed  with,  and  in  order 
to  supply  its  place  the  diameter  of  the  condenser  was  doubted ; its  capacity  thus  became  half 
that  of  the  cylinder,  instead  of  one-eighth,  as  had  before  been  customary.  The  water  of  injec- 
tion was  supplied  by  a pipe  passing  through  the  bottom  of  the  vessel.  A parallel  motion 
seems  to  have  been  sent  out  as  a jiart  of  the  engine,  but  for  reasons  which  cannot  now  be 
discovered,  a cross  bead,  adapted  for  another  purpose  to  the  piston  rod,  was  made  to  work  in 
guides.  This  cross  head  was  added  for  the  purpose  of  bearing  two  connecting  rods  or  straps, 
by  w inch  two  working  beams  were,  as  it  were,  suspended.  The  working  beams  were  neces- 
sarily two  in  number,  in  order  to  include  the  cylinder  between  them ; and  Fulton  being  aware 
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of  the  difficulty  which  would  exist  in  uniting  an  engine  constructed  at  one  place  with  a vessel 
built  at  another,  had  a double  provision  for  uniting  the  beams  to  the  cranks.  The  former 
were  therefore  made  of  the  form  of  an  inverted  j,,  giving  him  the  choice  of  taking  olf  the 
motion  either  from  the  horizontal  or  the  vertical  branch.  The  latter  was  found  most  expedient, 
and  thus  the  working  beam  became,  in  its  primitive  use,  a bell-crank.  The  connecting  rod 
was  therefore  extended  horizontally  to  meet  the  crank. 

We  may  here  state  that  this  very  form  of  engine,  with  the  exception  that  the  beams  had  the 
usual  shape,  and  the  motion  was  taken  off  by  a connecting  rod  directed  upwards,  was  adopted 
by  Bell  in  the  vessel  which  lie  constructed  upon  the  Clyde  in  1812;  and  that  from  this  latter, 
as  the  original  model,  all  the  engines  used  in  the  British  steam  boats  have  been  derived. 

The  paddle  wheels  of  Fulton’s  first  steam  lx>at  were  attached  to  the  axles  of  the  cranks,  and 
the  latter  also  bore  spur  wheels  which  drove  pinions  ; upon  the  axles  of  the  pinions  was  placed 
a heavy  fly  wheel.  The  latter  was  of  essential  use,  so  long  as  the  velocity  of  the  paddle 
wheels  themselves  was  not  great ; but,  at  the  speed  which  is  now  customary,  they  cease  to  be 
of  value,  as  the  |>addle  wheels  themselves  act  as  regulators.  Fly  wheels  are,  in  consequence, 
no  longer  to  be  seen  in  American  steam  boats. 

The  object  proposed  by  Fulton,  in  the  mode  wc  have  described,  of  connecting  his  water 
wheels  with  the  engine,  was  unquestionably  that  of  enabling  him  to  change  their  diameter, 
and  to  raise  and  lower  their  axis  of  motion,  until  he  should,  by  experiment-,  ascertain  the  size 
and  position  most  advantageous  in  practice.  In  conformity  with  this  view  of  the  subject,  it  is 
known  that  the  position  of  the  axis  was  more  than  once  changed;  and  it  is  believed  that  the 
diameter  of  the  wheel  was  also  altered,  before  the  first  steam  boat  was  considered  by  him  as 
completed.  In  constructing  his  second  steam  boat,  * The  Car  of  Neptune,’  Fulton,  being  no 
longer  compelled  to  feel  bis  way  by  experiment,  made  very  important  changes  in  the  form  of 
his  engine.  The  piston  rod  was  still  directed  by  a cross  head,  moving  in  guides,  but  the 
working  beams  were  suppressed  altogether,  and  two  cranks,  adapted  to  two  separate  axles, 
were  attached  directly  to  the  cross  bead  by  connecting  rods.  A fly  wheel  was  still  used, 
driven  by  wheels  and  pinions,  and  in  the  slow'  rate  of  motion  to  which  he  restricted  himself, 
was  found  of  great  value.  This  form  of  engine  is  still  much  used,  with  the  omission,  however, 
of  the  fly  wheel.  Two  view's  of  such  an  engine,  with  a boiler  of  a favourite  form,  are  given 
in  Plate  cxv. 

In  his  first  steam  boat,  Fulton  was  satisfied  with  endeavouring  to  attain  the  speed  of  four 
miles  per  hour,  which  lmd  been  made  the  condition  of  his  obtaining  an  exclusive  right  to 
navigate  the  waters  of  the  state  of  New  York,  by  an  Act  of  the  Legislature  of  that  state.  By 
alterations  suggested  in  the  experiments  of  the  first  summer,  and  winch  consisted  principally 
in  raising  the  axle  and  increasing  the  diameter  of  the  water  wheels,  the  velocity  of  the  first 
successful  steam  boat  was  carried  up  to  six  miles  per  hour. 

The  first  voyage  of  Fulton  upon  the  Hudson  was  performed  in  the  summer  of  the  year 
180/  ; and  in  the  year  1808,  die  same  vessel,  much  improved  in  convenience,  began  to  ply  as 
a passage  Iwxat  between  the  cities  of  New'  York  and  Albany. 

In  his  subsequently  constructed  steam  boats,  Fulton  aimed  at,  and  succeeded  in  attaining, 
a greater  degree  of  speed  ; but,  even  in  the  last  which  he  constructed,  he  limited  himself  to 
nine  miles  per  hour,  which,  by  the  application  of  theory,  derived  from  the  best  published 
experiments,  he  considered  as  the  greatest  velocity  which  could  be  advantageous. 
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Three  steam  boats  were  constructed  by  Fulton  for  the  navigation  of  the  Hudson.  These 
were  all  flat  bottomed.  He  also  constructed  a vessel  intended  for  the  navigation  of  Long 
Island  Sound.  Tliis  had  a keel,  and  although  of  little  depth  of  hold,  approached  in  figure,  in 
other  respects,  to  the  usual  form  of  a fast  sailing  ship.  He  also  drew  the  plan  of  another, 
which  was  left  unfinished  at  his  death,  and  which  was  intended  for  the  navigation  of  the 
ocean. 

The  success  which  attended  the  vessel  intended  for  the  navigation  of  the  Sound,  but  which, 
in  consequence  of  the  presence  of  an  enemy’s  fleet,  had  been  restricted  to  the  Hudson,  seems 
to  have  caused  Fulton  to  doubt  the  propriety  of  the  first  model  which  he  had  adopted  ; and, 
in  consequence,  the  last  vessel  which  he  planned  for  the  navigation  of  the  Hudson,  and  which 
was  also  left  unfinished  at  his  death,  had  a keel.  It  is,  however,  a remarkable  fact,  that  after 
innumerable  trials,  the  present  model  of  the  most  rapid  steam  boats  has  returned  nearly  to 
the  proportions  originally  adopted  by  Fulton.  They  have  a keel  indeed,  but  the  floor  timbers 
have  but  a few  inches  of  dead  rise,  and  thus  the  bottom  is  nearly  flat.  Besides  vessels  intended 
for  the  conveyance  of  travellers  upon  the  Sound  and  the  Hudson,  Fulton  constructed  several 
ferry  boats,  intended  for  the  transportation  of  loaded  carriages,  and  a formidable  ship  of  war. 
He  also  furnished  plans  for  vessels  intended  for  the  mixed  purposes  of  carrying  freight  and 
passengers  upon  the  Mississipi. 

The  elder  Stevens  of  Hol>okcn,  whom  wo  have  mentioned  as  having  made  experiments  on 
steam  navigation,  resumed  his  attempts  at  the  very  moment  that  Fulton  was  alxiut  to  put  his 
plan  in  operation ; and  it  was  only  a few  weeks  after  the  first  successful  voyage  of  the  latter, 
that  he  also  had  a steam  boat  in  motion.  The  speed  of  this  was  at  least  equal  to  that  of  the 
first  steam  boat  of  Fulton.  It  plied  for  a time  as  a ferry  boat  from  New  York  to  Hoboken, 
and,  when  excluded  from  the  navigation  of  the  Hudson  by  the  exclusive  grant  to  Fulton, 
Stevens  sent  this  boat  round  to  the  Delaware  by  sea,  and  was  in  consequence  the  first  to 
navigate  the  ocean  by  steam. 

The  form  of  engine  adopted  by  Stevens  differed  less  from  the  original  form  of  that  of  Watt, 
than  the  form  chosen  by  Fulton.  The  parallel  motion  and  working  beam  were  both  retained 
in  their  usual  form  and  proportions ; the  connecting  rod  was  increased  somewhat  in  length, 
and  the  axle  of  the  crank  produced  on  both  sides,  in  order  to  form  the  axle  of  the  paddle 
wheels ; the  enlarged  conductor,  as  a substitute  for  the  cold  water  cistern,  was  also  used 
by  bim. 

These  forms  of  engines,  thus  brought  into  use  by  Fulton  and  Stevens,  have  directed  the 
practice  of  American  engineers.  The  fly  wheel  used  by  Fulton  has  been  laid  aside  as 
unnecessary  at  high  speeds  ; the  parallel  motion  has  been  superseded  even  in  the  engine  with 
a lever  ! wain  by  a cr<m  head  and  slides.  Upon  the  Mississipi,  and  in  a few  instances  in 
the  Atlantic  States,  horizontal  engines  have  been  employed ; and  the  description  of  engine 
called  high  pressure,  in  contradistinction  to  condensing,  is  much  used  in  the  Western  waters. 

New  York  and  its  vicinity  may  still  be  considered  as  furnishing  the  most  successful  instances 
of  steam  navigation.  When  the  monopoly  granted  to  Fulton  by  the  state  of  New  York  was 
decided  to  be  unconstitutional  by  the  Supreme  Court  of  the  United  States,  the  navigation  of 
the  Hudson  was  thrown  open  to  competition.  The  number  of  passengers  then  conveyed  upon 
that  river  had  already  become  enormous,  and  presented  inducements  of  the  most  powerful 
kind  to  the  proprietors  of  steam  boats.  The  boats  of  Fulton’s  Company  had  performed  the 
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passage  between  New  York  and  Albany,  a distance  once  estimated  at  160,  but  not  exceeding 
145  miles,  in  fifteen  or  sixteen  hours;  but,  for  all  useful  purposes,  a whole  day  might  he 
considered  as  expended  in  this  voyage.  It  was  now  attempted  to  perform  the  passage  between 
sunrise  and  sunset.  A vessel  called  the  ‘Sun*  was  the  first  to  undertake  this,  but  was  not 
able  to  make  her  average  passages  in  less  than  fourteen  hours,  and  thus  could  fulfil  the  desired 
object  only  during  the  longest  days  of  summer.  The  engine  of  the  * Sun  * was  on  the  plan  of 
Woolf,  having  two  cylinders,  in  one  of  which  the  steam  acted  by  its  pressure,  in  the  other 
expansively,  and  was  condensed  on  leaving  the  second.  The  boilers  were  cylindrical,  and  as 
there  were  no  return  flues,  and  the  fuel  employed  was  pine  wood,  a great  loss  of  heat  ensued. 
Flame,  in  fact,  issued  from  the  chimnies,  to  the  distance  of  six  or  eight  feet. 

It  wras  at  this  moment  that  Robert  L.  Stevens,  the  son  of  the  Stevens  who  had  devoted  so 
much  time  and  labour  to  the  early  experiments  on  steam  navigation,  placed  upon  the  Hudson 
a vessel  which  he  had  constructed  for  the  navigation  of  the  Delaware,  on  which  river  an  active 
competition  had  been  kept  up,  while  all  opposition  had  been  excluded  from  the  former  river 
by  the  exclusive  grant  to  Fulton.  This  vessel  far  exceeded  the  * Sun ' in  speed,  and  made  the 
passage  easily  in  twelve  hours. 

The  possibility  of  leaving  New  York  after  sunrise,  and  reaching  Albany  before  sunset,  for 
the  greater  part  of  the  season  in  which  navigation  is  practicable,  being  thus  established,  several 
other  vessels  were  immediately  constructed  to  fulfil  the  same  object;  and  the  steam  boats 
planned  by  Fulton  himself,  or  constructed  in  direct  imitation  of  them,  were  driven  from  the 
river,  or  applied  to  the  purpose  of  towing  barges. 

Among  the  vessels  which  replaced  them  a strong  rivalry  existed,  and  contests  of  speed  took 
place  daily.  These  contests  involved  more  than  mere  reputation  ; for  the  way  passengers,  who 
often  form  the  majority,  were  in  the  habit  of  entering  the  vessel  which  first  reached  their  place 
of  embarkation.  It  thus  happened  that  vessels  which  were  frequently  defeated  were  sure  to 
be  losing  speculations ; and  even  some  of  great  speed,  but  which  were  not  backed  by  a sufficient 
capital,  were  also  withdrawn,  in  consequence  of  the  unprofitable  prices  at  which  the  passages 
w'crc  often  given. 

In  the  course  of  these  contests,  changes  were  made  in  existing  vessels,  and  these  changes 
were  copied  in  the  construction  of  new  ones.  These  changes  consisted  principally  in  an  in- 
crease of  the  stroke  of  the  piston,  and  therefore  in  the  length  of  the  crank,  and  in  cutting  off 
the  steam  at  half  stroke.  The  first  object  was  accomplished,  in  existing  vessels,  by  adding  an 
additional  piece  to  the  cylinder.  Even  some  of  the  older  vessels  were  improved  in  these 
respects,  and  again  replaced  upon  the  navigation,  and  competed,  with  tolerable  success,  with 
those  of  the  improved  description.  The  old  vessels,  thus  improved,  took  their  places  in  what 
is  called  the  night-line.  The  transportation  of  passengers  on  the  Hudson  is  adapted  to  two 
distinct  classes,  those  who  travel  for  business,  and  those  who  travel  for  pleasure.  The  former 
are  best  accommodated  by  vessels  performing  their  passage  during  the  night ; for  thus  business 
may  be  transacted  in  New  York  on  one  day,  and  in  Albany  the  next.  No  real  advantage  is 
gained  to  these  passengers  by  reducing  the  time  of  transit  below  twelve  hours  ; and  the  old 
boats,  thus  improved,  were  enabled  to  effect  this.  On  the  other  hand,  every  minute  saved  in 
the  passage  by  day  light  was  considered  of  advantage. 

It  appears  probable  that  the  use  of  a valve,  cutting  off  the  steam  at  half  stroke,  had  at  first 
no  other  object  in  view  than  a saving  of  fuel.  The  person  who  first  ascertained,  as  a practical 
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result,  that  a greater  speed  might  be  attained  in  a given  vessel  by  using  steam  expansively, 
was  Adam  Hall,  at  that  time  the  director  of  the  workshops  of  the  West  Point  Foundry  As- 
sociation. He,  at  all  events,  entered  very  fully  into  the  practical  investigation  of  this  subject, 
and  drew  up  a paper  exhibiting  his  views,  which  was  communicated  to  the  writer  of  this 
essay.  The  same  views  had  been  previously  exhibited  theoretically  by  the  writer  in  a public 
course  of  lectures  delivered  in  February  and  March,  1830.  These  were  soon  after  made 
public  in  a treatise  on  the  steam  engine,  which  it  is  believed  had  some  influence  in  the  im- 
provements that  have  since  been  made  in  navigation  by  steam.  It  was  therein  demonstrated, 
that  the  power  of  a given  engine  might  be  doubled  by  loading  the  safety  valve  with  57  lbs.  per 
square  inch,  and  cutting  off  the  steam  when  one-eighth  of  the  cylinder  had  been  filled,  and  a 
saving  of  two-fifths  of  the  fuel  effected  at  the  same  time. 

In  the  subsequent  improvements  of  which  we  shall  hereafter  speak,  the  excellent  work- 
manship of  the  West  Point  Foundry,  with  which,  however,  Mr.  Hall  ceased  to  be  connected, 
and  the  high  scientific  attainments  of  the  Messrs.  Kemble,  its  president  and  agent,  had  a very 
important  influence. 

While  the  contests  of  which  we  have  spoken  were  going  on,  Stevens  was  busily  engaged  in 
building  a new  steam  l>oat,  to  which  he  gave  the  name  of  the  * North  America/  As  this  vessel 
embodied  all  the  improvements  either  in  the  original  structure,  or  derived  from  exj>crience  in 
his  former  steam  boat,  we  shall  give  a concise  description  of  her  form  and  arrangements. 

The  dimensions  of  the  ‘North  America’  were  as  follow: 

Beam  . . . . .30  feet. 

Draught  of  water  ...  5 feet. 

Diameter  of  water  wheel  . . 21  feet. 

Length  of  bucket  . . .13  feet. 

Depth  of  ditto  ....  2 feet,  6 inches. 

The  engines  were  two  in  number,  and  with  the  boilers,  were  placed  ujxm  the  wheel  guards, 
thus  leaving  the  deck  free  from  incumbrance  from  stem  to  stem.  The  cabins  beneath  could 
also  be  opened,  so  as  to  afford  a clear  view  from  the  sternpost  to  the  cutwater.  The  engines 
worked  with  beams,  and  bad  the  following  dimensions : 


Diameter 

. 

. 44|  inches. 

Length  of  stroke 

. 

. 8 feet. 

Strokes  per  minute 

. 

. 24 

The  steam  was  usually  raised  to  a tension,  over  and  above  an  atmosphere,  of  lOftisper  inch, 
and  was  cut  off  at  half  stroke.  The  velocity  through  the  water,  as  ascertained  from  the 
average  of  a great  number  of  passages,  was  19*8  feet  per  second,  or  about  13  $ English  miles 
per  hour.  The  relative  velocity  of  the  outer  circumference  of  the  wheel  was  6*6  feet  per 
second. 

Another  vessel,  intended  for  a different  navigation,  namely,  that  from  New’  York  to  New- 
port R.  I.,  was  built  shortly  after  the  ‘ North  America/  and  was  considered  as  successful  an 
application,  taking  the  difference  of  circumstances  into  account,  as  that  steam  boat.  In  this 
navigation  it  is  necessary  not  only  to  pass  the  wide  and  often  stormy  testuary,  knowm  as  Long 
Island  Sound,  but  to  enter  the  open  ocean.  It  was  therefore  considered  expedient  to  sacrifice 
speed,  for  the  purpose  of  rendering  the  vessel  more  fit  for  the  navigation  of  agitated  and  tem- 
pestuous waters. 
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This  vessel  was  called  the  ( President the  particulars  of  her  structure,  &c.  were  as  follow : 


Breadth  of  beam  • 
Draught  of  water  . 
Diameter  of  water  wheels 
Length  of  bucket  . 
Depth  of  ditto 
Engines,  in  numl>cr( 
Diameter  of  cylinders 
Length  of  stroke  . 
Number  of  revolutions 


32$fect. 

9 feet. 

22  feet. 

10  feet. 

3$  feet. 

2 

4 feet. 

7 feet. 

21  per  minute. 


The  average  velocity  was  17*6  feet  per  second,  or  about  12  English  miles  per  hour,  and 
the  relative  velocity  of  the  circumference  of  the  wheel  was  6 J feet  per  second. 

O11  one  occasion  it  became  necessary  for  the  4 President'  to  make  a passage  ninth  only  one 
of  her  wheels  and  engines  in  action.  In  this  passage  the  velocity  of  the  boat  was  diminished 
to  13*8  feet  per  second,  but  the  relative  velocity  of  the  wheel  fell  but  little  short  of  that 
acquired  when  both  wheels  were  used,  being  6*3  feet  per  second.  The  constancy  which  thus 
appeared  to  exist  in  die  relative  velocity  of  the  circumference  of  the  wheel,  in  two  boats  of 
very  different  form  and  structure,  and  in  the  same  bout,  when  propelled  by  forces,  differing  as 
much  as  in  the  ratio  of  2 : 1,  is  a remarkable  fact,  and  appears  wholly  irreconcilable  with  the 
ordinary  mathematical  expression  of  the  relation  between  the  two  velocities  of  the  wheel  and 
the  vessel.  It  had  been  deduced  by  a course  of  reasoning,  which  has  been  .eceived  without 
question,  that  the  velocity  of  the  vessel  tears  a constant  proportion  to  that  of  die  wheel,  while 
in  die  instances  wv  have  cited  they  differ  by  a constant  quantity. 

Without  attempting  to  question  the  skill  in  analysis  of  the  distinguished  mathematicians, 
both  French  and  English,  who  have  investigated  this  problem,  wc  may  venture  to  state  that 
this  appears  to  be  a case  in  which  the  formula  of  Parent  is  applicable,  and  that  the  velocity  of 
the  circumference  of  the  puddle  wheel  dirough  the  water  ought  to  be  constant,  and  equal  to 
one-third  of  the  greatest  velocity  at  which  a tlat  surface  can  he  propelled  through  that  fluid, 
in  a direction  perpendicular  to  its  plane.  Assuming  this  to  be  twelve  nautical,  or  13*8  English 
miles  per  hour,  we  have  for  the  proper  constant  relative  velocity  of  the  circumference  of  a 
paddle  wheel  6$  feet  per  second.  On  examination  of  the  performance  of  a great  number  of 
American  steam  boats,  some  of  which  we  shall  hereafter  cite,  it  has  been  found  that  the 
relative  velocity  of  their  paddle  wheels  has  always  been  nearly  this  quantity.  This  fart  is 
thrown  out  for  die  present,  for  the  purjKisc  of  drawing  the  attention  of  the  scientific  world  to 
it;  and  should  it  he  found  to  be  universal,  it  will  probably  furnish  a basis  for  the  madiematiral 
theory  of  steam  boats,  whose  results  will  be  more  applicable  to  the  cases  which  occur  in 
practice,  than  those  which  are  now  set  forth,  but  which  are  of  little  or  no  use  to  the  engineer 
or  ship  builder. 

As  the  speed  which  has  been  stated  for  one  of  the  vessels,  which,  from  Uieir  having  teen 
long  attentively  observed  by  the  writer,  have  been  chosen  as  instances,  is  far  beyond  that 
which  has  been  attained  in  Europe,  it  may  be  well  that  we  should  cite  the  facts  alienee  this 
statement  lias  teen  derived.  The  distance  from  New  York  to  Albany  has  been  measured 
by  the  late  Surveyor-General  of  the  State  of  New  York,  in  straight  lines  joining  die  extreme 
points  of  the  several  reaches  of  the  river,  and  amounts  to  143  miles.  The  average  passages  of 
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the  * North  America,’  before  the  further  improvements  we  shall  mention,  were  performed  in 
lOhrs.  48 min.,  after  deducting  stoppages. 

The  circumstances  of  the  tide  in  the  river  caused  the  curious  result,  that  among  the  passages 
whence  the  above  average  was  deduced,  those  which  were  performed  in  the  shortest  time  were 
upwards,  or  in  opposition  to  the  fall  of  the  stream.  The  Hudson  is  affected  by  the  tide 
beyond  Albany,  but  in  the  higher  parts  the  flood  is  rarely  attended  by  a strong  current,  and 
at  times  no  other  effect  is  produced  by  it  than  a variation  in  the  velocity.  But  the  wave 
which  causes  the  tide  reaches  Albany  in  about  eighteen  hours ; and  thus,  a vessel  leaving 
New  York  soon  after  low  water  carries  the  flood  tide  with  it,  and  if  it  perform  the  passage  in 
ten  or  twelve  hours,  feels  its  full  influence  for  the  whole  of  the  way.  In  descending,  the  vessel 
meets  at  least  two  successive  waves,  and  thus  has  the  tide  alternately  favourable  and  un> 
favourable. 

At  New  York  the  water  of  the  Hudson  at  high  water  is  usually  nearly  as  salt  as  that  of  the 
ocean  ; but  there  have  been  two  or  three  instances  within  the  memory  of  man,  when  it  was  so 
fresh  at  low  water  that  outward-lwund  ships  have  filled  their  supply  of  water  from  it.  At  a 
distance  of  seventy-five  miles  from  New  York  the  water  is  always  perfectly  fresh,  and  is  rarely 
perceptibly  brackish  above  the  highlands,  which  are  fifty  miles  from  New  York.  For  the  latter 
distance  the  channel  for  the  largest  ships  is  never  less  than  1000  yards  in  width,  and  is  in  many 
places  seventy  feet  in  depth.  Ships  drawing  fifteen  feet  water  have  a good  beating  channel 
at  all  times  of  tide  as  high  as  the  city  of  Hudson,  120  miles  from  New  York  : the  remaining 
twenty-four  miles  are  comparatively  shallow  and  narrow. 

The  writer  made  in  the  * New  Philadelphia’  one  of  the  most  remarkable  passages  ever 
performed.  Leaving  New  York  at  five  o’clock  i*.m.  with  the  first  of  the  flood,  he  landed 
at  Catskill,  distant  111  miles,  a quarter  of  an  hour  before  midnight.  As  passengers  were 
landed  and  taken  in  at  seven  intermediate  points,  the  rate  at  which  the  passage  was  per- 
formed was  not  less  than  eighteen  English  miles  per  hour.  Now,  as  the  current  in  no  case 
exceeds  four  miles  per  hour,  the  absolute  velocity  through  the  water  must  have  been  at  least 
fourteen  miles. 

It  may  be  here  remarked,  that  the  demonstration  which  attempts  to  prove  that  the  absolute 
velocity  of  a vessel  propelled  by  steam  in  a current  differs  when  the  direction  of  the  motion 
is  with  the  stream,  from  that  with  which  it  may  be  moved  against  the  stream,  is  at  variance 
with  the  facts.  Upon  examination,  this  demonstration  will  be  found  to  rest  upon  false  premises  : 
the  conditions  laid  down  are  not  those  which  actually  exist.  In  order  to  view  the  subject 
in  a proper  light,  let  us  suppose  that  a steam  boat  is  abandoned  to  the  current  t in  this  case 
it  must  speedily  acquire  the  velocity  of  the  stream,  and  be  at  rest  in  relation  to  the  w'ater  on 
which  it  floats.1  When  the  machinery  begins  to  act,  no  difference  of  circumstances  can  arise 
from  the  direction  in  which  the  prow  of  the  boat  is  turned,  and  all  the  motions  in  reference 
to  the  mass  of  fluid  will  he  performed  exactly  as  if  that  mass  were  not  in  motion.  In 
moving  with  the  current,  then,  the  rate  of  progress  by  the  land  will  be  the  sum  of  the  ordinary 
rate  of  the  boat’s  motion,  and  the  velocity  of  the  stream  ; in  moving  against  the  current,  the 
rate  of  progress  will  l>e  the  difference  between  these  two  velocities. 

In  obtaining  these  velocities  of  thirteen  miles  and  upwards  per  hour,  it  does  not  appear 

' Here  the  particle*  of  the  fluid  art  supposed  to  move  in  parallel  straight  lines,  and  n itb  the  uunc  velocity  at  all  depths. — Ed. 
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that  the  force  of  the  engines  employed  exceeded  that  which  had  been  used  in  some  American 
vessels  which  had  far  less  speed.  Neither  was  the  relation  of  the  power  of  the  engine,  estimated 
in  the  usual  manner,  to  the  tonnage  of  the  vessel,  greater  than  that  found  in  European 
steamers,  whose  velocity  does  not  appear,  at  that  time,  to  have  exceeded  ten  miles  per  hour. 
Besides,  it  cannot  he  denied  that  the  advantage  in  the  finish  and  workmanship  of  the  engines 
was  on  the  side  of  the  European  vessels.  We  may  therefore  inquire  to  what  circumstances  it 
was  owing,  that  a rate  of  speed,  which  a high  British  authority  has  very  recently  declared  to  be 
incredible,  should  be  actually  obtained.  We  ascribe  this  chiefly  to  the  great  difference  in  the 
principles  which  governed  the  structure  of  the  engines  in  the  two  different  countries.  In  the 
modifications  of  the  original  form  of  the  engine  of  Fulton,  the  English  engineers,  whose  efforts 
were  principally  directed  to  the  navigation  of  stormy  seas,  thought  it  indis|>en sable  that  the 
machinery  should  be  included  beneath  the  deck  of  the  vessel.  The  stroke  of  the  piston  and 
the  length  of  the  crank  were  therefore  diminished  below  the  proportion  originally  chosen  by 
Watt.  In  America,  the  vessels  being  principally  intended  for  the  navigation  of  rivers,  no 
such  change  occurred;  and  when  it  liecamc  necessary  to  make  the  4 New  Philadelphia*  compete 
with  vessels  driven  by  more  powerful  engines,  Stevens  increased  the  length  of  the  stroke  and  of 
the  crank.  The  new  relation  between  the  diameter  and  length  of  the  cylinder  thus  obtained, 
was  followed,  or  even  exceeded,  in  all  subsequent  engines.  No  change  was  made  in  the 
dimensions  of  the  boiler,  but  the  additional  force  was  obtained  by  causing  the  steam  to  art 
expansively.  The  latter  method  was  attended  by  an  anomaly,  which  is  however  readily 
explained,  when  it  is  considered  that  the  relative  velocity  of  the  circumference  of  the  wheel  is 
constant.  It  was  not  found  that  the  steam,  although  cut  off,  at  first  at  half  stroke,  was  much 
increased  in  tension.  The  most  obvious  effect  of  the  method  was  an  increase  in  the  velocity 
of  the  piston,  by  which  the  steam  was  prevented  from  accumulating. 

When  we  consider  the  wheel  as  a body  revolving  on  an  axis,  and  which  meets  with  a 
resistance,  whose  resultant  is  applied  U>  a point  at  no  great  distance  from  its  circumference, 
it  will  be  obvious  that  there  will  l>c  a j joint,  to  which,  if  the  crank  be  applied,  the  whole  force 
of  the  engine  will  be  exerted  to  overcome  the  resistance ; but  if  the  crank  be  applied  to  any 
other  point,  a part  of  the  force  will  be  wasted  upon  the  axle  itself.  Now,  even  in  the  long 
stroke  usual  in  the  modern  American  engines,  it  docs  not  appear  that  the  crank  extends  as 
far  as  this  most  favourable  point;  but  in  the  short  stroke  of  the  English  engines  a large 
proportion  of  the  whole  power  is  lost.1  This  advantage  is,  however,  at  present  less  sensible 
in  the  American  steam  boats ; for  the  principle  of  using  cylinders  of  great  length  having  been 
introduced,  the  next  step  was  to  increase  the  diameters  of  the  wheels.  The  object  intended 
to  be  gained  by  the  latter  change  was  an  increase  in  the  velocity  of  the  circumference  of  the 
wheel,  for  the  constructors  of  steam  boats  seem  to  have  reached  the  conclusion  that  every 
addition  to  this  velocity  would  add  as  much  to  that  of  the  vessel.  In  one  instance  the 
diameter  of  the  water  wheels  has  been  increased  to  thirty  feet,  and  the  stroke  of  the  piston  to 
twelve  feet. 

As  an  additional  means  of  obtaining  high  velocities  in  the  piston,  the  dimensions  of  the 
valves  and  steam  pipes  of  the  American  engines  have  been  increased  beyond  the  proportion 
used  by  Watt.  The  flow  of  the  steam  from  the  boiler  is  thus  rendered  more  rapid,  and  the 


1 The  author  must  here  allude  to  the  friction  canned  by  the  pre»»ure  on  the  nliaA : no  Loss  of  power  can  otherwise  result 
from  the  mechanical  arrangement."— Ed. 
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velocity  of  the  piston  increased  in  like  degree.  We  have  already  stated  that  the  steam  is 
cut  off,  and  thus  caused  to  act  expansively:  the  advantage  thus  obtained  is  analogous  to  that 
derived  from  the  same  method  in  the  pumping  engines  of  Cornwall. 

As  an  accessory,  and  one  of  no  little  importance,  we  may  mention  the  form  of  paddle  wheel 
originally  introduced  by  the  younger  Stevens,  but  now  universally  adopted.  The  form  of 
this  may  he  readily  understood,  by  supposing  a common  paddle  wheel  to  be  cut  into  three 
parts,  by  planes  perpendicular  to  its  axis ; that  one  of  these  being  supposed  to  remain  at  rest, 
the  second  is  moved  through  one-third,  and  the  thin!  part  through  two-thirds  of  the  space 
intervening  between  two  contiguous  paddles. 

It  seems  to  be  conclusively  shown  by  the  researches  of  Barlow,  that  the  modifications 
of  paddle  which  have  been  tried  in  Great  Britain,  are,  upon  the  whole,  inferior  to  the  common 
paddle  wheel.  The  triple  wheel  of  Stevens  does  away  the  principal  objection  which  can  be 
opposed  to  the  latter,  namely,  the  long  interval  between  the  successive  strokes  of  the  wheel 
against  the  water,  and  their  violence. 

In  vessels  of  small  dimensions  the  same  principle  is  applied,  hut  the  wheel  is  only  double, 
instead  of  being  triple. 

The  velocity  of  the  pistons  of  engines  used  for  manufacturing  purposes  is  about  200  feet 
per  second.  In  the  4 North  America’  this  velocity  was  carried  up  to  3 HI  feet,  and  the  rate  is 
now  exceeded  in  many  of  the  newer  vessels.  Thus,  in  the  steam  frigate  * Fulton,’  the  velocity 
of  the  piston  is  450  feet,  and  in  the  * Cornelius  Vanderbitt’  and  ‘Highlander,’  as  much  as 
000  feet  per  second. 

Wc  have  enlarged  upon  the  performances  of  the  ‘ North  America,’  not  from  their  being 
unsurpassed,  but  in  consequence  of  their  forming  an  era  in  the  history  of  steam  navigation.  It 
was  easily  seen  that  the  important  part  of  the  resistance,  and  which  in  fact  seemed  to  oppose 
an  absolute  barrier  to  all  velocities  beyond  a certain  limit,  arose  from  the  wave  raised  in  front 
of  a vessel  in  rapid  motion. 

Don  George  Juan  estimates,  that  this  cause  of  resistance  increases  with  the  fourth  power 
of  the  velocity.  It  was  attempted  to  lessen  this  part  of  the  resistance,  by  altering  the  form  of 
prows.  False  prows  were  therefore  adapted  to  the  vessels  in  use ; and,  as  the  cavity  left 
behind  the  sternpost  causes  a similar  resistance,  false  stems  have  also  been  applied.  These 
attempts  have  been  eminently  successful,  and  in  some  instances  no  visible  wave  appears  on 
the  water,  before  the  entrance  of  the  extreme  breadth  of  the  vessel.  This  is  remarkably  the 
case  in  some  of  the  newer  steam  vessels,  in  which  the  form  has  been  derived  from  that 
obtained  experimentally  by  the  addition  of  false  prows  and  stems.  The  latest  model  of  this 
description  is  that  adopted  in  the  new  steam  frigate  * Fulton,’  a draught  of  whose  water  lines 
accompanies  this  paper. — (PI.  cxvi.) 

A section  of  a vessel  (the  4 North  Carolina,’  PI.  CXVtl.)  of  similar  form,  but  of  less  draught 
of  water,  is  also  appended  ; with  a view  of  a third  intended  for  sea  navigation. 

In  the  models  of  this  new  class  of  vessels,  although  built  with  keels,  there  is  only  a few 
inches  dead  rise  in  the  midship  section,  and  the  floor  extends,  horizontally,  nearly  the  whole 
length  of  the  keel.  This  form  will  l>e  better  understood  from  the  draught  of  the  steam  frigate 
• Fulton.* 

A long  flat  floor  had  been  used  before  in  the  4 North  America,’  4 Dewitt  Clinton,’  ami 
several  other  vessels,  but  differed  from  that  of  the  new  models  in  being  nearly  rectangular,  so  that 
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the  prow  and  stem  resembled  conoids  applied  to  a parallelopiped.  In  the  new  models  all  the 
water  lines  are  continuous  curves,  except  at  the  place  where  the  water  wheels  are  applied, 
where  the  sides  of  the  vessel  are  vertical.  The  prows  of  the  new  models  are  wedges  with 
curved  surfaces,  instead  of  being  conoidal,  and  the  general  character  of  their  models  appears 
to  be  borrowed  from  the  fast  rowing  boats,  used  by  the  Whitehall  boatmen,  in  the  harbour  of 
New  York. 

The  first  steam  boat  in  which  the  new  structure  was  adopted,  was  the  1 Lexington/  This 
vessel  was  planned  by  Captain  Vanderbitt,  a very  enterprising  and  intelligent  owner,  and 
commander  of  steam  boats.  The  undertaking,  considering  the  circumstances,  was  one  of  great 
boldness,  for  this  vessel  was  at  once  placed  upon  Long  Island  Sound,  where  it  was  exposed 
occasionally  to  high  waves.  The  experiment  was  so  successful,  that  the  passage  to  New  Port 
and  Providence,  R.  I.,  was  attempted;  and  from  the  rapidity  with  which  the  voyages  of  the 
‘Lexington'  were  performed,  the  proprietors  of  the  old  class  of  vessels  were  compelled  to  with- 
draw them,  and  substitute  others  designed  upon  the  new  model.  So  far  as  this  particular 
passage  is  concerned,  the  greater  part  of  which  is  inland,  and  within  reach  of  safe  and  con- 
venient harbours,  the  experiment,  although  bold,  is  not  to  be  considered  as  involving  any 
notable  danger.  But  it  has  unluckily  happened,  that  this  apparent  success  has  led  to  the 
attempt  to  navigate  the  ocean  in  vessels  of  the  same  species  of  model.  We  cannot  believe 
that  these  vessels  arc  to  Ik*  considered  as  perfectly  safe.  Their  length  is  as  much  as  eight 
times  their  breadth  of  l»eam,  and  the  form  of  their  prows  and  stems  extremely  acute : hence  the 
tendency  to  hog,  and  break  their  backs  is  great ; and  one  instance  has  already  occurred,  where 
a new’  vessel  has  gone  to  pieces  by  mere  stress  of  weather.  It  may  he  possible,  by  trussing, 
or  by  diagonal  ceilings,  to  lessen  the  danger  arising  from  this  source;  but  vessels  of  this 
model  will  be  still  exposed  to  being  washed  from  stem  to  stern  by  the  waves. 

We  do  not  class  among  the  objections  to  steam  lioats  of  the  new  model  as  sea-going 
vessels,  the  fact  that  the  cylinder  is  wholly  raised  above  the  level  of  the  deck.  It  might  at 
first  sight  appear  that  the  vessel  would  in  this  way  he  rendered,  in  nautical  language,  too 
crank.  But  when  w’e  consider  that  the  heavy  masts  and  sails  with  which  ships  are 
loaded,  are  dispensed  with  altogether  in  steam  boats  intended  for  the  navigation  of  rivers, 
and  may  he  replaced  in  those  intended  for  the  navigation  of  the  sea  by  spare  of  the  lightest 
description,  we  shall  see  that  the  centre  of  gravity  in  the  latter  case,  need  not  be  more  elevated 
than  it  is  in  ships.  Now  it  is  a well  known  principle  in  the  stowage  of  ships,  that  stability  is 
increased  for  a time  by  raising  the  centre  of  gravity ; nay,  that  were  it  so  low  as  to  coincide 
with  the  centre  of  the  part  immersed,  the  condition  of  equilibrium  would  be  indiirerent.1  It 
is  also  a well  known  fact,  that  a ship  may  be  rendered  more  easy,  and  therefore  more  safe  at 
sea,  by  raising  the  centre  of  gravity  beyond  the  point  at  which  the  greatest  degree  of  stability 
is  attained.  May  we  not,  then,  question  whether  the  anxiety  of  the  British  engineers  to  keep 
the  weight  low  has  been  founded  upon  correct  principles?  At  any  rate, although  the  American 
engineers  may  perhaps  have  erred  on  the  other  extreme,  their  practice  is  not  as  inconsistent 
with  safety  as  some  of  their  own  countrymen  have  imagined. 

One  prominent  mistake,  however,  appears  to  have  been  committed  in  the  vessels  recently 
constructed  for  the  navigation  of  the  ocean  in  the  United  States.  Departing  from  the  practice, 

' We  cannot  auciU  to  this  principle. — Eo. 
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which  had  become  sanctioned  by  successful  usage,  of  employing  two  engines  placed  upon  the 
wheel  guards,  a single  one  has  been  substituted.  This  being  necessarily  placed  in  the  plane 
of  the  keel,  the  rolling  of  the  vessel  is  rendered  more  rapid,  and  more  likely  to  be  injurious. 
It  is  indeed  another  well  known  principle  in  the  stowage  of  vessels,  that  the  rolling  is  to  be 
rendered  less  violent  by  placing  the  weights  at  the  greatest  possible  distance  from  the  plane 
of  the  keel,  as  well  as  at  the  greatest  height  which  is  consistent  with  stability. 

The  use  of  a single  vertical  engine  of  long  stroke  is  attended  with  another  difficulty,  namely, 
that  it  requires  a large  opening  to  be  left  in  the  deck  of  the  vessel,  which  cannot  be  suffi- 
cieutly  defended  from  the  influx  of  the  sea;  for  the  bulkheads  which  surround  it,  cannot  be 
rendered  strong  enough  to  resist  a violent  wave. 

After  all,  the  main  objection  to  the  present  model  of  American  steam  boats,  when  con- 
sidered in  their  fitness  for  the  navigation  of  the  ocean,  is  the  weakness  inherent  in  the  great 
proportion  which  their  length  bears  to  their  breadth  and  depth.  To  remedy  this  defect  is  not 
beyond  the  power  of  a skilful  application  of  the  principles  of  carpentry,  We  have  already 
indicated  the  most  obvious  method  which  these  principles  would  suggest,  namely,  the  adoption 
of  the  diagonal  framing  of  Seppings,  either  in  the  form  of  trusses,  or  in  the  ceiling  planks. 

This  defect  being  overcome,  no  doubt  can  exist  that  vessels  combining  great  safety  with  an 
average  speed  of  at  least  twelve  nautical  miles  per  hour,  can  be  constructed.  Such  vessels 
might  make  the  passage  from  New  York  to  Liverpool  in  less  than  twelve  days;  and  with 
such  a speed  there  can  be  no  reason  to  doubt  that  they  might  carry,  in  the  form  of  coal,  more 
than  a sufficient  supply  of  fuel.  A direct  passage  will  be  absolutely  indispensable  to  success ; 
for  should  it  be  found  necessary  to  make  intermediate  ports,  as  for  instance,  Valentia,  or 
Cork,  Halifax,  or  the  Western  Islands,  the  delay  consequent  on  making  a harbour,  and  in  taking 
in  fuel,  will  prevent  the  passage  being  performed  in  a time  much  less  than  the  average  passages 
of  good  ships.  As  the  expense  of  the  steam  boats  will  be  vastly  the  greatest,  they  would  not 
be  able  to  compete  with  the  existing  packet  ships.  On  the  other  hand,  in  a direct  passage 
performed  with  the  speed  of  the  American  steam  boats,  the  saving  in  time  will  more  than 
compensate  the  excess  of  the  daily  expense  of  steam  navigation. 

Since  the  preceding  paragraphs  were  written,  an  experiment  has  been  made  with  the  British 
steamer,  the  ‘Great  Western/  which  renders  the  successful  navigation  of  the  Atlantic, 
between  New  York  and  England,  without  stopping  at.  an  intermediate  port,  no  longer  a matter 
of  inference,  but  a fact  established  by  experience.  This  vessel  has  carried  more  than  a suffi- 
cient supply  of  coals  for  the  passage ; and  although  having  an  average  s|»ced  of  no  more  than 
nine  nautical  miles  per  hour,  has  been  no  more  than  fifteen  days  in  making  her  harbour.  On 
examining  this  vessel,  and  comparing  her  performance  with  that  of  American  steam  boats,  it  is 
easy  to  perceive  that  her  speed  might  be  very  materially  increased  without  making  any 
important  change  in  her  engines,  and  probably  with  a saving  of  fuel.  It  would  be  necessary  to 
modify  the  boilers  so  as  to  convert  a less  quantity  of  water  than  they  now  do  into  steam,  but 
to  furnish  it  of  a tension  of  20  or  30lbs,  instead  of  3’,  which  they  now'  carry.  Nor,  when  the 
boiler  is  of  sufficient  strength,  need  any  increase  of  danger  be  apprehended  from  using  steam 
of  this  medium  pressure.  It  is  now  well  established  that  the  mere  pressure  of  the  steam  is 
among  the  least  important  causes  of  danger,  and  that  such  as  are  most  to  be  apprehended  are 
as  likely  to  occur  in  using  steam  of  a single  atmosphere  as  that  of  ten  or  twelve. 

The  arrival  of  the  ‘Great  Western’  in  New  York  was  preceded  by  that  of  the  ‘Sirius/ 
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although  only  by  a few  hours.  The  competition  for  the  honour  of  successfully  accomplishing 
this  voyage,  between  the  respective  owners  and  commanders  of  these  vessels,  involves  less  of 
reputation  than  is  generally  believed.  It  is  nearly  twenty  years  since  the  1 Savannah/  a steam 
boat  built  and  equipped  in  the  port  of  New  York,  made  a voyage  to  Europe  and  returned.  If 
then  new  honours  are  to  be  awarded,  it  is  to  the  parties  concerned  in  the  4 Great  Western  ’ that 
they  are  due ; for  the  mere  practicability  of  the  enterprise  is  not  the  point  on  which  well 
informed  persons  have  ever  hesitated ; but  the  doubt  has  been  whether  it  can  lie  made  certain 
within  given  limits  of  time,  and  whether  these  limits  will  be  less  than  the  average  passage  of 
packet  ships.  This  point,  which  the  arrival  of  the  * Sirius’  would  have  left  in  doubt,  is  decided 
by  the  voyage  of  the  4 Great  Western.’  The  question  of  the  relation  between  the  cost  of  the 
enterprise,  and  the  freight,  is  still  undecided.  We  do  not  doubt,  however,  that  this  will  1m* 
such  as  to  yield  a profit. 

The  4 Savannah  * proceeded  from  New  York  to  Liverpool  without  stopping  at  any  inter- 
mediate port ; from  Liverpool  to  St.  Petersburgh,  touching  at  Copenhagen.  In  returning 
thence  this  vessel  entered  the  port  of  Arcndal  in  Norway,  and  then  crossed  the  Atlantic  a 
second  time  to  New  York,  without  making  any  intermediate  port.  Steam,  however,  was  not 
used  during  the  whole  voyage,  but  the  use  of  the  engine  was  intermitted  whenever  the  wind 
was  such  as  to  enable  the  vessel  to  lay  her  course  without  deviation.  No  record  appears  to 
remain  of  the  time  in  which  steam  alone  w*as  used,  but  the  tw*o  passages  across  the  Atlantic 
were  each  made  in  twenty-five  days. 

A year  or  two  after  the  voyage  of  the  4 Savannah*  a splendid  vessel  was  built  in  New  York, 
intended  as  a packet  between  that  city  and  New  Orleans.  This  vessel  was  600  tons  burthen, 
rigged  as  a ship,  and  propelled  by  a powerful  steam  engine.  Several  voyages  were  performed 
successfully  by  this  vessel,  but  the  number  of  passengers  was  not  found  sufficient  to  defray 
the  expenses,  and  the  vessel  was  laid  up.  This  vessel  had  sufficient  burthen  to  hove  carried 
fuel  for  an  entire  passage  to  Europe,  but  the  public  mind  was  not  prepared  for  the  experiment. 
The  navigation  between  New  York  and  Charleston  S.  C.  has  been  for  some  years  partially 
carried  on  in  steam  vessels.  These  have  generally  been  of  small  size,  and  the  engines  of 
inferior  workmanship  to  those  used  upon  the  Hudson  and  Long  Island  Sound.  The  first 
attempt  to  introduce  a vessel  of  larger  dimensions  and  greater  cost  was  unfortunate.  The 
vessel  was  so  weak,  in  consequence  of  her  extreme  length,  and  the  desire  to  render  her 
buoyant,  that  in  the  second  voyage  she  became  a perfect  wreck  at  sea,  and  was  with  difficulty 
brought  to  the  land.  This  was  an  unfortunate  enterprise,  not  only  in  the  loss  of  life  with 
which  the  wreck  was  attended,  but  in  the  check  it  gave  to  the  spirit  of  enterprise  which  was 
about  to  be  directed  to  the  navigation  of  the  Atlantic. 

For  three  years  past,  steam  packets  have  plied  regularly  between  Norfolk  in  Virginia  and 
Charleston  S.  C.,  passing  the  most  dangerous  part  of  the  southern  coast  of  the  United  States, 
the  shoals  of  Cape  Hattcras. 

At  the  present  time,  and  for  some  months  back,  a steam  vessel  called  the  ‘North  Carolina/ 
has  been  employed  in  the  conveyance  of  passengers  between  Charleston  S.  C.,  and  Wilmington 
N.  C.  A gentleman  who  recently  travelled  by  this  route  informs  us  that  the  passage  occupied 
15  \ hours.  The  distance  by  sea  is  120  nautical  miles,  to  which  is  to  be  added  the  distance  of 
the  two  places  from  the  ocean. 

The  performances  of  some  of  the  American  vessels  of  the  new  model  have  been  very 
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extraordinary.  The  following  facts,  in  relation  to  two  of  them,  have  been  derived  from  a com- 
munication of  Mr.  Haswell,  an  engineer  in  the  service  of  the  United  States,  to  whom  the 
construction  of  the  machinery  of  the  steam  frigate  4 Fulton * was  confided. 

Steam  Boat  4 Cleopatra.* 

Diameter  of  wheel  . . 

Length  of  bucket  . 

Breadth  of  do. 

Revolutions  per  minute  . 

Velocity  of  wheel  per  second 

of  vessel 

Relative  velocity  of  wheel 

Steam  Boat  ‘ Lexington.' 

Diameter  of  wheel  . . 21  feet. 

Length  of  bucket  . . 11  feet. 

Breadth  of  do.  . . 2 feet,  8 inches. 

Revolutions  per  minute  . 23 

Velocity  of  wheel  per  second  . 28*8 

of  vessel  . . 22*5 

Relative  velocity  of  wheel  . 6*3 

These  velocities  would  carry  up  the  speed  of  the  vessels  to  15  English  miles  per  hour,  and 
it  appears  that  in  many  instances  such  a rate  has  been  attained  for  a short  time.  But  we 
have  no  evidence  to  adduce  that  the  ordinary  average  performances  of  the  most  recently  con- 
structed boats  have  amounted  to  more  than  fourteen  English  miles  per  hour.  The  average 
passages  between  New  York  and  Albany  do  not  yet  fall  much  short  of  eleven  hours;  and  if 
we  allow  no  more  than  half  an  hour  for  stoppages,  the  rate  is  less  than  fourteen  miles. 

A speed  almost  equal  is  attained  in  the  passage  between  New  York  and  Providence,  Rhode 
Island.  This  passage,  as  we  have  partly  stated,  is  performed  upon  the  arm  of  the  sea,  called 
at  New  York  the  Blast  River,  and  for  its  greater  extent.  Long  Island  Sound.  Oil  leaving 
this,  the  open  sea  is  entered,  and  the  voyage,  after  |>assing  through  an  open  and  wide  bay, 
terminates  in  a narrow  river.  In  its  circumstances  of  alternate  shelter  and  exposure,  it  may 
he  likened  to  the  passage  from  London  to  Calais.  The  distance,  as  measured  on  a good  chart, 
is  180  nautical  or  184*3  English  miles.  We  have  obtained  the  records  of  a voyage  performed 
between  the  two  places,  by  the  steam  boat  4 Massachusetts,*  the  circumstances  derived  from 
which,  with  the  dimensions  of  the  vessel,  are  given  beneath : — 


Length  of  vessel 

200  feet. 

Breadth  of  beam 

291  feet. 

Draught  of  water 

8 feet,  5 inches. 

Diameter  of  wheel 

22  feet. 

Length  of  bucket 

10  feet. 

Depth  of  do. 

2 feet,  4 inches. 

Diameter  of  cylinder 

3 feet,  8 inches. 

Length  of  stroke 

8 feet. 

23  feet. 

11|  feet. 

2 feet,  8 inches. 
84 

28*8  feet. 

22*6  feet. 

6*2 
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Number  of  revolutions  . . 26 

Velocity  of  vessel  per  second  . 19*95  feet. 

Relative  velocity  of  wheel  per  second  6*3  feet. 

Whole  velocity  of  wheel  . 26*25  feet. 

The  passage  whence  the  above  data  were  derived,  was  performed  in  thirteen  hour*  and  a 
half,  and  does  not  differ  materially  from  the  average  of  those  now  usually  performed. 

It  would  thus  appear  that  no  very  great  increase  of  speed  has  been  gained  in  the  steam 
boats  used  in  river  navigation  since  the  construction  of  the  ‘North  America.’  As  to  those 
which  navigate  the  Sound,  the  improvement  in  velocity  is  considerable,  but  seems  to  be 
attended  with  a loss  of  good  qualities  in  other  respects.  But  wc  are  not  to  estimate  the  value 
of  the  new  models  from  speed  alone.  It  is  in  the  duty  of  the  engines,  or  the  effect  produced 
by  a given  quantity  of  fuel,  that  the  newly  constructed  vessels  manifest  their  superiority. 
Not  only  is  the  size  and  nominal  power  of  the  engines  used  in  boats  of  given  dimensions 
lessened,  but  the  fuel  consumed  in  the  passages  is  diminished  in  a still  greater  ratio.  Thus 
the  * Erie  ’ and  ‘ Champlain,’  boats  of  a newer  construction  than  the  ‘ North  America,’  but 
modelled  after  her, have  each  two  engines  4*1  inches  in  diameter, and  10  feet  stroke;  while  the 
* Rochester,’  20  feet  longer  than  either,  anti  of  two  feet  less  beam,  has  no  more  than  one 
engine  of  the  same  dimensions.  In  comparative  speed  the  * Rochester’  has  the  advantage  over 
the  others.  The  two  vessels  belonging  to  the  Port  of  New  York,  which  have  the  highest 
reputation  for  speed,  are  the  * Passair,’  and  ‘ Cornelius  Vanderbitt.’  The  former  was  con- 
structed by  the  younger  Stevens,  and  the  latter  is  said  to  be  as  near  a copy  of  her  dimensions 
and  model,  as  could  be  constructed  without  direct  reference  to  the  original  moulds.  The  ‘ Pas- 
sair’ has  not  come  into  direct  competition  with  the  vessels  which  navigate  the  Hudson,  but 
the  * Cornelius  Vanderbitt’  exceeds  them  all  in  speed.  The  superiority  of  this  vessel,  how- 
ever, rather  consists  in  the  capacity  of  arriving  first  at  the  several  landings,  in  the  case  of  a trial 
of  speed,  than  in  any  great  reduction  of  the  average  time  of  passage.  In  fact,  to  gain  several 
miles  in  the  course  of  a passage  amounts  to  no  more  than  a saving  of  a very  few  minutes  of 
time. 

Our  view  of  the  subject  would  be  incomplete,  did  we  not  refer  to  a vessel  which  has  been 
for  some  months  in  preparation  in  the  port  of  New  York,  for  the  purpose  of  running  between 
that  city  and  Liverpool.  In  this  vessel  a new  form  of  boiler  has  been  introduced,  the  prin- 
ciple of  whose  action  is,  that  the  combustion  shall  be  maintained  by  air  forced  into  a furnace 
without  a chimney,  and  that  the  air,  after  acquiring,  by  the  joint  effect  of  compression  anti 
elevated  temperature,  a tension  equal  to  that  of  the  steam,  shall  open  a valve  by  which  it  may 
join  the  steam  in  its  ]KLftsagc  to  the  valves  of  the  engine.  A sufficient  number  of  experiments 
have  been  performed  with  this  boiler,  to  show  that  it  will  produce  a given  effect  at  a vast 
saving  of  fuel,  but  various  practical  difficulties  seem  to  oppose  its  perfect  success. 

In  conclusion  it  may  be  stated,  that  in  respect  to  speed  the  steam  boats  of  the  Hudson 
exceed  any  others,  have  attained  a velocity  which  is  hardly  believed  to  be  possible  in 
Europe,  and  are  for  the  navigation  of  rivers  unequalled.  The  same  principles,  modified 
according  to  the  circumstances  of  the  case,  may  be  applied  to  give  a greater  velocity  to  vessels 
intended  for  the  navigation  of  the  ocean  than  has  yet  been  attained  by  the  English  steamers. 
On  the  other  hand,  the  vessels  constructed  in  the  United  States  for  speed,  want  some  of  the 
essential  properties  of  good  sea  boats.  In  the  competition  and  honourable  rivalry  between 
the  engineers  and  naval  architects  of  the  two  countries,  which  the  voyage  of  the  ‘Great 
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Western  * is  likely  to  call  forth,  the  advantages  of  the  methods  which  difference  of  circum- 
stances has  brought  into  use  in  England  and  the  United  States  will  probably  be  combined. 
We  may  therefore  hope  to  see  the  rapid  motion  of  the  American  vessels  planned  for  river 
navigations,  united  with  the  strength,  safety,  and  seaworthy  qualities  of  the  British  steamers. 
By  such  an  union  the  ports  of  the  British  channels,  and  the  mouth  of  the  Hudson,  will  be 
brought  within  twelve  days’ passage  of  each  other,  and  the  time  of  transit  diminished  one  half. 
It  is  difficult  to  appreciate  the  advantages  which  will  lie  mutually  derived  from  such  speedy 
and  easy  communication,  not  only  to  the  ports  between  which  it  shall  be  carried  on,  but  to 
both  nations. 


List  of  Steam  Vessels  of  the  latest  Construction  belonging  to  tiie 
Port  of  New  York. 


Length 

Breadth 

Draught 

Diameter 

lemth 

Depth 

No.  of 
engine*. 

Diameter 

Number 

on 

of 

of 

of 

of 

«r 

of 

Stroke. 

of  ITVO- 

Name*  of 
vmela. 

deck. 

lieam. 

water. 

wheel. 

bucket. 

bucket. 

cylinder. 

lotion*. 

Feet. 

Feet. 

Feet. 

Feci. 

Feet. 

Inches. 

Indies. 

steam  Prorate  Pulton* 

m-a 

34) 

10 

22  4 

115 

36 

2 

50 

» 

25 

Massachusetts 

200- 

29-3 

»i 

22 

10 

28 

2 

44 

8 

26 

Narragaiuctt 

23 

11 

30 

» 

60 

12 

Swallow 

232*8 

225 

si 

24  2 

11 

30 

46 

27 

Hoc  heater 

200- 

25 

M 

23-5 

10 

24 

43 

10 

28 

( ln:a 

2 IX) 

21 

3* 

22 

91 

21 

39 

10 

N.  Cohh 

176 

1* 

4 

20 

10 

22 

2 

35 

6 

Clifton 

135 

18 

3! 

18*7 

7 

24 

1 

25 

9 

25 

F.rk  1 

Champlain 

180 

27 

5* 

22 

15 

ii 

2 

44 

ID 

«» 

Belle 

100 

26 

44 

24  5 

11 

26 

1 

50 

10 

25 

New  York 

230 

22 

4 

24 

11 

30 

50 

10 

Button 

150 

28 

71 

19 

9 

30 

2 

40 

7 

23 

11  Hollander 

1*1 

24 

4-3 

20 

10 

30 

41 

10 

30 

Dewitt  Clinton 

230 

28 

5-5 

21 

13-7 

36 

65 

10 

29 

Olive  Branch,  "1 

(Ferry  hoat).  J 

90 

23 

4f 

15-3 

0 

22 

25 

8 

30 

Arrow 

100 

21 

43 

22 

8 

22 

31 

11 

27 

Bolirar 

120 

24 

4 

15 

5-5 

22 

30 

4 

30 

Pulton,  i Perry  boat ), 

95 

25 

4-7 

15 

7 

24 

i 

30 

8 

25 

Neptune,  (Charles- 
ton packet), 
Home,  (lo*t  on  the 

220-7 

25 

« 

25 

w 

M 

50 

11-5 

«Mlt  of  North 
Carolina 

212 

22 

6-5 

25 

10 

24 

i 

56 

9 

25 

Echo 

117 

15 

3 

15 

6-5 

16 

20 

6 

32 

Cornelia*  \ anderbitt 

175 

24 

M 

22-2 

10 

24 

1 

41 

10 

30 

• We  arc  indebted  to  Lieut.  Lynch.  of  the  United  State*  frigate  1 Pulton,'  for  the  following  Additions!  particular* : — 

Tonnage  of  the  United  State*  ate  am  frigate  ' Fulton' B75  American  ton*. 

Depth  of  hold  12  ft. 

Power  of  engine  (mean  avenge  of  ateain) 500  H.  P. 

(Made  hy  Mr.  Kemble,  agent  for  the  Weal  Point  Foundry  Association.) 

The  cylinder*  art  laid  nearly  horizontal,  with  a very  slight  upward  inclination.— Ep. 
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VII.— ON  PADDLE  WHEELS. 

BY  ARISTIDES  A.  MORNAY,  ESQ. 

Until  within  the  last  few  years  the  construction  of  paddle  wheels,  although  by  no  means 
an  unimportant  part  of  the  machinery  of  steam  vessels,  met  with  little  or  no  attention  from 
men  capable  of  investigating  the  action  and  estimating  the  qualities  of  this  description  of 
machinery ; and  even  now  we  have  but  few  works  on  this  subject,  and  those  generally  of  a 
superticial  character,  by  far  the  most  complete  being  Mr.  P.  W.  Barlow's  paper  On  the  Motion 
of  Steam  VeueU,  published  in  the  Philosophical  Transactions  for  1834;  which,  with  some 
im)K)rtant  additions,  is  inserted  in  another  part  of  this  work. 

It  is  well  known  that  the  common  paddle  wheel,  which  has  been  almost  universally  used 
from  the  time  when  the  steam  engine  was  first  applied  to  the  purpose  of  propelling  vessels,  is 
very  defective  in  its  action,  owing  to  the  great  obliquity  of  the  floats  ; the  immediate  conse- 
quence of  which  is  the  loss  of  a considerable  portion  of  the  power  applied,  from  the  reaction  of 
the  water  not  taking  place  in  the  direction  in  which  the  useful  effect  is  produced.  This  is 
what  is  understood  by  ob/it/ue  action.  Another  disadvantage  arising  from  the  above  cause  is 
the  shock  received  by  each  float  on  entering  the  water,  the  resistance  l>cing  the  greatest  at 
that  instant,  when  also  the  smallest  proportion  of  it  is  beneficially  employed,  the  obliquity  of  the 
floats  being  greater  at  the  beginning  and  end  than  at  any  other  part  of  the  stroke.  The  rapid 
succession  of  shocks  so  produced  causes  an  unpleasant  tremulous  motion  in  the  vessel,  and 
occasions  a further  loss  of  power  by  checking  the  motion  of  the  wheel,  and  thus  impairing  its 
effect  as  a fly  wheel.  Another  bad  effect  of  the  great  obliquity  of  the  floats  is  the  back  water, 
or  the  water  throw*n  up  by  the  floats  as  they  leave  the  water,  and  projected  towards  the  stem 
of  the  vessel. 

To  remedy  these  defects  many  different  plans  have  been  devised,  hut  few'  of  them  have 
attracted  serious  attention ; the  greater  number  having  been  erroneous  in  principle,  and  fre- 
quently extremely  inconvenient  in  practice. 

One  of  the  earliest  of  these  inventions  is  that,  of  Mr.  Robertson  Buchanan,  for  which  lie 
took  out  a patent  in  the  year  1813.  In  his  wheel  the  floats  are  made  to  maintain  the  vertical 
position  during  the  whole  revolution,  nnd  consequently  there  is  no  oblique  action ; but  during 
the  first  and  last  portions  of  the  stroke  the  floats  impinge  upon  the  water  with  their  front 
surfaces,  thus  opjwsing  an  additional  resistance  to  the  progress  of  the  vessel.  For  this  reason 
Buclianan’s  wheel  has  not  come  into  use,  although  not  very  complicated  in  its  construction. 
This  wheel,  with  a very  slight  modification,  wras  again  patented  in  1828  by  Mr.  A.  Bernhard. 

Several  wdiccls  were  so  contrived  that  each  float  entered  the  wntcr  edgewise,  and  was  then 
made  to  turn  on  an  axis  radiating  from  the  centre  of  the  wheel  until  it  took  the  same  position  as  a 
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float  of  the  common  wheel,  and  so  passed  the  middle  of  the  stroke;  after  which  it  was  again 
made  to  turn  on  the  same  radial  axis,  so  as  to  come  out  of  the  water  in  the  same  manner  as  it 
went  in.  In  these  the  shock  and  back  water  are,  no  doubt,  in  a great  measure  avoided,  but 
the  loss  of  power  from  oblique  action  is  still  greater  than  in  the  common  wheel ; the  con- 
trivances also  for  causing  the  floats  to  take  the  required  positions  are  all  very  objectionable  in  a 
mechanical  point  of  view ; so  that  no  advantage  has  been  found  to  result  from  the  use  of 
wheels  constructed  on  this  principle.  A wheel  of  this  description  was  patented  in  the  year 
1828  by  Messrs.  W.  and  J.  Stead,  another  by  Messrs.  W.  and  A.  Symington  in  1834,  and  a 
third  was  invented  in  1829  by  Mr.  A.  Heilbronn,  of  New  York. 

In  the  wheel  invented  by  Lieutenant  Skene,  R.N.,  in  the  year  1828,  each  float  was 
suspended  on  a horizontal  axis,  and  its  lower  part  loaded  with  metal,  so  as  to  cause  it  to 
enter  the  water  in  a vertical  position ; by  the  time  it  had  reached  the  middle  of  the  stroke, 
a projection  on  each  side  had  come  in  contact  with  the  arm  of  the  wheel,  causing  it  then  to 
act  precisely  as  a common  radial  float  to  the  end  of  the  stroke.  It  was  tried  on  the  ‘ Sons  of 
Commerce’  Gravesend  steam  Imat,  and  the  performance  was  found  to  be  better  when  the  floats 
were  lashed  to  the  arms,  than  when  free  to  act  as  intended  by  the  inventor. 

In  some  wheels  the  floats  have  been  fixed  obliquely,  so  as  to  enter  and  leave  the  water 
more  gradually,  in  order  to  diminish  the  shock  and  back  water;  but  the  action  is  more  oblique 
than  that  of  the  common  wheel.  A patent  was  obtained  by  Mr.  S.  Hull  in  1836  for  a 
wheel  of  this  description.  Mr.  J.  Perkins  proposed  to  place  both  the  floats  and  the  shafts 
obliquely ; and  other  arrangements,  too  numerous  to  be  detailed  here,  have  been  proposed, 
mostly  with  the  object  of  reducing  the  shock  and  back  water,  without  regard  to  the  oblique 
action. 

In  182",  Mr.  J.  Oldham  took  out  a patent  for  a very  ingenious  method  of  giving  each  float 
exactly  half  the  inclination  of  the  radius  passing  through  its  centre.  By  this  means  the  shock 
and  back  water, as  well  as  the  loss  of  power  from  oblique  action,  were  very  much  reduced;  hut 
the  objection  in  practice  to  the  use  of  spur  wheels,  by  means  of  which  the  feathering  of 
the  floats  was  effected,  has  prevented  this  wheel  from  being  generally  adopted.  Several  other 
modes  of  producing  the  same  effect  have  been  contrived,  but  similar  objections  apply  to 
them  alt. 

A wheel  which  has  been  employed  to  a considerable  extent  is  that  generally  known  as 
Morgan’s  wheel.  In  this  the  floats  may  be  made  to  enter  and  leave  the  water  at  any  required 
angle,  which  is  therefore  regulated  in  each  wheel  according  to  the  relative  velocities  of  the 
wheel  and  the  vessel ; and  the  machinery  for  this  purj)ose  does  not  appear  to  have  been  attended 
with  any  serious  inconvenience  in  practice.  Since  1829,  the  date  of  the  patent,  a consider- 
able number  of  government  and  private  steam  vessels,  both  English  and  foreign,  have  been 
fitted  with  wheels  of  this  construction.  In  the  year  1829,  Mr.  Poole  took  out  a patent  for  a 
wheel  in  which  the  action  of  the  floats  is  the  same  as  in  Morgan’s  wheel;  this  effect  is 
however  produced  by  means  of  a very  different  contrivance,  which  is  attended  with  several 
disadvantages.  Another  w'hcel,  very  similar  to  Morgan’s,  was  invented  by  Mr.  Cave,  engineer 
at  Paris,  in  1827,  but  the  action  of  the  floats  was  much  less  uniform  in  consequence  of  a 
difference  in  its  construction. 

A modification  of  the  common  wheel  was  tried  in  the  year  1833  by  Mr.  Jos.  Field,  the 
object  of  which  was  to  reduce  the  shock  and  back  u-ater,  without  impairing  the  effect  of  the 
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wheel;  but  it  does  not  appear  to  have  answered  Mr.  Field’s  expectations  at  that  time,  for  it 
did  not  come  into  public  notice  until  1835,  when  Mr.  E.  Galloway,  ignorant  of  what  had  been 
previously  done  by  Mr.  Field,  took  out  a patent  for  the  same  arrangement,  since  which  time 
it  has  been  applied  to  a considerable  number  of  private  steamers  and  to  a few  government 
vessels ; but  the  experiments  hitherto  made  have  not  established  its  superiority  over  the  other 
kinds  of  wheel  with  which  it  has  been  compared. 

In  order  to  facilitate  the  following  investigation,  wc  will  divide  the  different  kinds  of  paddle 
wheels  into  two  classes  : 

I.  Paddle  wheels  with  fixed  floats. 

II.  Paddle  wheels  with  feathering  floats. 

Before,  however,  proceeding  to  the  examination  of  each  kind  of  wheel  in  particular, 
we  will  offer  some  preliminary  observations  on  the  motion  and  action  of  paddle  wheels  in 
general. 


ON  THE  MOTION  OF  PADDLE  WHEELS. 

If  the  paddle  wheels  of  a steam  vessel  be  made  to  revolve,  the  vessel  being  at  rest,  which  is 
always  the  case  at  first  starting,  any  given  point  of  one  of  the  wheels  (if  of  the  first  class) 
will  describe  a circle;  but.  as  soon  as  the  vessel  has  acquired  a certain  velocity, its  path  will  be 
lengthened  out  into  a curve,  which  has  been  called  a curtate  cycloid:  this  continues  to  lengthen 
as  the  vessel  gains  velocity,  and  becomes  the  common  cycloid  when  the  velocity  of  the  vessel  is 
equal  to  the  circumferential  velocity  of  the  given  point.  If  the  speed  of  the  vessel  go  on 
increasing,  the  given  point  will  describe  a curve  called  a prolate  cycloid. 

By  circumferential  velocity  is  understood  the  velocity  of  any  point  of  the  wheel  relative  to 
the  centre  of  the  shaft,  or,  in  other  words,  what  its  absolute  velocity  would  be  if,  the  centre 
being  stationary,  the  wheel  made  the  same  number  of  revolutions  in  the  same  time. 

It  is  evident  that  when  the  vessel  has  attained  her  maximum  speed,  there  will  be  a series 
of  points  in  each  wheel,  situated  at  an  equal  distance  from  its  axis,  which  will  deseril>e  common 
cycloids : the  projection  of  these  points  on  a plane  perpendicular  to  the  axis  of  the  wheel  is 
called  the  rolling  circle.  All  points  situated  within  the  circumference  of  the  rolling  circle 
describe  prolate , ami  all  those  without  the  same  curtate  cycloids. 

To  illustrate  the  motion  of  jwiddle  wheels,  we  will  refer  to  Plate  lxxiv,  where  Fig.  1 is  a 
diagram  of  the  common  wheel  as  fitted  to  Her  Majesty’s  steam  vessels  ‘ Phcenix’  and  ‘Sala- 
mander.* C is  the  centre  of  the  shaft ; r,  r,  r,  represent  the  arms ; and  A B,  A B,  A B,  the 
floats.  L L is  the  water  line  at  the  light  immersion  of  the  ‘ Phoenix, * and  1/  L1  at  the  deep 
immersion  of  the  ‘ Salamander.*  The  extreme  radius  C A is  10  ft.  fi  in.;  the  depth  of  the  floats 
2 feet  6 in.;  their  breadth  9 ft.,1  and  number  16.  The  floats  are  here  drawn  radiating  from  the 
centre,  which  is  not  strictly  the  case  in  practice,  as  they  are  generally  fixed  on  one  side  of  the 
arms  of  the  wheel ; the  deviation  is,  however,  so  trifling,  that,  it  is  of  no  importance.  Fig.  2 
is  intended  to  show  the  path  of  one  of  the  floats  according  to  the  result  of  the  mile  trial  of 
the  * Phoenix*  made  at  Woolwich  to  ascertain  her  speed.  The  number  of  strokes  per  minute 

i Wc  have  since  learned  that  the  breadth  of  the  float!  of  the  1 Salamander'!  ’ wbecU  it  only  6 ft.  ’J  in. 
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made  by  the  engines  is  stated  to  have  been  21,  the  speed  of  the  vessel  11*7  statute  miles  per 
hour,  and  the  greatest  immersion  of  the  floats  2 ft,  6 in.,  or  exactly  their  own  depth.  L L 
(Fig.  2)  is  the  water  line,  C the  centre  of  the  shaft,  D D D the  circumference  of  the  rolling 
nrcl e,  A B the  float,  and  C A the  radius,  at  the  commencement  of  a revolution  of  the  wheel ; 
C C is  the  line  described  by  the  centre  during  one  revolution,  which  is  equal  to  the  distance 
traversed  by  the  vessel  during  the  same  time;  D*  D1  D1  is  the  position  of  the  rolling  circle, 
and  A11  B"  that  of  the  float  at  the  end  of  the  revolution.  The  curtate  cycloid  A A1  A11  is  the 
line  described  by  the  outer  edge  of  the  float,  and  BB1  B"  that  described  by  its  inner  edge; 
and  the  various  positions  of  the  float  are  shown  at  intervals  of  one  sixteenth  of  a revolution. 
In  order  to  render  the  motion  of  the  float  through  the  water  more  distinct,  the  node  has  been 
drawn  on  an  enlarged  scale  in  Fig.  3,  where  An1  A"  is  a part  of  the  curve  described  by  the 
outer  edge  of  the  float,  and  B&'  Bn  a part  of  that  described  by  its  inner  edge,  L L the  water 
line,  a b the  position  of  the  float  at  the  instant  of  entering  the  water,  a b its  position  soon 
after  the  immersion  of  the  lower  edge,  being  the  end  of  one  of  the  intervals  mentioned  above, 
a1  b'  at  the  end  of  the  next  interval,  a1  bx  in  the  middle  of  the  stroke,  and  so  on,  o”  being 
its  position  at  the  instant  of  leaving  the  water.  Figs.  4 and  5 relate  to  the  performance  of 
the  4 Salamander*  at  the  mile  trial,  when  the  greatest  immersion  of  the  floats  is  stated  to  have 
been  5ft.  6 in.,  the  number  of  revolutions  15,  and  the  speed  8*15  statute  miles  per  hour. 

It  has  already  been  observed,  that  every  point  of  a common  paddle  wheel  situated  on  the 
circumference  of  the  rolling  circle  describes  a common  cycloid:  let  C A in  the  annexed 
diagram  represent  a radius  of  the  wheel,  intersecting  the  circumference  of  the  rolling  circle  at 
the  point  B,  and  let  D E be  the  vertical  diameter  of  the  rolling  circle.  On  C D as  a diameter 
describe  a circle  intersecting  the  radius  C A at  the  point  F.  The  arc  F D of  this  circle  is 
equal  to  the  arc  B D of  the  rolling  circles  being  the  measure  of  twice  the  angle  measured  by 
the  latter  in  a circle  of  half  the  radius;  therefore  if  the  two  circles  E B D,  C F D,  roll  simul- 
taneously along  the  horizontal  straight  line  H K,  so  as  to  preserve  the  same  relative  positions, 
the  points  B and  F will  coincide  at  some  point  G on  that  line,  and  will  describe  two  cycloidal 


arcs,  to  the  latter  of  which  the  radius  C A,  or  its  production  on  the  opposite  side  of  the 
centre,  will  always  be  tangent  at  its  intersection  F with  the  circumference  C F D ; this  point 
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is,  therefore,  in  any  given  position  of  the  radius  moving  in  the  direction  of  the  radius  itself, 
which  consequently  has  no  angular  velocity  at  this  point.  The  whole  radius  may  thus  be 
conceived  to  move  in  its  own  direction,  and  at  the  same  time  to  revolve  about  the  point  F. 
If  we  call  p the  radius  of  the  rolling  circle , and  <p  the  angle  A C D contained  between  the 
given  radius  and  the  vertical,  the  distance  C F is  equal  to  p cos.  0 . 


ON  THE  ACTION  OP  PADDLE  WHEELS. 

Every  paddle  wheel  may  be  regarded  as  a series  of  levers,  coming  successively  into  action. 
Each  lever  is  represented  by  one  of  the  arms  of  the  wheels,  at  the  extremity  of  which  a float 
is  attached : the  fulcrum  is  obtained  by  means  of  the  reaction  of  the  water  on  the  paddle 
board ; the  resistance  to  be  overcome  is  that  of  the  water  to  the  motion  of  the  vessel 
acting  at  the  centre  of  the  wheel  and  in  the  direction  of  the  vessel’s  course ; and  the  power 
is  that  of  the  engine,  applied  at  the  extremity  of  the  crank,  which  thus  forms  a bent  lever 
with  each  arm  of  the  wheel.  Now,  since  the  fulcrum  is  obtained,  as  above  stated,  by  means 
of  the  reaction  of  the  water  on  the  float,  and  there  can  be  no  reaction  unless  the  surface  of 
the  float  move  through  the  water,  it  follows  that  the  true  fulcrum  is  situated  at  that  point,  on 
which,  if  immersed,  there  would  be  no  reaction.  This  is  the  point  F found  above ; for,  as  it 
moves  in  the  direction  of  the  surface  of  the  float,  it  can  meet  with  no  resistance  from  the 
water.  A certain  expenditure  of  power  is  therefore  necessary  to  force  the  floats  through  the 
water,  in  addition  to  that  required  to  propel  the  vessel. 

It  is  evident  that  the  mean  horizontal  pressure  on  the  floats  of  a steam  vessel  must  be  equal 
to  the  resistance  opposed  to  the  motion  of  the  vessel ; therefore  the 
motive  power  must  be  equal  to  the  mean  product  of  the  total  pres- 
sure on  the  floats  by  their  velocity  perpendicular  to  their  surface, 
plus  the  product  of  the  mean  horizontal  pressure  by  the  velocity'  of 
the  vessel.  This  sum  in  the  common  w'heel  is  equal  to  the  mean 
product  of  the  total  pressure  on  the  floats  by  their  circumferential 
velocity ; for  let  C A in  the  annexed  figure  represent  a radius  of 
the  w’heel,  C D a vertical  line,  and  A a point  of  the  surface  of  the 
float ; also  let  A B,  perpendicular  to  C A,  represent  the  circum- 
ferential velocity  of  the  given  point,  and  the  horizontal  line  B G the 
velocity  of  the  vessel.  Join  A G,  and  draw  G E parallel  to 
C A.  The  motion  of  the  given  point  is  in  the  direction  of  the 
line  A G,  the  length  of  which  represents  its  velocity.  Let  p he 
the  pressure  on  the  point  A in  the  direction  B A,  perpendicular  to  the  surface  of  the  float ; 
the  pressure  in  the  direction  G A will  be  p sin.  A G E,  and  the  power  required  to  overcome 
that  resistance  at  the  velocity  A G will  be  p sin.  AGE  x A G = p x A E.  The  horizontal 

B E 

pressure  is  equal  to  p cos.  A B G = p x g-Q*  which,  multiplied  into  the  velocity  of  the 
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vessel,  gives  p x B E for  the  propelling  effect.  Tlie  sum  of  these  two  quantities  is/»  [A  E + B E] 
= /)  x A B,  which  is  the  product  of  the  total  pressure  on  the  given  point  by  its  circum- 
ferential  velocity,  as  was  to  be  proved. 

This  is  true  only  for  wheels  with  radiating  floats : in  all  other  cases  the  velocity  perpendicular 
to  the  surface  of  the  float  which  the  given  point  would  have  if  the  axis  of  the  wheel  were 
stationary,  must  lx?  substituted  for  the  circumferential  velocity , and,  as  in  the  common  wheel 
the  motion  of  each  float  is  perpendicular  to  its  surface  when  the  axis  is  at  rest,  these  two 
velocities  are  identical. 

In  order  to  be  able  to  calculate  the  absolute  amount  of  power  required  to  produce  a given 
effect,  it  is  necessary  to  he  acquainted  with  the  laws  which  govern  the  resistance  of  fluids  to  the 
motion  of  solid  bodies  in  them,  which  arc  generally  admitted  to  be  bused  on  the  following 
theorem. — Prop.  1,  If  a plane  surface  move  at  a given  velocity  through  a fluid  at  rest  in  a 
direction  perpendicular  to  itself,  the  resistance  is  proportional  to  the  density  of  the  fluid  and 
to  the  square  of  the  velocity  of  the  plane,  or  it  is  equal  to  the  weight  of  a column  of  the  fluid, 
whose  base  is  equal  to  the  area  of  the  surface,  and  altitude  equal  to  the  height  through  which 
a body  must  fall  by  the  force  of  gravity  to  acquire  the  given  velocity ; which,  if  r denote  the 
velocity  of  the  surface  in  feet  per  second,  a its  area  in  square  feet,  and  w the  weight  of  a cubic 

v * r t 

foot  of  the  fluid,  is  equal  to  a w the  altitude  due  to  the  velocity  v being  — . 

It  is  assumed  that  the  resistance  to  a plane  moving  in  a fluid  at  rest  is  equal  to  the  pressure 
of  the  fluid  on  the  plane  at  rest,  the  fluid  moving  at  the  same  velocity  and  in  the  contrary 
direction  to  that  of  the  plane  in  the  former  case;  on  which  hypothesis  the  ratio  of  the  square  of 
the  velocity  is  explained  in  two  very  different  ways.  The  first  is,  that  “ the  resistance  must 
“ van'  as  the  number  of  particles  which  strike  the  plane  in  a given  time,  multiplied  into  the 
“ force  of  each  against  the  plane ; hut  both  the  number  and  the  force  are  as  the  velocity,  and 
u consequently  the  resistance  is  as  the  square  of  the  velocity.”  The  second  explanation  is,  that 
“ the  force  of  the  fluid  in  motion  must  be  equal  to  the  weight  or  pressure  which  generates 
<4  that  motion,  which,  it  is  known,  is  equal  to  the  weight  of  a column  of  the  fluid,  whose  base 
w is  equal  to  the  area  of  the  surface,  and  altitude  the  height  through  which  a body  must  fall 
“ to  acquire  the  given  velocity.” 

These  explanations  are  extracted  from  Dr.  Gregory's  Treatise  on  Mechanics,  in  which  he 
states  that  they  are  founded  on  the  hypothesis  that  u the  particles  of  the  fluid  move  freely 
**  without  disturbing  each  other's  motions,  and  that  it  flows  in  behind  as  fast  as  a plane  body 
u moves  forward,  so  that  the  pressure  on  every  part  of  the  Ixxly  is  the  same  as  if  the  body 
u were  at  rest,”  which  is  well  knowm  to  he  incompatible  with  the  nature  of  any  fluid  with 
which  we  are  acquainted. 

In  what  precedes,  only  one  plane  has  been  mentioned,  namely,  that  which  strikes  the  fluid, 
the  after  surface  of  a body  being  sup|x>sed,  by  the  hypothesis,  to  have  no  influence  on  the 
resistance ; hut  we  know  that  the  pressure  on  the  after  surface  must  decrease  as  the  velocity 
increases,  for  if  the  body  were  suddenly  abstracted,  so  as  to  leave  a void,  the  water  which  had 
been  pressing  on  the  after  surface  could  only  move  to  fill  it  with  the  velocity  due  to  its  depth 
below  the  surface  of  the  fluid  ; so  that,  if  the  body  moved  forward  with  a greater  velocity,  the 
fluid  would  cease  to  be  in  contact  with  it,  and  could  not  therefore  exert  any  pressure  upon  it. 
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much  less  the  same  as  if  the  body  were  at  rest.  We  have  not  yet  met  with  any  explanation 
of  the  law  according  to  which  this  pressure  decreases,  but  we  suggest  the  following. 

Let  A be  a reservoir  of  fluid,  which  we  will  suppose  to  be  water,  but  the  reasoning  will 

apply  as  well  to  any  other  fluid,  and  let  BC  be  a bent  tube  k , 

communicating  with  the  reservoir  by  means  of  the  aperture  at  |rr-i  ! 

at  a depth  d below  the  level  of  the  water  in  the  reservoir, 

which  is  supposed  to  be  maintained  constant,  the  part  B - 

being  horizontal,  and  the  part  C vertical  and  open  at  the  I - -A ** 

extremity  c,  which  is  situated  at  a height  A above  the  level  cj: 

of  the  aperture  a.  It  is  evident  that,  neglecting  the  effect  of  1-  | j 

friction,  the  water  will  issue  from  the  orifice  c with  the  'y_  ' - L; B __  _J 1 

velocity  due  to  the  head  d — A,  or,  calling  r the  velocity  of  1 — — " " 

the  water,  c=  y/  2 g ( d—h ) ; and,  if  the  sectional  area  of  the  tube  B Ik*  equal  to  the  area  of  the 
orifice  c,  the  water  in  it  will  have  the  same  velocity ; so  that,  if  a solid  piston  were  fitted  into  the 
tube  B,  and  made  to  move  forward  towards  the  branch  C with  the  above  velocity,  the  pressure 
on  both  sides  of  the  piston  would  be  equal,  or  if  the  branch  C were  removed,  the  pressure  of 
the  water  in  the  reservoir  on  the  after  surface  of  the  piston  would  he  equal  to  the  weight  of  a 

column  of  water,  whose  altitude  is  equal  to  A or  d—~.  Or  it  may  be  explained  other- 
wise, thus : Let  a solid  body,  terminated  by  a plane  at  its  stem  end,  move  through  water  in 
a direction  perpendicular  to  that  plane  with  a given  velocity  r.  'Hie  water  in  immediate 
contact  with  the  surface  must  evidently  have  the  same  velocity  if  it  remains  in  contact  with 
it;  to  generate  which  velocity  in  the  water  a pressure  is  required  equal  to  the  weight  of  a 
v * 

column,  whose  altitude  is  ; this  pressure  cannot  produce  any  effect  on  the  surface,  its 

forec  being  already  expended  in  producing  the  motion  of  the  water,  and  must  therefore  be 
deducted  from  the  weight  of  the  total  column  of  water  pressing  upon  the  surface  when 


Applying  this  to  the  case  of  a prismatic  body  terminated  at  both  ends  by  planes  perpen- 
dicular to  its  axis,  moving  through  water  in  the  direction  of  its  axis,  which  is  supposed  to  he 
horizontal,  with  a certain  velocity  r,  we  find  for  the  pressure  on  an  indefinitely  small  portion 

e of  its  after  surface,  situated  at  a depth  d below  the  level  of  the  waiter,  « [</  — ] ; so  that 

if  we  suppose  the  pressure  on  the  head  end  of  the  body  to  he  the  same  as  if  the  body  were  at 
rest,  i.  e.  e d on  an  element  of  the  front  surface  equal  and  opposite  to  that  on  the  after  surface, 

p*  p * 

the  excess  of  pressure  on  the  former  will  be  « [d—(d—  — ) J or  e — , which  is  equal  to  the 

whole  resistance  as  generally  assumed.  There  seems  to  be  no  reason  to  suppose  the  head 
pressure  to  increase  with  the  velocity ; so  that  the  only  addition  to  be  made  to  the  above 
resistance  would  be  that  produced  by  the  cohesion  of  the  particles  of  water. 

Another  theorem,  founded  on  the  preceding,  and  applicable  to  [Middle  wheels,  is  the 
following : — 

Prop.  2.  If  a plane  surface  move  with  a given  velocity  through  a fluid  in  a direction  not 
perpendicular  to  itself,  the  resistance  is  equal  to  the  weight  of  a column  of  the  fluid,  whose 
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base  is  equal  to  the  area  of  the  surfae*e,  anti  height  that  clue  to  the  given  velocity,  multiplied 
into  the  cube  of  the  natural  sine  of  the  angle  of  incidence. 

Let  A B in  the  annexed  figure  be  the  horizontal  projection  of  the  given  plane,  which  wc 
suppose  to  he  vertical,  and  moving  in  the  direction,  and  with  the 
velocity  B C ; and  draw  C D perpendicular  to  A B.  The  pressure  on 
the  given  surface  is  by  the  former  theorem  proportional  to  the  square 
of  its  velocity  through  the  fluid  in  a direction  perpendicular  to  itself : 
this  velocity  is  here  represented  by  the  line  C D,  for  the  pressure  is 
precisely  the  same  as  it  would  be  if  the  surface  moved  in  the  direction  of  that  line,  and  with  a 
velocity  equal  to  its  length.  Thus,  calling  r the  velocity  B C,  i the  angle  of  incidence  A B C, 


and  })  the  pressure  on  the  surface  perpendicular  to  its  plane,  p—a 


v * sin.  1 * 
2 9 


, and  the  resistance 


in  the  direction  C B,  which  is  equal  to  p sin.  i, 


sin.  i 1 

-y 

The  power  required  to  overcome  this  resistance  with  the  velocity  e,  licing  equal  to  the 

t*  * sin.  i " 


moment  of  the  resistance  or  the  pressure  multiplied  into  the  velocity,  is  a — r or 

a ~ which  is  the  same  as  if  the  surface  moved  perpendicularly  to  itself  with  the 

velocity  r sin. ».  This  may  therefore  be  called  the  effective  velocity  of  the  surface. 

These  two  propositions  form  the  basis  of  all  the  calculations  contained  in  the  present 
pajier. 


Class  I.  Paddle  Wheels  with  Fixed  Floats. 

1.  The  Common  Wheel. 

The  construction  of  this  wheel  is  so  simple  and  so  well  known,  that  a description  of  it  here 
would  be  superfluous,  having  already  referred  to  the  diagram  1*1.  lxxiv.  Fig.  1,  which  is 
sufficient  for  our  present  purpose ; we  shall  therefore  proceed  at  once  to  investigate  the  action 
of  the  floats  (which,  for  the  sake  of  simplicity,  we  shall  suppose  to  he  perfectly  radial)  during 
their  motion  through  the  water. 

Let  R be  the  extreme  radius  of  the  wheel,  r the  radius  to  the  inner  edge  of  the  floats,  a the 
height  of  the  axis  above  the  level  of  the  water,  the  angle  which  the  surface  of  one  of  the 
floats  makes  with  the  vertical  at  any  given  instant,  x the  distance  of  a given  point  of  the 
surface  from  the  axis.  Kits  circumferential  velocity,  and  r the  velocity  of  the  vessel,  all  the 
measurements  being  given  in  feet,  and  the  velocities  in  feet  per  second.  The  velocity  of  the 
given  point  through  the  water  in  a direction  perpendicular  to  the  surface  of  the  float,  which  we 
have  called  its  effective  velocity , is  equal  to  V—v  cos.  4>  ; for,  in  the  figure  page  121,  A being 
the  given  point,  its  effective  velocity  is  A E;  and,  the  angle  A B G being  equal  to  A C D 
which  is  equal  to  , and  A B being  equal  to  V and  B G to  r,  we  have 

AE=AB-BE  = K— v cos.  <f>. 
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Let  i»  be  the  number  of  revolutions  of  the  wheel  per  minute,  and  p the  radius  of  the  rolling 
circle ; the  distance  travelled  by  the  vessel  in  a minute  = 60v=2vpnt  whence  v = 


In  like  manner  V = - 


30 


These  values  being  substituted  in  the  expression  of  the  effective 


velocity , it  becomes 


ir  n r 

— [x-p  cos.  *]. 

The  factor  x—p  cos.  is  the  distance  of  the  given  point  from  the  point  F (V.  Fig.  page  120). 

Let  b be  the  breadth  of  the  float,  then  bxLr  will  be  the  area  of  an  element  of  its  surface 
extending  from  one  side  to  the  other,  and  the  resistance  opposed  to  its  motion,  according  to 
the  theory  already  laid  down,  will  be  equal  to 

900  ^2?  I—**"- ♦]’*. 
t c being  the  weight  of  a cubic  foot  of  water. 

If  we  multiply  this  expression  into  the  circumferential  velocity  of  the  element  of  surface,  we 
have  already  shown  that  the  product  will  be  the  power  expended  upon  it,  or  the  differential  of 
the  power  expended  upon  the  surface  of  the  float  while  in  the  given  position.  We  have 
therefore,  calling  p this  latter  quantity, 
tt*  »s bw 


dp  - 


■ [*~ P cos.  <£j  * dx ; 


27000  x 2 g 1 

and  supposing  the  upper  edge  of  the  float  not  to  be  immersed  below  the  surface  of  the  water, 

in  which  case  the  limits  of  the  values  of  x are  R and  ° ■ > 

cos.  <f> 


1 r*  n9  bw 
27000  x 2 y 


P = 


it sn'bw 
27000  x 2 g 


— — ( [jp — p cos.  r.  dr 

x 2g  a 


( 4 R‘  — ! RV«m>.£+^  /Pp’coa.<f>‘-  | 


a 4 2 a?p 

cos .<f>*  + 3 cos.<£* 


)• 


If  wc  call  P the  mean  power  expended  on  the  float  during  a whole  revolution,  on  the 
supposition  that  it  is  never  immersed  above  its  upper  edge,  and  a the  angle  at  which  it  enters 
and  leaves  the  water,  we  shall  have 


tt3  n3  Inc 

“liMlioOx 


„ /»* 

~ J [3  R* -8  R* p cos.  $ + 6 H*p' cos.  4>9 


3 a*  + 6 a'p 
cos.<t>1  cos.<J>* 


— d <f>. 


By  integration  we  find,  after  simplifying, 

P=  ( [3«*+3«,p,-6oV]«-[8ft>p  + H,a  + 2Ha,-3R(ip1-8R<iV]«in-«)- 

In  cases  where  the  upper  edge  of  the  float  is  immersed  during  a part  of  the  stroke  to  a 
certain  depth  l>elow  the  surface  of  the  water,  the  above  value  of  P includes  the  power  which 
would  be  expended  on  a paddle-board  extending  from  the  upper  edge  of  the  actual  float  to 
the  surface  of  the  water  at  the  deepest  immersion  of  the  radius.  This  quantity,  which  is  to 
be  deducted  from  the  former,  is  found  by  substituting  in  the  value  of  P , r for  R,  and  f3  for  a, 

r 
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@ being  the  angle  at  which  the  upper  edge  of  the  float  enters  and  leaves  the  water.  The 
difference  multiplied  by  2 w,  the  number  of  floats  in  the  two  wheels,  will  express  the  power 
expended  upon  them  in  lbs.  raised  one  foot  per  second,  which  is  reduced  to  horse  powers  by 
multiplying  by  60,  the  number  of  seconds  in  a minute,  and  dividing  by  33000.  We  find  thus 
for  the  general  expression  of  the  power  of  the  engines  of  a steam  vessel  transmitted  to  the 
paddle  wheels, 

— [3^4-3^*— Gaap*]/3+  [8rap4-r8a4-2ra>  — 3rap?— 8ra*p]sin./3  J . . (1) 

To  find  the  portion  of  this  power  which  is  effective  in  propelling  the  vessel,  we  must  first 
find  the  mean  horizontal  pressure  on  the  floats,  which,  multiplied  into  the  velocity  of  the 
vessel,  will  be  equal  to  the  effective  power  required. 

The  horizontal  pressure  on  one  of  the  floats  in  any  given  position  is  equal  to  the  product 
of  the  total  pressure  by  the  cosine  of  its  inclination,  or 

R 

^ fo-  f Hr— p cos.  41*  cos.  <j>  d x. 

900x2 gJ  L ^ 

m 

co*.  f 


This  is  equal  to 
b w 
900  x 2ff 


Cs 


R%C08.<f>  — R1pC^)9,<fr1  + Rpi,  cos.^1 


the  mean  value  of  which  during  an  entire  revolution  is. 


7r  n'b  w 
2700  x‘2  ff 


J ( cos‘  ^ JPp  cos. <p*  4-  3 R p*  cos. <f> * — 


° ■ 4-3a*p  — 3ap*  cos.  4?  \ d<$>> 
cos.9’  / 


Integrating  and  simplifying,  we  find  the  mean  horizontal  pressure  on  one  of  the  floats, 
supposed  to  extend  to  the  surface  of  the  water,  to  lie  equal  to 

j(  6flsp— 3 fPp-“3ap*  ) *4-  (2/P4  4 Rpit—3Rap  — 2Rai—ap*co&.a)  sin.  a J. 

The  quantity  to  l>e  deducted  in  cases  where  the  float  is  immersed  above  its  upper  edge, 
is  found  in  the  same  manner  as  it  was  done  for  the  total  power,  and  the  remainder,  which 
then  expresses  in  tbs.  the  mean  horizontal  pressure  on  one  of  the  floats,  multiplied  into  the 
velocity  of  the  vessel,  which  is  equal  to  2 ir  p n,  in  feet  per  minute,  will  give  the  propelling 
effect  due  to  the  float  in  tbs.  raised  one  foot  per  minute.  We  have  thus, 

E.P.=  x | (6a*p  — 3JPp— 3ap*)  «4-  (2/f’4-4/?pa  — 3 Rap  — 2/ia3— ap’cos.a)  sin.  0 

— ^6a*p— 3r*p— 3aps  )$“  (2rs4-4rp*— 3rap— 2ra*  — ap* cos. £ ) sin.  j. 

Multiplying  by  2 m,  and  dividing  by  33000,  we  find,  for  the  general  expression  of  the  effective 
power,  or  that  portion  of  the  power  of  the  engines  which  is  employed  in  propelling  the 
vessel. 
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ll'PX=M^S^{  3 )«  + (2i!’+4V— % — W— «Plc«.0)ii.u 

— (6  d*p— SHp  — 3 ap*  ) 0—  (2r*  + 4rp*— 3 rap— 2/*a*  — ap*  cos.  0 j sin.  0 J . . (2) 

The  mode  of  applying  these  formulas  will  be  illustrated  by  the  following  example : — 

The  wheels  of  Her  Majesty’s  steam  frigate  ‘Salamander*  are  21  ft.  in  diameter,  the  paddle- 
hoards  8 ft.  9 in.  broad,  and  2 ft.  6 in.  deep,  and  there  are  sixteen  on  each  wheel.  Tlius 
R = 10'5,  r = 8,  b = 8*75,  and  m = 16.  When  tried  at  Woolwich,  the  greatest  immersion 
of  the  floats  was  5 ft.  6 in.,  the  numl>cr  of  strokes  made  by  the  engines  was  15,  and  the  speed 
8*15  statute  miles  per  hour.  We  have  therefore  a = the  height  of  the  axis  of  the  wheel 

. t , 88x8*15  358*6  . 

above  the  surface  of  the  water  = 5,  n = 15,  and  />  = — - = . The  angles  « and 

r 2 ir  n i*  n 

0 and  their  sines  arc  easily  found  in  ta\  les  of  logarithms,  knowing  that  cos.  a = and 

_ a 

cos.  0 = 

r 

We  will  first  apply  the  formula  (1)  to  find  the  total  power  transmitted  to  the  wheels,  which 
is  most  conveniently  done  by  means  of  logarithms.  Wc  find, 

Log.  /?=  1*021 1893  Log.  tt= 0*4971*199 

Log.  r = 0* 9030900  Log.  n = l*l 7609 1 3 

Log.  a =0*6989700  Log.  5=0*9120081 

Log.  p =0*8813691  Log.  m = 1*204 1200 

We  have  assumed  w=64*125,  which  is  the  weight  of  a cubic  foot  of  sea  water,  and  2 g,  which 
is  the  velocity  of  a falling  body  at  the  end  of  the  first  second,  is  equal  to  64*38.  We  find 
therefore, 

Log.  to  =1*8070274, 

Log.  2g=  1*808/510, 

Log.  cos.  a = Log.  « — Log.  R=  —1*6777807,  and  the  corresponding  angle  given  in  the  table 
of  sines  and  cosines  is  61°33'47"*2,  and  the  logarithm  of  the  sine  of  this  angle  is  found  to  he 
equal  to  — 1*9441579*  The  length  of  the  arc  a is  equal  to  1*074479,  radius  being  taken  as 
unity,  and  its  logarithm  is  consequently  0*0311979.  In  the  same  manner  we  find  by  sub- 
tracting log.  r from  log.  o,  cos.  j8=  — 1*7958800,  whence  0=  51°  19' 4"*  14  =0*6956649,  and 
log.  0=  —1*9521455,  also  log.  sin.  0 = — 1*8924421.  We  shall  first  find  the  value  of  the  sum 
of  the  terms  included  between  the  brackets,  and  then  perform  the  multiplication,  by  means  of 
logarithms. 


Log  3 = 0*47712  Log.  6 tP  p*  = 3*93883 


R*  = 4*08476 

a = 0 03120 

3**  a = 4*59308  3 R*  a =39181 

3 = 0*47712 

R?  = 2*04238 

p3  = 1*76274 

a = 0*03120 

ZB?  (Pa  = 4*31344  Z R?  ? a =20580 


a = 0*03120 

6«Va  = 3 97003  6 o3  p2  a =9333 

„ 8 = 0*90309 

„ /?*  = 3*06357 

„ p = 0*88137 

„ sin.*  = — 1*94416 

„ 8 /F*  p sin.  a = 4*79219  8 R*P Bin.  a =61970 
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iOg.  3 

= 

0*47712 

= 

3*06357 

„ R 

S 

102119 

•>  a 

= 

0-69897 

»r  a 

= 

O’ 6989 7 

„ sin.  a 

= - 

-1*94416 

/ 

= 

1*76274 

„ sin.  a 

= -1  9441G 

„ Ry  a sin . x 

= 

3*70670 

A3 a sin.  a 

= 5090 

,,  3 flap3  sin.  a.— 

3-90418 

3 flap2  sin.  a 

= 8020 

„ 2 

= 

0*30103 

R 

= 

1*02119 

„ 8 

s 

090309 

„ o* 

= 

2*09691 

M R 

— 

1*021 19 

,i  sin.  a 

= ■ 

-1-94416 

„ tt* 

— 

1-39794 

» p 

- 

0*88137 

„ 2 R tr1  sin.  a 

= 

3-36329 

2 R a*  sin.  a 

= 2308 

„ sin.  a 

= 

1 -9441 6 

„ 3 

= 

0*47712 

„ 8 fla3p  tin.  a = 

4 14775 

8 Ra*prin.  a 

= 14052 

„ r1 

JM 

3*61236 

M 6 

= ■ 

-1-95215 

€ 

s 

0*77815 

„ a2 

= 

1*39794 

„ 3 r*  ft 

= 

4-04163 

3 r*ft 

= 11006 

- P3 

B 

1-76274 

M £ 

— - 

-1*95215 

„ 3 

= 

0*47712 

= 

1*80618 

„ 6«V* 

B 

3-89098 

6 a3  pi2  ft 

= 7780 

P2 

— 

1-76274 

„ ft 

= 

1*95215 

„ 8 

— 

0*90309 

..  r8 

B 

2-70927 

3 r»p2  0 

= 

3*99819 

3»V0 

= 9958 

„ p 

B 

0-88137 

„ sin.  ft 

B 

-1*89244 

„ 3 

= 

0*47712 

*»  r 

= 

0*90309 

,,  8 r*p  sin.# 

— 

4*38617 

8 r*  p tin.  ft 

=24332 

„ 0 

= 

069897 

P2 

= 

1 76274 

..  r* 

B 

2*70927 

w sin.  0 

= ' 

— 1*89244 

„ a 

B 

0*69897 

„ sin.  3 

= 

-1-89244 

„ 3 rap1  sin. ft 

8*73436 

3 ra  pJsin.  ft 

=5425 

r*#iia.  ft 

_ 

3-30068 

r^asin.  ft 

= 1998 

..  8 

= 

0*90309 

„ r 

= 

0*90309 

„ 2 

— 

0-30103 

„ a3 

= 

1-39794 

»»  r 

B 

0-90309 

M P 

= 

0-88137 

H «* 

= 

209691 

„ sin.  0 

= 

-1*89244 

„ un.  ft 

B' 

-1-89244 

„ 8 r a2  p sin . ft 

= 

3-97793 

8 ra1  p sin.  ft 

= 9505 

u ra*  sin  £ 

= 

3 19347 

2 rn*  sin.  ft 

= 1561 

- 

Sam  of  negative  terms  = 1 14595 

Sum  of  positive  terms  = 117504  Sam  of  positive  terms  = 117504 


2909 
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2909 

= 3*46377 

t® 

= 0 99430 

a* 

= 352827 

b 

= 0*94201 

r 

= 1*80703 

m 

= 1*20412 

1 

=-8*05012 

89100000 

= -2*19125 

Log.  H.P.  = 2*18087  H.P.  = 151*66. 

The  nominal  power  of  the  engines  is  220  h.  p.  at  22  revolutions  per  minute,  therefore  the 
nominal  power  with  only  15  revolutions  is  150  h.  p.,  so  that  in  this  case  the  calculated  power 
surpasses  the  nominal  power  by  very  little  more  than  one  per  cent.  In  this  calculation  some 
of  the  resistance  has  been  neglected,  vis.,  that  on  the  arms  and  the  edges  of  the  floats,  to 
which  should  also  be  added  the  effect  of  the  back  water  and  the  shock,  the  amount  of  which 
we  cannot  at  present  estimate ; but  as  the  engines  are  supposed  to  work  above  their  nominal 
power,  and  it  is  not  known  by  how  much,  the  above  result  may  be  very  near  the  truth. 

The  following  is  the  calculation  of  the  effective  power  according  to  the  formula  (2). 


Log.  6 

= 0*77815 

Ljg.  3 

= 

0-47712 

» «* 

= 1*39794 

& 

= 

2*04238 

“ P 

= 0*88137 

» P 

= 

088137 

„ X 

= 0*03120 

h * 

= 

0*03120 

„ a 

=s  3*08866 

G a?  p x 

= 1226-5 

3 R?px 

= 

3-43207 

3 R*  p x =2704*4 

..  3 

— 

0-47712 

„ 2 

= 0.30103 

i.  a 

— 

0-69897 

M R3 

= 306357 

= 

1*76274 

i,  sin.  a 

= — 1*94416 

»>  « 

= 

0 03120 

2 R9  sin.  x 

= 3 30876 

2 R-  sin.  a 

=2035-9 

„ 3 affix 

= 

297003 

3 « p*  a = 933  3 

„ 4 

= 0*60206 

3 

= " 

0-47712 

„ R 

= 1*02119 

M R 

= 

1*02119 

..  p 3 

= 1*76274 

a 

= 

0*69897 

„ tin.  x 

=—1-94416 

••  P 

= 

0 88137 

„ sin.  x 

= - 

-1-94416 

„ 4Xp*ain.  x 

= 3*33015 

4 R pJ  sin.  a 

=2138  7 

„ 3 Rap  sin.  a 

= " 

3 02281 

3 flap  sin. *=1053  9 

„ 3 

= 0-47712 

M 2 

— 

0-30103 

„ r3 

= 1*80618 

„ R 

= 

1*02119 

••  P 

= 0*88137 

„ tP 

= 

1-39794 

*•  ft 

=—1*95215 

„ sin.  a 

= -1-94416 

= 3*11682 

S^p/J 

= 1308-6 

M 2 R<P  sin.  x 

= 

2-6643*2 

2/Za3sin.a=  461*7 

Digitized  by  Google 


130 


APPENDIX. 


Log-  3 

3S 

0-47712 

Log,  a 

= 0-69897 

„ a 

= 

060897 

= 1*76274 

— 

1-76274 

„ cob.  a 

= -1  67778 

= ' 

-1-95215 

„ sin.  a 

= -1-94416 

..  3 a p'3 

= 

289098 

3 *(?P  = 7780 

„ ap1  cos. a sin. 

a=  2 08365 

flpJ  cos. a sin.a=  121*2 

..  3 

_ 

0-47712 

6 

= 0-77815 

„ r 

— 

0 90309 

„ 

= 1*39794 

*i  a 

= 

0-69897 

.»  P 

= 0-88137 

..  P 

ss 

0*88137 

..  P 

= -1-95215 

„ sin.  3 

= . 

-1-89244 

„ 6 a*  p3 

= 3 00961 

6 a*pfi  =10224 

„ 3 rap  sin.  & 

— 

2-85299 

3 rap  sin.  3=  712*8 

2 

= 030103 

„ 2 

= 

0-30103 

..  r8 

= 2-70927 

„ r 

= 

0*90309 

„ sin.  3 

= -1-89244 

t»  or 

— 

1*39794 

„ sin.  3 

=■ 

-1*89244 

„ 2 r*  sin.  3 

= 2-90274 

2 r*  sin.  3 = 799'4 

„ 2 ra2  sin.  ^ 

_ 

2 49450 

2 raisin.  3 = 312‘2 

„ 4 

= 0 60206 

,,  r 

= 0-90309 

M « 

— 

0.69897 

P7 

= 1*76274 

? 

= 

1*76274 

„ sin.  3 

= -1-89244 

„ COS.  P 

= 

-1*79588 

„ sin.  3 

= 

-1  89244 

„ 4rpJsin.3 

= 3 16033 

4 rp2*in.  P =1446*5 

„ ap1  cos.  0 sin.  3= 

2 15003 

a^?cos.3sin.3=  141*3 

Sum  of  negative  terms  . . =8542*8 

. Sum  of  positive  terms  . . =8634  0 

Sum  of  positive  terms  . . . = S654"0  — — — 

111*2 


Log.  111-2  SB 

2 04610 

= 

0-99430 

„ »»  = 

3-52827 

„ b = 

0-94201 

„ w = 

1-80703 

p = 

088137 

,,  m = 

1 20412 

1 

-8-35115 

" 44550000 

1 _ 

-219125 

" if 

Log.  H.P.E.  = 

1-94560 

H.P.E.  = 

88*23. 
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Thus  a power  of  88*23  horses  is  sufficient,  if  applied  immediately  to  the  vessel ; but  151*66 
hone  powers  are  required  to  be  applied  to  the  wheels  to  produce  the  same  propelling  effect, 
the  proportion  of  the  effective  to  the  total  power  being  as  0*582  to  1.  This  shows  the  loss  of 
power  at  deep  immersions  to  be  very  great,  even  without  considering  the  effects  of  the  shock  and 
back  water:  it  amounts  in  the  above  example  to  more  than  63  h.  p.,  or  about  41*8  per  cent, 
of  the  whole  power  transmitted  to  the  wheels. 

It  is  obvious,  that  at  light  immersions,  when  the  upper  edge  of  the  float  is  never  under 
water,  all  the  terms  in  which  or  sin.  /0  enters  as  a factor  disappear,  and  only  one-half  of  the 
number  of  terms  remain ; and  even  if  the  float  is  immersed  a few  inches  above  its  upjrer  edge 
at  the  middle  of  the  stroke,  the  amount  of  those  terms  is  so  small,  that  they  may  be  neglected 


without  causing  any  material  error  in  the  result.  For  example,  if 


15 

16 


7 

randp=Lr, 


the 


error  is  about  one  per  cent;  but  if  p=a,  then  the  error  is  only  about  one-third  percent 
Thus,  the  diameter  of  the  wheel  being  20  ft.,  the  depth  of  the  floats  2 ft.,  and  their  greatest 
immersion  2 ft.  6 in.,  or  6 inches  above  their  upper  edge,  the  resistance  would  not  be  more 
than  one  per  cent  less  than  if  the  floats  were  made  2 ft.  6 in.  in  depth,  so  as  to  reach  the 
surface  of  the  water.  We  here  suppose  the  radius  of  the  rolling  circle  to  be  7 ft ; if  it  were 
only  6 ft.  the  error  would  be  a little  more  considerable,  but  not  muck,  for  if  the  immersion 
were  3 ft  and  the  radius  of  the  rolling  circle  6 ft,  the  error  would  not  exceed  2 per  cent. 

If  we  calculate  the  power  of  the  ‘ Phcenix’  from  the  data  which  we  possess,  which  coincide 
exactly  with  those  given  in  Mr.  Barlow’s  tables,  except  in  the  diameter  of  the  wheels,  which 
is  21  ft.,  and  not  20  ft  4 in.  as  he  has  there  given  it,  we  shall  find  but  110  h.  p.  for  the  power 
of  the  engines,  or  not  much  more  than  one-half  of  the  nominal  power.  It  is  however  very 
probable  that  there  were  some  slight  errors  in  the  observations;  for  the  dip  of  the  floats  is 
measured  before  starting,  when  it  is  generally  not  the  same  as  when  the  vessel  is  in  motion  t 
there  is  a wave  on  each  side  of  the  vessel,  travelling  along  with  it,  caused  by  the  displacement 
of  the  water,  and  varying  in  its  position  according  to  the  form  of  the  bows : this  is  sometimes 
situated  directly  under  the  paddle  shaft,  and  then  naturally  increases  the  dip  of  the  floats. 
The  mean  speed  may  be  a little  too  great,  a difference  of  a few  seconds  in  the  time  of  running 
a mile  making  a difference  of  half  a mile  an  hour  in  the  speed;  it  is  also  next  to  impossible 
to  know  the  exact  mean  number  of  revolutions  made  by  the  wheels  in  a minute  without 
counting  the  whole  number  made  during  the  run.  If,  during  the  trial  of  the  ‘ Phoenix,’  the 
immersion  of  the  floats  was  2*8  ft.  instead  of  2*5  ft.,  the  mean  speed  11*23  miles,  instead  of 
11*7,  the  mean  number  of  revolutions  21  f instead  of  21,  we  should  find  for  the  power 
of  the  engines  203  j h.  p.,  which  is  about  6 per  cent,  below  their  nominal  power,  and  it  is 
probable  that  the  dip  of  the  floats  was  still  more  considerable. 

We  have  been  informed  by  a gentleman  who  cannot  well  be  mistaken,  that  no  copy  of  the 
official  account  of  the  mile  trials  of  Her  Majesty’s  steam  vessels  at  Woolwich  has  hitherto 
been  published,  and  we  know  that  some  of  the  dimensions  in  Mr.  Barlow’s  table  are  incorrect, 
so  that  we  cannot  rely  upon  the  other  figures  contained  in  it,  although  they  coincide  with  a 
table  which  we  have  obtained  from  another  quarter.  Wishing  to  have  authentic  data  to 
reason  upon,  we  applied  to  the  Lords  Commissioners  of  the  Admiralty  for  permission  to 
obtain  a copy  of  the  official  returns,  but  their  lordships  declined  acceding  to  our  request,  and 
no  information  is  to  be  obtained  at  Woolwich  dock-yard  on  this  subject.  We  are  at  a loss  to 
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conceive  the  object  of  so  much  secrecy*  it  can  hardly  answer  any  useful  end,  whereas  it 
would  be  a certain  benefit  to  the  nation  if  the  public  were  made  acquainted  with  all  facts 
relating  to  steam  navigation.  We  have  ascertained  the  diameters  of  the  following  paddle 
wheels,  which  differ  from  those  given  in  Mr.  Barlow’s  table: — ‘ Messenger’s/  20  ft. ; * Dee’s/ 
20  ft.;  ‘ Rhadamanthus/  * Salamander/  and  * Phoenix/  each  21  ft.;  * Firefly’s/  most  probably 
IS  ft.,  and  the  depth  of  the  floats  of  ‘ Medea’s  * wheels,  3 ft.  8 in. 

The  power  expended  on  the  wheels  of  a steam  vessel  would  be  found  much  more  readily 
if  we  knew  the  position  of  the  centre  of  pressure,  but  we  are  not  aware  of  any  direct  method 
of  finding  that  point. 

By  centre  of  pressure  is  understood  a point  on  the  surface  of  the  |>addlc-board  at  such  a 
distance  from  the  axis  of  die  wheel,  that  if  the  whole  surface  of  the  board  were  concentrated 
in  that  point,  or  in  the  horizontal  line  passing  through  it,  the  mean  resistance  would  not  be 
affected  by  the  change : it  does  not  however  follow  that  the  effective  resistance  would  remain 
unaltered,  so  that  this  point  is  only  the  centre  of  total  pressure,  and  not  of  effective  pressure ; 
nor  is  it  the  centre  of  pressure  of  the  float  in  any  given  position,  but  die  mean  for  all  the 
positions  taken  by  the  float  during  its  passage  through  the  water,  and  should  therefore, 
strictly  speaking,  be  called  the  mean  centre  of  pressure ; but  os  it  is  already  known  as  the 
centre  of  pressure,  we  will  retain  this  expression  for  the  sake  of  brevity.  The  position  of 
this  point  being  known,  we  can  find  the  power  in  the  following  manner. 

Let  y be  the  distance  of  the  centre  of  pressure  from  the  axis  of  the  wheel,  6 the  angle  at 
which  it  enters  and  leaves  the  water,  a,  b,  p , n and  m,  the  same  as  in  the  former  calculations, 
and /the  depth  of  the  float.  The  pressure  on  the  float  at  any  angle  is  equal  to  the  product 
of  its  area  bf  by  the  square  of  its  effective  velocity  and  the  weight  of  a cubic  foot  of  water, 
divided  by  2 g.  The  effective  velocity  of  the  float  is  equal  to 

5-?  [ y-p  co».  <fl. 


■x'n'kfw 


[y— pcoi.  $]*, 


so  that  the  pressure  is  equal  to 

1 1 900  x 2 g 

and  the  moment  of  the  resistance  to  ~ -*  [ u—p  cos.  Al*  y. 

27000x2  g Ly  H y 

The  mean  value  of  this  expression  is  equal  to  the  definite  integral 


«-hichi»  54^/^ { 

This  multiplied  by  2 m,  and  reduced  to  horse  powers,  becomes, 

t2yJ+yp,]«+[«p,-<y*p]«n-*}=H.P. ...  (3) 

The  first  member  of  this  equation  being  equal  to  the  second  member  of  the  equation  (1) 
{page  126),  it  is  evident  that  the  sum  of  the  terms  between  the  brackets  in  the  former,  multi- 
plied by  6 f must  lie  equal  to  the  sum  of  the  terms  between  brackets  in  die  latter,  or,  calling 
S that  sum  in  formula  (1),  and  S"  the  sum  in  formula  (3),  we  must  have 


S" 


«/’ 
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Having  first  found  the  value  of  S,  and  assumed  a value  of  y not  very  far  from  the  truth, 
we  can  prove  it  with  very  little  trouble  by  the  above  formula.  If  we  find  too  great  a value 
for  S",  we  take  off  a little  from  our  assumed  value  of  y,  and  if  the  second  result  differ  still 
from  the  true  value  of  8",  we  make  a proportion  of  the  differences ; the  third  result  will  be 
as  near  as  can  be  desired,  if  the  differences  are  small.  In  this  manner  the  following  tables 
were  calculated,  in  which  the  extreme  radius  of  the  wheel  has  been  assumed  equal  to  10,  or, 
which  is  the  same  thing,  one-tenth  of  the  radius  has  been  taken  as  unity.  The  immersion 
is  given  in  the  upper  line,  and  the  radius  of  the  rolling  circle  in  the  first  column  on  the  left : 
the  decimal  fraction  corresponding  to  the  given  immersion  and  radius  of  the  rolling  circle, 
expresses  the  portion  of  the  depth  of  the  float  included  between  its  upper  edge  and  its  centre 
of  pressure.  Thus,  if  the  immersion  lie  4,  and  the  radius  of  the  rolling  circle  (see 
Table  I.),  the  centre  of  pressure  will  be  situated  at  a distance  of  0*55  7 of  the  depth  of  the 
float  from  its  upper  edge. 


Tabi.k  I. — Extreme  radius  = 10;  Depth  of  float  = 2. 


si 

9 - 
* ? 
1! 

DIP  OP  TIIE  FLOAT. 

2-00 

2-25 

2 50 

2-75 

300 

3-23 

350 

3-75 

4-00 

4-25 

4 50 

4 75 

500 

525 

550 

80 

0607 

0 599  j 0-593 

0*587 

0-382 

0-577 

0-573 

0-569 

0366 

0-563 

0560 

0-357 

0-555 

0-552 

0-550 

7-9 

0-603 

0-596  0-590 

0-584 

0-579 

0-573 

0-571 

0-567 

0-364 

0-561 

0559 

0-556 

0-354 

0-551 

0549 

7 8 

0-399 

0-593 

0-5B7 

0-582 

0-577 

0-373 

0-569 

0-366 

0-563 

0-560 

0-557 

0-333 

0-433 

0-550 

0-348 

7-7 

0-MS 

0-589 

0 584 

0-579 

0-574 

0-370 

0 567 

0-564 

0-561 

0-358 

0-556 

0-334 

0-342 

0-549 

0-347 

76 

0592 

0586 

0-MI 

0-576 

0-572 

0-368 

0-565 

0562 

0-559 

0 537 

0-555 

0-353 

0-551 

0-548 

0-346 

7 5 

0568 

0583 

0578 

0571 

0-570 

0-566 

0-563 

0-560 

0-358 

0556 

0-554 

0 552 

0-550 

0-518 

0-546 

7*4 

0-5B5 

0-590 

0-576 

0-572 

0-568 

0-565 

0-562 

0-550 

0-357 

0-554 

0-532 

0-550 

0-549 

0-547 

0-545 

7 3 

0582 

0-378 

0-574 

0570 

0-366 

0-563 

0'560 

0-537 

0-535 

0-553 

0.531 

0-549 

0-318 

0-346 

0-544 

7-2 

0-560 

0-575 

0371 

0-367 

0564 

0 561 

0 559 

0 556 

0-334 

0-552 

0-550 

0-348 

0-547 

0-545 

0-344 

7 1 

0 577 

0-573 

0*519 

0-566 

0563 

0-560 

0-557 

0-555 

0-553 

0551 

0-349 

0-547 

0546 

0-344 

0-343 

70 

0574 

0570 

0-567 

OjH 

0-561 

0-559 

0556 

0-554 

0552 

0550 

0-548 

0-546 

0-545 

0-544 

0-542 

69 

0572 

0-568 

0-565 

0-562 

0-560 

0-557 

0-555 

0-553 

0-551 

0-549 

0-547 

0-545 

0 54  4 

0-543 

0"54l 

68 

0570 

0 366 

0-563 

0-560 

0-358 

0-556 

0-554 

0-552 

0-550 

0-548 

0-546 

0-545 

0-543 

0-5*2 

0-540 

0-568 

0-564 

5 561 

0-559 

0-537 

0-555 

0-553 

0-551 

0-519 

0-547 

0-545 

0-544 

0-543 

0-541 

0-540 

66 

0565 

0-562 

0-560 

0-558 

0-554 

0-554 

0-552 

0-550 

0-548 

0-546 

0-344 

0-3*3 

0-542 

O-540 

0-539 

6-3 

0563 

0-561 

0559 

0*557 

0-333 

0553 

0-331 

0-549 

0-547 

0-345 

0-544 

0-54*2 

0-341 

0-540 

0-538 

G-4 

0561 

0-559 

0-357 

0-333 

0 553 

0-551 

0-530 

0548 

0-546 

0-545 

0543 

0-512 

0-541 

0-339 

0-538 

6-3 

0.559 

0-557 

0-555 

0-553 

0-552 

0-550 

0-549 

0-547 

0546 

0-544 

0543 

0-541 

0540 

0-538 

0*337 

62 

0-53B 

0-556 

0-551 

0-552 

0-551 

0519 

0-548 

0-546 

0-343 

0-543 

0542 

0-510 

0-539 

0-538 

0-536 

61 

0 556 

0 554 

0-553 

0551 

0-550 

0548 

0-547 

0 515 

0.544 

0542 

0-541 

0*510 

0-330 

0-537 

0-535 

64) 

0-554  | 0*553 

0-551 

0ii0 

0540 

0-547 

0-346 

0 344 

0-543 

0*342 

0541 

0-539 

0 538 

0-536 

0-535 

i 
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Table  II. — Extreme  radius  = 10;  Depth  of  float  = 2*5. 


Xji 

i'G 

11 

DIP  OP  TUB  FLOAT. 

2-75 

300 

3“ 

3-50 

3-75 

4-00 

4-25 

4-50 

4-75 

5-25 

550 

m 

0-601 

0-596 

0-591 

0-587 

0-583 

0-579 

0-573 

0-570 

0-567 

0-564  | 0-562 

□ 

0-599 

0-594 

0-589 

0-585 

0-581 

0-577 

0-574 

0571 

0-569 

0-565 

0563 

0-561 

m 

0-596 

0-587 

0-583 

0-579 

0-576 

0-572 

0*669 

0-564 

0-562 

0-560 

0-589 

0-585 

0-391 

0-578 

0-574 

0-571 

0-568 

0565 

0-561 

0-559 

□ 

0*586 

0-582 

0-579 

0-576 

0-573 

0-570 

0-567 

0-364 

0-562 

0560 

0-558 

0-592 

0-388 

0*581 

0-581 

0-578 

0-574 

0-571 

0-568 

0-566 

0-563 

0-561 

0559 

0-557 

□ 

0-582 

0*579 

0-576 

0-573 

0-570 

0-567 

0-564 

0-562 

0-560 

0558 

*0-556 

rK 

0-587 

0-583 

0571 

0-568 

0-565 

0-563 

0-561 

0-557 

0555 

m 

esa 

221 

0-578 

0-575 

0-572 

0-569 

0-567 

0*564 

0 562  j 0 560 

0-558 

0-556 

0-554 

6-6 

0-583 

0-579 

0’57  G 

0568 

0-565 

0-563 

0-561  0*559  j 0-557 

0-555 

0-553 

6-3 

0‘580 

0-577 

0574 

0-566 

0-564 

0-562 

0-560  0-558 

0-556 

0-554 

0552 

6-4 

0-578 

0-575 

0-572 

0-570 

0-567 

0-565 

0-563 

0-560 

0-558  0-557 

0-555 

0-553 

0-551 

□ 

0-576 

0-573 

0-570 

0-566 

0-563 

0-561 

0-559 

0-557  | 0-555 

0-554 

0552 

0-551 

0-571 

0-569 

0566 

0-564 

0-562 

0560 

0-558 

0-556 

0-554 

0 551 

0-550 

6! 

0-572 

0-569 

0-567 

0-565 

0563 

0-351 

0-559 

0-557 

0-555 

0-553 

0352 

0-550 

0-549 

60 

0-570 

0-569 

0-566 

0563 

0561 

0560 

0-558 

0-556 

0-554 

0-552 

0-551 

0-549 

0-548 

5-9 

0-568 

0-566 

0-564 

0560 

0-558 

0-557 

0-333 

0-551 

0550 

0-518 

0-547 

5-8 

0-566 

0-562 

ESI 

0557 

0-556 

0-554 

0-550 

0549 

0-548 

0-546 

DEI 

0-564 

0-562 

0-561 

0-559 

0558 

0-556 

0-555 

0-553 

0-549 

0-548  J 0-547 

0-546 

5-6 

0-563  0-561 

0-560 

0-558 

0-557 

0-555 

0554 

0-552 

0-548 

B3 

0-546 

0-545 

5 5 

0-562  j 0 560 

0-559 

0 557 

0-556 

0-554 

0-553 

0-551 

0-549 

0-547 

0-546 

0545 

The  following  is  a type  of  the  calculation  of  the  power  by  means  of  the  centre  of  pressure. 
Let  it  be  required  to  find  the  power  exerted  by  the  engines  of  the  ‘ Salamander  * in  the  case 
proposed  at  page  127. 

The  radius  of  the  paddle  wheels  being  10ft.  fiin.,  the  position  of  the  centre  of  pressure 
cannot  be  found  immediately  by  referring  to  either  of  the  preceding  tables,  in  which  the  radius 
is  assumed  equal  to  10  ; we  must  therefore  first  find  the  numbers  which  represent  in  the  tables 
the  depth  and  immersion  of  the  floats,  and  the  radius  of  the  rolling  circle.  The  depth  of  the 
float  is  represented  by  the  number  2*38,  the  immersion  by  the  number  5*238,  and  the  radius 
of  the  rolling  circle  by  7'247.  The  depth  of  the  float  being  intermediate  between  those 
assumed  in  the  tables,  we  must  first  enter  Table  I. ; and  in  the  column  under  the  immersion 
5*25,  and  opposite  to  the  numbers  7‘2  and  7*3,  in  the  first  column  on  the  left,  we  find  the 
numbers  0*545,  0*546,  of  which  we  take  the  mean,  0*5455  ; then  in  Table  II.  we  do  the  same, 
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and  find  0*561  and  0*562,  of  which  we  take  the  mean,  0*5615.  The  difference  between  0*5-155 
and  0*5615,  or  0*016,  corresponding  to  a difference  of  0*5  in  the  depth  of  the  float,  we  find 
the  difference  corresponding  to  0*38  by  the  proportion  0*5  : 0*016  : : 0*38  : 0*012,  sufficiently 
near  for  our  purpose,  and  this  added  to  0*5455  gives  0*5575  for  the  proportion  of  the  depth  of 
the  float  contained  between  its  upper  edge  and  the  centre  of  pressure : the  distance  of  this 
point  from  the  axis  of  the  wheel,  or  y,  is  therefore  equal  to  9*393/  ft. 

Log.  a = 0*6989700 


p = 0*8813691 

y = 0*9728367 

0 — 0*0041126 

sin.  0 = — 1*9276647 


Whence, 


Log.  2y»*  = 3*2236527  2 y*  B = 1673*60 

„ p*  y 0 = 2*7396875  p*  y 0 = 549*15 

„ op*  sin.  0 = 2*3893729  ap*  sin.  0 = 245*12 


2467*87 

„ 4 p y*  sin.  0 = 3*3567672  4 py1  sin.  0 = 22/3*88 


8"  = 193*99 


Log. 

S" 

= 

2*2877771 

>» 

i n 3 

= 

0*9942998 

M 

= 

3*5282738 

» 

b 

* 

0*9120081 

U 

f 

= 

0*3979400 

» 

w 

= 

1*8070274 

ft 

m 

= 

1*2041200 

- 

l 

if 

= 

- 2*1912490 

1 

- "8*8282/35 

ft 

H950000 

Log. 

II.P. 

= 

2*1809687 

H.P. 

151*69. 

The  calculation  of  the  effective  power  w*ould  be  abridged  in  the  same  maimer  by  means  of 
an  analogous  point,  which  we  would  call  the  centre  of  propelling  effect . This  point  is  so 
situated,  that,  if  the  whole  surface  of  the  float  were  concentrated  there,  the  propelling  effect 
would  remain  the  same  ; so  that,  calling  z the  distance  of  this  point  from  the  axis  of  the 
wheel,  and  C the  inclination  of  the  float  when  its  centre  of  propelling  effect  enters  and  leaves 
the  water,  the  propelling  effect  of  a pair  of  wheels  may  be  found  in  the  following  manner: 

Wc  know  the  total  pressure  on  one  of  the  floats  at  the  angle  <p  to  be  equal  to 

ir*  tt*  bfw  / v, 

abb"*  2g  )■ 
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whence  the  horizontal  or  effective  pressure  is  equal  to 
7T*  n*  bf  w 

sou  X i>7 

the  mean  value  of  which  is 

7T  W bfw  / r _ COS.  n , 

900  x 2$r  */o  L 
or, 

7?00  Y",  {f3**  + 2p*+p*co«.  C*-3op]  »in.  { — 3 />  r { J . 

The  mean  effective  pressure  on  the  two  wheels,  which  is  equal  to  the  resistance  opposed  to 
the  motion  of  the  vessel,  is  therefore 

1 350x2  "{  ^•r*  + 2<J’+p'  *”*•  t‘~3a<>J  “"-f  Sp*t  }• 

Multiplying  this  by  tlie  velocity  of  the  vessel  in  feet  per  second,  we  find  the  pro- 

pelling power  in  tfes.  moved  through  one  foot  in  a second  to  be  equal  to 

7r*  n*  bftemo  r „ „ _ _ . _ 1 

"40300  x 2 g ' l P * +2  <*  + <*  cos'  ^~3  arf  **"•  f-SP*{  }. 
which,  reduced  to  horse  powers,  becomes 

22275000x2^  {[3^  + 2 p'+p'  con.  {'-3  a p]  «in.(-3pzt  }=H.P.E (4) 

The  first  member  of  this  equation  being  equal  to  the  second  member  of  the  equation  (2) 
(page  127),  the  sum  of  the  terms  between  the  brackets  in  the  former,  multiplied  by  2 ft  is 
equal  to  the  sum  of  the  terms  between  brackets  in  the  latter ; or,  calling  S'  that  sum  in  the 
equation  {2),  and  S'"  that  in  the  equation  (4),  we  have 


The  following  tables  were  constructed,  like  the  two  former,  by  assuming  values  for  z until 
the  equations  (2)  and  (4)  gave  the  same  value  of  S'". 
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Table  III. — Extreme  radius  = 10  j Depth  of  float  — 2. 


p 
1 * 

IMMERSION. 

i ! 

3-25 

3-50 

400 

E3 

E 1 

ei 

80 

0-579 

0-573 

0568 

0-564 

0-560 

0-353 

0-550 

6548 

0-546 

0-544 

7 9 

0-590 

0-582 

0 576 

0 570 

0-565 

0-561 

0557 

0554 



0-551 

0548 

6546 

0 544 

0542 

7*8 

0586 

0-578 

0-573 

0-568 

0-563 

0559 

0555 

E] 

.5.7 

6545 

0-543 

0-541 

6539 

□ 

E3 

0-570 

0-365 

0-560 

0 556 

0-353 

0 547 

0-545 

6543 

0-541 

0-539 

6538 

7 6 

0578 

0-572 

0-567 

0-363 

0-338 

0554 

0-531 

0548 

0-546 

6544 

6542 

0*540 

6538 

0-536 

6535 

7 5 

0574 

0-669 

0-563 

0360 

ESS 

0-552 

0549 

0-546 

0-544 

0-542 

6540 

0-538 

6537 

6535 

6534 

7 4 

0571 

0-667 

0-562 

0-338 

0-334 

0-350 

0 547 

eh 

EZ3 

E3 

E3 

tm 

EH 

73 

0568 

0564 

0-559 

0-335 

0-332 

0.549 

0546 

0-543 

0-541 

0-539 

6537 

6536 

6535 

6533 

7 2 

0565 

0-561 

0-557 

0-553 

0-350 

O'M; 

0-544 

1221 

0-540 

0-538 

0-536 

0535 

0-534 

6532 

m 

0-558 

0555 

0-551 

0-548 

0545 

0543 

0 541 

0-539 

0-33! 

0-535 

6534 

0533 

0-556 

0-552 

0544 

0 541 

0539 

0337 

OU« 

0-334 

0.533 

0-332 

6531 

6530 

□ 

0-553 

0 550 

0545 

0542 

0-540 

0-338 

0-336 

0-535 

0 533 

0-532 

0-331 

6530 

0-529 

□ 

ca 

CD 

0543 

0-541 

0-539 

0-337 

0-535 

0-334 

0-532 

0-531 

OSH) 

6529 

6528 

0-349 

0-546 

0-542 

0-540 

0 538 

0-336 

0-534 

0-533 

6531 

EH 

6528 

6528 

0-547 

1)545 

0-542 

0-540 

0-53? 

0-535 

0533 

0 533 

6530 

20 

6528 

□ 

rm 

eh 

0539 

0538 

0-536 

0534 

0-532 

0-531 

0-530 

6528 

6527 

0-527 

ri 

0546 

0544 

0-542 

EH 

E3 

Ea 

CD 

6527 

0-526 

0-526 

□ 

cm 

0-542 

0540 

0-538 

0-337 

0536 

0 534 

0-332 

0-530 

0-529 

6528 

6526 

6526 

0-525 

0.542 

0-341 

0-539 

0-537 

0-336 

0-535 

0 333 

0531 

0529 

0-528 

6527 

0-526 

0-526 

6525 

6525 

0540 

0-339 

Efl 

CZ9 

E3 

0-632 

0 330 

0529 

0-528 

6527 

0-526 

0-525 

6525 

6524 

□ 

02] 

m 

ua 

0-531 

0-330 

0528 

Eg 

0-525 

6525 

6524 

eh 
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Table  IV. — Extreme  radius  = 10;  Depth  of  float  = 2*5. 


V ji 
- it 
"iC 

H 

IMMERSION. 

2-50 

275 

300 

3-25 

3-50 

3*75 

400 

4'25  j 4-50 

.75 

5*00 

5 25 

5*50 

7-5 

0*592 

0-585 

0*579 

0*574 

0-569 

0565 

0-362 

0-559 

0-556 

0*553 

0*551 

0549 

0 547 

71 

0*588  1 0*582 

0*576 

0-571 

0-567 

0563 

0*560 

0-557 

0-534 

0552 

0549 

0*54  7 

0-545 

7 3 

0-585 

0-579 

0-573 

0-569 

0564 

0501 

0*558 

0*555 

0-552 

0350 

0-548 

0-546 

0 54  4 

7*2 

0581 

0-576 

0-571 

0566 

0 562 

0*539 

(1-556 

0553 

0-351 

0548 

0 346 

0344 

0-543 

7 1 

0-578 

0*573 

0568 

0-564 

0560 

0557 

0.554 

0*351 

0*349 

0-547 

0-545 

0-543 

0-541 

7*0 

0*575 

0-570 

0-566 

0-561 

0-558 

0*555 

0-552 

0*550 

0-517 

0-545 

0*543 

0-512 

0-540 

6-9 

0-57*2 

0-568 

0*563 

0-559 

0-556 

0*533 

0*331 

0548 

0-346 

0-544 

0-542 

0-540 

0539 

6-8 

0-569 

0-565 

0-561 

0*557 

0*554 

0*552 

0549 

0 547 

0-515 

0543 

0-541 

0539 

0-538 

•»*7 

0-567 

0*563 

0-559 

0-555 

0*553 

0*550 

0*548 

0546 

0-344 

0542 

0340 

0338 

0-537 

6-6 

0*504 

0-560 

0-557 

0*554 

0*551 

0-548 

0-540 

0*544 

0-542 

0341 

0-339 

0-537 

0-536 

65 

0*562 

0-558 

0 555 

0-552 

0*549 

0 547 

0*545 

0543 

0-541 

0-340 

0338  | 0*536 

0533 

6*4 

0*559 

0-556 

0-553 

0550 

0*548 

0*545 

0 343 

0-542 

0-540 

0*538 

0-337 

0-333 

0-534 

6*3 

0*557 

0 551 

0-551 

0-549 

0*546 

0*544 

0-542 

0540 

0-539 

0*537 

0-536 

0-334 

0533 

6*2 

0*555 

0-552 

0-549 

0 547 

0*545 

0*543 

0 541 

0 539 

0*538 

0536 

0535 

0-533 

0-532 

6-1 

0-553 

0-550 

0-248 

0*545 

0*543 

0*541 

0-540 

0-538 

0-537 

0*535 

0-534 

0-532 

0-531 

60 

0*551 

0-348 

0 546 

0*544 

<K>42 

0-540 

0*539 

0-537 

0536 

0534 

0-533 

0-532 

0-53! 

5-9 

0-519 

0*546 

0*514 

0-542 

0*541 

0539 

0538 

0-536 

0-535 

0*533 

0-532 

0-331 

0-530 

5*8 

0-547 

0*545 

0-542 

0 541 

0-538 

0-538 

0 337 

0-535 

0-534 

0*533 

0-331 

0*530 

0-329 

5 7 

0-545 

0-543 

0 541 

0*539 

0 538 

0-537 

0-536 

0-534 

0-533 

0-532 

0-531 

0*530 

0529 

56 

0543 

0*541 

0-539 

0-538 

0 537 

0-536 

0*535 

0534 

0-332 

0-531 

0-530 

0-529 

0-528 

5*5 

0-541 

0-540 

0-538 

0-537 

0536 

0*535 

0-534 

0-533 

0-532 

0*531 

0-330  | 0-529 

0-528 

Let  us  now  apply  these  tables  to  the  case  of  the  * Salamander/  for  which  the  calculation  by 
the  other  method  is  given  in  pages  129  and  130.  The  depth  of  the  floats,  reduced  to  the 
scale  of  the  tables,  becomes  2*38,  the  immersion  5*238,  and  the  radius  of  the  rolling  circle 
7*247t&»  at  page  134.  In  Table  III.,  under  the  immersion  5*25, and  opposite  to  the  numbers 
7*2  and  7*3  in  the  first  column  on  the  left,  we  find  0*532  and  0*533,  of  which  we  take  the 
mean  0*5325,  and  in  Table  IV.  we  find  the  numbers  0*544  and  0*546,  of  which  the  mean  is 
0*515.  The  difference  being  0*0125,  we  make  the  proportion  0*5  : 0*0125  ::  0*38  : 0*0095, 
which,  added  to  0*5325,  gives  0*542  for  the  proportion  of  the  depth  of  the  float  contained 
between  its  upper  edge  and  the  centre  of  propelling  effect,  so  that  the  distance  of  this  point 
from  the  axis  of  the  wheel,  or  z,  is  equal  to  9*355  ft.  We  have  thus. 
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Log.  a = 0-6989700 

„ p — 0-8813691 

„ z = 0-9710438 
„ C = 0*0029913 

„ sin.  C =-1*9269519 
„ cos.  C =-1*7279262 

Whence, 


Log.  3 z*  sin.  ( = 

2-3461608 

3 z9  sin.  ( 

= 221-902 

» 2 p9  sin.  ( = 

1-9907201 

2 p9  sin.  ( 

= 97*886 

„ />*  cos.  f*  sin,  f= 

1*1455425 

p9cos.  (9  sin.  (=  13*981 

Sum  of  positive  terms 

=333769 

„ 3 a p sin.  ( = 

1*9844123 

3 a p sin.  f 

= 96*471 

» 3 p r c 

2*3325255 

3 p z ( 

= 215*043 

Sum  of 

negative  terms 

= 311-517 

S'" 

= 22*252 

1*3473691 
0-9942998 
3-5282738 
0*9420081 
0-3979400 
1*8070274 
1*2041200 
0*8813691 

2*1912490 
8-6521823 

Log.  H.P.E.  = 1*9458386 

H.P.E.  = 88*275. 

When  a steamer  is  heavily  laden,  the  wheels,  from  their  excessive  immersion,  act  less 
advantageously,  besides  reducing  the  number  of  strokes  of  the  engines  by  the  great  number 
of  floats  immersed  at  once,  and  their  gTeat  obliquity,  which  increases  the  resistance.  Under 
these  circumstances  the  speed  of  the  vessel  is  naturally  diminished,  and  it  may  in  some  cases 
be  desirable  to  bring  out  the  full  power  of  the  engines,  as  it  is  called ; that  is,  to  enable  them 
to  make  the  full  number  of  strokes  they  were  calculated  for,  in  order  to  prevent  so  great  a 
loss  of  speed.  We  know  but  one  mode  of  effecting  this,  and  that  is  by  reefing  the  floats,  or 
shifting  them  from  the  circumference  nearer  to  the  shaft.  This  method  is  attended  at  present 
with  too  much  difficulty  and  danger  to  allow  of  its  being  put  into  general  practice;  but  we 
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do  not  presume  to  say  that  a means  may  not  be  found  to  facilitate  the  operation,  so  as  to 
render  it  practicable. 

It  is  very  clear  that  the  desired  effect  could  not  be  produced  by  reducing  the  size  of  the 
paddle  boards,  except  inasmuch  as  the  centre  of  pressure  is  thereby  brought  nearer  to  the 
axis  of  the  wheel : suppose,  for  example,  that  a piece  has  been  cut  off  from  the  end  of  each 
board ; the  consequence  Hill  naturally  be  that  the  circumferential  velocity  of  the  wheel  will  be 
increased,  until  the  mean  pressure  on  the  floats  becomes  equal  to  what  it  was  before  they  were 
reduced.  The  pressure  being  restored,  the  horizontal  pressure  will  be  so  too,  but  cannot 
surpass  what  it  was  before,  since  the  ratio  of  the  horizontal  to  the  total  pressure  is  independent 
of  the  breadth  of  the  floats.  The  speed  of  the  vessel  must  therefore  remain  the  same, 
although  the  expenditure  of  fuel  is  increased  in  the  ratio  of  the  increased  velocity  of  the 
engines.  If,  on  the  other  hand,  we  suppose  the  floats  to  be  reefed,  then  the  engines  anil  not 
only  move  so  much  faster  that  the  floats  shall  experience  the  same  resistance,  but  their 
velocity  will  increase  until  the  mean  pressure  on  the  floats  is  to  the  former  mean  pressure  as 
the  former  radius  to  the  centre  of  pressure  is  to  the  new  one.  The  total  pressure  being  thus 
increased,  the  horizontal  pressure  will  be  so  in  a greater  proportion,  because,  the  angles  of 
the  floats  being  less  oblique,  the  ratio  of  the  horizontal  to  the  total  pressure  will  be  greater ; 
consequently  the  vessel  will  go  faster.  We  can  only  come  to  this  general  conclusion  at 
present,  as  there  is  no  method  yet  known  of  finding  the  precise  effect  of  reefing  the  floats. 

2.  Field’s  Paddle  Wheel. 

This  is  what  Mr.  Field  calls  the  Cycloidal  IVheet ; but  as  we  do  not  consider  that  appellation 
at  all  suitable,  we  prefer  that  adopted  at  the  head  of  this  chapter,  Mr.  Field  having  been,  to 
the  best  of  our  knowledge,  the  first  inventor  of  this  variety  of  paddle  wheel.  It  was  tried  on 
the  * Endeavour,’  a passage  steamer,  in  the  year  1833,  but  was  abandoned  immediately. 

The  construction  of  this  wheel  is  thus  explained  by  Mr.  Field  in  the  ‘London  Journal’  for 
December,  1835* 

“ Each  board  is  divided  into  several  parts,  or  narrower  boards,  and  arranged  in,  or  nearly, 
such  cycloidal  curves,  that  they  all  enter  the  water  at  the  same  place  in  immediate  succession, 
thus  avoiding  the  shock  produced  by  the  entrance  of  the  common  board,  so  unpleasant  to 
passengers,  injurious  to  the  vessel,  and  wasteful  of  the  power.  As  the  acting  face  of  each 
hoard  is  radiating,  it  propels  while  passing  under  the  centre  in  the  ordinary  way,  and  when  it 
emerges,  the  water  escapes  simultaneously  from  each  narrow  board,  and  consequently  cannot 
lop-up.” 

Mr.  Galloway  describes  his  invention  to  be  exactly  the  same  thing,  but  goes  into  geometrical 
details,  which  are  not  mathematically  correct. 

Fig.  1.  Plate  lxxv.  is  a diagram  intended  to  elucidate  the  construction  of  this  kind  of 
wheel.  Not  having  any  data  at  the  time  this  plate  was  engraved,  we  contented  ourselves  with 
the  same  dimensions  as  those  of  the  common  wheel  in  Plate  lxxiv.,  and  supposing  the  same 
performances  as  with  the  latter,  merely  with  the  view  of  comparing  their  modes  of  action. 
Each  board  is  divided  into  four  narrow  boards,  a,  b,  c,  d,  respectively,  six,  seven,  eight,  and 
nine  inches  in  depth.  Figs.  2 and  4 show  the  path  of  one  set  of  boards  at  the  light  and  load 
draught,  and  Figs.  3 and  5 tlie  nodes,  enlarged  to  four  times  the  scale  on  account  of  the 
complication  resulting  from  the  number  of  boards  in  the  set.  On  inspecting  the  two  latter 
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figures,  the  peculiarity  of  action  arising  from  this  disposition  of  the  paddle  boards  becomes 
evident,  but  more  particularly  in  Fig.  5,  where  the  floats  are  immersed  for  a longer  time. 
One  set  of  floats  is  there  seen  entering  the  water  at  a,  b,  c,  d,  the  position  of  which  is  shown 
at  a',  b',  c',  d',  after  an  interval  of  one-sixteenth  of  a revolution  ; and  it  is  apparent  that,  while 
the  outer  board,  a,  is  moving  to  the  position  a',  the  next  l>oard,  b,  almost  follows  the  track  of 
the  former  to  arrive  at  b';  in  the  same  manner  the  third  follows  the  second,  and  the  fourth 
the  third,  until  they  arrive  at  the  middle  of  the  stroke,  when  they  diverge  so  as  to  perform 
the  last  half  of  the  stroke  independent  of  each  other’s  motions,  and  emerge  from  the  water  at 
such  a distance  from  each  other,  that  the  water  which  is  not  thrown  off  with  violence  can  run 
off  more  readily  than  from  the  broad  float  of  the  common  wheel.  It  thus  appears  that  very 
little  more  effect  is  produced  during  the  first  half  of  the  stroke  of  one  set  of  hoards  than  would 
be  produced  by  the  outer  board  alone,  and  during  the  second  half  the  effect  is  about  equal  to 
that  of  a common  float  equal  in  size  to  the  sum  of  those  which  form  a set.  We  conclude, 
therefore,  that  the  shock  received  by  the  floats  on  entering  the  water  must  be  reduced  nearly 
to  that  of  the  outer  board,  but  that  this  advantage  is  gained  at  the  expense  of  a considerable 
portion  of  the  effect,  in  consequence  of  which  the  wheels  must  require  a greater  surface  of 
paddle  board  than  common  wheels.  There  may  also  be  a little  advantage  in  the  manner  the 
floats  leave  the  water,  but  that,  if  any,  must  he  very  trifling.  It  is  evident  that  no  theoretical 
calculation  can  be  made  of  the  effect  of  this  wheel,  its  action  being  precisely  similar  to  that  of 
the  common  wheel,  except  that  all  but  the  outer  l>oards  move  during  a considerable  part  of 
their  stroke  in  troubled  water,  whereby  a loss  of  resistance  is  sustained,  the  amount  of  which 
cannot  he  computed.  It  remains,  therefore,  to  be  decided  by  experience  whether  the  dis- 
advantages of  this  wheel  are  overbalanced  by  the  advantages  which  it  seems  to  possess. 

It  is  remarkable  that  since  the  adoption  of  this  wheel,  when  Mr.  Galloway  made  them  with 
six  or  seven  bars  in  each  set  instead  of  the  ordinary  paddle  boards,  this  number  has  been  very 
much  reduced : those  now  used  in  Her  Majesty’s  service  have  only  two  boards  in  a set,  every 
reduction  having  been  found  to  be  attended  with  advantage ; they  cannot,  however,  carry  their 
improvements  any  farther  without  annihilating  the  principle  of  the  wheel  altogether,  and 
returning  to  the  common  wheel. 

It  should  here  be  observed,  that  in  the  summer  of  the  year  1837,  before  these  wheels  were 
adopted  in  Her  Majesty’s  service,  a numerous  series  of  experiments  were  made  at  Woolwich 
on  Her  Majesty’s  steamer  * African,*  under  the  superintendence  of  Mr.  Ewart,  inspector  of 
steam  machinery,  some  with  the  common  wheel,  and  some  with  Field’s,  in  order  to  ascertain 
the  comparative  merits  of  the  two  wheels.  The  results  of  these  experiments  were  not  allowed 
to  be  publicly  known,  l>ecause  they  were  not  complete;  but  Mr.  Ewart  was  so  well  satisfied 
with  the  success  of  the  trials,  that  Her  Majesty’s  steam  vessels  * Rhadamanthus,’  * I)ee,’ 
‘Tartarus,’  and  ‘Meteor,’  were  immediately  fitted  with  Field’s  wheels,  each  with  two  boards 
in  a set.  From  what  we  have  been  able  to  learn  from  persons  who  were  present  at  the 
experiments  alluded  to,  some  very  anomalous  results  were  obtained,  such  as  less  velocity  of 
the  engines  and  greater  speed  of  the  vessel  with  less  float,  all  other  circumstances  being  the 
same.’ 

’ This  is  ft  proof  that  the  accuracy  of  the  mile  trials  cuaot  be  implicitly  relied  on,  a*  least  as  they  have  been  made  till 
now ; perbap*  they  might  be  made  more  practically  useful,  if  greater  attention  were  paid  to  the  various  circumstances  which 
affect  the  results. 
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A few  trials  were  subsequently  made  with  Her  Majesty’s  steam  vessel  ‘Tartarus,’  which  may 
tli row  some  light  on  the  relative  qualities  of  the  wheel  under  consideration,  and  Morgan’s 
wheel.  This  vessel  formerly  had  a pair  of  the  latter  wheels  with  two  fifty  horse  engines ; she 
has  now*  a pair  of  wheels  with  the  divided  floats,  which  have  been  made  to  go  into  the  old 
paddle  boxes,  and  two  seventy  horse  engines.  When  she  was  tried  with  the  former,  she  was 
ready  for  sea,  drawing  12  ft.  2 in.  mean,  and  having  an  immersed  midship  section  of  about 
254  square  ft. ; the  steam  pressure  in  the  boiler  was  2§  tbs.,  and  the  vacuum  27  inches.  Under 
these  circumstances  a mean  speed  of  8*508  statute  miles  was  obtained,  the  wheels  making 
22  revolutions  per  minute.  When  tried  in  February,  1838,  with  Field’s  wheels,  the  mean 
draught  was  9 ft.  11  in.,  making  her  immersed  midship  section  about  176  square  ft.;  the 
steam  pressure  was  5j  tbs.,  and  vacuum  28  inches.  The  mean  speed  was  11*11  statute  miles, 
with  32  revolutions  per  minute. 

She  was  tried  again  on  the  1 1th  of  March,  with  her  lower  masts  and  shrouds,  having  provisions 
and  130  tons  of  coal  on  board;  she  drew*  about  11  ft.  8 in.,  and  the  speed  obtained  was  8*44 
miles,  with  24  revolutions  : the  radius  of  the  rolling  circle  was  consequently  4 ft,  1 1 in.,  the 
extreme  radius  of  the  wheels  being  8 ft.  5 in.,  so  that  the  slipping  through  of  the  floats  on  both 
these  trials  was  quite  extraordinary,  and  can  only  be  accounted  for  by  the  loss  of  resistance 
in  the  first  half  of  the  stroke,  and  the  want  of  a sufficient  surface  of  paddle  board,  which 
cannot  be  given  without  far  surpassing  the  dimensions  required  by  Morgan’s  wheels. 

Plate  lxxxiii.  represents  the  performance  on  the  February  trial : it  lias  been  drawn  on  a 
very  large  scale,  in  order  to  make  it  less  confused  than  it  would  otherwise  have  licen ; but 
there  have  been  too  many  lines  inserted  that  were  not  absolutely  necessary,  so  that  it  is  still 
not  so  distinct  as  we  could  have  wished.  C is  the  centre  of  the  wheel,  of  which  a part  is 
shown  on  the  right  of  the  plate,  as  well  as  a part  1)  D D of  the  rolling  circle , at  the  commence- 
ment of  a revolution  ; A A'  A"  is  the  curve  described  by  the  extreme  edge  of  the  outer  board, 
and  B B'  B"  that  described  by  the  inner  edge  of  the  inner  board  of  one  set,  and  C C'  the 
distance  travelled  by  the  vessel,  during  a revolution  ; at  the  termination  of  which  the  rolling 
circle  has  arrived  at  the  position  D'  D'  D'.  The  radius  C D of  the  rolling  circle  is  about  4 ft. 
10j  in.,  so  that  the  distance  C C'  is  about  30  ft.  6$  in.  Towards  the  middle  of  the  plate  part 
of  the  wheel  has  been  drawn,  showing  the  floats  which  are  immersed  at  the  same  time  with 
the  nodes  of  their  respective  cycloids,  in  order  to  give  a more  perfect  idea  of  the  action.  The 
set  1,1,  which  is  that  of  which  the  whole  cycloid  is  given,  is  near  leaving  the  water;  of  the 
next  set  2,  2,  which  has  just  passed  the  middle  of  the  stroke,  the  outer  board  is  about 
to  enter  the  path  which  the  first  set  has  just  traversed,  and  the  inner  board  has  just  left 
the  path  of  the  outer  one ; and  of  the  third  and  fourth  sets  the  inner  boards  are  following  in 
the  very  track  of  the  outer  ones.  It  is  obvious  that  the  resistance  to  the  floats  must  be  very 
much  diminished  by  the  naturally  disturbed  state  of  the  water  in  which  they  move.  Plate 
lxxxii.  b represents  the  above-mentioned  performance  with  Morgan’s  wheel;  it  has  been 
drawn  on  the  same  scale  as  the  former,  for  the  purpose  of  comparing  the  two.  It  will  there 
be  seen  that  no  one  of  the  floats  ever  enters  the  path  of  another,  and  that  the  water  in  which 
they  move  cannot  be  so  much  troubled  as  in  the  former  case.  The  radius  of  the  rolling 
circle  is  5 ft.  5 in.,  and  the  distance  travelled  in  one  revolution  of  the  wheels  consequently 
34  ft.  The  quantity  of  steam  consumed  was  nearly  in  the  ratio  of  5 to  7 » and  the  body  to  be 
propelled  through  the  water  more  considerable,  the  draught  of  water  being  greater,  so  that 
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more  work  was  done  at  much  less  expense  with  Morgan's  wheels  than  with  the  new'  ones. 
The  dip  of  the  floats  in  the  former  case  was  5 ft.  84  in.,  and  the  height  of  the  axis  above  the 
w-ater  only  3 ft.  1|  in.j  hi  the  latter  case  the  dip  was  3 ft.  and  the  height  of  the  axis  above 
the  wrater  5 ft.  5'in. 

The  new  steam  frigate  * Gorgon,’  of  1100  tons,  has  lately  been  fitted  with  a pair  of  Field’s 
wheels,  and  was  tried  a short  time  ago  without  her  masts,  drawing  13  ft.  fiin.  mean*  The 
wheels  made  20 J revolutions  per  minute,  and  a mean  speed  of  nearly  10|  miles  was  obtained, 
which  gives  about  7 ft*  4 in.  for  the  radius  of  the  rolling  circle,  the  extreme  radius  of  the  wheel 
being  13  ft.  3 in.  The  paddle  boxes  here  were  also  made  for  Morgan’s  wheels,  so  that 
sufficient  width  could  not  be  given  to  those  afterwards  made  for  the  vessel.  This  disadvantage 
must,  of  course,  lie  taken  into  account  in  estimating  the  value  of  a wheel.  This  wheel  being 
now  very  extensively  employed,  experience  will  toon  show  whether  there  is  any  advantage 
in  it  or  not.  Among  the  principal  vessels  fitted  with  these  wheels,  besides  those  already 
named,  are  the  ‘Great  Western’  and  the  ‘British  Queen’  American  packets,  and  the  ‘Hermes,’ 
a government  steamer  of  730  tons. 

3.  Paddle  Wheels  with  oblique  floats. 

Such  wheels  have  been  tried  at  various  times  and  under  various  forms,  some  of  which  have 
been  patented.  Among  these  may  be  named,  as  the  most  simple,  that  for  which  Mr.  Samuel 
Hall  obtained  a patent  in  June,  1H3G.  In  this  wheel  the  paddle  boards,  instead  of  standing 
at  right  angles  to  the  rims  and  parallel  to  the  axis  of  the  wheel,  as  in  wheels  of  the  ordinary 
construction,  are  placed  obliquely  to  the  rims  and  to  the  axis  of  the  wheel.  The  subject  of 
the  patent  is  not,  however,  the  use  of  oblique  floats,  but  the  making  of  one-half  of  them  to 
enter  the  water  in  one  diagonal  direction,  and  the  other  lialf  to  enter  it  in  tlic  reverse  diagonal 
direction,  or  in  large  paddle  wheels,  making  the  boards  change  their  direction  of  entering  the 
water  four  times  instead  of  twice.  We  do  not  think  that  any  effect  can  he  produced  hv 
giving  the  floats  different  positions,  but  that  the  action  would  he  about  the  same  as  that  of 
the  ordinary  paddle  wheel  with  oblique  floats,  in  u’hich  they  all  incline  the  same  way ; and  it 
has  been  found  by  experience  that  this  requires  a greater  surface  of  paddle  board  than  the 
common  wheel  to  produce  the  same  effect,  which  can  also  he  demonstrated  theoretically  in 
the  following  manner : — 

The  circumferential  velocity  of  any  given  point  of  a float  of  the  common  wheel  being  V, 
and  the  velocity  of  the  vessel  r,  we  have  already  seen  that  its  effective  velocity  is  V — r cos. 
and  that  the  pressure  upon  it  is  proportional  to  \V  — v cos.  tf>]  ’ ; but,  with  the  same  given 
velocities,  the  effective  velocity  of  a point  of  an  oblique  float,  situated  on  the  radius  which 
passes  through  the  middle  of  the  float,  and  at  the  same  distance  from  the  axis  as  the  given 
|»oint  in  the  common  wheel,  is  only  [V  — v cos.  0]  cos.  «,  if  a is  the  angle  which  the  surface 
of  the  float  makes  with  the  axis  of  the  wheel.  'Hie  corresponding  pressure  is  therefore 
proportional  to  [V  — v cos.  <f>]  * cos,  «*;  and,  the  width  of  the  wheels  being  the  same  in  both 
cases,  the  ratio  of  the  tangential  pressure  on  the  oblique  float  to  that  on  the  common  float  is 

•-n*j  a , supposing  the  whole  of  the  former  to  radiate  from  the  axis,  which  is  only  true  for 

the  middle  part ; but  that  will  not  affect  the  reasoning,  as  it  might  easily  be  shown  that  there 
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is  rather  a disadvantage  than  otherwise  in  the  float  not  being  radial.  The  effective  pressure  in 
the  common  wheel  is  proportional  to  [ V — v cos.  ^]*  cos.  <£,  and  in  the  other  to  [ F — v cos. 
cos.  <*a  cos.  «£.  Thus  the  resistance  overcome,  and  power  required  to  overcome  it  with  the 
oblique  floats,  are  to  the  resistance  and  power  required  with  the  common  wheel  (the  dimensions 
of  the  wheels  and  velocities  being  the  same,  except  that  the  quantity  of  float  in  the  former  is 
to  that  in  the  latter  as  1 to  cos.  «)  nearly  in  the  ratio  of  cos.  a*  to  1 . But  if  it  be  required  to 
determine  what  circumferential  velocity  would  be  necessary  to  give  the  same  vessel  the  same 
speed  as  with  the  common  wheel  and  the  circumferential  velocity  V,  let  V'  be  the  required 
velocity ; then  we  must  have 

[F'  — V COS.  £]  * COS.  a1  = [F  — V cos.  *, 
or  [ F'  — v cos.  0]  cos.  a = F — v cos.  <f>, 

. ...  V — v cos.  d>  (1  — cos.  a) 

whence  I = I-i • 

cos.  * 

It  will  be  at  once  observed  that  this  is  not  a rigorous  calculation,  and  that  the  above  result 
is  not  yet  determined,  as  it  contains  the  variable  quantity  cos.  4>j  for  which  we  ought  to 
substitute  its  average  value.  Assuming  this  to  be  -fl,,  a probable  value,  and  cos.  a = -f , which 
makes  the  obliquity  less  than  that  preferred  by  Mr.  Hall,  via.,  45°,  the  value  of  F'  becomes 

F — -j%  v 50  F — 9 v 
V ~ \ ~ 40 

Assuming  v to  be  equal  to  \ of  the  mean  value  of  F,  wc  find  by  substitution, 

V'  = H V, 

and,  as  the  resistance  overcome  is  now  equal  to  that  overcome  with  the  common  wheel  at  the 
velocity  F,  it  follows  that  the  former  requires  about  more  power  than  the  latter  to  produce 
the  same  effect. 

We  repeat  that  the  above  calculation  is  not  rigorous,  but  it  is  obvious  that  whatever 
probable  values  are  substituted  for  a,  <f>,  and  r,  V'  will  always  l>e  found  greater  than  F,  which 
is  a sufficient  indication  of  the  inferiority  of  this  wheel. 

It  is  superfluous  to  add,  that  the  same  effect  would  be  produced,  without  altering  the  velocity 
of  the  wheels,  by  increasing  their  breadth  in  the  ratio  of  cos.  a*  to  1,  but  that  would  nearly 
double  the  weight  of  the  wheels  under  the  circumstances  assumed  above. 

It  is  evident  that,  whichever  method  be  adopted,  the  shock  cannot  be  very  much  reduced, 
and,  the  loss  of  power  from  oblique  action  being  greater  than  with  the  common  wheel,  the 
oblique  floats  are  not  likely  to  supersede  the  ordinary  ones. 

We  shall  now  briefly  notice  a modification  of  this  wheel  invented  by  Mr.  Jacob  Perkins, 
which  we  will  therefore  call  Perkins's  paddle  wheel. 


4.  Perkins’s  Paddle  Wheel. 

Mr.  Perkins  took  out  a patent  for  this  wheel  in  the  year  1 829 : it  differs  materially  from 
all  others,  although  the  floats  are  fixed,  as  in  the  preceding,  at  an  angle  with  the  shaft;  but 
that  angle  is  essentially  45°,  and  the  shafts,  instead  of  traversing  the  vessel  in  the  usual 
manner,  arc  carried  in  a sloping  direction  towards  the  stem,  and  meet  in  the  plane  of  the  keel, 
making  with  it  an  angle  of  45°,  and  with  each  other  a right  angle.  On  the  extremities  of  the 
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shafts  farthest  from  the  paddle  wheels  are  fixed  herd  wheels,  which  act  upon  each  other,  or 
are  both  acted  upon  by  an  intermediate  bevel  wheel  in  connexion  with  the  steam  engine  or 
first  mover. 

By  this  arrangement  the  surface  of  each  float  when  under  the  centre  is  perpendicular  to 
the  vessel's  course,  so  tliat  the  whole  pressure  is  at  that  moment  effective,  and,  when  over  the 
centre,  it  is  parallel  to  the  course  of  the  vessel,  so  as  to  cause  the  least  possible  useless 


resistance. 

The  circumferential  velocity  of  any  given  point  of  a float  being  V,  and  the  velocity  of  the 


vessel  t>,  the  effective  velocity  of  the  given  point  when  under  the  centre  is 


V 

n/2 


— v , which 


shows  that  the  upper  edge  of  the  fh>at  would  back  water  in  the  midtile  of  the  stroke,  if  the 
ratio  of  the  velocity  of  the  vessel  to  the  circumferential  velocity  of  the  inner  edges  of  the  floats 


exceeded 


V2 


It  is  already  well  established  that  the  more  the  circumferential  velocity  of  the  floats  of  a 
paddle  wheel  exceeds  the  speed  of  the  vessel,  the  greater  is  the  waste  of  power;  and  Perkins’s 
wheel  requires  a rather  large  excess,  so  that  this  quality,  together  with  the  great  weight  of 
the  wheels  compared  with  that  of  common  wheels  of  equal  effect,  the  use  of  bevel  wheels  to 
turn  the  shafts,  which  must  be  longer  than  they  usually  are,  and  the  inconvenient  position  of 
the  wheels,  which  makes  it  very  difficult  to  support  them,  and  exposes  them  very  much  to 
the  action  of  the  winds  and  waves ; all  these  circumstances  are  so  conclusive  of  the  disadvan- 
tage of  the  system,  that  it  is  unnecessary  to  carry  the  investigation  any  farther.  An  additional 
argument  against  the  utility  of  this  wheel  is,  that  it  has  not  been  adopted  in  practice. 

Several  other  varieties  of  paddle  wheels  with  oblique  floats  have  been  invented  and  tried, 
but  without  success,  and,  as  there  is  neither  ingenuity  nor  novelty  of  invention  in  any  of 
them,  we  shall  pass  them  over. 


Class  II. — Paddle  Wheels  with  Feathering  Floats. 

This  class  may  be  subdivided  into, 

A.  Paddle  wheels  with  floats  turning  on  radial  axes,  and 

B.  Paddle  wheels  with  floats  turning  on  horizontal  axes  or  spindles. 

A.  Paddle  Wheels  with  floats  turning  on  radial  axes. 

Of  these  very  little  need  be  said,  as  they  have  not  yet  been,  and  are  not  likely  ever  to  be, 
adopted.  The  action  of  all  of  them  is  nearly  the  same : the  floats  cither  enter  or  leave  the 
water,  or  both,  in  the  direction  of  their  surface,  or  at  a very  acute  angle  with  it  The  action 
is  therefore  generally  very  oblique ; besides  which,  the  mode  of  feathering  the  floats  is  so 
objectionable,  that  tliat  alone  would  be  sufficient  to  condemn  the  system.  The  floats  are 
fixed  to  spindles  radiating  from  the  axis  of  the  wheel,  each  of  which  is  furnished  with  a crank 
at  its  inner  extremity,  through  the  medium  of  which  the  spindle  is  made  to  tum  by  means  of 
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a groove  or  other  guide  fixed  to  the  side  of  the  vessel  (as  in  Symington’s  wheel),  or  in  the 
interior  of  the  wheel  itself  (as  in  Steed’s,  Ac.).  Time  will  not  permit  us  to  give  a full 
description  of  any  of  these  wheels,  nor  to  enter  into  any  calculation  of  their  effect,  which 
must,  however,  be  quite  unnecessary ; for  a machine  tried  under  such  favourable  circumstances 
as  Symington’s  wheel  must  certainly  have  been  adopted,  if  it  had  any  claim  to  preference. 
A wheel,  on  a similar  principle,  with  the  paddle  cranks  guided  by  cams  in  the  interior  of  the 
wheel,  was  tried  some  years  ago  in  a small  boat  on  the  Thames ; but  the  friction  was  so  great, 
that  three  or  four  men  could  scarcely  prevent  the  boat  from  being  carried  down  by  the  tide, 
although  they  could  easily  have  rowed  her  at  a moderate  speed.  The  friction  of  the  feathering 
machinery  must  in  all  cases  be  very  considerable ; bo  that,  however  beautifully  it  may  work  at 
the  beginning,  there  is  no  doubt  that  its  action  would  soon  be  impaired  by  wear,  and  it  would, 
perhaps,  not  require  a long  time  to  be  entirely  destroyed. 


B.  Paddle  Wheel s with  floats  turning  on  horizontal  ajres  or  spindles. 

1.  Buchanan’s  Wheel. 

The  principle  of  this  wheel  is  described  by  the  patentee  in  his  .specification  in  the  following 
manner : 

“ In  the  first  place,  my  said  invention  is  established  upon  a mathematical  theorem,  which 
u may  be  enumerated  in  the  words  here  underlined,  namely } If  two  equal  rings  or  circttlar 
“ lines  be  conceived  to  revolve , each  upon  its  respective  centre  in  its  own  plane , with  one  and  the 
u same  uniform  velocity , and  in  the  same  direction  with  regard  to  parts  of  the  lines  or  rings  alike 
u situated,  and  any  point  be  taken  in  one  of  the  rings  or  lines . and  a right  line  be  drawn  from 
“ that  point  parallel  to  a line  supposed  to  join  the  centres . until  it  meets  the  other  tine  or  circle , 
“ then  I say  the  right  line  so  drawn  uili  be  equal  to  the  tine  of  distance  between  the  centres , and 
“ will  continue  equal  and  parallel  to  that  tine  of  distance  during  the  whole  of  every  revolution 
**  so  made.** 

Fig.  1.  PI.  lxxvi.  is  a diagram  of  Buchanan’*  wheel,  which  has  !>cen  drawn  of  the  same 
dimensions,  and  with  the  same  number  of  floats  as  those  of  the  * Phoenix’  and  ‘ Salamander.' 
From  the  centre  of  a framing  similar  to  that  of  the  common  wheel,  and  called  by  the  patentee 
the  Pitch  wheel , r , r,  r,  are  the  radii  or  arms ; S,  S,  S,  spindles,  working  in  bearings  in  the  cir- 
cumference of  the  Pitch  wheel ; each  spindle  is  attached  to  a float,  represented  in  the  diagram 
by  the  straight  line  A B,  which  is  divided  into  two  equal  parts  by  the  spindle,  one  end  of 
which  passes  through  the  Pitch  >vhccl,  and  is  furnished  with  a lever  or  crank  S G.  The  ex- 
tremity G of  this  lever  is  bent  at  right  angles  to  S G,  and  works  in  a bearing  on  the  circum- 
ference of  a flat  wheel  nr  frame  G G G,  called  by  the  patentee  the  Connexion  wheel,  which 
turns  on  an  axle  fixed  to  the  ship’s  side,  cxeentrically  with  respect  to  the  Pitch  wheel,  its 
centre  being  situated  at  a different  point.  This  axle  is  made  sufficiently  large  to  admit  of  the 
shaft  passing  through  it.  The  crank  S G is  equal  in  length,  and  constantly  parallel  to  the 
line  that  joins  the  two  centres. 

The  float,  being  fixed  to  the  crank,  must  evidently  remain  constantly  parallel  to  a fixed 
straight  line  during  the  whole  of  each  revolution  of  the  wheel,  nor  can  any  alteration  in  the 


Digitized  by  Google 


ON  PADDLE  WHEELS. 


*7 


proportions  of  the  parts  cause  it  to  change  its  position ; indeed  it  would  be  impossible  to 
make  the  wheel  revolve,  if  any  other  length  or  position  were  given  to  the  crank  or  lever  S G. 
This  essential  property  of  Buchanan’s  wheel  is  amply  sufficient  to  distinguish  it  from  another, 
known  by  the  name  of  Morgan’s  wheel,  which  we  shall  treat  of  in  a future  part  of  this  paper. 
We  mention  this  because  some  persons  have  confounded  these  two  wheels  together  from 
ignorance  of  their  respective  properties,  although  they  arc  widely  different  both  in  principle 
and  construction. 

Fig.  2.  PI.  lxxvi.  shows  the  path  of  one  of  the  floats  of  the  wheel  represented  in  Fig.  I, 
under  the  same  circumstances  as  those  of  the  * Phoenix’  in  Fig,  2.  PI.  lxxiv.  Fig.  3 is  the 
enlarged  node.  Figs.  4 and  5 correspond  with  Figs,  4 and  5,  PI.  lxxiv.,  which  relate  to  the 
trial  of  the  'Salamander.’  In  both  these  cases  the  floats  back  water,  or  move  forward  in  the 
same  direction  as  the  vessel,  but  most  considerably  at  the  deep  immersion.  We  will  not, 
however,  investigate  the  action  of  the  wheel  under  such  circumstances,  but  suppose  the 
velocity  of  the  wheel  to  be  such  that  the  floats,  at  their  immersion  and  emersion,  shall  move  in 
a vertical  direction. 

In  the  adjoining  figure  let  C S represent  the  radius,  A B the  float,  and  S the  spindle,  at 
the  instant  the  lower  edge  of  the  float  enters  the  water,  C D a vertical  line,  A D the  water 
line,  and  S H a horizontal  line,  passing  through 
the  spindle  S and  intersecting  the  line  C D 
at  the  point  H.  Let  C S = f?,  C H = a,  A B =/, 
and  the  breadth  of  the  float  = b ; let  $ = the  in- 
clination of  the  radius  at  any  given  instant,  and 
its  inclination  at  the  instant  its  lower  edge  enters 
the  water,  or  the  angle  S C D,  = * ; also  let  S E, 
perpendicular  to  the  radius  C S,  = the  circum- 
ferential velocity  of  the  float,  — V,  and  v = the 
velocity  of  the  vessel. 

In  order  that  the  above-mentioned  condition 
may  be  satisfied,  it  is  evident  that  there  must 
exist  the  following  relation  between  v and  V3 
v = V cos.  a ; 

for  r must  be  equal  to  A E,  which  is  equal  to  S E 
cos.  SEA;  but  the  angle  8 E A = the  angle 
S C D = a ; therefore  v m V cos.  a ; and  pt  the 
radius  of  the  rolling  circle , = R cos.  * = a. 

The  effective  velocity  of  the  float  in  any  given  position  is  V cos.  <f>  — v.  For  let  A'  B'  be 
the  given  position  of  the  float,  the  angle  S'  C D being  equal  to  <f>,  and  let  S'  K',  perpendicular 
to  the  radius  C S',=  V,  and  the  portion  E'  G of  the  horizontal  line  E'  F,  which  intersects 
A"  B'  at  the  point  F,  = t?;  the  straight  line  S'  G will  represent  the  motion  of  the  float  both 
in  direction  and  velocity,  and  F G,  which  is  perpendicular  to  its  surface,  will  l>e  equal  to  its 
effective  velocity.  Now  we  have  E'  F = S'  E'  cos.  S'  E'  F = V cos.  <f>,  and  R'  G = c,  there- 
fore effect,  vel.  = F G = E'  F - E'  G = V cos.  <f>  — v,  or,  substituting  for  V and  v their 

respective  values,  viz.,  V = 77  and  » = V cos.  « =s  T cos.  a ss  7rfl-”, 

30  30  30  ’ 
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Effect,  vet.  = — [R  cos.  <f>  — a]. 

The  corresponding  pressure  on  the  float  (which  is  all  effective)  is  equal  to  the  product  of  its 
immersed  area  by  the  square  of  its  effective  velocity  and  the  fraction  . The  immersed 

area,  supposing  the  float  to  extend  to  the  surface  of  the  water,  is  equal  to  the  product  of  its 
dip,  B'  A',  by  its  breadth  b,  and  the  dip  is,  in  general,  equal  to  R cos.  <f>  — a;  therefore  the 
pressure  is 

7T*  »*  ip  b r n . T- 

p = [ R cos.  d>  — a]3. 

r 900  x 2 g 1 T J 


The  moment  of  resistance  due  to  the  given  float,  being  equal  to  the  sum  of  the  products  of 
p by  the  effect . vet.  of  the  float,  and  by  the  velocity  of  the  vessel  respectively,  is  equal  to 
p [F  G + G E']  = p.  F E'  = p V cos.  <f>t  or  substituting  for  p and  V their  values, 


7 r*  R n*  u>  b 

27000 ~xl~g 


[jR  cos.  <f>  — a]3  cos.  tf>. 


The  mean  value  of  this  expression  for  the  whole  revolution  of  the  wheel  is  equal  to  the 
definite  integral 

a 

'n*Rn  WJ*  / [/?  cos>  cos.  J ^ 

27000  x 2jfJ  1 

o 

which  is 


IP  + 12  «o*]  a - [13  R*a  + 2 a»]  sin.  a ). 

216000  x 2^*-  J L J » 

Tins  is  on  the  supposition  that  the  float  extends  to  the  surface  of  the  water  during  the 
whole  stroke.  If  otherwise,  let  A'  B'  be  the  position  of  the  float  at  the  instant  its  upper 
edge  enters  the  water,  and  let  the  inclination  8'C  D = j3;  we  shall  then  have  R cos. 
/9  = a *f  ft  which  for  simplicity  we  will  call  k.  Let  A”  B”  {see  the  figure)  be  one  of  the 
positions  of  the  float,  in  which  its  upper  edge  is  immersed  to  a certain  depth  I B"  below  the 
surface  of  the  water.  In  this  case  we  must  deduct  from  the  above  resistance  the  portion  due 
to  an  area  of  float,  whose  length  is  equal  to  b , and  breadth  to  1 B".  Now  I B"  = R cos .$—k, 
so  that  the  required  area  is  equal  to  b [/?  cos.  4>  ~~  *]>  and  the  moment  of  resistance  due  to 
this  area  is 


w*  R n*  w b 


[J?  cos.  4>  — a]*  [/f  cos.  4>  — J]  cos. 


27000  x 2^  1 
Its  mean  value  is  equal  to  the  definite  integral 

a 

OOS*  0 “ o]B  [R  COS.  4>  — k]  COS.  d 4>y 


Vs  R w b 
27000  x 2e 


which,  after  integrating  and  substituting  for  cos.  £ its  value  - - , becomes 

R 

'"I'  ( [Q  ft1*  >2  /U’4-24  Ra  *]  0-  [32  IP  u + 7 /P*+ 12  a'k-Sa  *>  + ***] 
648000  x 2 y'  * 
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The  general  expression  of  the  moment  of  resistance  due  to  one  of  the  floats  is  therefore 


n*  R rt*  u?  b 


- |[9/P  + 36fia*]  « — [39«*a  + 6o>]  sin. « 


648000  x 2 i 

-[9  «>+12  i?a*  + 24  Rak]l 9+  [32  /?*  a + 7 «**  + 12  a*  k-B  a *»  + 2 **]  sin.fl}, 

and  the  number  of  horse  powers  exerted  through  the  medium  of  the  two  wheels  with  m floats 
on  each, 


H.  P.  = 


tt*  R «*  w b m 


5-{  [9/P+3G«a*J  «-[39«*a+Ca’]  sin.  » 


17H200000X  i 

— [9/?* + 12/? a* + 24 Rak]0+  [32Z?*a  + 7ZF*  + lSa,A-8ii**  + 2*r]  sin.(9\..(l) 

The  effective  pressure  being  in  this  wheel  equal  to  the  total  pressure  on  the  floats,  or  p , 
and  the  moment  of  effective  resistance  being  equal  to  the  product  of  this  quantity  by  v or 

the  moment  of  effective  resistance  due  to  one  of  the  floats  in  any  given  position,  its 

upper  edge  not  being  immersed,  is  equal  to 

tt3  a n9  w A rn  , 

— [AC  cos.  4>  — al*, 

27000  x 2*  1 * 

the  mean  value  of  which  is  equal  to 

a 

ir*  a n*  tr  b /*rD  , 4.  . , 

/ rtcos.  — <jj\ a d>, 

27000  x 2 J J 


^ | — [S/Pa-fGa^a  + j^JP  + ll/fo*]  sin.  a j 


162000  X 2y 

The  quantity  to  be  deducted  for  the  over-immersion  of  the  float  is 


d 

-A.  / [/f  cos.  <ft  — a]*  [f?  cos.  A — Jt] . d if>, 

27000  x 2 gJ 

0 

or 

- rGRia  + sfpk  + Gaiftfl+Ujp  + eRai  + sRak-RMnin.R] ; 
162000x2*1  L J J 

so  that  the  general  expression  of  the  moment  of  effective  resistance  due  to  one  of  the  floats  is 

E.P.=  - ^//"a  + 6 o']  . + [4  /?»  + 11  /?a»]  sin.« 

162000  * 2,\  1 J 1 J 

+ [6/?*a  + 3/?,*  + Ca**]£-[4/?,  + 6/?a,  + G/?o*-/?*>]  sin./3}s 

and  the  number  of  horse  powers  effectively  employed,  or  the  propelling  effect  of  the  two 
wheels, 

H.P.E.  = ° / - [9  /P  a + 6 q’l  « + [4  /?*  + 11  /?«*]  sin.  » 

44550000  x2/7  1 1 J 1 ‘ 

+ [«/?><i  + 3/?’*  + 6<i’A]/9-[4/?’  + 6/?o,  + 6/?a*-/?*1]  sin. £ j . . (2). 

To  find  the  formula  for  the  cenire  of  pressure,  let  x be  the  distance  of  that  point  from  the 

v 
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lower  edge  of  the  float,  and  6 the  inclination  of  the  radius  when  it  enters  the  water ; we  shall 
have 


Cos.  6 


a + x 

~JT' 


The  moment  of  resistance  due  to  the  float  in  any  given  position  is  found  by  substituting, 
in  its  former  value,  the  depth  of  the  float  ft  for  the  immersion  R cos.  ^ — a,  which  gives  for 
its  mean  value 

So  xig-f 
0 

and,  after  integrating  and  substituting  for  cos.  6 its  value,  we  get 

[**•+«•-«*+**] 

which,  multiplied  by  2 rn  and  reduced  to  horse  powers,  becomes 


11  • p-  = { - a *•»+[*«■ + *-•*+ *■]  *»•*}•• 


(i) 


The  moment  of  effective  resistance  is  found  in  the  same  manner  as  above ; and  if  we  call  z 
the  distance  of  the  centre  of  propelling  effect  from  the  lower  edge  of  the  float,  and  f the 
inclination  of  the  radius  when  that  point  enters  the  water,  its  mean  value  is 


27000  x 2 gj  L r J 


‘8 

a 

which,  after  integrating  and  substituting  for  cos.  ( its  value,  - 


becomes 


7T*  0 N*  W b f f 

54000  x 2 g\ 


[/P  + 2 03]*-  [$Ra-Rz]  sin.  ( j . 

This  gives  for  the  number  of  horse  powers  effective,  or  propelling  effect, 

H.P.E.=  ■7r> - n\w_bfm_  / [/?  + 2a*j  C-[3/?a-J?z]  sin.fl  ....(4) 
14950000  x 2o\  L J 1 J / v ' 


We  regret  not  having  the  time  to  construct  tables  for  these  two  points,  although  they 
would  be  more  interesting  than  useful,  as  Buchanan’s  wheel  is  not  used  ; we  will,  however, 
apply  the  two  first  equations  to  a case  that  will  serve  in  a measure  as  a comparison  of  this 
with  the  common  wheel. 

Let  it  be  required  to  find  the  breadth  of  the  floats,  and  the  power  of  the  engines  necessary 
to  give  the  * Salamander’  the  same  speed  under  the  same  circumstances,  as  on  the  trial  with 
the  common  wheels  alluded  to  in  a former  part  of  this  pcqicr : the  extreme  diameter  of  the 
wheels,  the  depth  of  float,  and  the  height  of  the  shaft  above  the  water,  being  the  same  ; the 
radius  of  the  rolling  circle , however,  being  limited  by  the  condition  explained  above,  the 
number  of  revolutions  is  thereby  fixed.  All  the  necessary  data  will  be  found  at  page  127. 

The  condition  that  the  same  effect  is  to  be  produced,  requires  that  the  value  of  H.  P.  E. 
should  be  equal  to  88*23,  as  found,  page  130,  for  the  common  wheel ; and,  b being  the  only 
quantity  not  yet  determined,  its  value  may  be  found  by  substituting  the  value  of  II.  P.  E.  in 
the  equation  (2),  which  we  will  now  proceed  to  solve  with  the  assistance  of  logarithms. 
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We  have  R = 9*25  ft.,  a = 3*75,  cos.  a 
we  have  n = 30*439. 


3*75  , - 0 6*25  , 

o—  , * = 6*25,  cos.  0 = — — , and,  since  p~a, 


9*25 


9*25 


Log.  R = 0-96614 

„ a = 0*57403 

Log.  * = 

0-79588 

„ « = 006197 

„ 0 =- 

■1-91851 

„ sin.  « = —1*96101 

» sin.  3 — — 

•1-86758 

these  values,  we  find, 

Log.  4 fi*  sin.  a = 3-46149 

4 R 3 sin.  « 

= 2893*9 

„ 11  R a*  sin.  «=  3-11660 

1 1 R a*  sin.  a 

= 1309*0 

„ 6 TP  a (8  = 3-20297 

6 R*  a /3 

= 1595*8 

„ 3 R'k&  = 3-12379 

3 R'kfi 

= 1329*8 

„ 6 a'  k 3 - 2-64060 

6 a*  k/3 

= 437*1 

„ R IP  sin.  3 = 2-42548 

R k 1 sin.  fi 

= 266*4 

Sum  of  positive  terms 

= 7831-0 

Log.  9 R’  a a - 3-52252 

9 «*  a a 

= 3330-6 

„ 6o’.  = 2-56221 

6 a*  « 

= 364-9 

„ 4 R‘  sin.  3 = 3-36806 

4 R * sin.  fi 

= 2333-8 

„ 6 A a*  sin.  3=  2 75993 

6 R o*  sin. 

= 575-4 

„ 6 AaAsin. $ = 2*98178 

6 R a k sin.  ff 

= 958-8 

Sura  of  negative  terms  = 7563*5 
Sum  of  positive  terms  = 7631*0 


267*5 


Log.  267*5 
7r*  a n*  w m 
” 41550000  x 2g 


= 2-42?32 

= -1-57217 


H.P.F.. 

A 

H.P.E. 


1-99949 

1-94560 


A —1-94611 


b = 0*8833  ft.  = 1 0*6  inches. 

The  other  question  to  be  solved  is,  what  is  the  power  necessary  to  produce  the  required 
effect.  Tins  is  found  by  substituting,  in  formula  (1),  the  value  of  b just  obtained,  as  well  as 
those  of  all  the  other  quantities  which  enter  into  it.  This  operation  is  in  substance  as 
follows : — 
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Log,  9 /?*  a = 

3*91463 

9 /l*  a 

= 

8215-4 

„ 36  R a*  a = 

3*73247 

36  /t  a9  « 

= 

5401-0 

„ 32  R * a sin.  0— 

3*87904 

32  R * a sin.  0 

1 = 

7569-0 

„ 7 R*  k %vc\.0  = 

3-44084 

7 R'  k sin.  0 

= 

27596 

„ 12  a 1 k sin.  0= 

2-89070 

12  a1  k sin.  0 

= 

7775 

„ 2 ka  sin.  0 = 

2*55625 

2 k*  sin.  0 

= 

360-0 

Sum  of  positive  terms 

25082-5 

Log.  39 /?3 a sin.*  = 

4 05838 

39  R * a sin.  a 

= 

11438-8 

„ 6 a3  sin.  a = 

2-46125 

6 a3  sin.  a 

= 

289-2 

„ 9 R'P  = 

3-77117 

9 Ra0 

= 

5904*3 

„ 12Kfl3/9  = 

3*11189 

12  Ra*  0 

= 

1293*9 

„ 24  R a k 0 = 

3-63477 

24  Rak0 

= 

4312*9 

„ 8 a ka  sin.  0 = 

2-93646 

8aP  sin.  0 

= 

863-9 

Sum  of  negative  terms 

= 

24103-0 

Sum  of  positive  terms 

= 

25082-5 

979-5 


Log.  979*5  = 

2-99100 

w*  Rn*  w b m 

— 1-30853 

” 178200000  x 2, 

„ H.P.  = 

2-29953 

H.P. 

199-31. 

In  this  example  the  ratio  of  the  effective  to  the  total  power  is  only  0*443,  which  shows  that 
the  principle  of  vertical  paddles  is  in  this  case  fallacious.  We  do  not  think  it  necessary  here 
to  enter  into  the  practical  objections  that  may  be  raised  against  tins  wheel,  but  proceed  at 
once  to  the  next  kind  that  claims  our  attention,  which  is. 


2.  Oldham’s  Paddle  Wheel. 

The  principle  of  this  wheel  will  be  perfectly  understood  by  conceiving  the  axis  of  the 
excentric  in  Buchanan’s  to  revolve  round  the  main  shaft  in  the  same  direction  as  the  latter, 
and  with  half  its  angular  velocity.  This  is  effected  by  fixing  a spur  wheel  on  the  shaft  close 
to  the  vessel’s  side ; another  on  an  independent  axis  fixed  to  the  vessel’s  side,  working  in  the 
former ; a third  on  the  same  axis  as  the  second,  and  fixed  to  it,  but  of  a different  size ; and  a 
fourth  fixed  to  the  excentric,  or  guiding  frame,  concentrically  with  the  main  shaft,  working 
in  the  third ; the  dimensions  of  all  being  so  proportioned  that  the  last  shall  make  one  revolu- 
tion to  every  two  of  the  first.  It  follows  from  this,  that  as  each  paddlc-crank  or  lever  must 
of  necessity  be  constantly  parallel  to  the  imaginary  line  which  joins  the  two  centres,  and  as 
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this  line  is  constantly  changing  its  position,  the  cranks  must  be  set  at  different  angles  with 
the  surface  of  their  respective  floats,  in  order  tlmt  the  latter  may  all  have  the  same  inclination 
when  at  the  same  point  of  the  circumference.  Fig.  1.  PI.  lxxvii.  will  explain  this  arrange- 
ment : C is  the  centre  of  the  wheel,  and  E that  of  the  guiding  frame,  r rr  the  radii  or  arms ; 
the  polygon,  or  outer  frame  of  the  wheel,  F F F,  is  made  sufficiently  large  to  include  the  whole 
of  the  floats,  in  order  to  have  a hearing  for  cross-stays,  which  traverse  the  wheel  from  one 
side  to  the  other  at  the  points  F F F,  &c. ; S,  S,  S,  &c.,  are  the  spindles  with  the  cranks 
S Q,  S Q,  S G,  &c,,  exactly  as  in  Buchanan’s  wheel,  except  that  each  crank,  5 G,  makes  an 
angle  with  its  float,  differing  from  that  of  the  next  on  either  side  by  half  the  angle  included 
between  the  respective  arms  of  the  wheel ; gygtgy  &c.,  are  the  arms,  and  G,  G,  G,  the  periphery 
of  the  guiding  frame.  The  positions  of  the  paddle-cranks  are  easily  found  by  drawing  the 
wheel  without  the  floats  with  the  guiding  frame  in  any  arbitrary  position  (in  the  figure  its 
centre  is  immediately  over  the  shaft,  but  any  other  position  would  do  as  well)  ; the  line  C E 
being  given,  all  the  cranks  must  be  parallel  to  it,  and  the  floats  radiate  from  the  highest  point 
of  the  circumference  which  passes  through  the  spindles ; each  float  being  then  fixed  to  its 
crank,  will  evidently  radiate  from  the  same  point  during  the  whole  of  every  revolution  of  the 
wheel,  and  its  inclination  will  consequently  always  be  half  that  of  the  radius. 

The  action  of  this  wheel  is  theoretically  very  good,  the  pressure  on  the  floats  being  nearly 
uniform  throughout  the  stroke ; but  the  great  friction,  liability  to  get  out  of  order,  and  other 
difficulties  attending  its  construction,  have  hitherto  overbalanced  its  theoretical  advantages. 
The  wheel  represented  in  the  figure  is  of  the  same  dimensions  as  those  in  the  preceding  plates, 
and  the  same  speed  and  number  of  revolutions  in  each  of  the  Figures  2 and  4,  as  in  the 
corresponding  figures  in  the  other  plates.  In 
comparing  the  nodes,  Figs.  3 and  5,  with  those 
of  the  other  wheels  shown  in  Plates  LXXiv., 
lxxv.,  lxxvi.,  the  superiority  of  Oldham’s 
wheels  is  manifest : the  float  strikes  the  water, 
on  entering,  less  violently  than  that  of  the 
common  wheel,  having  at  that  moment  less 
effective  velocity,  and  there  is  throughout  less 
loss  from  oblique  action,  from  its  inclination 
being  always  less:  the  whole  immersed  surface 
of  the  float  is  always  effective,  which  gives  it 
another  advantage  over  the  divided  float  of 
Field’s  wheel;  and  the  radius  of  the  rolling 
circle  is  not  limited,  as  with  Buchanan’s,  which 
causes  a great  proportion  of  the  power  to  be 
spent  simply  in  turning  the  w heels. 

To  investigate  the  action  of  the  floats,  let 
LL  be  the  water  line,  C the  centre  of  the 
wheel,  8'  S"  its  vertical  diameter,  C S one  of 
the  radii,  A B the  float,  and  S the  spindle. 

Let  R = the  radius  C 8 ; f = AS,  the  half 
depth  of  the  float.  Produce  A B until  it  meet 
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the  vertical  diameter  at  the  point  S',  and  let  4 = the  angle  S S'  S"  contained  between 
the  surface  of  the  float  and  the  vertical.  Let  S E,  perpendicular  to  C S = the  circum- 
ferential velocity  of  the  spindle  = V,  and  the  horizontal  line  S G = the  velocity  of  the 
vessel  — v.  Through  the  point  S draw  a straight  line  F H perpendicular  to  A B,  and 
from  the  points  E and  G draw  E F and  G H perpendicular  to  F H,  and  meeting  it  at 
the  points  F and  H ; the  difference  between  F S and  Sll  will  be  the  effective  velocity  of 
the  spindle.  Now,  the  angle  E S F being  equal  to  the  angle  S S'  S"  or  «,  we  have  F S = 
V cos.  J,  and,  because  the  angle  G S II  = 9,  we  have  also  S II  = v cos.  a ; therefore,  the 
effective  velocity  of  the  spindle  = (V  — e)  cos.  a,  which  is  always  positive,  for  the  speed 
of  the  vessel  is  always  less  than  the  circumferential  velocity  of  the  spindle.  Through 
the  points  S'  and  F draw  a straight  line  S'  K,  and  from  any  point  A of  the  line  A B draw 
another  straight  line  A K parallel  to  S F,  and  intersecting  the  former  at  the  point  K ; 
A K — S H will  be  the  effective  velocity  of  the  point  A:  for,  since  the  float  always  radiates 
from  S',  we  may  consider  that  point  as  the  centre  of  revolution,  in  which  case  S F would 
represent  the  circumferential  velocity  of  the  spindle,  and  consequently  A K that  of  the  point 
A.  Now,  if  we  combine  this  with  the  horizontal  velocity  S G,  and  resolve  the  resultant  into 
two  others,  one  perpendicular  and  the  other  parallel  to  A B,  the  former,  which  is  the  effective 
velocity  of  the  given  point,  will  be  found  to  be  equal  to  A K — S H.  Let  : = the  distance 
of  the  given  point  from  the  spindle,  taken  positively  towards  the  lower  edge  of  the  float,  and 
negatively  towards  its  upper  edge;  then  wc  shall  have 

AK  : SF  s:  AS'  : SS', 


or. 


A K : V cos.  4 : : 2 R cos.  4 + s : 2 R cos.  4, 


whence, 

A K = ^ [2  R cos.  4 + r] , 
and,  deducting  S H,  we  shall  find  the  effective  velocity  to  Ire 

ir 

— --  [2  R cos.  A ■+■  s]  — r cos.  J, 
2 R 1 J 


or,  putting  for  V and  r their  values, 

Effective  velocity  = [2  (J?  — p)  cos.  * + r]  . 

60 

From  this  equation  it  appears  that  the  difference  between  the  effective  velocities  of  any  two 
points  on  the  surface  of  the  float  is  constant  during  the  whole  of  the  stroke,  and  that  the 
effective  velocity  of  the  spindle  increases  in  the  same  ratio  as  cos.  a,  therefore  the  effective 
velocity  of  any  point,  and  consequently  the  pressure  upon  it,  increases  from  the  moment  it  enters 
the  water  until  it  arrives  at  the  middle  of  the  stroke,  and  then  decreases  again  until  it  leaves 
the  water.  This  property  causes  the  shock  to  be  much  less  than  with  the  common  wheel,  of 
which  the  floats  experience  the  greatest  resistance  at  the  beginning  and  end  of  the  stroke. 

A curious  property  of  this  wheel  is  that  the  effective  resistance  is  always  equal  to  the  tan- 
yential  resistance  at  the  spindle,  which  is  the  resistance  to  he  overcome  by  the  engines ; so 
that  the  propelling  effect  is  to  the  power  employed  as  the  radius  of  the  rolling  circle,  or  p,  is  to 
the  radius  of  the  wheel  R,  which  ratio  has  not  been  attained  by  any  of  the  foregoing  varieties 
of  wheel.  To  demonstrate  this  property,  let  p = the  pressure  on  any  float  A B perj>endicular 
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to  ita  surface,  that  is,  in  the  direction  F S ; the  tangential pressure , which  is  of  course  in  the 
direction  E S perpendicular  to  C S,  is  equal  to  p cos.  a,  since  the  angle  E S F = i,  and  the 
moment  of  resistance  due  to  the  given  float  is  equal  to  the  product  of  this  pressure  by  the 
circumferential  velocity  of  the  spindle,  or  p V cos.  d.  Now  the  angle  OSH  being  also  equal 
to  vre  have  also  the  effective  pressure  = p cos.  a,  and  p r cos.  6 = the  moment  of  effective 
resistance  due  to  the  given  float ; therefore,  since  in  any  position  of  the  float  the  effective  is  to 
the  total  resistance  as  v is  to  V,  or  as  p to  R,  the  same  proportion  must  hold  good  for  the 
sum  of  all  the  resistances  on  the  different  floats  through  the  whole  revolution  of  the  wheels. 

The  ratio  of  the  speed  of  the  vessel  to  that  of  the  wheel  is  even  less  limited  than  with  the 
common  w heel,  or,  what  is  still  better,  the  floats  may  l>e  made  of  a greater  depth  without  the 
upper  edge  backing  water;  for  it  is  evident  that  when  the  upper  edge  of  a float  enters  the 
water,  as  at  B,  if  the  velocity  of  the  vessel  be  to  that  of  the  spindle  as  B M to  S E,  or  as  S'  B 
to  S'  S,  or  putting  for  the  two  latter  their  values,  as  2 R cos.  a — f : 2 R cos.  8,  the  upper  edge 
of  the  float  will  move  in  the  direction  of  its  surface,  and  will  consequently  have  no  effective 
velocity  until  it  has  passed  that  position.  Assuming  this  ratio  of  velocities,  we  have 
p : R : : 2 R cos.  6 2 R cos.  8, 

whence, 

p = r~2 -dr»-  of /=  2 (*-/>)  «>»•»• 

If  the  dip  of  the  float  in  the  middle  of  the  stroke  be  equal  to  its  depth,  cos.  8 = 1,  and  we 
may  have 

p = R-  /,  or /=2  (R-p), 

in  which  case  the  rolling  circle  would  extend  to  $ the  depth  of  the  float;  and  if  the  velocity  of 
the  vessel  were  to  the  circumferential  velocity  of  the  spindles  as  1 1 to  1 2,  we  should  have 


or  the  depth  of  the  float  onc-third  of  the  radius  of  the  wheel.  If  at  the  immersion  of  the 
upper  edge  of  the  float  cos.  A = f,  which  requires  a very  great  immersion,  we  should  have 

P = R-zI,mf  = \(R-p). 


Assuming  again  p = 


* * Rf  we  find 
12 


or  the  depth  of  the  float  = one-fourth  of  the  radius  of  the  wheel. 

Thus,  in  principle,  Oldham’s  wheel  is  very  superior,  but  in  a practical  point  of  view  so 
exceptionable,  that  unless  some  much  better  method  of  carrying  the  principle  into  execution 
be  devised,  it  never  can  be  made  to  succeed.  It  is,  however,  perfectly  useless  to  attempt  the 
improvement  of  this  wheel,  since  the  one  we  are  about  to  describe  possesses  the  same 
theoretical  advantages  in  a still  higher  degree,  and  is  as  simple  in  construction  as  can 
reasonably  be  expected. 
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3.  Morgan's  Paddle  Wheel. 

This  wheel  being  of  some  importance  on  account  of  the  extent  to  which  it  has  already 
been  employed  and  its  decided  superiority  over  all  others  that  have  hitherto  been  used,  and 
having  been  very  much  misrepresented,  we  feel  it  necessary  to  be  explicit  in  showing  its 
peculiarities  of  principle  and  construction.  The  Plates  LXXXlt.  and  lxxxii.  a , are  the  plan 
and  elevations  of  the  wheel  of  Her  Majesty’s  steam  frigate  ‘ Medea,’  of  which  the  principal 
dimensions  are  indicated ; but,  as  there  are  no  letters  of  reference  in  these  plates,  wc  will  refer 
to  Fig.  1.  PI.  lxxviii.,  which  is  a diagram  of  Morgan’s  wheel  intended  merely  to  explain 
its  principle,  and  as  a comparison  with  the  other  kinds  of  wheel  of  which  similar  diagrams 
are  contained  in  the  preceding  plates.  The  proportions  of  the  parts  arc  not  such  as  are 
given  them  by  the  manufacturer,  Mr.  William  Morgan,  being  the  same  as  those  of  the 
common  wheels  in  PI.  i.xxiv.  The  elevations  of  the  ‘Medea’s*  wheel  will  give  the  best 
notion  of  Morgan's  wheel,  as  made  at  present. 

This  wheel  is  composed  of  the  following  parts : an  iron  frame-work,  forming  each  side  of 
the  wheel,  consisting  of  a boss,  represented  in  Fig.  1.  PI.  lxxviii.  by  the  larger  of  the  two 
circles  described  with  the  centre  C,  (the  smaller  one  is  the  section  of  the  shaft,)  in  the 
circumference  of  which  are  keyed  the  arms,  represented  by  the  radial  lines  r,  r,  &c.,  and 
these  are  united  at  their  outer  extremities  by  a polygon,  S S S,  made  of  round  iron  for  the 
sake  of  lightness ; there  is  also  a smaller  polygon , which  is  indicated  in  the  figure  but  without 
letters,  and  in  large  wheels  two  smaller  polygons,  as  in  ‘Medea’s’  wheel j these  serve  to 
render  the  frames  more  compact  and  firm.  The  two  frames  are  united  together  at  the  angles 
of  the  outer  polygons,  as  at  S,  by  means  of  spindles  firmly  keyed  to  the  frames,  and  by 
diagonal  slays  of  iron  from  the  alternate  angles  of  the  smaller  polygons,  in  small  wheels,  to 
points  situated  on  the  opposite  arms  between  the  two  polygons,  so  that,  if  one  diagonal  stay 
departs  from  one  of  the  angles  of  the  polygon  in  the  outer  frame,  and  joins  the  inner  frame 
at  a point  between  the  two  polygons,  the  next  shall  depart  from  the  next  angle  of  the 
polygon  in  the  inner  frame,  and  meet  the  outer  frame  at  a point  on  the  opposite  arm  between 
the  two  polygons,  and  so  on  alternately.  In  large  wheels,  where  there  are  three  polygons  in 
each  frame,  the  diagonal  stays  are  made  in  the  form  of  a cross,  joining  all  the  angles  of  the  four 
smaller  polygons  two  by  two  diagonally,  as  is  seen  in  the  plan  of  * Medea’s  ’ wheel,  PI.  lxxxi  i.  a. 
Each  paddle -hoard  is  bolted  to  a kind  of  frame  of  iron,  railed  the  stem  (originally  the  dent 
id  which  the  lever  S G forms  a part,  and  which  is  furnished  with  two  steel  bushes, 
made  to  turn  on  steel  collars  fixed  on  the  spindle,  which  are  accurately  turned  and  polished. 
The  stem-lever  S G is  fixed  at  any  ungle  with  the  surface  of  the  fli»t  which  may  be  most 
convenient,  that,  as  well  as  its  length,  having  very  little  influence  on  the  motion  of  the  float, 
and  none  at  all,  within  certain  limits,  on  its  inclination  as  it  enters  and  leaves  the  water.  In 
order  to  leave  room  in  the  interior  of  the  wheel  for  the  machinery  which  is  to  guide  the 
floats,  the  shaft  is  only  fixed  to  the  boss  of  the  inner  frame,  and  does  not  pass  through  as  in 
other  wheels ; this  does  not,  however,  much  affect  the  solidity  of  the  wheel,  for  the  diagonal 
stays  make  it  nearly  as  strong,  if  not  equally  so,  with  no  more  weight  of  metal  than  there 
would  be  in  the  piece  of  shaft  which  is  dispensed  with : in  practice,  at  least,  no  deficiency  of 
strength  has  been  experienced  on  that  account.  The  guiding  machinery  consists  of  a crank. 
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whose  axis  is  fixed  to  the  spring  beam  in  a line  with  the  main  shaft,  and  passes  through  the 
centre  of  the  outer  boss  of  the  wheel ; the  crank  head  is  shown  at  E,  abaft  the  axis  of  the 
wheel,  and  slightly  elevated  above  it ; on  this  revolves  a collar,  round  the  circumference  of 
which  are  pin-jointed  the  guide  rods,  h.  A,  A,  ike.,  each  of  which  is  pin-jointed  at  its  other  end 
to  the  extremity  G,  of  one  of  the  stem  levers.  One  of  the  guide  rods , g , is  an  exception,  being 
keyed,  and  not  pin-jointed,  as  the  others  are,  to  the  revolving  collar,  and  is  called  the  driving 
rod , because  by  its  means  the  collar  is  driven,  or  made  to  revolve  at  the  same  time  as  the 
wheel.  It  acts  upon  one  of  the  floats  in  the  same  manner  as  the  other  guide  rods. 

The  object  of  this  combination  is  evidently  to  regulate  the  inclination  of  the  floats  by 
alternately  increasing  and  diminishing  the  distance  between  the  spindles  and  the  exccntrio 
centre  E,  to  obtain  which  centre  is  the  sole  intention  of  the  crank  ; but,  as  it  was  found  im- 
practicable to  make  all  the  guide  rods  as  w'cll  as  the  driving  rod  radiate  from  that  centre,  the 
revolving  collar  was  added  in  order  to  obtain  excentric  centres  for  the  rest  of  the  guide  rods , 
and  this  collar  ought  to  be  as  small  as  it  can  conveniently  be  made,  for  a large  one  would  cause 
a variation  in  the  action  of  the  different  floats. 

There  is  a great  advantage  in  the  mode  of  hanging  the  floats  in  this  wheel,  which  cannot 
lie  applied  to  Buchanan’s  or  Oldham’s,  viz.,  that  the  spindles,  being  fixed  in  the  frames  of 
the  wheel,  contribute  greatly  to  its  solidity,  and  the  stern  levers,  being  situated  in  the  centre 
of  the  floats,  to  which  they  arc  firmly  fixed,  are  much  more  efficient  instruments  to  guide  the 
floats  than  the  cranks  in  the  two  other  wheels,  which,  besides  being  on  one  side  and  at  a 
considerable  distance  from  the  floats,  have  very  weak  bases  in  consequence  of  their  axes 
having  to  turn  in  tearing*  in  the  framing  of  the  wheel,  and  are  Urns  very  liable  to  ring,  which 
must  be  very  injurious  to  the  action  of  the  wheel,  as  all  the  floats  are  guided  by  one  single 
piece. 

It  is  astonishing  that  Morgan’s  wheel  should  ever  have  been  for  a moment  confounded  with 
Buchanan’s,  the  principle  and  construction  of  the  two  differing  from  each  other  so  widely  as 
they  do.  The  difference  of  principle  lias  been  already  pointed  out  (see  page  147),  and  in 
construction  they  differ  materially : in  Buchanan’s  wheel  the  pin-jointed  guide  rods  are  entirely 
wanting,  and  the  revolving  collar  is  enlarged  to  the  size  of  the  principal  framing  of  the  wheel ; 
the  levers  by  means  of  which  the  floats  are  feathered  must  be  equal  in  length,  in  Buchanan’s 
wheel,  to  the  distance  between  the  centre  of  the  wheel  and  that  of  the  excentric,  while  in 
Morgan’s  they  never  are ; in  Buchanan’s  wheel  the  spindles  revolve  uniformly  in  their  liearings, 
for  which  reason  the  cranks  must  be  outside  the  wheel,  as  otherwise  they  could  not  |wu§s, 
while  in  Morgan’s  the  floats  vibrate  on  their  spindles,  which  motion  allows  of  the  stem  levers 
being  situated  in  the  interior  of  the  wheel. 

Oldham’s  w'hecl  is  still  more  distinct  from  Morgan’s  in  construction,  by  reason  of  the  gear 
for  causing  the  excentric  axis  to  revolve ; it  resembles  it,  how'ever,  much  more  in  effect,  as 
the  floats  are  constantly  changing  their  inclination,  but  the  fixed  law,  that  this  must  always  be 
exactly  half  that  of  the  radius,  allow's  of  no  deviation,  while  in  Morgan’s  wheel  there  exists  no 
fixed  relation  between  the  inclination  of  the  float  and  that  of  the  radius. 

We  shall  presently  have  to  describe  another  wheel,  which  has  been  declared  to  be  the  same 
as  Morgan’s,  which  it  resembles  very  much;  namely,  that  invented  by  M.  Cave,  engineer,  at 
Paris,  to  whose  kindness  we  are  indebted  for  a drawing  of  his  wheel.  In  this  all  the  guide- 
s' 
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rod*  are  pinpointed,  the  revolving  collar  being  driven  by  a different  instrument  from  the 
driving-rod,  g,  in  Morgan’s  wheel,  which  is  not  so  uniform  in  its  action. 

We  feel  called  upon  here  to  correct  a statement  in  Mr.  P.  W.  Barlow's  paper  “ On  the  motion 
of  Steam  Vessels,”  page  42  of  this  Appendix,  relating  to  the  case  of  Morgan  and  another, 
verms  Seaward  and  others.  Mr.  Barlow  states  that  "The  Vice-Chancellor  having  given 
“ judgment  against  granting  an  injunction,  the  parties  tried  an  action  at  law,  in  which  they 
**  were  also  unsuccessful ; and  Messrs.  Seaward  have  now  the  privilege  of  making  these 
“ wheels.”  Now,  the  state  of  the  case  is  this.  It  is  necessary  before  an  injunction  can  be 
granted  that  the  validity  of  the  patent  should  Iks  established  by  an  action  at  law.  To  this, 
therefore,  the  plaintifTs  had  recourse,  in  full  confidence  of  success,  and  they  obtained  a verdict 
on  the  following  heads  : — 

1.  That  defendants’  wheels  were  only  a colourable  evasion  of  plaintiffs’  patent,  and  the 

former  were  therefore  guilty  of  infringement ; 

2.  Tli at  the  specification  was  sufficient ; 

3.  That  the  invention  was  novel  and  useful ; 

4.  That  the  wheel  was  an  improvement-,  but  that  the  engine,  which  was  coupled  with  it  in 

the  same  patent,  although  new,  was  useless. 

The  jury,  however,  under  the  judge’s  direction,  found  for  defendants  on  the  ground  of 
previous  sale ; but  it  was  afterwards  decided  by  the  judges  in  Banco  that  the  alleged  sale  was 
no  sale  at  all ; nevertheless,  as  the  jury  had  found  that  the  engine  was  useless,  the  judgment 
must  be  for  defendants,  because  plaintiffs  bad  coupled  in  one  patent  two  distinct  things,  and 
had  therefore  committed  a fraud  on  the  Crown,1  thus  imposing  on  them  the  necessity  of  pro- 
nouncing the  patent  inoperative.  They  added,  however,  that  " they  had  the  satisfaction  of 
u knowing  that  this  decision  would  not  destroy  the  patent,  as  it  might  be  rendered  valid  by 
" disclaiming  the  engine  before  the  Attorney-General.”  We  understand  that  steps  arc  about 
being  taken  to  effect  this  object. 

Figs.  2 and  4,  PI.  lxxviii.,  show  the  path  of  one  of  the  floats  of  the  wheel  represented  by 
F>g-  !>  with  the  same  relative  velocities  as  those  relating  to  the  common  wheel  in  PI.  lxxiv. 
Figs.  3 and  5 are  the  nodes  enlarged.  It  will  be  seen  at  once  that  both  the  upper  and  lower 
edges  of  the  float  are  nearly  tangent  to  their  respective  cycloid * at  the  time  of  entering  the 
water,  so  that  there  can  be  no  perceptible  resistance  at  that  time,  and  consequently  no  *hock  ; 
at  its  emersion  the  float  is  also  nearly  tangent  to  its  course,  so  that  there  is  no  back  water ; 
the  float  only  raises  as  much  water  as  adheres  to  its  surface.  We  have  observed,  when  on 
board  a vessel  with  Morgan’s  wheels,  which  did  not  act  exactly  as  they  ought  to  have  done 
on  account  of  the  draught  of  water  being  greater  than  was  intended,  that  each  float,  as  it  left 
the  water,  could  lie  easily  distinguished  through  the  spray,  which  must  therefore  have  Iwen 
very  inconsiderable,  and  that  the  surface  of  the  water  behind  the  wheels  was  perfectly  level. 
WTioever  has  seen  the  common  wheels  in  action  cannot  fail  to  have  observed  the  hillocks  or 
waves  formed  by  the  back  water , which  make  it  sometimes  dangerous  for  little  boats  to  be 
brought  up  along  side  without  stopping  the  engines,  and  show  at  the  same  time  that  a 

1 Query  ? Are  there  no  other  potent*  in  whieh  two  distinct  thins*  are  included  ? If  there  are,  have  tike  patentees  com- 
mitted a fraud  on  the  Crown  ? and  if  w,  why  are  patents  granted  in  such  cases  ? 
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considerable  amount  of  power  must  be  spent  in  raising  water.  In  the  vessel  alluded  to  there 
was  also  no  vibration  whatever,  so  that  a gentleman  sitting  in  the  cabin  was  quite  surprised 
to  hear  that  she  was  not  stopping,  but  going  at  full  speed.  Thus  the  defects,  so  much  com- 
plained of  in  the  common  wheel,  are  here  quite  obviated  ; nor  is  it  necessary  for  this,  as  it  is 
with  Buchanan’s  wheel,  to  give  the  wheels  an  unusually  great  excess  of  velocity  over  that  of 
the  vessel : indeed,  the  inclination  of  the  floats  may  be  regulated  to  suit  any  required  ratio  of 
velocities.  It  is  to  be  rcmcinl>ered  that  the  proportions  of  the  parts  in  the  figure  referred  to 
above  are  not  such  as  would  be  chosen  by  the  manufacturer : there  would  be  fewer  floats,  but 
they  would  have  a greater  depth,  os  may  l)e  seen  in  the  elevation  of  4 Medea V wheel,  PI. 
lxxxii.,  and  in  the  diagram  of  the  Trinity  yacht1 * *  4 * 6 Vestal’s  ’ wheel,  Fig.  1,  PL  lxxix. 

Fig.  2 represents  a performance  of  that  vessel,  from  data  furnished  by  the  engineer  on  board. 
The  wheels  made  23  revolutions  per  minute,  and  the  speed  was  12*16  statute  miles  an  hour; 
one  revolution,  therefore,  carried  the  vessel  forward  46  ft.  6$  in.,  and  the  diameter  of  the 
rolling  circle  was  14  ft.  9^  in.,  or  nearly  eight-ninth*  of  that  of  the  wheel  between  the  spindles. 

It  will  be  observed  that  the  floats  are  not  vertical,  as  Mr.  Barlow  repeatedly  calls  them, 
notwithstanding  that  he  himself  has  made  a drawing  of  one  (see  Fig.  2,  PI.  xxiv.),  which  we 
presume  to  be  that  of  His  Sardinian  Majesty’s  steam  vessel  4 Gulnare,’1  from  its  resemblance 
to  a lithograph  we  have  seen  of  that  wheel,  and  in  which  the  floats  are  evidently  not  vertical. 
But  Mr.  Barlow  not  only  calls  them  vertically  acting  floats,  but  calculates  the  proportion  of 
effective  power  as  if  they  were  really  so,  and,  even  on  that  supposition,  his  calculation  would  not 
be  correct,  as  the  Editor  has  shown  in  a note  at  the  end  of  the  paper.  In  Buchanan’s  wheel  the 
floats  are  essentially  vertical,  which  we  have  shown  to  be  rather  detrimental  to  their  action  than 
otherwise,  particularly  at  deep  immersions,  when  the  loss  of  power  is  excessive ; and  this  dis- 
tinction constitutes  the  principal  advantage  which  Morgan’s  wheel  possesses  over  Buchanan’s. 

But,  although  the  floats  are  not  perfectly  vertical,  they  approach  nearer  to  that  position 
than  those  of  Oldham’s  wheel ; therefore  a rather  greater  proportion  of  the  pressure  is  effective, 
and  a smaller  proportion  re-acts  upon  the  arms  of  the  wheel,  the  former  being  proportional  to 
the  cosine  of  the  angle  included  between  the  float  and  the  vertical,  and  the  latter  to  the  cosine 
of  the  angle  between  the  float  and  the  radius ; therefore  the  propelling  effect  bears  a greater 
proportion  to  the  povxr  applied  than  the  velocity  of  the  vessel  to  the  circumferential  velocity 
of  the  spindles,  which  is  about  the  proportion  of  effective  power  with  Oldham’s  wheel.  Thus 

1 Pic  fallowing  particulars  feinting  la  thin  vessel,  which  wr  have  from  an  authentic  source,  may  not  Ik?  unitilcrevtm*  to 

the  reader.  She  left  Blackwall  in  the  month  of  April,  IBM,  and  steamed  to  Sheemcw  in  3 hours  15  minutes,  or  at  a speed 
of  about  13'5  miles  an  hour,  then  proceeded,  against  a rather  strong  head  wind,  to  Falmouth,  where  she  armed  after  a 

voyage  of  3ft  hours  30  minute*,  making  sometime*  10}  knots,  and  generally  from  9 1 to  10  knot*  an  hoar,  the  speed  of  the 
engines  being  maintained  between  25  and  27  revolution*  per  minute.  She  made  the  voyage  from  Falmouth  to  Lisbon  in  75 

hours  -10  minutes,  the  sea  being  so  rough  that  she  had  almost  constantly  one  of  her  wheels  immersed  to  the  shaft,  and  the 

other  scarcely  touching  the  water.  In  tlse  following  year  she  tawed  a 60  gun  frigate,  without  any  asaistanre.  at  the  rate  of 

6 knots  an  boor,  her  engines  making  18  revolutions  per  minute.  Her  usual  speed  was  from  10  to  10-5  knot*,  and  tlse 
number  of  revolutions  between  28  and  29.  In  February,  18.38,  after  nearly  three  years  of  hard  service,  we  learn  that  they 
were  repairing  the  wheels  at  Genoa,  with  some  improvements,  which  had  been  introduced  in  the  construct  ion  since  the 
* (In Inarc  ' left  this  country. 

Pse  diameter  of  the  wheels  between  the  spindles  is  15  ft,,  and  if  we  take  9*75  knots  as  the  mean  speed  between  Sheenness 
and  Falmouth,  and  26  as  the  number  of  revolutions,  we  find  the  diameter  of  the  roUiiu/  cirri*  to  have  hem  12  ft.  2 lit.,  or  a 
little  more  than  jwr-fiftht  of  the  diameter  of  the  wheel,  which  must  be  rather  below  than  above  the  ratio  of  the  effective  to 
the  total  power,  exclusive  of  friction. 
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in  the  example  of  the  ‘ Vestal/  quoted  above,  more  than  eight-ninths  of  the  power  developed 
by  the  engines  (exclusive  of  friction)  appears  to  have  been  effectively  employed. 

The  superiority  of  Morgan’s  over  the  common  wheel  is  shown  in  a striking  manner  by  the 
1 1th  and  21st  experiments  in  Mr.  Barlow’s  table,  page  47  of  the  Appendix.  They  were  both 
made  with  Her  Majesty’s  steamer  ‘ Firebrand/  the  former  witli  the  old  wheels,  and  a pair  of 
70  horse  engines,  the  latter  with  Morgan’s  wheels  atid  a j>air  of  sixties,  both  light.  In  the 
funner  case  her  speed  was  10*15  miles,  and  in  the  latter  10*55,  being  improved  by  four-tenths 
of  a mile  with  one  seventh  less  power.  The  common  wheels  had  each  14  floats  of  18  square 
ft.  area,  and  Morgan’s  only  9 floats  of  less  than  13  square  ft.  area,  which  proves  that  the  latter 
kind  of  wheel  does  not  require  so  much  float  as  is  given  to  the  former,  to  produce  an  equal 
effect.  The  economy  of  fuel  arising  from  the  use  of  Morgan’s  wheels  is  also  proved  by  Mr. 
Barlow’s  table,  page  d“,  which  is  merely  intended  to  show  the  economy  of  using  little  power 
in  proportion  to  the  tonnage.  This  economy  exists  certainly  with  the  same  kind  of  wheels, 
but  if  we  compare  Morgan’s  with  the  common  wheel,  we  find  an  exception  in  favour  of  the 
former.  For  example,  of  the  * Flamer  * and  4 Hermes,’  the  latter  ought  to  consume  the 
smallest  quantity  of  coal  per  ton  during  the  voyage,  for  two  reasons:  1st,  because  she  has 
much  less  power  in  proportion  to  her  tonnage  than  the  former ; and  2ndly,  because,  being  a 
much  larger  vessel,  even  with  the  same  ratio  of  power  to  tonnage,  she  ought  to  consume  less 
fuel  per  ton  by  going  faster the  reverse  is,  however,  the  case,  as  is  shown  by  the  numbers 
in  column  11.  As  another  example,  we  may  compare  the  * Columbia1  (Morgan's  wheels) 
with  the  ‘ Messenger  * (common  wheels)  ; here  the  difference  ought  to  be  more  than  in  the 
foregoing  example  in  favour  of  the  common  wheels,  whereas  it  is  still  more  in  favour  of 
Morgan’s. 

The  superiority  of  Morgan’s  over  Field’s  wheel  with  divided  floats,  as  the  latter  has  hitherto 
l»ecn  used  in  the  Uuyal  Navy,  is  demonstrated  by  the  trials  of  the  ‘Tartarus’  {see  page  142, 
and  the  diagrams,  PI.  lxxii.  b,  and  uxxin). 

We  have  now  before  us  a pamphlet  published  in  1834,  containing  testimonials  of  the  beauti- 
ful action , strength,  and  durability  of  Morgan’s  wheels,  as  well  as  the  increased  safety , economy 
and  confort , attending  their  use,  signed  by  most  of  the  officers  who  had  at  that  time  com- 
manded government  steamers  fitted  with  them,  as  well  as  by  Admiral  Sir  T.  Byam  Martin, 
Vice-Admiral  Sir  George  Cockbum,  O.  W.  Lang,  Esq.  of  Woolwich  Dock  Yard,  and  by 
Charles  Russell,  Esq.,  as  chairman  of  the  Committee  of  the  Trieste  and  Venice  Steam  Naviga- 
tion Company.  Examples  of  economy  are  afforded  by  the  experiments  on  the  ‘ Firebrand  ’ 
quoted  above,  and  by  the  voyages  of  the  * Columbia  ’ and  * Flamer  ’ (see  the  last  mentioned 
table,  page  67).  We  have  also  received  a letter  from  Captain  Austin,  who  commanded  Her 
Majesty’s  steam  frigate  * Medea  ’ during  her  late  service  of  nearly  four  years.1  He  states  that 

1 Par  ihe  particulars  of  her  performances  .luring  that  period,  mm  the  interesting  memoir  of  Limit,  IUldock.  U.N.,  jwge  SO 
of  this  Appendix,  particularly  page  SO,  where  her  average  speed  from  Plymouth  to  Malta  tt  shown  to  litre  been  8’82  knots 
an  hour,  under  circumstances  by  no  means  favourable,  which  compare  with  Iter  average  speed  a*  stated  by  Mr.  Bar  bit',  page 
71,  page  90.  respecting  her  towing  the  squadron  out  of  Malta  harixiur;  compare  also  the  sjtccd  of  9*44  to  10  knots,  page  94. 
ami  9- 3 knots  from  Ancona  to  Malta  (against  a head  wind),  page  95,  Ac.  Lastly,  see  the  end  n f the  last  jioragraph  hot  one 
in  jwge  9B.  where  the  author  speaks  of  the  excellence  of  the  machinery,  which  mutt  ajgdy  in  a great  measure  to  the  wheels, 
os  the  engines  are  no  better  than  in  many  other  steam  vessels.  The  author  of  tltis  memoir  has  adopted  Mr.  Barlow's  error  of 
railing  the  padiUes  of  ‘ Medea’s  * wlteels  •*  vertically  acting  paddles." 
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whether  at  light  or  load  draught,  in  smooth  water  or  high  sea,  he  found  the  action  of  her 
wheels  to  be  uniform,  causing  but  very  little,  if  any  tremulous  motion  in  the  vessel,  or  jerk  to 
the  engines.  As  regards  their  durability,  he  considers  that  a vessel,  if  stationed  abroad,  taking 
with  her  a small  proportion  of  “ spare  spindles,”  as  now  fitted,  with  a spare  set  of  “ steel 
collars  ” for  the  spindles,  and  “ hushes M for  the  stems,  she  would  be  fully  equal  to  continue 
her  sendee  for  any  period  (with  the  mechanical  powers  they  might  possess  in  the  engine 
department)  that  her  engine*  might  enable  her  to  do.  He  states  that  owing  to  the  twisting  of 
the  spring  beams,  the  crank  head  in  the  wheel  lowered  considerably,  ami  altered  the  angles  of 
the  fioats ; but  that  was  of  course  not  to  l>c  attributed  to  any  want  of  solidity  in  the  wheels 
themselves,  nor  did  it  do  them  any  injury.  There  was  no  twist  owing  to  the  break  in  the 
shaft,  as  has  been  supposed  to  be  the  case,  on  account  of  the  inner  frame  only  being  immedi- 
ately driven  by  the  engine,  for  the  paint  was  not  disturbed  in  the  joints  where  the  spindles  are 
united  to  the  frames,  which  must  otherwise  have  !>ccti  the  case.  In  conclusion,  Captain 
Austin  expresses  his  opinion  that  if  the  part  of  the  vessel  alluded  to  (the  spring  beams)  were 
properly  secured,  Morgan’s  wheels  would  he,  as  tea  propeller* , most  valuable  ami  perfect. 


4.  Cave’s  Paddle  Wheel. 

Plate  lxxxi.  Fig.  I.,  is  an  elevation  of  the  first  wheel  made  by  M.  Cave  on  his  improved 
construction : it  is  reduced  from  a drawing  on  a larger  scale,  which  that  gentleman  had  the 
kindness  to  send  from  Paris,  with  a note  stating  it  to  be  the  drawing  of  the  wheels  fitted  by 
him  in  the  year  1827,  to  the  iron  steam  boat  ‘ La  Seine.’  P,  P,  P,  &c.  is  the  polygon  ; r,  r,  &e. 
the  arms ; C the  shaft  in  the  centre  of  the  boat ; A,  A,  &c.  are  the  float* ; D,  D,  &c.  the 
stems  ; A,  A,  &c.  the  guide  rods ; B the  es centric  axis  fixed  to  the  side  of  the  vessel,  of  which 
the  centre  is  at  E,  and  which  is  sufficiently  large  to  allow  the  shaft  C to  paw  through  it ; F 
the  revolving  collar , turning  on  the  cxcentric  B ; and  g the  driving  rod,  fixed  to  the  revolving 
collar,  and  passing  between  two  friction  rollers  k , k , attached  to  the  polygon ; L L is  the  water 
line.  Now,  since  the  point  of  contact  between  the  roller  and  the  driving  rod  must  move 
nearly  in  the  circumference  of  the  dotted  circle,  which  is  sometimes  nearer  and  sometimes 
farther  from  the  cxcentric  centre  E,  there  results  a difference  in  the  velocity  with  which  the 
revolving  collar  is  driven  round  : in  the  wheel  represented  in  the  figure  the  maximum  velocity 
is  nearly  double  the  minimum.  This  causes  the  great  variations  in  the  position  of  the  different 
floats  and  their  guide  rods,  shown  by  the  dotted  lines  in  the  figure  : the  floats  are  numbered 
on  the  outer  ring  of  the  revolving  collar,  close  to  the  pins  by  which  their  respective  guide  rods 
are  jointed  to  it;  the  numbers  on  the  excentrie  axis  show  the  positions  which  the  cor- 
responding pins  take,  and  those  at  the  extremities  of  the  lower  floats,  the  positions  of  the 
respective  floats  when  their  spindles  arrive  at  the  same  positions.  These  variations  must 
cause  a great  irregularity  in  the  action  of  the  floats,  and  it  is  evident  that  only  one  or  two  can 
take  approximately  the  required  positions  during  their  motion  through  the  water.  Fig.  2. 
represents  a wheel  on  Morgan’s  construction  of  the  same  dimensions  as  the  former,  in  which 
it  was  attempted  to  show,  as  iti  the  other,  the  various  positions  of  the  different  floats,  but  it 
was  found  to  be  impracticable,  the  only  variation  sensible  on  this  scale  being  that  of  the  guide 
rod  Number  4,  of  which  the  positions  are  shown  by  dotted  lines  passing  through  the  three 
lower  guide  rods;  the  variations  of  the  float  were,  however,  imjxrrccptible.  The  only 
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difference  which  has  been  made  in  the  dimensions,  in  order  to  convert  Cave’s  wheel  into 
Morgan's,  is  that  the  exccntric  collar  F has  been  made  much  smaller  than  it  was  possible 
according  to  the  other  construction,  and  this  diminution  tends  to  equalize  the  motion  of  the 
floats ; but  what  equalizes  it  still  more  is  that  a driving  rod  of  a constant,  and  always  greater 
length,  has  been  substituted  for  one  which  was  always  varying.  Another  difference,  which 
could  not  appear  in  the  figures,  and  which,  in  our  opinion,  operates  in  favor  of  Morgan's 
wheel,  is  that  the  exccntric  in  Cave's  is  outside,  and  in  Morgan’s  inside  the  framing  of  the 
wheel. 


Some  remarks  on  Mr.  P.  W.  Barlow’s  calculations,  &c. 

Very  little  can  be  said  regarding  his  mode  of  determining  the  centre  of  pressure  of  floats, 
since  he  has  assumed  t and  not  calculated  its  position  ; or  rather,  he  has  assumed  an  empirical 
rule  (see  page  45),  which  facilitates  the  calculation  very  much,  but  clearly  cannot  suit  all  cases. 
In  the  following  page  he  assumes  the  centre  of  pressure  in  Morgan’s  wheel  to  he  situifted  at 
one-eighth  of  the  depth  of  the  float  below  its  centre.  We  think  he  allows  too  much  for  the 
lower  part  acting  during  a longer  period  than  the  upper;  for  until  the  point  w*hich  he  con- 
siders as  the  centre  of  pressure  enters  the  water,  the  power  expended  on  the  immersed  portion 
has  amounted  to  scarcely  any  thing.  This  trifling  quantity  being  neglected,  the  resistance  in 
the  ensuing  portion  of  the  stroke  is  increased  materially,  being  considered  as  equal  to  what  it 
would  be  if  the  whole  surface  of  the  float  were  acting  at  the  centre  of  pressure , while  at  first 
only  three-eighths  of  it  are  actually  immersed ; and  as  the  difference  between  the  effective 
velocities  of  different  parts  of  the  float  is  not  great,  it  appears  that  much  more  resistance  is 
addrd  after  the  centre  of  pressure  has  entered  the  water,  than  was  neglected  at  the  commence- 
ment of  the  stroke.  We  do  not,  indeed,  deem  it  improbable  that  the  centre  of  pressure  is 
situated  as  high,  or  even  higher  than  the  centre  of  the  float. 

The  method  of  finding  the  whole  power  exerted  by  the  engines  adopted,  (page  50),  can 
seldom,  if  ever,  give  a correct  result ; for  the  number  of  floats  acting  at  one  time  varies  very 
much  in  different  wheels,  and  in  the  same  wheels  at  different  immersions ; that  is,  the  mean 
numl>er  varies,  for  there  may  he  in  two  cases  sometimes  three,  and  sometimes  four  in  the 
water  at  the  same  time,  and  yet  the  mean  number  may  he  different : in  one  case  it  may  he  3$ 
and  in  the  other  3$  ; and,  as  Mr.  Barlow  assumes  it  either  at  3|  or  4,  the  error  may  be  or 
-jh-  of  the  true  power  exerted,  of  which  the  mean  number  of  floats  acting  at  the  same  time  is  a 
factor.  Such  an  error  cannot  surely  be  considered  of  no  consequence,  particularly  as  errors  of 
observation  arc  inevitable  in  such  experiments  as  those  made  to  ascertain  the  speed  of  steam 
vessels.  A fact  which  proves  Mr.  Barlow’s  calculations  of  power  to  be  inaccurate,  is  that  the 
proportion  of  the  power  expended  on  the  vertical  paddle  in  the  experiment  of  the  * Sala- 
mander,’ differs  from  the  calculated  proportion  by  more  than  7 2 per  cent.  This  is  the  very 
example  we  have  worked  out  (page  12/),  and  found  the  calculated  to  agree  with  the  nominal 
power  in  a remarkable  degree,  although  calculated  according  to  the  same  theory  as  that 
adopted  by  Mr.  Barlow,  but  without  any  arbitrary  assumptions,  which  arc  probably  in  a 
great  measure  the  cause  of  the  discrepancies  observed  hv  him,  and  of  his  being  unable  to 
account  for  the  whole  power  with  Morgan’s  wheel,  though  this  is,  perhaps,  principally  to  be 
attributed  to  his  confounding  it  with  Buchanan’s. 
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The  experiments,  of  which  the  details  are  given  in  Tabic  IV.,  page  55,  having  been  made 
with  small  models,  it  is  impossible  to  place  any  confidence  in  the  results,  or  of  course  in 
any  conclusions  drawn  from  them. 

In  the  second  paragraph,  page  7b  we  presume  that  the  word  “engine”  has  been  used 
for  “paddle  wheels;”  for  the  engine  itself  cannot  act  as  a fly  wheel,  since  its  momentum 
is  destroyed  at  the  end  of  every  stroke ; but  the  peddle  wheels  are  allowed  by  the  motion 
of  the  vessel  to  act  as  such,  as  they  retain  their  momentum  as  long  as  tiic  engines  continue 
in  action. 

In  comparing  a steam  ship  of  war,  such  as  the  * Medea/  with  others,  whose  destination  is 
either  to  carry  goods  or  passengers,  it  should  be  remembered  that  the  latter  are  susceptible  of 
much  greater  capabilities  for  speed  than  the  former  for  the  reasons  assigned  by  Lieutenant 
Baldock,  page  81.  Besides  this,  the  power  of  the  ‘ Berenice*  being  greater,  and  her  tonnage 
less,  than  that  of  the  1 Medea/  it  would  not  be  at  all  surprising  if  the  speed  of  the  former 
were  greater  than  that  of  the  latter,  as  it  appears  in  page  7 A ; but  experience  shows  { Medea’s* 
mean  speed  to  be  much  more  than  7'®  knots ; indeed,  from  Lieutenant  Baldock’s  Memoir, 
her  mean  speed  in  all  wreathers,  principally  with  adverse  winds,  seems  to  have  been  about  9 
knots  an  hour.  Her  rate  of  steaming  with  320  tons  of  coal,  and  war  equipment  50  tons 
more,  most  probably  also  water  and  provisions  for  120  men  for  A months,  on  board,  in  a calm 
is  (page  85)  8}  knots,  and  with  one-third  the  quantity  of  fuel,  10  knots. 


We  have  now  investigated  the  action  of  the  principal  kinds  of  paddle  wheels  which  have 
been  seriously  expected  to  supersede  the  common  wheel,  and  we  find  Morgan’s  wheel  to 
excel  the  others  in  all  points  except  simplicity,  in  which,  of  course,  it  must  cede  to  all 
those  with  fixed  floats,  but  it  is  not  more  complicated  than  is  absolutely  necessary  to  produce 
the  desired  effect;  for  what  can  be  more  simple  for  a feathering  float  than  the  float  itself 
suspended  on  a spindle  in  the  circumference  of  the  wheel,  with  an  arm  or  lever  fixed  to  it, 
and  a simple  link  connecting  the  extremity  of  the  lever  with  an  cxccntric  centre,  which  has 
merely  a ring  or  collar  revolving  on  it  in  order  to  receive  the  extremities  of  all  the  connecting 
links,  or  guide  rode,  one  of  which  is  connected  immediately  to  the  cxccntric  centre  itself, 
being  fixed  in  the  revolving  collar.  We  arc  fully  justified  in  this  opinion  both  by  theory 
and  experience,  and  we  sincerely  hope,  as  well  for  the  benefit  of  the  public  as  for  that  of  the 
patentee,  to  whose  talent  and  perseverance  arc  due  the  great  improvements  which  have  been 
made  in  the  construction  of  the  wheel  since  the  date  of  the  patent,  that  the  eyes  of  the  public 
will  at  length  be  opened  to  the  advantages  which  Steam  Navigation  will  receive  (and  has 
received  as  far  as  experience  has  gone)  from  the  increased  safety,  economy,  and  cmnfort  attending 
the  use  of  Morgan’s  wheels. 

Some  persons  have  been  deterred  from  using  Morgan’s  wheels  on  account  of  the  prime 
cost  being  so  much  greater  than  that  of  the  common  wheels;  but  that  argument,  when 
examined  into,  falls  to  the  ground,  the  difference  in  the  cost  of  the  engines,  which  with 
Morgan’s  wheels  may  be  considerably  less  than  with  the  common  whccLs,  being  an  ample 
compensation  for  the  difference  in  the  cost  of  the  wheels ; besides  which,  the  constant  economy 
of  fuel  and  the  increased  stowage  arc  advantages  not  to  be  despised. 


Digitized  by  Google 


ir>t 


APPENDIX. 


Note  1.  In  illustration  of  what  is  observed  in  the  first  paragraph  on  the  motion  of  paddle 
wheels  (page  1 19),  the  author  of  this  paper  has  been  prevailed  upon  by  some  of  his  friends  to 
consent  to  the  insertion  of  Fig.  4,  Plate  lxxix.,  which  was  drawn  merely  as  a curiosity,  and 
not  with  any  intention  of  having  it  engraved.  The  largest  of  the  concentric  circles  in  the 
centre  of  the  figure  represents  that  described  by  one  of  the  points  of  a paddle  wheel,  before 
the  vessel  has  any  velocity,  and  the  curves  extending  farther  and  farther  on  both  sides  represent 
the  curtate  cycloids  described  by  the  same  point,  when  the  vessel  has  acquired  the  respective 
velocities  represented  by  the  dotted  horizontal  lines  extending  from  the  middle  of  one  node  of 
the  curve  to  that  of  the  next,  the  last  being  the  simple  cycloid  described  when  the  velocity  of 
tlu*  vessel  is  equal  to  the  circumferential  velocity  of  the  point ; the  first-mentioned  circle  is 
then  the  rolling  circle , and  the  dotted  circles  those  corresponding  to  the  respective  curtate 
cycloids,  the  largest  circle,  considered  as  a curtate  cycloid , having,  of  course,  no  rolling  circle. 

.Vo te  2.  We  have  omitted  to  mention  the  six  figures  in  Plate  lxxx.,  which  are  intended  to 
show  the  distance  between  the  nodes  of  successive  floats  in  the  different  kinds  of  wheel. 
Fig.  1 refers  to  the  deep  trial  of  the  'Salamander*  with  the  rf/mtnon  wheel , Fig.  2 to  Field's 
cycloidal  wheel,  Fig.  A to  Buchanan’s,  Fig.  4 to  Oldham's,  and  Fig.  5 to  Morgan’s  wheel,  (all 
these  corresponding  tu  Fig.  4 in  the  Plates  lxxiv.  to  lxxviii.  inclusive),  and  Fig.  fi  to  the 
|ierfomiance  of  the  * Vestal,'  Fig.  2,  Plate  lxxix.  In  these  figures  it  will  lie  observed  that 
the  distances  between  the  nodes  of  the  feathering  floats  are  always  greater  than  with  fixed  floats, 
particularly  those  of  the  cycloidal  wheel ; and  that  the  nodes  are  most  distant  with  Morgan’s 
wheel,  as  actually  made,  is  seen  in  Fig.  6,  although  the  wheel  is  much  smaller  than  the  others. 


%*  We  have  been  favoured  with  a sketch  of  what  we  consider  to  be  a very  desirable  im- 
provement in  the  mode  of  connecting  Morgan’s  wheel  with  the  engine. 

To  appreciate  the  improvement  it  must  be  borne  in  mind  that  the  wheel,  as  hitherto  con- 
structed, has  three  main  bearings  in  which  it  revolves, — viz.,  one  on  the  engine  frame,  one  on 
the  ship’s  side,  and  the  third  on  the  spring  lieam.  Experience  has  proved  the  great  difficulty 
of  maintaining  three  bearings  in  a right  line ; and  has  also  shown  a great  increase  in  friction, 
and  in  wear  and  tear,  where  any  one  of  the  three  bearings  has  got,  as  workmen  express  it, 
much  out  of  truth.” 


Digitized  by  Google 


ON  PADDLE  WHEELS. 


165 


The  accompanying  diagrams  represent, 

A.  A part  of  the  outer  crank-shaft  of  a pair  of  marine  engines. 

B.  The  journal,  bearing  on  the  ship’s  side. 

V 
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C.  A portion  of  a sphere,  forged  on  the  shaft  and  turned  to  truth. 

D.  The  end  of  the  shaft  projecting  into  the  wheel. 

E E.  Part  of  the  wheel  centre,  or  nave,  made  in  two  porta,  o and  »,  truly  faced,  bolted  to 
each  other,  and  turned  to  fit  the  sphere  on  the  shaft : the  part  n is  again  constructed  in 
two  parts,  for  the  convenience  of  removal  when  needful,  and  joined  together  by  bolts 
through  two  Ranches  across  the  nave.  The  radii  of  the  wheel  arc  clipped  lietween  o and 
n,  in  recesses  purposely  cast  for  them. 

F F.  Two  crank-pins  with  spherical  ends. 

G G.  A double  driving  arm  fixed  on  D. 

II  II.  Two  crank-pins,  also  with  spherical  ends,  and  respectively  connected  by  drag-links, 
with  the  pins  in  the  nave,  in  the  same  manner  sis  Boulton  and  Watt  have  usually  con- 
nected their  marine  engine  crunks. 

This  arrangement  obviously  acts  as  u universal  joint,  and  admits  a deviation  in  the  line 
of  bearings  much  beyond  the  limits  of  any  thing  required  in  practice. 

It  is  due  to  J.  B.  Humphreys,  C.E.,  who  has  applied  it  to  an  iron  vessel  constructed  by 
him  for  the  Rio  Docc  Navigation  Company,  to  state  that  our  attention  is  attracted  to  his 
practice  by  our  knowledge  of  his  long  experience  in  these  matters,  he  being  well  known  as 
the  founder  of  steam  navigation  in  Prussia  so  early  as  the  year  1814. — Ed. 
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VIII—  ON  THE  INDICATOR. 

BY  JOSEPH  GLYNN,  ESQ.,  C.E.,  K.R.S.,  &c. 


Although  the  construction  and  application  of  the  indicator  has  been  described  in  such  a 
manner  that  most  persons  conversant  with  the  mechanical  contrivances  of  the  time,  and 
with  the  steam  engine  as  now'  manufactured,  have  a general  idea  of  its  form  and  use,  yet  it 
seems  to  have  been  regarded  nit  her  as  an  ingenious  invention,  among  many  others,  of  the 
late  Mr.  Watt — fitted  more  for  the  philosophical  lecturer  than  for  the  practical  engineer ; as 
a curious  instrument  by  means  of  winch  the  action  of  the  steam  in  the  cylinder,  and  that  of 
the  vacuum  or  atmospheric  pressure  upon  the  piston,  might  be  delineated,  and  its  varying 
force  represented  by  a curve,  as  it  was  at  one  time  the  fashion  to  represent  every  thing;  even 
the  arguments  and  statements  of  the  political  economist  were  drawn  out  in  curved  lines  and 
figured  in  a diagram. 

But  the  indicator  shows  not  only  the  relative  action  of  the  vacuum  and  pressure  of  the 
steam  upon  the  piston  of  an  engine,  hut  their  absolute  force  and  effect ; it  shows  how  much 
of  that  force  is  taken  to  overcome  the  friction  of  the  machine,  and  produce  the  change  of 
motion  in  its  parts,  and  how  much  is  available  for  useful  purposes ; it  exhibits,  if  wc  may  so 
say,  the  disposable  force  of  the  steam  engine,  and  the  perfection  or  imperfection  of  its  con- 
struction or  condition  at  the  time  of  making  the  trials.  The  indicator,  in  its  most  simple  and 
best  form,  is  shown  in  the  engraving  (see  PI.  xvi).  The  cylinder,  or  tube  of  the  instrument, 
should  be  truly  bored,  and  the  piston  ground  into  it,  so  that  the  workmanship  should  be  as  far 
as  possible  perfectly  accurate.  The  piston  should  fit  the  tube  without  packing,  so  that  it  may 
be  made  air-tight  by  pouring  olive  oil  upon  it  when  it  is  in  use.  Its  area  should  be  exactly 
I,  Hi  Hi  1}i  or  *wo  square  inches,  and  a loop  or  an  eye  should  be  fixed  in  the  under  side  of 
it,  so  that  by  means  of  a cord  and  w'cights  attached  to  it,  the  extension  of  the  spiral  spring 
with  each  1b.  upon  the  square  inch  may  be  proved,  and  a scale  of  extension  formed,  up  to 
14  lbs.,  ruling  parallel  lines  for  each  lb.  from  the  line  of  rest,  which  may  be  marked  with  a 
cipher.  The  compression  of  the  spring  from  the  line  of  rest  inay  also  be  tried,  by  attaching 
the  cord  to  the  loop  at  the  top  of  the  piston  ri>d  which  holds  the  tracing  pencil,  and  hanging 
the  weights  over  a pulley.  To  insure  accurate  observations,  it  is  best  to  prove  the  spring  of 
the  indicator  every  time  the  instrument  is  used,  and  form  the  scales  for  the  occasion : it  is 
almost  needless  to  say  that  it  should  be  cleaned  and  oiled  afresh  for  each  trial ; but  unless  this 
be  done,  it  may  cause  great  discrepancy  in  the  results,  and  much  time  may  be  w asted  in  trying 
to  reconcile  apparent  differences  arising  only  from  a little  stiffened  oil.  These  observations 
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may  seem  minute  and  trifling,  but  serious  errors  may  occur  from  the  neglect  of  them,  when 
from  a piston  of  1|  inches  area  and  3 inches  stroke,  we  judge  of  another  of  3 feet  in  diameter 
and  8 feet  stroke. 

Those  manufacturers  who  use  the  indicator  have  the  lower  j>art  of  the  stop-cock  formed  into 
a plug,  which  can  be  unscrewed  at  pleasure,  and  made  to  fit  in  the  place  of  the  plug  or  barrel 
of  the  grease  cock  on  the  cylinder  cover.  It  is  to  be  presumed  that  in  most  engines  of  the 
lx*st  makers,  the  action  on  both  sides  of  the  piston  is  the  same ; but  if  this  be  matter  of  doubt, 
it  is  easy  by  means  of  a pij»e  bent  at  right  angles,  and  screwed  into  the  cylinder  at  the  bottom, 
to  apply  the  indicator  there  also.  The  apjmratus  being  fixed,  and  the  stop-cock  closed,  the 
point  of  the  tracing  pencil  should  be  carefully  adjusted  on  the  line  of  rest.  The  sliding  table 
carrying  the  ruled  paper  may  then  be  put  in  motion  by  attaching  the  cord  to  it,  which  has 
already  been  fastened  to  some  convenient  moving  point  of  the  engine ; then,  observing  that 
the  pencil  makes  its  mark  on  the  line  of  rest,  open  the  stop-cuck,  and  so  set  the  piston  of  the 
indicator  in  motion.  The  pistons  of  the  instrument  and  the  steam  engine  now  move  simul- 
taneously, but  in  opposite  directions,  the  force  of  the  steam  driving  them  asunder,  and  the 
vacuum  bringing  them,  as  it  were,  together,  at  the  same  time  that  the  horizontal  motion  of 
the  sliding  tabic  represents  the  vertical  motion  of  the  larger  piston ; consequently,  on  the 
indicator,  the  horizontal  motion  shows  the  stroke  of  the  steam  engine  piston,  and  the  vertical 
motion  shows  the  pressure  upon  it.  The  preceding  explanation  is  requisite  to  enable  the 
general  reader  to  understand  the  annexed  diagram  of  a trial  which  we  made  on  a steam 
engine  applied  to  drive  a rolling  mill  for  the  manufacture  of  iron.  This  engine  had  a cylinder 
of  36  inches  in  diameter,  and  a stroke  of  7 feet,  making  16  strokes  per  minute  (that  is  to  say, 
16  revolutions  of  the  crank  shaft};  the  fly  wheel,  as  in  most  rolling  mill  engines, was  on  the 
second  motion  making  61  *6  revolutions  per  minute;  it  was  20  feet  in  diameter,  and  weighed 
about  25  tons,  serving  to  accumulate  the  engine  power,  as  well  as  to  rrgulate  its  motion,  and 
thereby  overcome  any  sudden  resistance,  as  the  passing  a mass  of  iron  between  the  rolls  of 
the  mill.  Such  irregular  application  of  power  made  this  engine  peculiarly  eligible  for  exhibiting 
the  use  of  the  indicator  in  delineating  its  varying  action.  The  instrument  being  fixed  as  before 
stated,  and  the  steam  engine  in  its  usual  order  having  been  at  work  for  some  hours  before 
the  experiment  was  made,  it  was  stopped,  and  all  the  machinery  detached ; the  condenser 
was  cleared  of  air  and  water  by  blowing  the  steam  through  it,  and  the  engine  started  in  the 
usual  manner,  when  the  pencil  of  the  indicator  described  the  curvilinear  figure  marked  A 
(sec  the  annexed  figure),  showing  the  force  required  to  put  the  engine  into  motion  from  a state 
of  rest.  This  figure  gradually  diminished  until  the  engine  acquired  a uniform  speed,  which 
was  maintained  and  regulated  by  the  governor  at  the  proper  rate  of  going,  namely,  16  revolu- 
tions per  minute,  for  a considerable  time,  and  the  pencil  of  the  indicator  continued  to  trace 
the  curve  marked  B,  showing  the  force  expended  in  overcoming  the  constant  friction  of  the 
engine,  in  changing  the  motion  of  its  parts,  and  in  working  the  air-pump,  &c.  The  principal 
machinery  of  the  rolling  mill  was  now  attached  to  the  engine,  and  set  in  motion  ; it  consisted 
of  a pair  of  rollers  for  the  puddled  iron,  a pair  of  boiler  plate  rollers,  a pair  of  rolls  for  making 
small  bars,  a pair  of  shears  for  cutting  them  to  the  proper  length,  and  a large  lathe  used  for 
turning  the  rollers.  'Hie  above  machinery  in  motion,  but  without  performing  any  work,  pro- 
duced the  figure  C on  the  tablet  of  the  indicator.  When  this  hod  been  continued  for  some 
time,  the  small  rolls  were  kept  at  work  making  bars  (small  squares),  and  the  figure  l)  was 
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described ; the  lathe  was  then  applied  to  turn  a case-hardened  roller  for  rolling  boiler  plates, 
and  the  pencil  traced  the  figure  E.  The  merchant-bar  rolls  were  now  set  in  motion,  in 
addition  to  the  above  (these  rolls  are  for  making  the  ordinary  square  and  round  bar  iron),  but 
they  were  not  employed  in  rolling  it : the  additional  power  required  to  keep  them  going 
increased  the  figure  to  F.  The  puddled  ball  rolls,  the  small  rolls,  the  heavy  lathe,  and  the 
shears  were  kept  in  full  work,  and  the  engine  being  fully  loaded,  the  figure  G was  delineated. 
The  diagram  shows  that  the  engine  was  doing  its  duty,  and  it  was  proved  that  an  engine 
of  larger  power  must  be  employed  if  the  merchant  rolls  and  the  plate  rolls  be  required  to  be 
kept  in  work,  rolling  iron  at  the  same  time  with  the  other  machinery.  During  this  experiment 
the  safety  valve  of  the  boiler  was  loaded  at  3 Jbs.  upon  the  square  inch  above  the  pressure 
of  the  atmosphere  ; and  it  will  be  seen  by  the  diagram,  which  is  an  exact  copy  of  that  actually 
made  by  the  instrument,  what  mechanical  force  was  taken  in  each  case,  and  at  each  point  of 
the  piston’s  course.  It  has  been  noticed  that  the  stroke  was  7 feet ; the  steam  was  cut  off 
about  9 inches  from  the  end  of  the  stroke,  as  the  diagram  show's ; and  the  action  of  the 
governor  may  be  discerned,  as  regulating  the  supply  of  steam,  a little  farther  from  the  cylinder 
top  every  time  the  engine’s  load  is  increased.  The  effective  or  disposable  force  of  the  engine 
will  be  found  to  be  about  lOths.  on  each  square  inch  of  the  piston,  the  area  of  which  is 
1017*8  inches,  which  mukes  the  actual  power  of  the  engine  about  09  horses,  reckoning  33,000 
lbs.  raised  one  foot  high  in  a minute  each  horse  power ; w hereas,  the  nominal  power  of  the 
engine  was  only  55  horses,  as  indeed  it  would  be  called  by  most  of  the  engine-makers. 
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IX—  HOWARD’S  METHOD  OF  VAPORISATION. 

The  principle  of  Mr.  Howard’s  apparatus,  which  is  of  recent  date,  may  be  gathered  from  the 
following  description,  which  is  abstracted  from  the  specification  of  his  patent. 

In  the  ordinary  method  of  generating  steam  by  means  of  boilers,  a body  of  water  is  exposed 
to  a large  surface  of  metal,  presenting  to  it  a comparatively  low  degree  of  heat ; and  the  tem- 
perature of  the  water  l>earing  a constant  relation  to  the  density  or  pressure  of  the  steam,  the 
rapidity  of  evaporation  is  limited  thereby.  In  my  process  of  vaporisation  the  power  of  the 
engine  is  derived  from  the  vaporisation  of  the  least  possible  quantity  of  water  on  a small 
surface,  heated  to  and  maintained  at  such  temperature  (about  400°  Fahrenheit)  as  will  vaporise 
the  water  with  the  utmost  rapidity;  the  steam  so  formed  having  a high  temperature,  but 
relatively  a low  density  or  pressure.  And  by  the  interposition  of  mercury,  or  other  medium 
of  the  like  effect,  the  surface  exposed  to  the  fire  is  preserved  from  the  injury  that  would 
otherwise  arise  from  a strong  local  heat ; and  the  deposit  of  salts  or  other  impurities  on  the 
vaporising  surface  is  prevented  by  the  continued  use  of  the  same  water.  And  in  my  engine 
other  liquids,  as  alcohol  for  instance,  may  lie  substituted  for  water. 

A circular,  or  otherwise  formed  wrought-iron  plate,  is  fixed  horizontally  over  a fire  con- 
structed to  bum  coke,  anthracite  coal,  or  other  fuel  of  the  like  nature,  and  urged  by  a blowing 
machine  subject  to  regulation.  The  area  of  the  grate  is  about  a fifth  of  a squure  foot  per 
horse  power  of  the  engine.  The  area  of  the  plate  exjmsed  to  the  action  of  the  fire  need  not 
exceed  three-fourths  of  a square  foot  per  horse  power.  A second  plate  is  fixed  above  this, 
and  has  securely  fitted  into  it,  and  throughout  its  surface,  a number  of  thin  wrought-iron  cups 
or  short  cylinders,  about  two  inches  in  diameter,  closed  at  bottom,  and  reaching  to  within  a 
little  distance  of  the  interior  of  the  lower  plate,  by  which  means  the  upper  surface  is  increased 
to  about  four  times  the  lower.  Both  plates  arc  slightly  curved  downwards.  A true  and 
secure  joint  is  formed  at  the  circumference  of  the  plates,  by  bolting  them  to  a strong  ring 
about  three  inches  deep,  and  which  fixes  them  at  a corresponding  distance  apart.  The  inter- 
mediate space  (being  under  and  around  the  cups)  is  entirely  filled  with  mercury  or  a soft 
amalgam.  A small  box  of  iron  communicates  with  it  to  allow  of  its  expansion  when  heated, 
and  the  steam  being  admitted  to  this  portion  of  the  mercury,  the  pressure  is  equalized  above 
and  below  the  upper  plate  and  cups.  A thermometer  indicates  the  temperature  of  the  mer- 
cury, which  must  never  be  permitted  to  rise  much  above  five  hundred  degrees  Fahrenheit, 
nor  should  it  be  allowed,  while  the  engine  is  ut  work,  to  fall  below  three  hundred  and  fifty 
degrees,  the  fire,  or  the  quantity  of  water  injected  (as  presently  described)  being  regulated 
accordingly.  A nosle  or  rose,  constructed  to  disperse  the  water  as  equally  ns  possible,  is 
fixed  above  the  upper  plate,  and,  by  means  of  a pump,  throwing  at  intervals,  a small  quantity 
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of  water  is  withdrawn  from  the  condenser,  or  hot-water  cistern,  and  projected  through  the 
noale  over  the  upper  plate  and  cups,  when  it  is  instantly  and  completely  vaporised.  The 
pump  has  a cock  or  valve  by  which  to  adjust  the  supply  of  water,  and  a hand-pump  is  pro- 
vided to  start  the  engine,  and  increase  the  facility  of  commanding  it.  Before  arriving  at  the 
nosle  the  water  is  heated,  in  a pipe  or  vessel  exposed  partially  to  the  fire,  in  order  that  it  may 
not  diminish  the  elasticity  of  the  steam  already  formed,  and  that  it  may  more  readily  vaporise. 
The  heat  from  the  fuel  that  has  not  been  absorbed  by  the  mercury  passes  uround  a steam 
chamber,  by  which  means  the  steam  is  heated  and  expanded  considerably  after  its  formation, 
and  thence  proceeds  from  the  upjier  part  of  the  chamber  to  the  cylinder  valves  in  the  usual 
manner.  This  exterior  or  flue  casing  is  covered  by  a non-conducting  substance,  as  are  also 
the  steam  pipes,  cylinder,  &o.  The  above  construction  is  expressly  intended  for  working  the 
steam  expansively,  the  pressure  being  in  general  about  ten  tbs.  per  square  inch  above  the 
atmosphere,  and  the  steam  cut  off  from  the  cylinder  at  about  a third  of  the  stroke.  The 
acting  machinery  of  the  engine  is  on  the  ordinary  construction,  and  the  packing  of  the  piston 
and  valves  are  metallic. 

The  process  of  condensation  consists  in  abstracting  the  heat  from  the  water  of  injection, 
by  bringing  it  in  contact  with  a sufficient  surface  of  metal,  exposed  externally  to  cold  water  in 
any  efficient  manner,  and  re-injecting  the  water  thus  cooled  amidst  the  steam. 

The  air-pump  withdraws  the  warm  water  from  the  condenser  into  the  hot  cistern  in  the 
usual  manner,  and  the  water  is  passed  from  thence  by  the  pressure  of  the  atmosphere  (a  partial 
vacuum  existing  in  the  condenser)  into  a copper  pipe  or  worm,  exposed  to  cold  water  in  a 
cistern  constantly  supplied  by  a pump  or  otherwise.  The  refrigerating  pipe  terminates 
within  the  condenser,  and  the  water  having  l>een  previously  cooled  by  its  gradual  progress 
through  it,  enters  into  immediate  contact  with  the  steam,  and  instantly  reduces  it  to  the  liquid 
state.  A valve  is  placed  at  the  end  of  this  pipe  within  the  condenser,  and  is  connected  by  a 
rod  and  lever  to  a flt>at  in  the  hot  cistern,  which  prevents  all  the  water  from  being  drawn  out 
of  the  latter  at  any  time,  and  which  valve  also  serves  to  disperse  the  water  amidst  the  steam. 
It  is  further  adjustable  by  hand.  Before  starting  the  engine,  a sufficient  quantity  of  water  is 
provided  to  ensure  the  circulation,  by  entirely  filling  the  refrigerating  pipe  and  part  of  the  hot 
water  cistern.  The  surface  of  this  pipe  (or  other  vessel  substituted  for  it),  when  the  condenser 
is  employed  with  the  vaporiser  before  described,  and  the  steam  worked  expansively,  should 
be  about  four  square  feet  per  horse  power. 

A still  is  provided  to  furnish  a supply  of  pure  water,  to  replace  any  loss  by  leakages,  and  is 
attached  to  the  flue  of  the  vaporiser,  in  which  latter  the  use  of  water  containing  salt  or  other 
impurities  is  inadmissible. 

This  process  of  condensation  is  equally  applicable  to  the  ordinary  engine  with  boilers. 
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X — ON  THE  GENERAL  THEORY  OF  THE  STEAM  ENGINE. 

BY  THE  EDITOR. 


The  mechanical  relations  of  the  steam  engine,  or  the  principles  upon  which  the  power  is 
transmitted  from  the  cylinder,  are  of  a simple  and  elementary  nature.  To  discuss  them  it  is 
only  necessary  to  have  recourse  to  the  properties  of  the  crank  and  the  well  understood 
mechanical  powers,  the  lever,  the  wheel  and  axle,  and  the  inclined  plane.  In  every  combina- 
tion of  the  ordinary  mechanical  powers,  supposed  to  be  divested  of  friction,  the  transmission 
of  force  follows  the  well-known  law  that  the  efficient  power  is  of  precisely  the  same  value  at 
each  point,  understanding  the  efficient  power  to  be  the  force  of  resistance  multiplied  into  the 
velocity.  Thus  the  effect  produced,  or  the  effective  j»ower,  is  measured  by  the  weight  moved, 
or  resistance  overcome,  multiplied  by  its  velocity : the  moving  power  is  similarly  measured 
by  its  force  multiplied  by  its  velocity ; and  these  powers  would  in  all  cases  be  equal,  were  it 
not  for  the  effects  of  friction.  To  preserve  distinctness,  wc  shall  designate  the  pressure  by  the 
term  prefigure  or  force,  and  the  effect  produced,  or  the  force  multiplied  into  the  velocity,  by 
the  term  power ; the  former  of  these  may  likewise  be  called  the  statical , and  the  latter  the 
dynamical  value  of  the  force.  These  terms  being  agreed  upon,  it  follows  that  in  every  machine- 
composed  of  the  ordinary  mechanical  powers,  the  quantity  of  power  developed,  or  the  dyna- 
mical effect  of  the  force,  would  be  the  same  at  all  points ; that  the  power,  by  such  arrange- 
ment, is  transmitted  without  any  change  in  its  value,  except  it  be  such  as  is  caused  by  the 
loss  resulting  from  friction.  It  .would  be  easy  to  show  that  this  principle  is  universal,  or,  in 
other  words,  that  it  applies  to  every  possible  combination  of  machinery ; but  this  is  quite 
unnecessary  for  our  present  object,  though  it  may  perhaps  not  be  out  of  place  to  make  a few 
observations  on  the  nature  of  the  crank,  in  addition  to  what  has  been  stated  in  the  present 
work  at  page  228. 

I.  Action  of  the  Crank. 

In  the  annexed  figure  let  C D = r be  the 
length  of  the  connecting  rod  ;OD=p  the 
radius  of  the  crank;  the  angle  (DO  E)  dc-  ° 
scrilicd  = * ; the  velocity  at  C = r ; the  velocity 
of  D = v'y  and  the  distance  (AC)  described 
= j.  Then,  the  perpendicular  D G = p sin.  * ; 

C G = v/  r*  — p*  sin.1* ; O G = p cos.  * ; CO  = sin.1*  + p cos.  * ; A O as  r + p, 

and  therefore  the  value  of  A C,  or  A O — C O,  is 

x = r + p — (v/r*  p*  sin.1*  + p cos.  *) 

— />{!—  cos.  *)  -f  (r  — r*  — p*  sin.1*)  ....  (1). 
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By  differentiating  this  expression  of  the  distance  traversed  by  C,  we  obtain  the  velocity  of  the 
extremity  C,  via. : 


dx 
d : 


P » . / p 

d I , Sln-  * ( 


■ sin.** 


+ 1 ) s that  i 


u> 


c = r sin.  a 


( 


+ 1 


V r*  — p*  sin.' 

But  if  P denote  the  moving  force  acting  at  C,  in  the  direction  C B,  P'  the  effective  force  of  D, 
and  r = np,  it  has  been  shown  at  page  229  of  the  present  work,  by  means  of  the  resolution 

of  the  forces,  that  P'  = P sin.  a ( ^====j===  + 1 or,  replacing  » by  — , 


P' 


P sin.  « ( P COS.  a + J \ (;5). 

' v r1  — p sin.**  t 


Equation  '(2)  hence  reduces  to  v = v' 


P' 
P 3 


and  therefore 


Pr  = PV....(4); 

that  is,  the  moving  jxnctr  at  C is  always  equal  to  the  effective  power  at  D. 

The  moving  force  P being  nearly  uniform,  the  force  P expressed  by  the  equation  (3)  will 
be  materially  different  at  different  positions  of  the  crank,  and  the  velocity  of  the  engine  will, 
in  consequence,  be  subject  to  small  fluctuations  in  the  course  of  each  revolution.  To 
ascertain  the  law  of  these  variations,  it  will  be  necessary  to  have  recourse  to  the  usual  equation 
of  rotatory  motion.  Let  R denote  the  real  moment  of  the  resistance,  including  friction, 
reduced  to  the  point  D,  or  the  force  which  uniformly  applied  along  the  circumference  E D 
would  just  suffice  to  preserve  the  mean  velocity  of  the  engine  without  any  variation.  Then  P' 
being  the  force  actually  applied,  the  effective  accelerating  force,  or  the  part  tending  to  pro- 


duce acceleration,  will  be  P*  — R ; and  where  this  is  negative,  the  velocity  — - must  be  re- 

d t 


tarded  instead  of  accelerated.  If  we  now  multiply  the  force  Iy  — R by  p,  the  leverage  at 
which  it  acta,  the  product  p (P'  — R)  is  ita  moment  or  tendency  to  generate  angular  motion. 
Hence,  if  M designate  the  moment  of  the  inertia  to  be  overcome,  and  if  we  neglect,  as  com- 
paratively insignificant,  the  slight  variations  of  the  resistance  R due  to  the  small  changes  of 
velocity,  and  suppose  it  to  continue  uniform,  we  shall  have, 

m£±  = p(p'-R). 

Multiply  by  2 f * , and 
a t 

M liiilf  = 2 P'  p i±  - 2 R p 

dt‘  F d I “ d i 

= 2 PV  - 2 R p ~ 

a i 


= 2Pt>  — 2Rp~ 
d t 

= 2P«77_2Rp57 
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Consequently,  by  integration, 

M ( ~ )*  = 2(Pc  + Pjr  — Rpa) 

•••  yj  = (Pe+P*-R, «).... (5). 

Now,  the  engine  being  supposed  to  have  acquired  her  permanent  speed,  there  can  be  no 
progressive  acceleration ; the  same  velocity  must  recur  at  the  period  of  each  revolution.  The 
velocity  at  E is  obtained  by  putting  x = o,  a = o,  and  is. 


Also,  the  velocity  at  H is  obtained  by  putting  x = 2 p,  * = *»•(=  3*14159),  and  is, 

( pt )’’  = v-sl  (pe  + 2pp-Rp’r) (»)• 

Again,  it  is  to  be  observed  that  the  preceding  investigation  equally  applies  to  the  returning 
motion  along  II  D°,  provided,  in  tliat  case,  the  symbol  <x  represents  the  angle  H o D°,  and  xri 
which  is  accentuated  for  distinction,  the  retrograde  distance  BC.  If  therefore,  a x'  being 
each  nought,  the  velocity  at  II  be. 


when  a = r,  r = 2 p,  the  recurring  velocity  at  E will  be, 

( ~ (Pc'  + 2Pp-  R/>tt) (d). 

Tlius  it  appears  that  the  squares  of  the  three  velocities  | | ™ ^ Jw  are 

in  arithmetical  progression,  and  that  this  progression  would  go  on  indefinitely  if  the  resistance 
R did  not  augment  so  as  to  destroy  the  common  difference  2 P p — R p tt,  and  cause  the 
same  velocity  to  recur  at  each  period.  It  hence  follows  that  so  long  as  the  smallness  of  R 
renders  2 1*  p — R p it,  or  2 P — R tt,  positive,  the  engine  will  be  acquiring  additional  speed ; 
and  that  when  R becomes  such  that  2 P — R tt  = o,  the  power  will  just  be  capable  of  main- 
taining unaltered  the  periodical  movement,  and  the  general  speed  will  not  admit  of  any  further 
increase.  For  permanent  speed  we  must  therefore  have, 

R = 2 P (6). 

TT 

This  result  shows  that  the  general  effect  of  the  moving  force  P acting  obliquely  on  O D at  D 
is  the  same  as  if  1 P,  or  very  nearly  P,  were  always  applied  perpendicularly  at  the  same 

point ; and  this  again  is  the  same  as  if  the  force  P itself  were  continually  applied  perpendi- 
cularly at  a distance  of  th»  of  the  radius  p.  This  last  distance  is  therefore  the  effective 
leverage  of  the  crank. 

It  is  not  to  be  inferred  from  this  that  the  effect  of  any  portion  of  the  power  is  lost.  The 
quantity  of  power  developed  by  a constant  force  is  measured  by  the  force  multiplied  into  the 
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distance  through  which  it  has  acted.  In  a semi-revolution,  the  jjower  developed  by  P is 
hence  P x 2 p ; that  expended  by  R would  similarly  beRxirp;  and,  according  to  the  equa- 
tion (6),  it  appears  that  the  expenditure  would  be  the  same  in  both  cases,  and  that  no  loss 
is  sustained  through  the  obliquity  of  the  action  of  the  crank,  except  that  which  arises  from 
the  additional  friction  caused  by  the  stress  on  the  shaft. 

Substitute  the  value  of  R by  (6)  in  (5),  and,  for  permanent  speed,  the  angular  velocity  of 
the  shaft  of  the  engine  at  any  period  of  the  stroke  is. 


(1  a 

dl 


(7); 


and  for  any  position  D from  E to  II,  if  denote  the  angle  E O D,  this  becomes, 

. = ( c + p (1  — cos,  /9 ) — " £ 0 + (r  - y/  r»  — p*  sin  */3 ) ) (8). 

For  a point  D°  in  the  returning  half  stroke  from  H to  E,  if  /3  denote  the  angle  H O D%  the 
value  of  A C'  is  obtained  by  substituting  v — /?  for  sc  in  the  value  of  x expressed  by  equation 
(1),  and  is  therefore, 

A C = p (1  + cos.  /S)  + (r  — — p*  sin.*£); 

and,  if  we  deduct  this  from  the  whole  distance  A B = 2 p,  we  get  the  expression  for  B C or 
a*',  viz. 

x ss  p (1  — cos.  j8)  — (r  — y/  r*  — p*  sin.V?) (9). 

Therefore  by  equation  (7)  the  velocity  at  D°  is. 


(e+fl(  l-cos.0)  - ^ 0 — {r  — V r*  ~ p*  ) (10). 


The  velocities * J ' at  D'  D"  will  now  be  determined  by  substituting  tr  — 0 for  /9  in  equations 
(10)  and  (8) ; thus  we  find, 

/2  P I / 1 j."  ‘*P 


«'  = V ( C — p (1  — «»•  0)  + ^ 0 — {«■—  s/r*  — /Psin.’/S)  ) . . . 

( c — P (1  — cos.  0)  + ^ 0 + (r  — V r*  — P *in.*0 ) 


■ (11), 


■ (12). 


To  put  these  in  a more  simple  form  for  comparison,  let  (•)  denote  the  velocity  at  E,  as 
expressed  by  equation  (a),  and  assume, 

A=p(^0— 1+  cos.  0 ) 


h — T — \/r*  — f?  sin.’ 

Then,  the  angular  velocities  at  any  four  corresponding  points  D°  D D'  D"  are. 


(13) 


= v/(. 


2 P 
M 


(A  + A) 


= VM’-  -Ny  (A -A) 


= /(-)*  + ^ (A  -'aT 


= V (.)*  + 


TV 

hi 


(A  + A) 


.<i«); 
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which  are  here  arranged  respectively  in  the  order  of  their  magnitudes,  that  at  D°  being  the 
least,  and  that  at  D"  the  greatest. 

These  expressions  may  be  put  in  a more  convenient  form  by  neglecting  the  higher  powers 
of  the  small  variations.  We  shall  then  have, 

“°  = w-m1w(A  + A)- 

•”=w+m1=)(A  + a>- 

But  for  A we  may  now  substitute  sin.  ; therefore, 


•0-«-5^(A+  £*”•*)  ' 

“=w  + sn^(A-f7“^) 

*"  = (“>  + 5i7o  (A+  2?  ) . 


(is); 


in  which  the  values  of  A in  parts  of  p are  by  (13)  found  to  be  as  follow's  : 


0 

A 

0 A 

0 

A 

0° 

0*0000 

3 <f+  ‘1994 

60°  + 

•1667 

5 + 

*0518 

35  *2060 

65 

•1148 

10 

•0959 

40  *2105 

70 

•1198 

15 

'1326 

45  *2071 

75 

'0922 

20 

•1619 

50  *1984 

80 

0625 

25 

•1841 

55  *1847 

85  + 

•0316 

30  + 

•1994 

60  + *1667 

90 

0*0000 

From  these  last  expressions  we  conclude  that  the  velocity  (•*)  which  occurs  at  E and  H is  the 
mean  velocity,  and  that  the  greatest  and  least  velocities  occur  in  the  quadrants  of  D"  and  D*-, 


at  the  points  where  A + sin.*/9,  or  — 0 + cos.  # + - — sin.*/?,  attains  its  maximum 

r 2 r v 2 r 

value.  If  we  assume  these  points  to  be  in  the  middle  of  the  respective  quadrants,  so  that 

# = 45°,  which  will  be  very  nearly  the  case  with  all  the  proportions  observed  in  practice,  and 

cannot  sensibly  affect  the  accuracy  of  the  results,  the  greatest  and  least  velocities  will  be 


M± 


( fr  +t>2°7  ) 


and  the  deviation  from  the  mean  value  uill  be, 


P 


t 
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Again,  by  substituting  the  values  of  P",  It,  the  force  P"  — R,  which  at  each  position  tends  to 
accelerate  the  motion,  is  found  to  he. 


p COS.  a 


' — R = P / sin.  a ( / . ■■  i , 

\ V \/  r1  — p*  sin.'a 


+ 1 


)-!} 


. (16). 


It  hence  appears  that  the  motion  is, 
accelerated 


retarded 


jwhen  sin. a ( ^^4,—  + 1 ) i.  1 

/ v v r*  - p’  am.**  ' lie  J 


than  - or  0*63. 


Values  of  this  expression  are  shown  in  the  table  given  at  page  230  of  the  present  work. 

In  the  preceding  investigation  wc  have  only  considered  the  action  of  a single  crank  ; hut  it 
will  be  found  to  apply,  with  a slight  modification,  when  the  rotary  force  of  the  shaft  is  main- 
tained by  the  action  of  any  number  of  cranks  making  given  angles  with  each  other.  We  have 
only  to  substitute,  in  place  of  P',  in  the  right-hand  member  of  the  equation  of  motion,  the  sum 
of  the  forces  ly  arising  from  the  several  cranks ; and,  by  following  out  the  same  process,  the 
equation  (5)  will  l>ccome, 

in  which  x (P  x)  includes  the  same  term  for  each  crank.  Let  {»)  denote  the  value  of  this 
angular  velocity  when  x = o,  a = o,  and  the  expression,  for  any  other  position,  will  hence  be, 

« = /W’  + { * (P (17). 

By  attending  to  the  nature  of  the  integration,  it  is  evident  that  this  equation  applies  generally 
from  any  assigned  position  throughout  the  entire  period  of  each  revolution  of  the  shaft,  if  we 
give  to  the  symbols  x a the  following  signification,  viz. 
x,  the  en/ire  distance  travelled  over  by  the 

extremity  C,  for  each  crank ; I each  being  estimated  from  that  position  in 

«,  the  angle  described  by  the  revolution  of  | which  the  velocity  was  («). 
the  shaft ; J 

Let  us  take  the  practical  case,  in  which  the  revolution  of  the  shaft  is  maintained  by  a pair 
of  equal  engines,  and  in  which  the  equal  arms  of  the  two  cranks  ore  placed  at  right  angles,  so 
that  each  of  them  may  be  in  full  action  when  the  other  is  u on  the  centre.”  If  we  suppose 
one  entire  revolution  to  he  performed,  the  distances  x traversed  by  the  extremity  of  each  con- 
necting rod  will  be  4 p,  the  angle  « described  will  be  2 ir,  and  the  velocity  will  lie  come 

u = y/  („)*  + (4Pp  + 4Pp  — 2Rp7r)  = \/  (•»}*  + ^ (4  P — R 7r  ).  When  the 

engines  have  attained  their  regular  speed,  this  velocity  must  correspond  with  (•»),  since  precisely 
the  same  motions  must  recur  in  successive  revolutions ; wc  must  hence  have  4 P — R it  = o, 

R = i P (18). 

? r 

2 

This  value  is  the  same  as  (2  P)  in  which  2 P is  now  the  moving  power,  and  wc  observe 

that  it  corresponds  with  the  expression  (6)  for  the  single  crank. 

To  find  a more  convenient  expression  for  the  velocity  at  any  position,  let  x be  the  distance 
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traversed  by  the  connecting  rod  of  that  crank  which  takes  the  lead  in  the  direction  of  rota- 
tion, and  y the  corresponding  distance  traversed  by  the  connecting  rod  of  the  other  crank 
which  follows  it.  Then,  substituting  the  value  of  R,  &c.,  in  (17),  we  have, 

- = + (x  + y-±£«)  ....  (19). 

Now,  referring  to  the  figure  on  page  2,  we  shall  suppose  the  advancing  crank  to  proceed 
from  the  point  E with  the  angular  velocity  (»),  and  to  pass  over  to  the  four  successive 
positions  D,  D",  D°,  IX,  equidistant  from  the  diameter  EII.  The  other  crank  will  proceed 

from  the  point  F,  and  always  be  90°  or  behind  the  former.  Let  0 denote  the  arc  E D or 
H D",  and  assume, 

A = r — y/  r*  — pf  sin.*# 
k as  r — y/  r1  — p*  cos.*#  f • • • • (20). 
w = r—  y/r*  — p?  J 

Then  we  shall  have,  for  the  point  D,  x = p (1  — cos.  0)  + A, 

y = p + m — p(  1 — sin.  0)  — k ; for  the  point  D",  .r  = p (1  + cos.  0)  + A, 

y = p + m-fp(l  — sin.  0)  + A;  for  the  point  D5,  x = 4 p — p (1  4-  cos.  0)  — A, 

y = p + w -f  p (1  + sin.  0)  + A;  and  for  the  point  D',  x = 4 p — p (l  — cos.  0)  — A, 

y = /)  + n + 4/)-/)(l+  sin.  #)  — k.  Hence  the  sum  of  the  distances  x + y takes 

the  following  values, 

at  D,  x + y = p (1  — cos.  0 -f  sin.  0)  + m -f  A — A, 

„ I y\  „ ss  p (3  + cos.  0 — sin.  0)  + m + A + k, 

„ D°,  „ = p (5  — cos.  0 + sin.  0)  + m — A + k, 

„ D',  „ = p (7  + cos.  0 — sin.  0)  + m — A — k. 

Also,  for  these  four  points  the  angles  described  are  respectively#,  it  — #,  tr  -f  0,  and  2 it  — #, 

which  must  likewise  be  severally  substituted  for  a in  (19).  Performing  these  substitutions, 
and  making, 

A=p(i#  — 1 + cos.  0 — sin.  0 ) . . . . (21). 
we  find,  for  the  four  respective  points  just  enumerated, 


. = J(.)'  + ?*-  (m  — A + A — *) 

«"  = + rJl(n,  + A + A + *) 

M 

.*  - VM*  + ^ (m  - A - A + *) 
. = VW'  + ^|i(m  + A-  A-*) 


(22). 


These  expressions  may  be  considerably  simplified  by  disregarding  the  powers  of  the  small 
variations  above  the  first  In  the  first  place  we  immediately  obtain, 
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- = W + mT!  (* 1 ~ A + A - *), 

= (•)  + (*  + A + A + A), 

«e  = («)  + (»<  — A — A + A), 

•'  = (•)  + (m  + A - A - A). 


But  the  values  of  A A m in  (20)  will  now  become  A = ?—  sm.%9,  A = co».’/9  and  m 

2r  2 r 

We  have  finally,  therefore, 

2 r 

• =W  + H^(-f  ™**-A)  1 
“"  = m + siT)(t  + a) 

*°  = W + M^) 


»'  = (-)  + 


M(. 


(A) 


, (23). 


The  expression  (21}  gives  to  A the  following  values  in  parts  of  p for  every  fifth  degree  of  the 
arc  fi : — 


£ 

A 

& 

A 

0 

A 

o-oooo 

30° 

+ 

•0327 

G0C 

- *0327 

5 

+ 

•0201 

35 

*0234 

65 

•0393 

10 

•0334 

40 

+ 

•0121 

70 

*0421 

15 

•0404 

45 

0000 

75 

-0404 

20 

•0421 

50 

- 

•0121 

80 

•0334 

25 

*0393 

55 

•0234 

85 

•0201 

30 

4* 

0327 

60 

- 

•0327 

90 

— 0-0000 

maxim* 
+ 00422 
- 0*0422 


On  examining  the  values  (23)  we  observe  that  the  greatest  velocity  takes  place  in  the 
quadrant  of  D",  and  at  the  point  where  A attains  its  greatest  positive  value,  viz.,  at  19°  from 
II ; we  also  perceive  that  the  least  velocity  occurs  in  the  quadrant  of  D'  and  at  the  point 
where  A attains  its  greatest  negative  value,  via.,  at  71°  from  E;  and  that  the  mean  angular 


velocity-  is  (•)  + 


M (» 


We  have  therefore, 


2 r 


Maximum  | 
Minimum 


value  of  to  = 


(*)+STw 


p_  ( p 

» ' r 


+ 0*0*12 


Position  when  the  Tflocity  is  £rc*t  c*t. 

AT 


(-)  (0*042) 

M («) 


Greatest  deviations  l 
from  mean  value  / 


Pp 
M {«) 


( P—  + 0*042  ) 
\ 2r  ' 


Position  when  the  Telocity  u lets*. 

/ 

/ 
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and  these  occur  in  the  positions  represented  in  the  figures  annexed.  For  only  one  engine 
and  crank  we  have  before  found  the  greatest  deviation  from  the  mean  angular  velocity  to  be 

PJL  (JL  4-  0*20?  ) in  which,  for  the  moment,  we  accentuate  the  symbol  P,  l»ecause  in  this 
M ( «)  ' 4 r ' 


case  it  represents  the  entire  acting  power,  whereas  in  (25)  it  represents  only  the  power  of  one 
of  the  two  engines ; and,  under  like  circumstances,  we  have  P'  = 2 P,  so  that  the  latter  ex- 


pression becomes  f + 0*114 


Comparing  this  with  (25)  it  appears  that  the 


variation  of  velocity  with  a single  engine  and  one  crank,  and  the  variation  of  velocity  with  a 


pair  of  engines  and  two  cranks,  are  to  each  other  in  the  ratio  of  £.  4*  0*818  to  £-  4-  0*082, 

r r 

which  ratio  varies  from  about  3 to  1 up  to  that  of  10  to  1. 

These  results  are  of  much  value  in  pointing  out  the  effects  to  he  produced  by  varying  the 
radius  of  the  crank,  the  length  of  the  stroke,  and  the  diameter  of  the  cylinder.  All  other 
circumstances  being  the  same,  the  values.  Pp,  M,  («)  will  be  constant;  and  therefore  the 


extreme  variation  of  velocity  will  always  be  proportional  to  £ 4-  0*828  for  one  crank, 


or 


£-  + 0*081  for  two  cranks  acting  alternately  in  the  usual  way.  Hence  it  follows,  that  by 

diminishing  the  radius  of  the  crank  and  increasing  the  length  of  the  connecting  rod,  the 
irregularity  of  the  movement  will  be  materially  diminished,  more  particularly  when  two 
engines  are  employed.  It  is  on  this  account  highly  desirable  to  have  as  long  a connecting 
rod  as  convenient,  in  proportion  to  the  radius  of  the  crank ; while,  on  the  other  hand,  it  adds 
another  to  many  important  objections'  against  the  adoption  of  the  American  proportions 
recommended  by  Professor  Renwick  at  page  109,  viz.,  to  employ  a crank  of  large  radius  and 
a long  cylinder,  since  the  disagreeable  and  destructive  jolting,  experienced  in  the  working  of 
engines,  is  principally  due  to  the  irregularity  of  action  here  alluded  to. 

We  have  gone  thus  far  into  an  investigation  of  the  motion  of  the  crank,  as  it  forms  one  of 
the  most  important  instruments  of  the  steam  engine,  and  has  hitherto  met  with  very  little 
attention  from  scientific  writers.  It  is,  doubtless,  the  most  simple,  and  perhaps  the  most 
efficient,  contrivance  that  can  be  devised  to  convert  a reciprocating  action  into  a rotatory 
motion  ; and  in  this  res|»eet  we  cannot  be  suqwised  that  it  has  not  been  superseded  by  any 
one  of  the  numerous  inventions  that  have  been  proposed  with  the  view  of  dispensing  with  it. 
We  are  compelled,  however,  at  the  same  time,  to  admit  that  this  beautiful  simplicity  is 
accompanied  by  corresponding  inconveniences  in  the  inequalities  of  motion,  pressure,  friction, 
and  consequent  wear.  The  mechanical  defects  of  engines  constructed  on  the  rotatory 
principle  appear  to  be  of  greater  magnitude,  and  the  disadvantages  and  difficulties  that  stand 
in  the  way  of  their  application  to  the  most  important  uses,  are  of  a very  formidable  nature. 
This  is  much  to  be  regretted,  as  we  conceive  a |)crfectly  equable  motion  to  be  a great  deside- 
ratum in  the  steam  engine,  and  the  oidy  hope  we  can  have  of  succeeding  in  obtaining  it  is  in 
the  exclusive  employment  of  rotary  action.  On  this  head  we  may  refer  our  readers  to  an 
instructive  paper,  entitled  wOn  the  Fallacies  of  the  Rotatory  Steam  Engine,”  by  John  Scott 


1 See  jingw  365,  366.  of  the  prevent  work. 
2 a 
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Russell,  Esq.,  & gentleman  to  whom  practical  science  is  much  indebted.  One  of  the  leading 
objects  of  this  paper,  which  is  printed  in  the  Edinburgh  New  Philosophical  Journal  for 
January  1838,  is  to  show  that  no  loss  of  power  is  sustained  by  the  intervention  of  the  crank; 
but,  in  doing  this,  it  should  be  remarked,  that  the  author  has  throughout  his  paper  discussed 
only  the  particular  case  in  which  the  moving  power  acts  on  the  crank  in  parallel  lines,  or  in 
which  the  connecting  rod  is  supposed  to  he  of  infinite  length ; and  that  this  necessarily 
reduces  many  of  his  statements  into  mere  approximations,  when  the  subject  is  generally  con- 
sidered. Mr.  Russell  has,  however,  handled  the  subject  with  considerable  power,  and  his 
remarks  are,  perhaps,  sufficiently  precise  for  the  object  he  had  in  view,  viz.,  to  dispel  the 
delusion  under  which  many  practical  men  labour  with  respect  to  the  nature  of  the  crank,  that 
it  is  attended  with  a loss  of  nearly  one-third  of  the  power.  It  is  well  known  that  persons  are 
to  be  found  who  have  been  the  subjects  of  this  delusion,  as  well  as  inventors  who  have  been 
its  victims,  but  we  cannot  concur  with  Mr.  Russell  that  “ some  eminent  standard  writers  on 
the  steam  engine  have  advanced  the  same  doctrines.”  Most  writers  who  are  accustomed  to 
treat  these  matters  scientifically  have  doubtless  considered  that  no  reasonable  dispute  could 
possibly  be  entertained,  and  have  thought  it  unnecessary  to  make  any  declaration  on  the 
point  in  question.  We  may,  however,  be  allowed  to  refer  to  one  exception.  At  page  137  of 
K Hann  and  Dodd’s  Mechanics  for  Practical  Men,”  the  very  question  is  taken  up,  and  com- 
prehensively disposed  of,  in  the  following  paragraph : — 

“ In  the  crank,  as  applied  in  the  steam  engine,  the  effect  which  is  produced,  is  to  the  effect, 
t(  were  the  force  to  act  perj»endieularly  on  the  crank  all  the  way  round,  as  twice  the  diameter 
u of  a circle  is  to  the  circumference ; in  consequence  of  which,  many  practical  men  have 
“ considered  that  there  is  a corresponding  loss  of  power  by  using  a crank ; without  ever 
“ considering  that  the  piston,  or  moving  power,  only  moves  through  twice  the  diameter  of  the 
“ crank’s  orbit,  while  the  crank  moves  through  its  whole  circumference.  For  here  the  same 

principle  holds  good  as  in  all  other  mechanical  contrivances,  viz.,  the  power  multiplied  by 
“ the  space  w hich  it  passes  over,  is  equal  to  the  weight  or  resistance  multiplied  by  the  space 
**  w’hich  it  passes  over.” 

These  statements  have  since  found  their  way  into  other  mechanical  works  of  more  recent 
date ; and  it  is  certainly  of  some  moment  that  practical  men  who  have  not  the  means  of 
following  out  theoretical  investigations  of  these  subjects,  should  be  thus  guarded  from  an  error 
by  which  many  of  them  have  been  so  widely  misled.  That  no  power  is  gained  or  lost  by  the 
use  of  the  crank  has  already  been  established  on  dynamical  principles  at  the  commencement 
of  this  paper.  We  are  not,  however,  to  conclude  that  this  principle  is  at  all  peculiar  to  the 
crank.  It  is  well  known  to  apply  to  every  combination  of  the  five  elementary  powers,  and  by 
the  principle  of  virtual  velocities  it  may  easily  Ik:  shown  that  it  is  an  universal  property  of 
mechanical  arrangement,  that  with  every  possible  mechanical  combination , no  power  can  be 
gained  or  lost , if  we  except  the  resistances  occasioned  by  friction. 
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II.  PRINCIPLE  or  LIVING  FORCES. 

The  quantity  of  power  expended  in  the  production  or  maintenance  of  any  effect  is,  how- 
ever, most  simply  determined  by  the  general  principle  of  living  forces.  This  principle,  which 
is  immediately  deducible  from  that  of  virtual  velocities,  is  applicable  to  every  possible  motion 
of  terrestrial  bodies,  and  may  be  enumerated  as  follows : 

At  any  instant  let  each  particle  of  the  system  be  multiplied  into  the  square  of  its  velocity, 
and  the  product  will  be  the  living  force  of  the  particle.  The  aggregate  of  all  these  products 
will  measure  the  total  amount  of  im]>etus  or  living  force  of  the  system. 

Let  each  force  Q,  acting  at  a particular  point,  be  multiplied  into  the  small  distance  dq  tra- 
versed by  that  point,  in  the  direction  of  the  line  in  which  the  force  acts,  during  an  elementary 
instant  of  time  dt>  and  the  product  will  measure  the  expenditure  of  power  during  that  instant. 
In  this  measurement,  the  forces  or  pressures  arising  from  the  connexion  of  the  parts  will  be 
neglected,  because  no  motion  can  at  any  instant  be  produced  in  the  direction  of  such  press- 
ures, ami  they  consequently  can  have  no  share  in  the  generation  or  consumption  of  living 
force ; hut  the  resistances  of  friction,  which  arc  proportional  to  the  pressures  on  the  parts, 
and  act  in  the  direction  of  the  motion,  must  be  regarded.  In  the  cases  where  the  point 
moves  in  the  direction  of  the  force,  the  effect  will  be  to  increase  the  living  force ; but  in  the 
cases  where  the  point  moves  in  the  contrary  direction,  the  effect  will  be  to  diminish  the 
living  force,  and  all  resistances  are  of  this  latter  description. 

Now,  if  from  double  the  total  expenditure  towards  the  increase  of  the  living  force  we 
deduct  double  the  total  expenditure  towards  its  diminution,  each  being  so  estimated,  the 
difference  will  always  accurately  express  the  variation  that  takes  place,  during  the  instant  dt, 
in  the  above-defined  value  of  the  living  force  of  the  system. 

The  sum  of  the  variations  through  successive  instants  will  express  the  total  variation  that 
takes  place  in  a finite  time.  When  the  forces  are  variable,  this  summation  must  he  effected 
by  the  integral  calculus;  but  when  the  forces  are  constant,  it  will  only  be  necessary  to  mul- 
tiply each  into  the  whole  distance  traversed  by  its  point  of  application  in  the  direction  of  its 
action,  to  get  its  effect  in  any  given  time  or  space. 

When  the  motion  is  permanent  and  the  velocities  recur  at  stated  periods,  the  whole  vari- 
ation of  living  force  through  the  extent  of  each  period  must  evidently  be  zero ; and  hence  in 
this  case  the  expenditure  of  the  moving  powers  must  be  precisely  equal  to  that  of  the 
resistances  throughout  an  entire  period. 

This  principle,  though  exceedingly  general,  is  of  very  easy  application,  and  it  will  readily 
be  perceived  how  the  preceding  theories  of  the  action  of  the  crank,  or  indeed  of  any  other 
action,  may  be  immediately  deduced  from  it. 

It  may  he  here  worthy  of  remark,  that  in  the  case  of  steam  employed  at  a given  temperature, 
the  density  being  inversely  as  the  pressure,  the  expenditure  of  the  moving  power  of  the 
piston  will  be  proportional  to  the  quantity  of  steam  consumed  or  the  effective  quantity  of 
water  evaporated. 
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III.  TRANSMISSION  OF  EFFECT  FROM  THE  CYLINDER. 

The  principle  that  no  power  can  be  gained  or  lost  in  its  transmission  by  means  of 
mechanism,  enables  us  without  much  difficulty  to  trace  the  effective  working  of  an  engine  due 
to  a given  pressure  in  the  cylinder. 

Let  a denote  the  diameter  of  the  cylinder  in  inches. 

/ „ the  length  of  the  stroke  in  feet, 

r „ the  temperature  of  the  steam  in  the  cylinders. 

P „ its  mean  pressure  in  lbs.  per  square  inch. 

F „ the  entire  friction,  estimated  on  the  pistons,  in  lbs.  per  square  inch. 

For  high  pressure  engines  this  must  include  the  pressure  of  the 
atmosphere. 

R „ the  resistance,  in  tbs.,  overcome  at  the  extremity  of  the  two  wheels  con- 
nected with  the  shaft. 

n „ the  number  of  strokes  per  minute, 

w „ the  velocity  of  the  piston  in  feet  per  minute. 

V ,,  the  velocity  of  the  circumference  of  the  wheel  in  feet  per  minute. 

7 r „ 314159,  &c. 

Then  if  Q denote  the  force  on  the  pistons  which  would  just  overcome  the  resistance  R,  wc 

V 

shall  have,  equating  their  powers,  Q « = R V ; and  therefore  Q ss  — R.  The  area  of  the 

two  pistons  being  square  inches,  the  pressure  per  inch  just  sufficient  to  overcome  the 
Q 2U  2 V 

resistance  will  be  a = = — -=  -=——  R.  To  this  odd  the  friction  F,  and  the  entire 

«■  ai  vra  ir  a*  (I 


pressure  |ier  square  inch  on  the  pistons  is  hence, 

P = JLL  R + F . . . (A). 

-it  aa  u 

But  since  V passes  through  irD,  » circumference  of  the  wheel,  and  u passes  through  2 /, 

V it  D 

twice  the  length  of  the  stroke,  in  each  revolution,  — = — j- ; and  this  being  substituted 
in  (A)  we  get, 

P = ® R + F....(B)| 

fl*  / 

and  hence, 

F=p-~  K (C), 

R = ^/(P-F)  ...'(D)} 

which  express  the  relations  amongst  the  mean  forces  or  pressures  P,  F,  R. 

The  velocities  of  the  parts  of  the  engine  depend  on  the  number  of  strokes,  that  of  the 
piston  being, 

u = 2 n 1 (E). 
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Also  the  number  of  horses’  power  on  two  cylinders,  according  to  Tredgold’s  general  rule,  page 
197,  is  found  to  be, 

-o»P  X 2 Hi 

H = , 

33000 


33000 


(F). 


The  numerator  of  this  expression  represents  the  quantity  of  steam  (w  n o*  /)  consumed  per 
minute  multiplied  into  the  pressure  (P)  at  which  it  is  supplied  to  the  cylinder : and,  the  tem- 
perature r being  supposed  to  be  preserved,  this  product,  in  fact,  expresses  the  evaporating 
power  of  the  boiler,  including,  of  course,  the  necessary  reductions  for  the  unavoidable  losses 
by  the  passage  of  the  steam  through  the  steam  pipe,  the  clearance  of  the  cylinder,  &c. ; and 
it  hence  also  appears  that  the  effective  evaporating  power  of  an  engine  is  proportional  to  the 
number  of  horses’  power. 

The  equation  (F)  gives  also, 

n P - ?3000H (G) 

IT  a%  l 


Thus  it  appears,  that  when  the  engine  is  working  at  a given  power,  the  number  («)  of  strokes 
per  minute  will  vary  inversely  as  the  mean  pressure  P on  the  piston,  which  is  a principle 
particularly  applicable  to  the  motion  of  Locomotive  Engines,  where  the  forces  P,  R,  are 
subject  to  considerable  variations. 

The  special  relations  of  the  motion  of  locomotive  engines  have  been  ably  treated  by  the 
Chevalier  G.  De  Pambour,  in  a valuable  treatise  recently  published  by  Mr.  Weale,  which 
contains  much  valuable  practical  information  on  the  subject.  From  numerous  experiments 
with  different  engines  on  the  Liverpool  and  Manchester  Railway,  made  under  the  author's 
inspection,  with  the  view  of  ascertaining  the  amount  of  friction,  he  has  arrived  at  the  following 
useful  conclusions,  respecting  the  resistance  to  traction,  which  may  be  regarded  as  approxi- 
mate estimations  for  locomotive  engines  as  at  present  constructed,  vis. 

1.  That  the  average  tractive  friction  of  the  carriages,  without  the  engine  and  tender,  may 
be  reckoned  at  8 lbs.  per  ton  of  the  entire  weight  of  the  carriages  and  load.  (Page  116). 

2.  That  the  average  friction  or  resistance  to  traction  of  well-constructed  locomotive  engines, 
in  good  order,  is  about  15  tbs.  per  ton  of  their  weight.  {Page  136). 

3.  That  the  tractive  friction  of  the  engine  is  increased  by  the  load  at  an  average  of  about  1 lb. 
per  ton.  (Page  157). 

We  may  hence  add, 

4.  That  the  friction  of  the  wheels  alone  of  an  engine,  by  the  first  estimation,  being  8 tbs. 
per  ton  of  its  own  weight,  the  friction  due  to  its  own  weight  as  a load  being  1 tb.  per  ton, 
and  the  whole  resistance  being  15  tbs.  per  ton,  it  follows,  that  the  friction  of  the  engine  gear 
alone,  independently  of  any  connexion  with  the  rails,  is,  on  the  average,  about  6 tbs.  per  ton 
of  the  weight  of  the  engine  applied  at  the  circumference  of  the  wheel. 

5.  That  the  entire  resistance  to  an  engine  and  train  may  he  estimated  at  9 tbs.  per  ton  on 
the  gross  weight  of  the  engine,  tender,  carriages,  and  load,  increased  by  6 tbs.  per  ton  on  the 
weight  of  the  engine  alone. 


Digitized  by  Google 


186 


APPENDIX. 


IV.  TRANSMISSION  FROM  THE  BOILER  TO  THE  CYLINDER. 

M.  Pambour  professes  to  determine  the  velocities  on  considerations  of  a novel  nature,  which 
may  be  briefly  explained,  thus : If  the  evaporating  power  of  the  boiler  be  capable  of  supplying 
a greater  quantity  of  steam,  at  the  required  pressure,  than  is  consumed  at  the  successive 
strokes  of  the  piston,  it  is  evident  that  the  pressure  of  the  steam  in  the  boiler  will  gradually 
increase,  provided  no  portion  is  supposed  to  escape  through  the  safety  valve  or  otherwise. 
This  increasing  pressure  will  gradually  accelerate  the  velocity ; and  finally,  when  the  engine 
attains  her  permanent  speed,  the  quantity  of  steam  consumed  in  the  cylinder  and  supplied 
through  the  steam  pipe,  must  evidently  correspond  with  the  quantity  evaporated  by  the 
lmiler.  Thus  he  pretends  to  introduce  a new  element  into  the  calculation,  viz.,  the  evapo- 
rating power  of  the  boiler,  which  again  is  to  be  estimated  by  the  quantity  of  fire  surface ; and, 
the  density  of  steam  at  a given  temperature  l>eing,  according  to  the  law  of  Boyle  and  Mariotte, 
proportional  to  the  pressure  and  inversely  as  the  volume,  as  in  the  ease  of  gases,  the  evapo- 
rating power  is  measured  by  the  volume  of  steam,  generated  in  a given  time,  multiplied  into 
its  pressure.  We  submit-,  however,  that  M.  Pambour  is  mistaken  if  he  supposes  such  a mode 
of  proceeding  to  involve  any  new  doctrine,  or  any  principle  that  had  not  already  been  laid 
down  by  Mr.  Tredgold  in  the  first  edition  of  this  work.  In  support  of  this  statement  we 
need  only  refer  to  the  equations  (F),  (G),  which  are  founded  on  Tredgold’s  well-known  rule  for 
calculating  the  power  of  an  engine,  and  from  which  it  will  appear  that  he  measures  the  power 
by  the  quantity  of  steam  effectively  consumed  in  the  cylinder  per  minute,  multiplied  into  its 
pressure.  Indeed,  the  preceding  equations  (A),  (B),  (C),  (D),  (E),  (F),  (G),  which  are  strictly 
in  accordance  with  the  principles  laid  down  by  Tredgold,  constitute  the  whole  of  our  scientific 
information  on  the  power  of  the  steam  engine  that  lias  hitherto  been  established  on  theoretical 
principles.  No  scientific  theorist  or  experimentalist  has  yet  satisfactorily  ascertained  the  laws 
which  regulate  the  transmission  of  the  steam  from  the  boiler  to  the  cylinder,1  and  we  cannot, 
therefore,  be  surprised  that.  Tretl gold  has  treated  this  part  of  the  subject  in  a very  slight  and 
imperfect  manner,  Wc  here  allude  to  Art,  396,  which  has  especially  been  objected  to  by  the 
Chev.  de  Pambour,  in  a Memoir  on  the  Steam  Engine,  just  published  in  the  form  of  a 
pamphlet  by  Mr.  Weale.  With  tins  we  may  include  Articles  402, 408,  416,  and  126 ; and  we 

1 It  is  impossible  that  tUl  difficulty  can  net  be  properly  surmounted  until  wc  drat  determine  cither  the  specific  licat  of 
steam,  or  the  whole  quantity  of  heat  contained  in  a given  volume  of  steam  at  a given  temperature  and  pressure.  A decisive 
step  towards  the  solution  cif  thia  meat  important  problem  has  hem  effected  liy  E.  Clapeyrotv,  iu  a Memoir  Inserted  in  the 
'Journal  de  I'Eeole  Royale  Poly  technique,'  sol.  jdv.  page  153.  The  imestigation  is  conducted  on  a principle  which  to  all 
appearance  is  deserving  of  credit,  viz.,  that  no  power  can  possibly  be  created  or  graeratei]  without  the  transmission  of  a 
portion  of  brat.  and  that  the  amount  of  power  must  lie  wholly  independent  of  the  nature  of  the  medium  of  transmission. 
The  latter  condition  depends  on  the  former ; for  if  the  power  developed  varied  with  the  nature  of  the  medium,  a quantity  of 
heat  lieing  transmitted  by  one  medium  and  returned  by  nnotlwr,  • portion  of  power  might  he  so  gained  or  lost  without  any 
resulting  or  effective  tnnsmUsiun.  In  this  principle  it  is  of  course  BMUinrd  that  no  loss  of  |iower  or  rt*  rim  is  occasioned  by 
contact  of  holies  of  different  temperatures.  The  application  of  it  is  very  ingenious,  and  leads  to  the  following  express  ion  for 
the  whole  quantity  (Q)  of  beat  contained  in  a volume  (e)  of  steam  at  the  pressure  (p),  vis.. 

Q — /(/>•  *)  — P (p  • *)  hyp.  log.  p, 

in  which  f(p  . r),  F {p  . r)  denote  function*  of  the  product  {p  . r)  of  the  pressure  and  volume,  the  nature  of  which  functions 
still  remain  to  he  determined  before  the  solution  can  be  considered  to  be  complete.  It  is  found  by  experiments,  that  the  latter 
function  increase*  gradually  with  the  temperature. 
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have  every  reason  to  supjwjse  that  they  were  all  of  them  approximate  estimations  for  the  work 
of  such  engines  as  Mr.  Tredgold  had  access  to  for  his  experience,  which,  in  reference  to  engine* 
now  constructed,  were  no  doubt  of  very  limited  dimensions  and  power,  and  of  comparatively 
inferior  workmanship.  There  can  be  no  doubt  that  estimations  of  this  kind,  where  a fixed 
proportion  of  the  whole  power  is  taken,  are  not  to  be  depended  upon.  It  cannot,  however, 
be  overlooked  that  M.  Pambour,  in  throwing  discredit  on  what  he  terms  the  ordinary  theory, 
has  unfairly  applied  the  principle  of  constant  coefficients  in  such  a way  as  had  never  been 
contemplated  by  Tredgold  or  any  one  else;  besides,  it  should  be  observed,  that  M.  Pambour 
has  only  evaded  the  difficulty  in  another  way:  he  has  estimated  the  friction  and  losses  in  a 
manner  more  in  accordance  with  the  nature  of  the  steam  engine,  but,  nevertheless,  equally  as 
empirical  as  that  of  Tredgold ; and  the  state  of  the  problem  remains  nearly  the  same  as  it  did 
before.  For  instance,  in  his  Treatise  on  Locomotive  Engines,  page  184,  he  takes  the  effective 
evaporation  through  the  cylinders  at  three-fourths  of  the  total  evaporation  in  the  boiler,  viz., 
the  effective  evaporating  power  0*3  cubic  foot,  and  the  total  evajxtrnting  power  0*4  cubic  foot 
of  water,  for  each  square  foot  of  surface  exposed  to  the  fire.  On  the  whole,  we  are  compelled 
to  conclude  that  such  estimations  arc  not  to  be  relied  upon  as  general  rules ; that  where 
accuracy  is  really  wanted,  the  actual  amount  of  loss,  Ac.,  is  only  to  be  estimated  by  haring 
recourse  to  the  experience  of  each  individual  description  of  engine  under  given  circumstances ; 
and  that  the  correct  value  of  the  effective  power  of  an  engine  is  only  to  be  found  in  the  mean 
pressure  on  the  piston,  and  the  velocity  with  which  it  moves,  according  to  the  old  rule. 

There  is  one  more  point  in  M.  Pamljouris  strictures  on  Tredgold’s  principles  which  it  may 
be  necessary  to  notice,  being  one  on  which  he  has,  by  some  sort  of  inattention,  allowed 
himself  to  he  grossly  deceived.  The  point  in  question,  which,  on  being  misrepresented,  might 
possibly  mislead  others,  is  involved  in  the  following  extract  from  page  D of  his  Memoir  on  the 
Stcani  Engine: 

u Tredgold,  in  his  Treatise  on  Steam  Engines  (Art.  12?  and  following),  undertakes  to 
u calculate  the  velocity  of  the  piston  from  considerations  deduced  from  the  velocity  of  the 
a flowing  of  a gus,  supposed  under  a pressure  equal  to  that  of  the  boiler,  into  a gas  supposed 
w at  the  pressure  of  the  resistance.  He  concludes  from  thence,  that  the  velocity  of  the  piston 
“ would  he  expressed  by  this  formula, 

V = 6*5  s/% 

« in  which  Y is  the  velocity  in  feet  per  second,  and  h stands  for  the  difference  between  the  heights 
“ of  two  homogeneous  columns  of  vapour,  one  representing  the  pressure  in  the  boiler,  the  other 
“ that  of  the  resistance.  But  it  is  easily  seen,  that  this  calculation  supposes  the  boiler  filled  with 
“ an  inexhaustible  quantity  of  vapour,  since  the  effluent  gas  is  supposed  to  rush  into  the  other 
“ with  all  the  velocity  it  is  susceptible  of  acquiring,  in  consequence  of  the  difference  of  pressure. 
“ Now  such  an  effect  cannot  be  produced,  unless  the  boiler  he  capable  of  supplying  the  expendi- 
u ture,  however  enormous  it  might  be.  This  amounts  consequently  to  supposing  that  the  produc- 
“ tion  of  steam  in  the  boiler  is  unlimited.  But,  in  reality,  this  is  far  from  being  the  case.  It  is 
“ evident  that  the  velocity  of  the  piston  will  soon  Iks  limited  by  the  quantity  of  steam  pro- 
“ dueible  by  the  boiler  in  a minute.  If  that  production  suffice  to  fill  the  cylinder  200  rimes 
“ in  a minute,  there  will  he  200  strokes  of  the  piston  per  minute ; if  it  suffice  to  fill  it  300 
u times,  there  will  he  300  strokes.  It  is  then  the  vaporization  of  the  boiler  which  must 
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* regulate  the  velocity,  and  no  calculation  which  shall  exclude  that  element  can  possibly  lead 
u to  the  true  result ; consequently  the  preceding  formula  cannot  be  exact. 

“ Tli is  is  why,  in  applying  this  formula  to  the  case  of  an  ordinary  locomotive  engine  of  the 
“ Liverpool  Railway  with  a train  of  100  tons,  the  velocity  the  engine  ought  to  assume  is  found 

to  be  7^4  feet  per  second,  instead  of  twenty  miles  an  hour,  or  30  feet  per  second,  which  is 
M its  real  velocity.” 

On  reference  to  the  article  alluded  to,  it  will  at  once  be  perceived  that  these  remarks  are 
based  entirely  on  M.  Pambour’s  own  misconception  of  what  Tredgold  has  really  given.  The 
formula  in  question  has  no  reference  whatever  to  the  velocity  of  the  piston.  It  will  be 
observed,  that  instead  of  the  velocity  of  the  piston,  it  is  distinctly  given  as  the  velocity  of  the 
steam  through  the  steam  pipe,  and  that  the  sole  object  of  TVedgold’s  inquiry  is  no  velocity  at 
all,  but  merely  the  determination  of  the  requisite  aperture  of  the  steam  pipe ! This  sufficiently 
accounts  for  M.  Pam  hour  having  puzzled  himself  with  the  case  of  the  Liverpool  Railway 
locomotive  engine,  and  leaves  us  with  the  full  assurance  that  Tredgold  was  too  well  acquainted 
with  the  nature  of  his  subject  to  allow  himself  to  wander  so  immeasurably  from  the  truth  as 
M.  I*ambour  had  supposed. 

We  have  not  made  the  preceding  remarks  with  any  view  to  the  disparagement  of  what  the 
Chev.  dc  Pambour  has  done  towards  our  knowledge  of  the  steam  engine,  which  we  by  no 
means  hold  to  be  unimportant:  be  is  evidently  well  versed  in  the  practical  nature  of  its 
action ; he  has,  doubtless,  furnished  the  best  set  of  experiments  on  locomotive  engines,  and 
his  general  remarks  embody  much  sound  and  valuable  information  on  that  subject.  We 
cannot,  however,  admit  that  he  has  made  any  important  advance  in  the  mathematical 
theory  of  the  steam  engine,  much  less  that  he  has  brought  it  to  absolute  perfection ; and  so 
long  as  the  theory  remains  incomplete,  we  must  continue  to  make  certain  estimations  by 
assumed  and  approximate  rules.  It  is  fortunate,  however,  that  the  theory  of  transmission 
from  the  boiler  to  the  cylinder 1 and  other  points,  which  Tredgold  left  untouched,  and  which 
are  still  open  for  future  investigation,  are  matters  that  may  be  practically  dispensed  with. 

V.  PADDLE  WHEELS. 

It  was  originally  our  intention  to  have  entered  rather  fully  into  the  theory  of  the  action  of 
paddle  wheels ; but  this  has  been  rendered  almost  wholly  unnecessary  by  the  valuable  con- 
tributions of  Mr.  Barlow  and  Mr.  Momny,  who  have  each  discussed  the  subject  with  great 
ability  and  at  considerable  length.  Mr.  Barlow’s  paper  is  interspersed  with  numerous  ex- 
perimental results  arranged  in  the  convenient  form  of  tables,  and  lie  has  successfully  applied 
these  results  to  the  solution  of  various  practical  questions  of  great  importance.  Mr.  Momay 
has  classified  the  various  kinds  of  wheel,  and  treated  the  subject  of  their  capabilities  and 
relative  merits  with  an  attention  to  mathematical  precision  much  to  be  desired,  but  which  we 
think,  in  some  cases,  unfortunately,  to  l>e  beyond  the  practical  nature  of  the  inquiry,  since 
the  action  of  the  floats  must  always  be  affected,  in  some  degree,  by  the  disturbance  of  the 
fluid  through  which  they  have  to  pass,  more  particularly  when  the  velocity  of  the  vessel  is 

1 It  would  be  highly  tic*i  ruble  to  have  a scrie*  of  well -conducted  experiment*  on  this  paint. 
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slow.  This  disturbance  has  already  been  partially  alluded  to  in  the  foot-note  at  page  311  of 
this  work,  and  it  will  no  doubt,  to  a certain  extent,  vitiate  any  calculation  of  the  power  of  an 
engine  which  does  not  include  its  influence,  however  exact  it  may  be  in  other  respects.  Be- 
sides, independently  of  this  disturbance,  the  assumed  law  that  the  resistance  varies  as  the 
square  of  the  velocity,  cannot  be  regarded  as  satisfactorily  established,  since  another  agent, 
of  considerable  influence,  is  to  be  found  in  the  waves  produced  by  the  action  of  the  vessel  on 
the  fluid.  For  these  reasons  we  arc  inclined  to  doubt  whether,  to  practical  men  in  particular, 
the  general  accuracy  of  the  calculations  can  reach  that  degree  of  minuteness  which  will  com- 
pensate the  labour  incurred  by  the  complexity  of  Mr.  Momay’s  analytical  expressions.  His 
investigations  cannot  fail,  however,  to  be  highly  esteemed  by  such  of  our  scientific  readers 
as  may  be  desirous  of  thoroughly  examining  the  theory  of  this  interesting  and  important 
subject. 

We  here  propose,  in  the  first  place,  to  explain  precisely  how  the  power  of  the  engine  is 
distributed  in  the  general  production  of  effect ; then  to  show  how  the  determination  of  the 
power  of  a wheel,  by  means  of  the  centre  of  pressure,  may  be  materially  simplified  for  prac- 
tical calculation  ; after  which  we  shall  add  a few  remarks  on  the  resistance  of  fluids. 

Suppose  a force  Q to  intervene  between  any  two  objects  A,  B,  tending  to  their  separation, 
and  to  act  simultaneously  upon  both  of  them  in  the  opposite  directions,  according  to  the 
property  of  action  and  reaction.  Then,  if  da,  db , denote  the  indefinitely  small  distances 
described  in  an  element  of  time,  and  c the  mutual  distance  of  A and  B,  by  the  principle  of 
living  forces  the  quantity  of  power  exi>cndcd  on  A will  be  Q da,  that  expended  on  B will  be 
Q db,  and  the  entire  expenditure  of  power  will  be  Qda  + Q db  = Q dc.  In  this  manner  we 
shall  find  no  difficulty  in  resolving  the  action  of  a paddle  wheel  into  its  distinct  effects  on  the 
vessel  and  the  fluid. 

In  the  annexed  diagram  let  C be  the  centre  of  the  wheel ; A D B 
the  arc  which  passes  through  the  centres  of  pressure  of  the  paddles, 
and  m n any  position  of  one  of  them  when  immersed  in  the  fluid. 

Let  V denote  the  circumferential  velocity  of  the  point  A round  the  centre  C,  in  feet  per 
second. 

v „ the  velocity  of  the  vessel  in  feet  per  second. 

k „ C A,  the  radius  of  the  wheel  to  the  centre  of  pressure,  and  estimated  in  feet. 

a „ the  height  of  C above  the  surface  of  the  fluid,  and  estimated  in  feet. 

<f>  „ the  angle  A C D of  the  radius,  with  the  vertical. 

* „ the  value  of  when  the  point  A enters  or  quits  the  fluid. 

e „ the  angle  n A C of  the  paddle  with  the  radius. 

m „ the  number  of  paddles  on  each  wheel. 

* „ the  surface  of  each  paddle,  in  square  feet. 

S „ the  surface  of  the  m paddles  on  each  wheel,  = hi  *. 

p „ the  pressure  on  the  paddle,  in  tbs,,  supposed  to  be  concentrated  at  A. 

Then,  the  angle  of  the  float  with  the  vertical  = ^ — e;  the  velocity  V resolved  in  the  direc- 
tion perpendicular  to  the  surface  of  the  paddle  = V cos.  e ; that  of  v = v cos.  — c)  in  the 
opposite  direction  ; and  therefore  the  effective  velocity  of  the’ paddle  through  the  water  per- 
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pendicularlv  to  its  plane  is  V cos.  e — v cos.  — e).  Consequently,  adopting  the  same  law 
of  resistance  as  that  followed  hy  Mr.  Momay,  we  have, 


V cos.  t — v cos. 


(*-«)}*• 


By  putting  the  effective  velocity  of  the  paddle  equal  to  aero,  we  have  V cos,  e — 
v cos,  (<£  — • c)  = of  which  gives, 

. V -t>  cos.  <f>  ,r, 

v sin.  <£» 

and  this  determines  the  position  in  which  the  ] uuldtc  would  pass  through  the  water  edgewise, 
without  producing  any  effect. 

The  pressure  p being  resolved  tangentially,  horizontally,  and  vertically,  gives, 

Tangential  pressure  = p cos.  e. 

Horizontal  pressure  = p cos.  (<f>  — <), 

Vertical  pressure  = p sin.  (<£  — e). 

In  an  elementary  instant  dt  of  time,  the  distances  traversed  hy  the  point  A are. 

Tangential  distance  = V . dt  1 » . .«  n 

7 V relatively  to  the  Engine  ; 

Horizontal  distance  = V cos.  <f> . dt  J 

also. 

Horizontal  distance  = (V  cos.  *-•).*  1 relativclv  to  the  Fluid 
Vertical  distance  = V sin.  $ . dt  i 

and  the  horizontal  distance  traversed  by  the  vessel  = v.dt. 

By  multiplying  the  tangential  pressure  into  the  tangential  distance  relatively  to  the  engine, 
we  have, 

Power  developed  by  the  engine  s =pV  cos.  * . dt. 

By  multiplying  the  horizontal  pressure  into  the  horizontal  distance  traversed  relatively  to 
the  engine,  we  have. 

Power  developed  horizontally  = p V cos.  <f>  cos.  — c)  . dt. 

By  multiplying  the  vertical  pressure  into  the  distance  traversed  vertically,  we  have. 

Power  developed  verticallyT  = p V sin.  $ sin.  — r)  . dt. 

By  multiplying  the  horizontal  pressure  by  the  horizontal  distance  traversed  with  respect 
to  the  fluid,  we  have. 

Power  expended  horizontally  on  the  water  = p {V  cos.  tf>  — v)  cos.  — e)  . dt. 

Lastly,  by  multiplying  the  horizontal  pressure  by  the  horizontal  distance  traversed  by  the 
vessel,  wc  have, 

Power  expended  horizontally  on  the  vessel  = p v cos.  (^  — «)  . dt. 

These  results  may  be  conveniently  classified  thus  s 

rby  the  Engine  as  p V cos.  e . dt  ^ 

I.  Entire  power  I r i 

expended  ] thc  Flu,d  = P i V cos-  * - » cos.  ($-»)}.  dr  > (e). 

'-on  the  Vessel  = p v cos.  {<f>  — e)  . dt  J 


I.  Entire  power 
expended 


| (e). 
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by  the  Engine  = p V cos.  <f>  cos.  (<£  — c)  . dt 
on  the  Fluid  = p (V  cos.  — v)  cos.  (<f>  — «) 
on  the  Vessel  = p v cos.  ($  — «)  . dt 

{bv  the  Engine  1 

on  the  Fluid  J = * V ain'  * ,in-  » “ • dl 

on  the  Vessel  = o 


}••• 


id). 


■ w* 


II.  Power  ex- 
pended hori-  ^ on  the  Fluid  = p (V  cos.  — v)  cos.  (<f>  — «)  . dt 
zontally 

III.  Power  ex- 
pended verti- 
cally 

In  each  case  it  will  be  observed  that  the  power  expended  by  the  engine  is  made  up  of  the 
powers  expended  on  the  fluid  and  on  the  vessel ; it  will  also  be  observed  that  the  entire 
expenditure  is  made  up  of  the  horizontal  and  vertical  expenditures. 

The  whole  power  expended  by  the  engine  being  p V cos.  t . dt , and  the  useful  power,  or 
that  expended  horizontally  on  the  vessel,  being  p t>  cos.  — c)  . dt , the  proportion  of  the 

power  that  is  effective  is  r c^-_  ^_T7  which  evidently  increases  with  the  angle  c.  It  attains 
V cos.  e 

the  value  of  unify  when  e attains  the  value  according  to  the  equation  (A),  or  when  the  paddle 
moves  through  the  water  edgewise,  and  produces  no  effect.  If  < be  taken  greater  than  the 
value  so  determined,  the  effective  velocity  will  become  negative,  and  the  paddle  will  act  in  the 
contrary  direction  and  retard  the  vessel.  It  is  wrong,  however,  to  suppose,  as  is  sometimes 
done,  that  the  misdirected  action  of  the  vertical  paddle  in  such  a case  constitutes  a dead  loss 
of  power,  since  it  is  plain  that  when  the  paddle  ceases  to  propel  the  vessel,  it  will  at  the  same 
instant  cease  to  put  the  engine  to  any  expense  of  power ; and  when  it  impedes  the  vessel,  it 
will,  at  the  same  time,  assist  the  efforts  of  the  engine,  and  thereby  increase  the  action  of  the 
other  paddles. 

By  integrating  the  preceding  expressions  ( c ) {</)  (e),  we  shall  obtain  the  respective  amounts 
of  power  developed  by  one  paddle  during  any  finite  time,  or  throughout  any  proposed  finite 

a 

distance.  For  conciseness  let  N dt  denote  any  one  of  them.  Then  J*  N dt  will  give  the 

o 

power  expended  during  each  half  revolution  of  the  wheel,  supposing  the  motion  of  the  paddle 
to  begin  or  end  at  the  lowest  point  D ; or  since  dt  = , 

a 

Power  expended  by  one  paddle  in  each  l _ k P ^ ^ , 
half  revolution  J V J * 


Power  expended  by  all  the  paddles  in  ^ _ 2 m k 
each  half  revolution 


| = f n </<*>. 


Now,  the  circumferential  distance  traversed  by  the  centre  of  pressure,  in  half  a revolution, 
being  i t k , and  the  velocity  per  minute  being  60  Y,  the  number  of  minutes  elapsed  will  be 

7T  k 


60  V 


Therefore,  dividing  the  last  expression  by  this  number,  we  have. 


Power  expended  per  minute  by  1 _ 120  m 


both  wheels 


} = lJTf 
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Hence,  dividing  this  by  the  amount  expended  per  minute  by  one  home’s  power 
= 33000  x X = 33000,  we  get, 

a 

Horse  power  expended  by  both  1 _ m P N dd>  . . . . if)* 
wheels  J ir  ^ 

In  the  values  of  N given  in  equations  (e),  (tf),  (e),  restore  the  value  of  p by  equation  (a) ; 
assume 


t = 10?-L.  * = 1-15291 

2?5  w 2g 

and  we  deduce  the  following  general  formuhe  : 


(y). 


by  tlie  Engine 
on  the  Fluid 
on  the  Vessel 

by  the  Engine 


I,  Houses’  Power  expended  entire, 
a 

V j cos.  e | V cos.  e — v cos.  (<£  — «)  J *d<t> 
0 

A 

J*  | V cos.  < — v cos.  (<£  — c)  | *dtf> 
a 

v J*  cos.  (<p  — e)  | Vcos.c  — rcos.(^— e) 
o 

II.  Horses’  Power  expended  horizontally. 


> = X < 
r 1000  ^ 


>•..(*) 


on  the  Vessel 


*1 

a 

\J  cos.  cos.  {£  — e)  | V cos.  e — v cos.  (0  — «)  J gd<t> 
0 

a 

j*  { V cos . £ — i ) cos.  (£  — t)  | V cos.  € — p cos.  (£  — e)  J * d<f> 
0 

A 

v J cos.  (4>  — e)  | V cos.  e — i?  cos.  {<f>  — c)  j *d<f> 

0 J 

111.  Horses’  Power  expended  vertically. 


by  the  Engine  l _ «8  x y C ,in.  4,  *in.  ($  - c)  { V cw.  e - e cos.  (£  - e)  } \ 

on  the  Fluid  J 1000  */„  1 > 

on  the  Vessel  = o 

To  effect  the  integration  of  these  expressions,  the  mechanical  properties  of  the  wheel  will  give 
e a function  of  <f> ; and  in  this  way  they  will  evidently  apply  to  every  possible  description  of 
wheel. 

By  way  of  examples  wc  shall  apply  the  formula  (A)  to  Oldham’s  wheel,  the  common  wheel, 
and  the  vertically  acting  wheel. 
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1.  Oldham’s  Wheel.  Here  e = and  hence,  the  number  of  horses’  power  ex- 
pended, 


by  the  Engine 


on  the  Fluid 


on  the  Vessel 


> = _^_  x< 
? 1000  ^ 


V (V  - «)•  J'  d<fr  cos.1 

o 

a 

(V-ti}'  J'  d$  cos.5  J. 
0 

a 

t>  (V  — v)*  J'  dfcoi'A. 


In  which 


f*  J.  . <f>  „ / 1 i«  i 2\  • x 5 + cos.  a a 5 -fCOS.  a . j 1 — COS.  a 

/ d d>  cos.*  = 2 ( - cos.*  - + - ) sin.  - = sin.  - = — V — 

•7  2 '323'  2 3 2 3 2 

o 

5 + i f\ 

ss  * v — may  be  very  readily  calculated. 

The  respective  proportions  of  the  whole  power  expended  on  the  Fluid  and  Vessel  are  therefore 

and  • 

V V 

2.  The  Common  Wheel.  Here  c = o,  and  the  number  of  horses’  power  expended, 
by  the  Engine 


on  the  Fluid 


on  the  Vessel 


. _ e S x . 
' ” 1000  x ^ 


V J'  (V  - van.  <t>)’d4,. 

O 

a 

j (V  — c cos.  4>yd<f>. 

0 

A 

V J COS.  4>  (V  — V COS.  £j*(ty. 


3.  The  Vertically  acting  Wheel.  Here  e = and  the  number  of  horses’  power 
expended, 


by  the  Engine 


on  the  Fluid 


on  the  Vessel 


> = x < 

1000 


V j*  cos.  <f>  (V  cos.  <f>  — t »)*</£. 
o 

a 

j*  (V  cos.  ^ — t >)*<ty. 
a 

I 'J*  (V  cos.  <f>  — 
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Assume  now, 

<z 

A = c J'  d$  = 1-15921  («) 

flt 

»='f  d<p  (cos.  0)  = 1*15921  (sin.  a) 

a 

a 

A'  = tf  d*  (co».*  *)  = 1-15921  (3^1-*  + - 3 * ) 

O 

a 

B‘  = cj'  d*  (CO!!.*  </>)  = 1-15921  ( | + ’.'l-j,’  ) 

© 

and  we  shall  have. 


Horses*  Powers 


With  the  Common  Wheel, 
f expended  by  the  Engine  1 g 


■(0; 


l effective  on  the 


Vessel  / 


1000 


f V (A  V*  — 2 B V v -f  BV)*| 
l»(AV-  2 B'  V t>  + B V*) J 


Horses’  Powers 


With  the  Vertically  actino  Wheel, 
f expended  by  the  Engine  1 g fV  (A' V*  — 2 B' V v -f  Br*)] 


l effective  on  the  Vessel 


;inel  g fV(A'V*  -2B'Vv  + Br*)l 

si  / 1000  X ^p(Ar*-2BVll  + B'\r,)  /”" 


These  last  expressions  afford  great  facility  in  the  solution  of  any  questions  concerning  the 
working  of  paddle  wheels,  as  they  give  the  most  simple  relations  amongst  the  four  leading 
quantities,  viz.,  the  proportionate  immersion,  the  power,  and  the  two  velocities,  and  enable  us 
to  determine  any  one  of  these  when  the  other  three  are  known. 


For  convenience  of  calculation  the  values  of  the  coefficients  A,  B,  A',  B',  which  depend  on 
the  immersion  of  the  centre  of  pressure,  arc  exhibited  in  the  following  table.  They  arc  given 
for  every  hundredth  of  immersion  as  far  as  eight-tenths  of  the  radius  of  the  wheel,  which  will 
take  in  ever)*  possible  case  in  practice  ; and  the  smaller  figures  inserted  at  the  right  hand  of  each 
column  are  the  respective  differences  of  the  two  values  between  which  they  stand,  and  serve  to 
expedite  the  interpolation  of  any  intermediate  value  falling  between  those  in  the  table,  for 
which  simple  proportion  will  be  quite  sufficient. 
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CO-EFFICIENTS  FOR  CALCULATING  THE  ACTION  OP  PADDLE  WHEELS. 

[The  first  column  contains  the  greatest  immersion  of  the  centre  of  pressure  in  parts  of  the  radius  drawn 

to  that  centre.] 


Dip  of 

CmtTI!  erf 
pressure. 

n 

A' 

r 

000 

o-oi 
002 
0 03 

004 

005 

0-06 

007 

008 
0-09 

o-io 

o-n 
0 12 
0 13 
0*14 
0-15 

0-16 
0 17 
018 
0-19 
0-20 

021 
0 22 
0 23 
0-24 
0-25 

0-26 
0 27 
0-28 
0-29 
0 30 

0-31 

0-32 

0*33 

0-34 

0-35 

0-36 
0-37 
0 38 
0-39 
0-40 

0 0000 

1*32 
O'  1633  ... 
0*2310  ", 
0-2831  “ 

0 3272  z 

0-3661 

US 

0 4014 
0 -1333  2 
0-4643 
0 4923 
0-5200  ' 

253 

0-5458 
0-5706  2'1 
0-5944  * 

0-6174  ”* 
0-6336  222 
216 

0-6612 
0-6822  2" 
0-7026  21 
0-7225  199 
0-7413  194 
190 

0-7609 
0-7735  I9’ 
0-7978  185 
0-8157  179 
0-8333  176 
172 

0-8505 
0-8675  1,0 
0-8843  168 
0-9008  161 
03170  162 
161 

0-933! 

0 3489  “ 
03645  99 
0-9800  115 

0- 9952  152 

151 

» OIOS  ll9 

1 0252  ;9 

1 0400  8 

1- 0546  1,6 
1 0691  145 

00000 

1626 

0*162G 
0 2294  509 
0-2803 
03228  J* 
0-3600 

333 

0*3933  ^ 
0-4238 
0-4518  “J 
0-4780 
0-5026  240 
231 

0-5257  21- 
O'-'1476  2<w 
0*5684  ™ 
0-5883  ” 
0-6074  Vl 
182 

0*6256  ... 
0 6431  ” 
0-6599 
0*6761  |J! 
0*6917  m 

151 

(P70G8 

O’7*1*  ” 
0*7356  4 
0*7493  13' 
0-7626  133 
129 

0r77B5 
0-7880  J" 
0-8001 
0*8119  118 
0*8233  114 
111 

0-8344 
0-8453 
0-8559 
0*8661  102 
0*8761  100 
98 

0-8859 
0*8953 
0*9046  ” 
0-9136  98 
0 9223  87 

o-oooo 

1616 

0*1616  ,48 
0 2264  "" 
02748  48! 
03144  ™ 
0*3483  J 
29# 

0-3781  2&6 
0-4047  “ 
04297  * ” 
0 4506 
0*4707  2Ul 
m 

0*4892  1?2 
««> 

05224  j 

0-5512  139 
136 

0-5642  ... 
0 5764  “ 
05878  " 
0-5986  98 
0*6087  101 
96 

0*6183 
0*6273  ” 
0*6358  “ 
0*6438 
0 6514  70 
71 

0*6585  ... 
0*6653  " 

0 6717  oi 

0*6777  W 
0 6834  57 
53 

0*6887 
0*6938  51 
0*6986  48 
0 7032  4ft 
0 7075  43 
40 

0-7115 
0*7154  ;; 
0-7190  36 
0*7224  34 
0 7256  32 

o-oooo 

1621 

01621  ... 
0 2279  m 
0-2775  J 
o-*i85 
0 3540 

316 

0-3856  ... 
0-4140™ 
o-woo  “9 
0*4639  a * 
0*4861  222 
20B 

0-5069  .9| 
0 5263 
0*5445  " 

05617  162 
0-5779  162 
154 

0*5933 
0-6079  “ 
06218 

0 6350  im 
0*6476  126 
120 

0*6596  ... 
0-6711  9 

0*682 1 
0*6926 
0*7026  100 
96 

07122 
0*7214  M 
0*7302 
0*7386  84 
0-7467  81 
7R 

0*7545  .. 
0 7619  l4 
0*7690  71 
0 7758  6H 
0*7823  85 
63 

0*7086  6() 
0 7946  ™ 
0*8004 
0*8059  55 
0*8112  53 
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Dip  of 
centre  of 
pct-itufc. 

A 

0-40 

1*0691 

0-41 

1*0885 

0-42 

4 0977 

043 

1*1)18 

0-44 

1*1257 

045 

1*1396 

0-46 

1-1533 

0-47 

1*1670 

0-48 

1*1805 

049 

1*1939 

050 

1 2073 

0-51 

1*2206 

0-52 

1 ’9838 

0-53 

1*2469 

0-54 

1*9599 

055 

1*2728 

0*56 

1*9867 

0-57 

1-2985 

0-58 

1*8118 

059 

1*3939 

0-60 

1*3365 

0-61 

1-3491 

0-62 

1*3616 

0-63 

1*3740 

0-64 

1-3864 

0*65 

1*3987 

066 

1-4110 

0-67 

1-4233 

0-68 

1-4355 

069 

1 4476 

0-70 

1-4597 

0-71 

1 4718 

0-72 

1 4838 

0-73 

1-4958 

0-74 

1-5078 

0*75 

1 5197 

0*76 

1*5316 

0-77 

1-5435 

0-78 

1*5553 

0-79 

1-5671 

0-80 

1*5788 

141 

142 
111 
139 
139 


B 


09223 

09309 

0-9392 

0-9473 

0*9552 

0-9629 


#6 

83 

81 

79 

77 


0-7256 
07286 
0 7314 
0 734! 
0-7366 
07390 


137 

137 

133 

134 
134 
133 
132 
131 
130 
129 
129 

128 

128 

126 

126 

126 

125 

124 

124 

123 

123 

123 

122 

121 

121 


0-9704 

0-9777 

0-9848 

0-9917 

0-9985 


65 


0050  f 
0114  , 


61 

01 7G  l\ 
0237 
0296  ' 


0353 

0409 

0463 

0516 

0567 

0616 

0664 

0711 

0756 

0800 

0842 

0883 

0923 

0961 

0998 


. 59 
57 

56 

54 

8 1 


07412 

0-7433 

0-7453 

0-7471 

0-7488 

0*7504 
0 7519 
0-7534 
0 7547 
0-7559 

0-7570 

0-7581 

0-7591 

0*7600 

0-7608 

0-7616 
0*7623 
0 7629 
0 7635 
0-7641 

07646 

0-7651 

0-7655 

0-7659 

0-7662 


121 

IM 
12  n 
120 
119 

119 

l» 

HR 

118 

117 


1034  , 
1068  ; 
1101 ; 

1133 

1163 

1192 

1220 

1247 

1272 

1296 


0-7665 
0-7668 
0-7671 
0-7673 
0 7675 

0-7676 

0-7678 

0-7679 

0-7680 

0-7681 


30 


0-8112 

0*8163 


27 

25 

24 


0-8212 
0 8259 
0-8303 
0-834G 


22 


21 

20 

18 

17 


0-8387 
0-8426 
0-84G3 
0 8499 
0*8533 


16 


15 

15 

13 

12 


08565 
0 8596 
0 8626 
0*8654 
0*8681 


11 


51 

49 

47 

44 

43 

41 

39 

37 

36 

34 

32 

31 

30 

28 

27 

25 


11 

10 

9 

9 

8 


0*8706 
0-8730 
0 8753 
0 8775 
0-8796 


24 

23 

22 

21 

20 


7 

6 

6 

6 

& 

5 

4 

4 

3 

3 

3 

3 

2 

2 

1 


0*8816 

0*8834 

0*8852 

0*8866 

0*8883 


16 

16 

16 

15 


15 


0.8898  .. 
0*89 1 2 \\ 
0-8925  ; 
0*8937 
0-8948  11 
11 


0*8959 

0-8969 

0*8978 

0-8986 

0-8994 


7 


2 

1 

1 


0 9001 
09007 
0-9013 
0-9019  * 
0-9024 


We  have  so  far  considered  V,  r,  as  arbitrary  quantities ; but  it  is  evident  that,  with  a given 
vessel,  the  dimensions  and  immersion  of  the  wheel  and  paddles  being  given,  the  communication 
of  any  proposed  velocity  to  the  wheel  must  determine  that  of  the  vessel,  and  this  will  evidently 
depend  on  the  nature  and  dimensions  of  the  resisting  surface  she  presents  to  the  fluid.  The 
resistance  of  the  vessel  may  be  estimated  by  that  of  a plane  surface  moving  through  the  fluid 
perpendicularly  to  itself  with  the  same  velocity,  and  this  may  appropriately  be  termed  the 
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effective  tvr/ace  of  retitUmce.  Denote  this  surface  by  S',  and  the  force  of  resistance  in  16s. 

Multiply  by  60  r,  the  speed  per  minute,  divide  by  33000,  and  we  obtain  the 


S'  = 


■(*>)• 


will  be  " S'  v>. 

number  of  horses’  power  effectively  developed  on  the  vessel,  h = . — S'  >J  — -7rr  S'  r*. 

550  2 Q 2000 

Hence, 

2000  h 
ire  ’ r5 

This  expression  will  serve  to  calculate  the  surface  of  resistance  in  any  experiment ; and  by 
substituting  the  preceding  value  of  h for  any  particular  wheel  we  shall  express  the  necessary 
relation  between  the  velocities  for  a given  vessel  at  a given  immersion  ; and  tills  relation  will, 
in  fact,  express  a constant  ratio  between  the  velocities.  For  the  common  wheel,  for  instance, 
this  relation  is, 

2S  fk,  „tvV  . nV»\ 


S'  = (A'  — 2 B — + B 

W C V V V*  ' 


and  the  ratio  — ia  determined  by  the  positive  root  of  quadratic  equation, 
v 


A'-2B'!+B  5 

V V* 


7 r c S' 

T*  s' 

Examples. — Take  the  case  of  the  ‘Salamander’  calculated  by  Mr.  Momay,  at  pages  127 
and  135.  The  radius  to  the  centre  of  pressure  for  the  whole  power  is  by  Mr.  Momay 
denoted  by  y,  and,  in  page  135,  is  9*3937  feet ; and  that  for  the  effective  power  is,  page  138, 
z = 9*355  feet ; also  the  paddles  are  16  in  number,  depth  2 feet  6 inches,  and  breadth  8 feet 
9 indies,  making  a surface  of  350  square  feet. 


1.  COMMON  WHEEL. 


For  the  calculation  of  the  power  op  the  engine  we  have  therefore  a = 5,  k = 9*3937, 
speed  of  the  engine  hz  15  strokes  per  minute,  speed  of  the  vessel  8*15  miles  per  hour,  and 
the  surface  of  paddle  on  each  wheel  S = 350  square  feet.  Hence, 


log.  « 

0-69897 

log.  * 1 17609 

log.  8*  15  0*91116 

..  * 

0-97284 

- - - - 0*97284 

22 

const.  „ ~ 

0 16633 

flog- 

9-72613 

const.  „ — 9 02003 
30 

l 

0 5323 

1 0000 

log.  V 1*16896 

log.  V*  2 33792 
„ A 0 06588 

„ AX  0*71303 
1000 

log.  V 
V,  V 

1 07749 
M6896 

Immersion 

0-4677 

log.  V v 
„ B 

2-24645 

9-98945 

Hence  A = 
B = 

1-1638 

0-9760 

0-71303 

11':= 

0 8417 

r 311683 

J . 

2-94893 

\ 1308-7 

1 

889  06 

log.  8 2-54407 

„ V I 16896 


AX  0-71303 
1000 


log.  v*  2*15498 
„ B'  9 92516 

. - - 0-71303 


2-79317 


6211 

1308-7 


1929-8 
1778  1 


2 c 


Horse  Power  151*7 
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The  result  of  Mr.  Mornay*>  calculation  is  151*69  horse  power. 

For  the  calculation  of  the  effective  power  wc  have  a s 5,  k ss  9*355,  n = 15,  speed  of 
the  vessel  = 8*15  miles  per  hour,  and  S = 350,  with  which  we  proceed  as  follows : 


log.  a 

0*69897 

..  * 

0*97104 

f*°g- 

9*72793 

1 0*5345 

1*0000 

Immersion 

0*4655 

Hence  A'  = 

0*7424 

B' = 

0*8408 

B = 

0 9744 

log.  n 1*17609 

- . - 0*97104 

const.  ..  9*02003 


log.  8*15  0*91116 
const.  ,,  O' 16633 


log.  V 1*16716 


log.  v 1*07749 

„ V 1*16716 


log.  r*  2 15498 
„ A'  9-87064 


_§iL<)*G215G 

1000 


log.  Vv  2*24465 
„ B'  9*92469 
. - - 0*6*2156 


2*64718 

443*79 


279090 

617*87 


log.  S 2*54407 

„ v 1*07749 


St* 

” 1000 


0*62156 


log.  V*  2 33432 

..  B 9.98874 

• - - 062156 


2*94462 


880-28 

443*79 


1324*07 
1235  74 


Mr.  Momay  makes  it  88*2/5  horse  power. 


Effective  horse  power  88- 33 


For  the  effective  surface  of  resistance,  we  have,  according  to  equation  (p), 
log.  88*33  1*94611 

„ e*  3*23247 


const. 


2000 


r* 


vc 


8*71364 

2*74208 


n 


1*45572 


S'  * 28*56  square  feet  of  resisting  surface,  which  is 
about  youths  of  the  immersed  sectional  area  of  the  vessel. 

Mr.  Barlow,  page  76,  estimates  the  resisting  surface  at  y.th  of  the  sectional  area. 


The  proportion  of  tiie  power  that  is  effective,  when  the  common  wheel  is  em- 
ployed, is  JL  ^ * ~~  v ; or,  if  x denote  ~ the  ratio  of  the  velocities,  we 

V A > * ■*”  2 D V D + b tr  V 

have. 

Proportion  of  power  effective  = x = *z,  where  the  value  of 

A-2Br  + B Jr 

the  factor  z may  be  taken  out  roughly  from  the  following  table : — 
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Value*  of  s. 


Immer- 

' 

sion. 

•30 

40 

*50 

GO 

•70 

•80 

•90 

0 10 

0-97 

0*97 

0*97 

0*97 

0*97 

0*97 

0-98 

•30 

•93 

■93 

*93 

•92 

•92 

•91 

•89 

•30 

•89 

•89 

•88 

•88 

•87 

*85 

*82 

40 

•85 

*84 

•84 

■83 

•81 

•79 

•75 

•50 

*81 

*80  * 

*79 

*77 

•75 

*72 

•68 

60 

0*76 

0*75 

0*73 

0-71 

0*69 

0-65 

0-61  1 

In  the  foregoing  example  we  have  x = = 0*8  ; immersion  = 0*47 ; hence  z = 0*7-1,  and 

proportion  of  power  effective  = x z = 0*59.  In  this  way  a tolerably  good  estimation  of  the 
relative  effect  of  a wheel  can  be  made  almost  at  sight. 

2.  VERTICALLY  ACTING  WHEEL. 

Take  the  hypothetical  case  worked  by  Mr.  Momay,  at  page  151,  for  the  vertically  acting 
paddles,  and  suppose  the  centre  of  pressure  to  be  in  the  middle  of  each  paddle,  which  is 
always  nearly  the  case  when  the  velocity  of  the  paddle  bears  a high  proportion  with  that  of 
the  vessel. 


First,  to  calculate  the  requisite  quantity  of  paddle  surface  (S)  we  have  a = 5,  k = 9*25, 
n = 30*439,  speed  of  the  vessel  = 8*15  miles  per  hour,  and  the  effective  horse  power  = 88*33; 
hence, 


log.  a 0*69897 

„ * 0-96614  - 

log.  N 
const. 

1*48343 
- 0-96614 
9 02003 

log.  8‘ 15 
const. 

0-91116 
0 16633 

flog.  9-73283 

\ 0-54054 

100000 

Immersion  0*45946 

log.  r 

..  v 

1 07749 
1-46960 

log.  V 

1-46960 

log.  V3 
..  A 

V 

“ food 

2*15498 

0*06168 

807749 

log.  V v 
M 

2 54709 
9-98677 
807749 

log.  V» 
B* 

2-93920 

9-92350 

807749 

[ 0*61135 

f 0 94019 

B = 0 9700 
A'=  0*7411 
B = 0-8385 

f 0-29415 
\ 1-9686 

{ 4 0*63 

t 87134 
1-9686 

10*6820 

8-1730 

Effective 

Power  88- 33 

log.  1-94611 

25090 

25090  0*39950 

C log.  I *5-466 1 

S . . 35*205  square  feet  of  paddle  surface. 
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The  same  depth  and  number  of  paddles  being  taken  as  before,  tliis  amount  of  surface  gives 
a breadth  of  10*56  inches.  Mr.  Mornay  calculates  it  10*6  inches. 

The  requisite  power  op  thb  engine  may  now  be  found  as  follows; 


log.  Y> 

..  A' 

s v 
” 1000 

2 93920 
9-86988 
0 01621 

log.  Vu  2-54709 
M B'  9 92350 
001621 

log.  e3 
B 

2 15498 
998677 
0*01621 

r 248680 

215796 

2*82529 

r 

f 

l 306-76 

1 

M3  87 
668  79 

1 

668*79 

812*66 

613*52 


Mr.  M onlay’s  calculation  is  109*31  horse  power. 


•Horsepower  19914 


3.  oldham’s  wheel. 


Taking  the  same  data  as  in  the  first  example,  let  it  be  required  to  determine  the  requisite 
amount  of  paddle  surface  (8)  on  each  wheel. 


log.  « 
..  * 

0 69897 
0-96614 

V = 14  530 
v = 11-953 

0-54054 

a 

'*  A 

9-73283 

V -v-  2-577 

045946 

9-66225 

5*54054 

£ /T 

1 ditto 
log. 

9-83113 

0-74355 

9 43416 

« ><*• 

194611 

1-90855 

3 2 

r i»g- 

003756 

0 00884 
0 82222 

1 07749 

(V  - V)’ 

V 

„ 

1 ~ 
1 1000 
. c 

1 0903 
= 1090-3 

log. 

1 90855 

. • o 

This  wheel,  therefore,  requires  a much  larger  surface  of  paddle  than  the  common  wheel. 
Indeed,  under  any  given  circumstances,  the  common  wheel  may  be  said  to  possess  the  advan- 
tages of  requiring  the  least  surface  of  paddle  to  produce  a given  effect,  and  of  encumbering  the 
action  with  the  least  possible  amount  of  friction  and  strain  on  the  bearings,  which  are  recom- 
mendations of  a very  strong  character. 


VL  ON  THE  ACTUAL  RESISTANCE  OP  BOATS  ON  CANALS. 

The  experiments  alluded  to  in  the  foot-note,  page  2U/»  were  made  by  John  Mac- 
neill,  Esq.,  C.E.,  &c.,  in  July  1834,  on  two  canals  in  Scotland,  with  the  boats  actually  used 
in  the  traffic  on  those  canals ; and  from  a scientific  gentleman  of  such  universally  acknowledged 
ability  and  experience,  they  are  deserving  of  the  greatest  reliance.  The  experiments,  which 
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are  very  numerous  and  of  a varied  character,  were  conducted  with  great  care ; and  an  interesting 
description  of  the  circumstances  under  which  they  were  made,  and  a well-arranged  table 
showing  the  results  observed,  are  given  in  detail  in  vol.  i.  of  the  Transactions  of  the  Institution 
of  Civil  Engineers,  to  which  we  refer  such  of  our  readers  as  may  wish  for  minute  information. 
A few  extracts  will  be  sufficient  to  show  that  the  theory  which  considered  the  resistance  of  a 
vessel  moving  on  a canal  to  be  as  the  square  of  the  velocity,  can  no  longer  be  maintained. 

The  canals  upon  which  Mr.  Macneill  made  his  experiments  were  of  very  different  sixes. 
This  circumstance  alone  had  the  unexpected  effect  of  destroying  the  universality  of  the 
application  of  the  ordinary  rule.  On  neither  canal  did  the  resistance  vary  precisely  as  the 
square  of  the  velocity : and  it  is  remarkable  that  the  increase  was  not  the  same  in  the  wide 
and  deep  canal  as  it  was  in  the  narrow  and  shallow  one.  An  extensive  field  of  enquiry  is  thus 
opened,  which  will  require  much  time  and  numerous  observers  to  collect  the  harvest  of 
interesting  and  important  facts  which  it  contains. 

We  have  thrown  our  extracts  into  Tables,  for  more  convenient  reference  and  comparison. 
Table  I.  contains  the  experiments  on  the  larger  canal:  Tabic  II.  those  on  the  smaller;  and 
it  will  be  observed  that  the  resistance  on  this  canal  was  less  at  velocities  of  9 and  10  miles 
per  hour,  than  of  those  of  7 and  8 ! The  velocities  marked  * were  taken  as  the  standards  of 
comparison. 


Taslk  I. — Extract.  Experiments  made  upon  the  Forth  and  Clyde  Canal. 


No.  of  ex- 
periment In 
the  series. 

Total  weight  moved. 

Velocity  in 
mile*  per 
hour. 

Remittance 
in  hours 
avoided. 

Power  of  the  velo- 
city according  to 
which  the  resist- 
ance varies. 

Name  of  boat.  ^ 

too. 

cwt. 

‘lr- 

IK 

56 

8 

3 

0 

21 

3-4* 

51 

49 

9-9 

435 

2*01 

Rapid. 

62 

7-62 

363 

2-43 

59 

8-09 

395 

2-37 

97 

3 

12 

0 

6 

4 22* 

40-5 

95 

933 

225  4 

216 

94 

12-33 

3628 

204 

101 

3 

18 

0 

6 

412* 

42-95 

mo 

7-34 

153-8 

221 

99 

9-28 

233-7 

209 

99 

124)8 

367-3 

200 

196 

5 

11 

0 

6 

44)4* 

50-4 

109 

8-41 

281  45 

2-35 

Zephyr. 

109 

11*69 

427-3 

201 

113 

6 

17 

0 

6 

4-29* 

59-97 

112 

8-11 

3311 

268 

HI 

19-72 

422-3 

213 

116 

4 

5 

0 

6 

4 73* 

59-9 

115 

10-00 

274-7 

2-04 

m 

1218 

383-3 

1-96 

118 

12-17 

386-2 

1-97 

128 

3 

12 

3 

j 

4-39* 

55-9 

127 

9-28 

257-8 

2-04 

126 

11  38 

348-9 

192 

132 

3 

17 

3 

5 

4-26* 

441 

Lari. 

131 

9-63 

2668 

221 

130 

11*7 

3730 

214 

Dimensions  of  the  Section  of  the  Forth  and  Clyde  Canal. 


Digitized  by  Google 


202 


APPENDIX. 


Table  II. — Extract.  Experiment!  made  UPON  tiie  Mo.vklakd  Canal. 


No.  of  ex- 
periment in 
the  sene*. 

Total  weight  moved. 

Velocity  in 
mile*  per 
hour. 

Re»i  seance 
in  bourn 
avoided. 

lNiwer  of  tbe  velo- 
city according  to 
which  the  resist- 
ance  vane*. 

Remarks,  and 
Name  of  boat.  , 

..  _ 

ton-  ewt.  <jr.  lb. 

j 

266 

1 IS  0 20 

3 70* 

42 

207 

COO 

135 

2 41 

264 

6 17 

108 

2-71 

Rapid. 

263 

9.19 

358 

2*30 

202 

10-97 

383 

203 

261 

10-96 

406 

2*08 

260 

6-73 

323 

3-41 

269 

8.03 

385 

2-96 

Meaty  swelL 

270 

9*00 

318 

2*27 

Light  swell. 

270 

9.38 

359 

2 31 

Light  swell. 

271 

7-26 

362 

319 

271 

7-38 

431 

3*36 

1 

274 

10-71 

471 

2-27 

275 

9-57 

271 

1-96 

Dimensions  of  the  Section  of  the  Monkland  Can&L 


Front  the  observations  made  upon  the  spot  by  Mr.  Macneill  we  select  the  following 
interesting  and  important  conclusions. 

“ That  in  the  wide  and  deep  canal  the  resistance  was  observed  to  increase  with  the  velocity, 
“ but  not  in  any  uniform  ratio. 

“ That  in  the  shallow  and  narrow  canal  the  resistance  had  a limit  at  a certain  velocity,  and 
u under  certain  circumstances  even  decreased  with  the  increase  of  velocity, 

“ That  there  existed  a relation  between  the  resistance  and  the  inclination  of  the  keel ; the 
“ resistance  diminishing  and  increasing  in  some  ratio  or  other,  as  the  angle  it  made  with  an 
“ horizontal  line  diminished  or  increased. 

“ That  the  l>oat  absolutely  rises  during  its  motion.  This  fact  was  most  satisfactorily  de- 
u monstrated  by  the  apparatus  designed  for  the  purpose.  In  some  of  the  experiments,  the 
“ mean  of  the  several  rises,  indicated  by  the  four  slips,  w*as  about  4 inches,  the  bow  being,  in 
“ ever}*  case,  more  elevated  than  the  middle  and  stem.” 

The  subject  of  this  last  observation  has  excited  considerable  interest  amongst  scientific 
men,  hut  it  does  not  appear  to  have  met  with  a satisfactory  explanation.  It  has  been  par- 
ticularly noticed  by  Mr.  Russell  of  Edinburgh,  the  same  gentleman  we  alluded  to  at  page  182, 
who  has,  in  furtherance  of  the  objects  of  the  British  Association  for  the  Advancement  of  Science, 
devoted  much  time  and  labour  to  the  experimental  investigation  of  the  progression  and  nature 
of  the  waves  produced  on  canals  and  rivers.  Mr.  Russell’s  experiments  have  proved  very 
successful,  and  in  his  reports  he  has  developed  many  valuable  and  interesting  facts  relative  to 
the  phenomena  of  waves,  w'hich  promise  to  have  an  important  bearing  on  the  prosecution  of 
Kiturc  hydrodynainical  researches ; but,  in  our  view,  he  has,  in  some  instances,  jumped  rather 
hastily  to  his  general  conclusions,  and  in  his  endeavours  to  investigate,  or  rather  to  induce, 
the  laws  of  dynamical  and  statical  emersions,  wc  conceive  he  has  proceeded  on  sup- 
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positions  that  are  not  altogether  in  accordance  with  universally  received  principle*.  For 
instance,  in  the  first  section  of  his  researches,  printed  in  vol.  xiv.  of  the  Transactions  of  the 
Royal  Society  of  Edinburgh,  after  having  stated  that  the  resistance  of  a small  unit  of  surface 
to  a fluid,  when  cither  the  fluid  is  in  motion,  or  the  surface  itself  is  equal  to  the  statical 
pressure  of  a column  of  fluid  having  for  its  height  the  height  due  by  gravity  to  that  velocity, 
he  asserts  that  u this  statical  quantity  being  the  measure  of  the  pressure  of  the  fluid  upon  the 
“ anterior  surface  of  the  immersed  solid,  will  also  be  the  measure  of  the  quaquaversus  pressure 
u of  the  fluid  in  every  direction,  and  therefore  will  measure  the  pressure  of  the  water  upon 
M the  vessel  causing  its  emersion.”  This  assumed  hypothesis  is  obviously  inconsistent  with 
the  mode  in  which  the  action  and  reaction  takes  place  between  the  vessel  and  the  fluid ; and 
its  random  nature,  independently  of  other  misapplications  of  mathematical  principles,  to 
which  it  is  not  necessary  to  advert,  is  amply  sufficient  to  account  for  the  startling  nature  of 
the  conclusion  to  which  it  leads,  viz.,  that  the  vessel  rises  with  every  increase  of  velocity,  and 
that  “ at  43*8  miles  an  hour,  the  floating  body  emerges  wholly  from  the  fluid  and  skims  the 
“ surface By  what  mysterious  action  of  forces  the  vessel  is  thus  elevated  or  suspended  in 
the  air,  is,  of  course,  left  for  the  reader  to  find  out,  but  we  trust  it  will  not  long  exercise  his 
ingenuity. 

The  principal  feature  of  Mr.  Russell's  observations  is  the  propagation  of  the  great  solitary 
wave  of  displacement,  which  appears  to  act  an  important  part  in  the  modification  of  the 
resistance  to  the  vessel ; and  Mr.  Russell’s  beautiful  illustrations  of  its  mechanism  and 
properties  arc  very  interesting  and  important.  It  is  remarkable  that  the  velocity  of  the 
generating  body  does  not  in  any  way  affect  the  velocity  of  this  wave  ; a wave,  for  example, 
of  8 miles  an  hour  being  produced  alike  from  bodies  moved  at  the  rate  of  2,  5,  6,  and  12  miles 
an  hour.  The  velocity  appears  to  depend  chiefly  on  the  depth  of  the  fluid,  and  Mr.  Russell, 
in  his  experiments  on  canals,  has  found  that  in  each  case  it  does  not  differ  sensibly  from  that 
which  is  acquired  by  a heavy  body  in  falling  freely  by  gravity  through  a space  equal  to  the 
depth  of  the  centre  of  gravity  of  a cross  section  of  the  fluid,  below  the  surface.  It  is  not 
difficult  to  conceive  how  this  wave  exercises  its  influence  and  the  changes  that  must  take 
place  in  the  resistance,  accordingly  as  the  vessel  falls  behind  the  wave,  mounts  upon  it,  or 
passes  over  it. 

The  only  rational  explanation  of  the  phenomenon  of  the  vessel  rising  out  of  the  fluid, 
appears  to  depend  on  the  form  of  its  construction.  Thus,  the  action  of  the  fluid,  excepting 
the  slight  influence  of  friction,  must,  at  each  point,  always  be  directed  perpendicularly  to  the 
surface  of  the  vessel ; and  hence,  when  in  motion,  the  increase  of  head  pressure  must  tend  to 
elevate  the  head  of  the  vessel,  whilst  the  loss  of  stem  pressure  will  cause  the  stem  to  lose  a 
portion  of  its  statical  support,  and  so  sink  deeper  into  the  fluid.  And  if  we  simply  consider 
that  the  elevated  position  of  the  keel  of  the  vessel,  so  acquired,  has  a direct  tendency  to 
increase  the  elevating  action  of  the  fluid  at  the  head  of  the  vessel,  and  to  retrieve  the  lass  of 
stem  support,  the  partial  rising  out  of  the  fluid  becomes  an  immediate  consequence  of  the 
resolved  forces ; and  it  is  evident  that  the  vessel  cannot,  under  any  circumstances,  emerge 
wholly  out  of  the  fluid.  The  truth  or  error  of  this  explanation  might  easily  be  tested  by 
employing  a floating  body  of  a rectangular  form : if  it  be  correct,  the  tendency  ought  to  be 
to  bury  itself  in  the  fluid  instead  of  rising  out  of  it. 

Mr.  Momay  (page  123)  appears  to  be  of  the  opinion  that  in  the  motion  of  a body  through 
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a fluid  we  have  no  reason  to  suppose  that  the  head  pressure  is  at  all  changed.  That  it  is  so, 
is  clearly  made  out  by  the  valuable  experiments  of  the  late  Colonel  Beaufoy,  in  which  bodies 
of  various  mathematical  forms  are  employed,  and  which  distinctly  point  out  the  separate 
effects  produced  by  altering  the  velocity,  the  figure  of  the  head,  and  the  figure  of  the  stern. 
A volume  of  these  experiments,  elegantly  executed,  has  recently  been  presented,  in  the  most 
liberal  and  handsome  manner,  to  his  scientific  countrymen,  by  Henry  Beaufoy.  At  page  xxxix 
of  the  Introduction,  the  different  forces  which  act  upon  a body  moving  through  a fluid  arc 
clearly  defined  as  follows : 1 

“ By  Heap  Pkessi:re,  is  meant  the  total  pressure  which  exists  against  the  head  end,  or 
u foremost  part,  of  a body  immersed,  either  wholly  or  in  part,  in  any  given  fluid  when  such 
“ body  is  at  rest. 

u By  Stern  Pressure,  is  meant  the  total  pressure  which  exists  against  the  stem  end,  or 
“ hindermost  part  of  a body,  immersed,  either  wholly  or  in  part,  in  any  given  fluid  when  such 
“ body  is  at  rest. 

u By  Plus  Pressure,  is  meant  the  additional  pressure  which  is  sustained  by  the  head 
“ end,  or  foremost  part  of  a body,  moved  through  a fluid ; which  additional  pressure  is  over 
w and  above  what  we  have  termed  the  Head  Pressure,  and  arises  from  the  fluid  being  obliged 
u to  be  displaced  in  order  to  permit  the  moving  body  to  pass  through  it. 

“ By  Minus  Pressure,  is  meant  a subtraction  of  pressure  from  the  stern  pressure,  and 
“ which  subtraction  is  occasioned  by  the  fluid  not  pressing  so  strongly  against  the  stem  end, 
u or  hindermost  parts  of  a body,  when  such  body  is  in  motion  through  the  fluid,  as  when  the 
u body  is  at  rest. 

“ By  Friction,  (as  relating  to  this  subject,)  is  meant  that  sort  of  resistance  to  a body 
“ moved  through  a fluid,  which  arises  either  from  the  adhesion  of  the  particles  of  the  fluid  to 
“ the  surface  of  the  moving  body,  or  from  the  roughness  of  the  body ; or  from  both  these 
u causes  united. 

" By  Total  Resistance,  is  meant  the  sum  total  of  the  plus  pressure,  the  minus  pressure 
a and  friction  united.”  ♦ 

To  complete  the  forces  which  act  on  the  body  we  should  introduce  two  other  classes,  via., 
those  which  arise  from  the  destruction  of  the  equilibrium  of  pressure  caused  by  the  dis- 
placement and  consequent  unevenness  of  the  fluid,  and  those  which  arise  from  the  inclination 
of  the  axis  of  the  moving  body : these  may  probably  account  for  many  of  the  discrepancies 
observed  in  the  results  of  the  experiments. 

Colonel  Beaufoy’s  extensive  experiments,  taken  in  connexion  with  those  of  Macneill  and 
Russell,  supply  various  important  data  for  the  sciences  of  hydraulics  and  naval  architecture. 
These  subjects  have,  unfortunately,  been  but  little  cultivated  by  British  mathematicians, 
notwithstanding  their  peculiar  importance  to  this  country ; and  we  regret  that  time  will  not 
allow  us  to  enter  here  into  any  discussion  of  what  has  already  been  done.  We  trust,  however, 
that  the  theories  of  waves  and  naval  architecture  will  shortly  be  taken  op  by  some  enterprising 
and  able  analyst,  who  may  allow  his  attention  to  be  drawn  to  such  pursuits  by  their  vast 
utility  and  importance. 


TbeK  definitions  were  drawn  out  by  the  late  Earl  Stanhope. 
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XI.— PRACTICAL  RULES  FOR  CALCULATING  THE  STEAM  ENGINE. 

[The  number  inserted  at  the  end  of  each  role  refen  to  the  page  of  the  book  where  information  respecting  it 
U to  be  found.] 

PROPERTIES  OP  STEAM. 

The  additional  heat  required  for  the  formation  of  steam  may  be  estimated  at  1000°  Fahr.,  the 
heat  of  conversion  from  liquid  to  vapour. 

1.  To  find  the  elastic  force  of  steam  when  in  contact  with  the  liquid  from  which  it  is 
formed,  the  temperature  being  given. 

Tredgold's  Rule. 

Role  i. — Add  100  to  the  temperature,  in  degrees,  and  from  the  logarithm  of  this  sum 
subtract  2*24797 » then  multiply  by  6,  and  the  product  will  be  the  logarithm  of  the  force  in 
inches  of  mercury.  (59.) 

Example. — Let  the  proposed  temperature  be  250°  Fahr. 

Temperature  250 
Add  100 

350 ---log.  2,54407 1 2 
Subtract  by  the  Rule  2,24797 

Difference  0,29610 
Multiply  by  6 

Log,  59*8  1,77660 

The  required  force  is  therefore  59*8  inches  of  mercury. 

Sovlhem’t  Rule. 

Rule  ii. — Add  51°*3  to  the  temperature,  and  multiply  the  logarithm  of  the  sum  by  5*13  ; 
from  the  product  deduct  10*94123  and  find  the  natural  number  answering  to  the  remainder  as 
a logarithm;  this  number  increased  by  0*1  will  express  the  required  pressure  in  inches  of 
mercury.  (58.) 

1 When  the  water  is  salt,  refer  to  the  last  column  of  the  table,  page  61,  fur  this  logarithm , 

2 d 
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Example. — Take  the  same  as  before. 

Temperature  250 
Add  51*3 

301*3 log.  2.47900 

Multiply  by  5*13 

743700 

247900 

1239500 


12*7172700 

10*94123 

Corresponding  number  59*7  - - - 1*77604 
To  be  increased  by  0*1 

Required  force  59*8  inches  of  mercury. 

Tliis  Rule  appears  to  lie  preferable  for  high  temperatures. 

The  force  in  inches  of  mercury  may  be  reduced  to  tbs.  on  the  square  inch  by  dividing 
successively  by  2,  C,  and  9,  and  subtracting  the  third  quotient  from  the  first,  thus  : 

2)  59*8  inches  of  mercury, 

6)  29*9 
9)  4 ‘98 
0*55 

29*35  lbs.  per  square  inch. 

2.  To  find  the  volume  or  space  the  steam  of  a cubic  foot  of  water  occupies,  when  the  steam 
is  of  a given  elastic  force  and  temperature,  and  separated  from  the  liquid  from  which  it  is 
generated. 

Rule. — To  the  temperature,  in  degrees,  add  459  and  multiply  the  sum  by  76*3  ; divide  the 
product  by  the  force  of  the  steam  in  inches  of  mercury,  and  the  result  will  express  the  space 
in  cubic  feet  which  the  steam  of  a cubic  foot  of  water  will  occupy.  (84.) 

Example. — Let  the  force  be  4 atmospheres,  or  120  inches  of  mercury,  and  the  tem- 
perature 295°. 

Temperature  295 
Add  459 

754 

Multiply  by  76*5 

3770 

4524 

5278 

57681*0 
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Force  in  inches  of  mercury  120)  57681*0  (481  cubic  feet,  the  volume  of  the  steam 
480  from  a cubic  foot  of  water. 


968 

960 

81 

Rule  ii. — To  the  temperature,  in  degrees,  add  459,  and  multiply  the  sum  by  38;  divide 
the  product  by  the  pressure  in  lbs.  per  square  inch.  (84). 

Same  Example. 

Temperature  295 
Add  459 

754 

Multiply  by  38 


6032 

2262 

tbs.  per  inch  59 ) 28652(486  cubic  feet. 
236 

505 

472 

332 


BOILERS. 

3.  To  find  the  dimensions  of  a boiler  for  a given  power. 


I.  Rectangular  or  Watt's  Boiler,  when  it  has  no  internal  flues. 

Rule. — The  bottom  surface  should  be  about  5 feet  for  each  horse  power.  (124).  Take  the 
capacity  of  the  boiler  for  water,  and  divide  it  by  the  quantity  of  bottom  surface,  and  the 
quotient  will  be  the  depth  of  water. 

Divide  twice  the  capacity  for  water  less  the  area  of  the  bottom  surface  by  the  side 
surface  for  fire  and  flue,  and  the  result  will  be  011c  of  the  dimensions  of  the  bottom.  Divide 
the  bottom  surface  by  this  dimension,  and  it  gives  the  other.  (125.) 

Example . — To  find  the  proportions  of  a boiler  for  an  engine  of  1 2 horse  power,  the  capacity 
for  water  being  12*2  cubic  feet  for  each  horse  power. 

Horse  power  12  Cubic  feet  per  horse  power  12*2 

Table,  page  124,  5 Horse  power  12 


Bottom  surface  60 

Horse  power  12 
Table,  page  124,  4*9 

Side  surface  58*8  or  59. 


Capacity  146*4 

6,0)  14,6*4  capacity 

2*44  depth  of  water. 
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Double  the  capacity  292*8 
Subtract  bottom  surface  60*0 

Divide  by  side  surface  59 ) 232*8  ( 4 feet,  one  of  the  dimensions 
236  of  the  bottom. 

4 ) 60  {15  feet,  the  other  dimension. 

N.B.  It  cannot  be  of  much  importance  that  the  dimensions  should  be  in  the  proportion  of 
4 to  15,  so  long  as  the  quantity  of  bottom  surface  is  60  square  feet. 


II.  Cylindrical  Boilers,  with  the  fire  applied  externally. 

Uijle. — Let  the  capacity  for  water  and  for  steam  be  added  together,  and  also  the  quantities 
of  fire  surface ; then  divide  twice  the  capacity  by  the  quantity  of  fire  surface,  and  the  result 
will  be  the  diameter.  (126.) 

Also  1*27  times  the  capacity  divided  by  the  square  of  the  diameter  will  give  the  length. 

Example. — Required  the  dimensions  of  a cylindrical  boiler  for  a 12  horse  power,  the  whole 
capacity  being  293  cubic  feet. 


Table,  page  124, 


for  < 


Bottom  surface 
Side  surface 


5*0 

4*9 


9*9 

Horse  power  12 

Fire  surface  118*8  or  119. 
Capacity  293 
2 

Fire  surface  1 19 ) 586  ( 5 feet,  the  diameter. 
Capacity  293 
1*27 

2051 

586 

293 


Square  of  diameter  = 25 ) 372*11  ( 14*9  or  15  feet,  the  length. 
25 


122 

100 

221 

225 

4.  To  find  the  requisite  thickness  for  a rectangular  or  cylindric  boiler. 

Rule. — Multiply  the  load  in  lbs.  per  square  inch  on  the  safety  valve,  by  the  greatest 
diagonal  of  the  section  of  the  boiler  in  inches,  and  divide  the  product  by, 
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^90  } ^mcs  ^1C  cu^”c  feet  of  boiler  per  horse  power,  for  | ^°n  * 

the  result  will  be  the  thickness  of  the  upper  plates  in  inches. 

The  bottom  plates  should  be  as  much  thicker  as  will  compensate  for  wear;  usually  twice 
the  thickness  of  the  top  ones.  (252.) 

Example. — In  a rectangular  boiler,  the  greatest  diagonal  being  8 feet  2 inches  = 98  inches, 
the  load  on  the  valve  6 lbs.  per  square  inch,  and  the  space  for  steam  for  each  horse  power 
18  cubic  feet ; required  the  thickness  of  the  top  plates,  to  be  made  of  wrought  iron. 

18  cubic  feet  98  inches 

150  6 tbs. 

900  27|00)  5|88  (0*218  of  an  inch  for  the  top  plates. 

18  5 4 

2700  48 

27 

210 

The  bottom  plates  should  be  the  double  of  0*218  or  0*436  of  an  inch. 

5.  To  find  the  requisite  thickness  of  a spherical  boiler. 

Rule. — Multiply  the  diameter  in  inches  by  the  pressure  on  the  valve  in  lbs.  per  square 
inch,  and  divide  by 

I jjJJ  | times  the  cubic  feet  of  boiler  per  horse  power,  for  j ^pper  * *r°n  * 
the  result  will  be  the  thickness  in  inches.  (252.) 

Example. — A spherical  wrought  iron  boiler,  18  feet  8 inches  = 224  inches  diameter,  with 
20  cubic  feet  to  each  horse  power,  and  the  load  on  the  valve  being  8 tbs.  per  square 
inch  ; required  its  thickness. 

20  cubic  feet  224  inches 

300  8 tbs. 

6000  6;000)  11792 

0*3  of  an  inch  thickness. 

6.  To  find  the  height  of  a column  of  water  to  supply  a boiler  against  any  proposed  pressure 
of  steam. 

Rule. — Multiply  the  pressure  in  tbs.  per  square  inch  by  2*44,  and  the  product  will  express 
the  required  height  in  feet.  (141.) 

Example. — Required  the  length  of  feed  pipe  capable  of  supplying  a boiler  when  the  pressure 
is  5 ms.  per  square  inch. 

2*44 

5 

12*20 

12*2  or  12  feet  3 inches  above  the  surface  of  the 
water  in  the  boiler. 
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SAPETY  VALVE. 

7.  To  find  the  aperture  of  a safety  valve,  suited  to  any  given  pressure. 

Rule. — Divide  the  area  of  the  fire  surface  by  the  excess  of  the  pressure  above  the  atmo- 
sphere, expressed  in  lbs.  per  square  inch,  and  the  quotient  will  lie  the  square  of  the  diameter 
of  the  narrowest  part  of  the  valve  in  inches.  (142.) 

Example. — Required  the  aperture  of  a safety  valve  for  a boiler  with  GO  feet  of  fire  surface, 
the  pressure  being  5 tbs.  per  square  inch  above  the  pressure  of  the  atmosphere. 

The  feet  of  fire  surface  (60)  divided  by  the  lbs.  per  square  inch  (5)  gives  12  for  the  square 
of  the  diameter.  Hence,  by  finding  the  square  root,  the  diameter  of  the  narrowest  aperture 
of  the  valve  should  be  3*46,  or  about  31  inches.  The  aperture  should  be  made  rather  in  excess 
than  defect. 

STEAM  PASSAGES. 

8.  To  find  the  diameter  of  the  steam  pipe. 

Rule. — Multiply  the  length  of  the  stroke  in  feet  by  the  number  of  strokes  per  minute,  and 
divide  the  product  by  6 ; take  the  square  root  of  the  quotient,  multiply  it  by  the  diameter  of 
the  cylinder,  and  then  divide  by  20.  The  result  will  be  the  diameter  of  the  pipe  in  inches. 
(95.) 

the  diameter  for  the  steam  pipe  of  an  engine,  of  which  the  diameter  of 
the  length  of  stroke  2*5  feet,  and  the  number  of  strokes  per  minute  38. 

Length  of  stroke  2*5 

Number  per  minute  38 

200 

75 

Divide  by  6)  95*0 

16,  nearly 

Square  root  4 

Diameter  cylinder  24  inches 

Divide  by  20)  96 

4*8  inches. 

The  diameter  of  the  pipe  should  therefore  be  about  5 inches. 

The  same  rule  applies  to  tlic  steam  passages,  and  the  passages  to  the  condenser. 


Example. — To  find 
the  cylinder  is  2 feet. 


FIRE  CRATING. 

9.  To  find  the  area  of  the  grating. 

Rule. — Divide  twice  the  square  root  of  the  height,  in  feet,  from  the  bottom  of  the  ash  pit 
to  the  bottom  of  the  chimney  by  the  said  height,  and  multiply  the  quotient  by  the  number  of 
horse  power.  The  result  will  be  the  area  of  the  grating  expressed  in  square  feet.  (116.) 


Digitized  by  Google 


RULES  FOR  CALCULATING  THE  STEAM  ENGINE. 


211 


Kramph. — Let  the  height  lie  5 feet,  end  the  number  of  horses’  power  96. 
Square  root  of  5 = 2*28 
2 

Divide  by  5)  4*56 
0*91 

Horae  power  96 

546 

819 

87*36  square  feet  for  the  grating. 


CHIMNEY. 


10.  To  find  the  area  of  a chimney  for  a steam  engine. 

Rule. — For  engines  of  10  horse  power  and  upwards  the  area  of  the  chimney,  in  square 
inches,  should  be  112  times  the  horse  power  divided  by  the  square  root  of  its  height.  (145.) 


Example. — Required  the  area  of  a chimney  for  an  engine  of  40  horse  power,  the  height 
being  70  feet. 


Horse  power  40 


112 


Square  root  of  70  = 6*4)  4480,0  (533  inches 
420 


280 

252 

280 

252 


28 

The  area  should  therefore  be  533  square  inches. 

CYLINDER. 

1 1.  To  find  the  requisite  thickness  of  a working  cylinder. 

Rule. — To  the  diameter  of  the  cylinder  in  inches  add  2*5  ; multiply  the  sum  by  the  total 
pressure  of  steam  in  lbs.  per  square  inch  in  the  boiler,  and  divide  the  product  by  1 900.  The 
result  will  express  the  thickness  for  strength,  and  half  an  inch  may  be  added  for  wear.  (247). 

Example . — A cast  iron  cylinder  24  inches  diameter  is  to  be  made  for  steam  not  exceeding 
5 tbs.  per  square  inch  on  the  safety  valve ; required  its  thickness. 
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Diameter 

24  inches 

Safety  valve 

5 tbs. 

Add 

2*5  „ 

Atmosphere 

»-7  „ 

26*5 

Total  pressure 

197  „ 

26-5 

985 

1182 

394 

19;00)  5|22*05  (0*275  inches 
38  0*5  for  wear 

142  0*775  inches,  the  re- 

133  quired  thickness. 

90 

PISTON  ROD,  Ac. 

12.  To  find  the  diameter  of  the  piston  rod,  &c. 

Rile. — Multiply  the  square  root  of  the  pressure  of  the  steam  per  square  inch  in  the  boiler 
by  the  diameter  of  the  cylinder  in  inches,  and  divide  the  product  by 

33  for  cast  iron, 

36  „ wrought  iron, 

57  „ tempered  steel ; 

and  the  quotient  will  be  the  diameter  of  the  rod  in  inches,  for  a double-acting  engine.  For  a 
single-acting  engine  one-half  of  the  result  will  be  sufficient.  (241.) 

Example. — The  force  of  the  steam  being  20  Tbs.  per  square  inch,  and  the  diameter  of  the 
cylinder  38  inches  ; required  the  diameter  of  the  piston  rod,  the  material  being  wrought 
iron. 

Square  root  of  20 4*47 

38 

3576 

1341 

36)169*86(4*7  inches  diameter. 

144 

258 

252 

G 

Thus,  for  a double-acting  engine  the  diameter  should  be  about  4|  inches ; and  for  a single- 
acting  engine  2$  inches. 

Parallel  motion  rods  should  be  about  half  the  diameter  of  the  piston  rod ; and  connecting 
rods  should  be  about  seven -tenths  of  the  diameter  of  the  piston  rod.  (242.) 
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TIIB  CONICAL  PENDULUM  OB  GOVERNOR. 

The  vertical  distance  between  the  point  of  suspension  and  the  plane  in  which  the  balls 
revolve  is  the  height  of  the  governor. 

13.  To  find  the  height  for  any  proposed  number  of  revolutions  per  minute. 

Rule. — Divide  the  number  375  by  twice  the  number  of  revolutions  per  minute,  and  the 
square  of  the  quotient  will  be  the  required  height  of  the  governor  in  inches.  (263.) 

Example. — What  ought  to  be  the  height  of  the  governor  so  that  the  number  of  revolutions 
may  be  42  per  minute  ? 

42 

2 

84)  375  (4-46 

336  446 

4*46 

390  * 

33G  2676 

1784 

540  1784 

19*8916 

Height  19*9  inches. 

14.  The  height  being  known,  it  is  required  to  find  the  number  of  revolutions  per  minute. 
Rule. — Divide  375  by  twice  the  square  root  of  the  height  in  inches,  and  the  quotient  will 

be  the  number  of  revolutions  per  minute.  (263.) 

Example . — Take  the  same  example  and  let  the  height  be  1 9*9  inches,  to  find  the  revolutions 
per  minute. 

Square  root  of  19*90  = 4-46 


8-92 

8*92)  375*00  (42  revolutions  per  minute. 
3568 

1820 

1784 

36 


ECCENTRIC. 

15.  The  length  of  the  levers  being  given,  to  find  the  requisite  throw  of  the  eccentric. 

Rule. — Multiply  the  length  of  the  stroke  of  the  valve  by  the  length  of  the  lever  on  the 
weight  shaft  for  the  eccentric  rod,  and  divide  the  product  by  the  length  of  the  lever  which 
works  the  valve,  and  the  quotient  will  be  the  throw  required. 

2 e 
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Example. — The  stroke  of  the  valve  is  5 inches,  the  lever  for  working  it  10  inches,  and  the 
lever  for  the  eccentric  rod  8 inches ; required  the  throw  of  the  eccentric. 

Stroke  5 
8 

10)40 

4 inches  throw. 

The  throw  of  the  eccentric  is  the  distance  between  the  circumferences  of  the  eccentric  circle 
and  the  shaft,  or  it  is  the  difference  of  their  diameters. 

For  calculating  the  proportions  in  any  other  way  it  will  only  he  necessary  to  make  the 
throw  of  the  eccentric  and  the  eccentric  lever,  in  the  same  proportion  to  each  other  as  the 
stroke  of  the  valve  and  the  valve  lever. 


PUMPS. 


16.  To  find  the  number  of  cubic  feet  in  the  volume  of  a given  cylinder. 

Rule. — Multiply  the  square  of  the  diameter  in  inches  by  half  the  length  in  inches,  or  6 
times  the  length  in  feet ; then,  cutting  off  two  figures  from  the  right  hand,  divide  the  product 
by  11,  and  the  result  will  express  the  required  volume  in  cubic  feet. 


Example. — What  is  the  volume  of  a cylinder  whose  diameter  is  36  inches  and  length  32 
inches  ? 


Diameter  36  inches 


36 

216 

108 


Square  of  diameter 
Half  length 


1296 

16  inches 


7776 

1296 


11)207,36 


Volume  18*85  cubic  feet. 


17.  To  find  the  power  requisite  to  raise  water  to  any  proposed  height. 

Rule. — Multiply  the  square  of  the  diameter  of  the  pump,  in  inches,  by  the  perpendicular 
height  of  the  water  in  feet,  and  l»y  the  velocity  also  in  feet  per  minute,  and,  cutting  off  three 
figures  from  the  right  hand,  divide  by  96.  The  result  will  express  the  number  of  horse 
power  necessary  to  raise  the  water.  (274.) 

It  is  customary  to  increase  the  result  by  a -1th  part,  for  friction  and  waste. 

Example. — To  find  the  power  requisite  to  raise  a column  of  water  16  inches  diameter,  66 
feet  high,  at  the  velocity  of  128  feet  per  minute. 
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Diameter  16  inches 
16 

06 

16 

256 

Height  86  feet 

1536 

2018 

22016 

Velocity  128  feet 

176128 

44032 

22016 

06)  2818|048  (20*35 

102  5*87  one-fifth 

898  35*2  horse  power. 

864 

340 

288 

524 

The  addition  of  one-fifth  for  friction  and  waste  appears  to  be  too  much  for  large  engines.  We 
would  recommend,  as  more  preferable,  to  multiply  by  the  velocity  increased  by  20  feet,  and 
then  to  make  no  addition  afterwards.  The  work,  in  the  above  example,  would  stand  thus  : 

22016 

148 

176128 

88064 

22016 

96)  3258,368  (33*94  or  34  horse  power. 

288 

378 

288 

903 

864 

396 


Digitized  by  Google 


216 


APPENDIX. 


18.  To  find  the  velocity  necessary  to  discharge  a given  quantity  of  water. 

Ri  le. — Multiply  the  number  of  cubic  feet  discharged  per  minute  by  1100,  and  divide  the 
product  by  6 times  the  square  of  the  pump’s  diameter  in  inches.  The  result  will  express  the 
velocity  of  the  discharge  in  feet  per  minute. 


Erample. — The  diameter  of  the  pump  being  16  inches,  and  the  discharge  179  cubic  feet  per 
minute,  required  the  velocity. 


16  inches 

1 79  cubic  feet 

16 

1100 

96 

1536)  196900  (128  feet  velocity 

16 

1536  per  minute. 

256 

4330 

6 

30«2 

1536 

12580 

12288 

292 

19.  To  find  the  diameter  of  the  pump  necessary  to  discharge  a given  quantity  of  water. 
Rule. — Multiply  the  number  of  cubic  feet  to  be  discharged  per  minute  by  1100,  divide  the 
product  by  6 times  the  velocity  in  feet  per  minute,  and  the  square  root  of  the  quotient  will  be 
the  diameter  of  the  pump  in  inches. 

Example. — The  velocity  being  32  strokes  per  minute,  the  length  of  stroke  4 feet,  and  the 
discharge  179  cubic  feet  per  minute,  required  the  diameter  of  the  pump. 

32  179 

4 1100 


1 28  feet  per  minute  768)  196900  (256;  square  root  of  256  = 
6 1536  16  inches,  the  re- 

quired  diameter. 

768  4330 

3840 

4900 


PARALLEL  MOTION. 

20.  The  lengths  of  the  beam,  radius  bar,  and  link,  as  in  Fig.  4,  Plate  x.  (B)  being  given, 
together  with  the  length  of  the  stroke,  to  find  the  point  E in  the  link  where  the  piston  rod 
must  be  attached. 

Rule. — Divide  the  lengths  of  the  beam  and  radius  bar,  measured  from  their  centres  of 
motion,  by  half  the  length  of  the  stroke.  From  the  square  of  each  of  the  two  quotients 
subtract  unity  ; find  the  square  roots  of  the  remainders,  and  subtract  them  respectively  from 
the  preceding  quotients.  The  numbers  so  deduced  will  express  the  relative  proportion 
between  the  segments  of  the  link  ; and  if  we  multiply  each  of  them  by  the  length  of  the  link 
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and  divide  the  product  by  the  sum  of  the  two  numbers,  we  shall  get  the  respective  distances 
of  the  required  point  from  the  beam  and  radius  bar.  (231.) 

Example. — The  radius  of  the  beam  is  7 feet,  the  length  of  the  radius  bar  4 feet,  the  link 
2 feet,  and  the  length  of  the  stroke  5 feet ; required  the  point  of  connexion  of  the 
piston  rod. 

Half  length  of  stroke  = 2*5  feet. 

2*5)  7*0  (2-8  2-5)  4*0  (1*6 

5*0  25 

200  150 

200  150 


Quotients  2*8  1*6 

2*8  1*6 

224  96 

56  16 

Squares  7'84  2*56 

Subtract  1 1 


Numbers  / 

1*3510 

Sum  *5357 


*5357 ) *3694,0  ( 0*69 
3214  2 

47980 
*3510 
Link  2 

*5357)7020(  1*31 
5357 

16630 

16071 

5590 


6*84 

1*56 

Square  roots 

2*6153 

1*2490 

Subtracted  from  quotients 

•1W7 

•S510 

*1847 
Link  2 


The  distance  of  the  required  point  from  the  end  of  the  beam  is  therefore  0*69  feet  or  8*28 
inches,  and  the  distance  from  the  end  of  the  radius  bar  is  1*31  feet  or  1 foot  3*72  inches. 

N.B.  As  a check  against  any  gross  blunder,  the  distances  multiplied  by  the  respective  lengths 
of  the  beam  and  radius  bar  ought  to  give  nearly  equal  results.  In  the  present  case 
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they  give  4*83  iuid  5-24.  For  short  strokes,  however,  they  ought  to  come  much 
nearer. 

21.  To  find  the  length  of  the  radius  bar. 

I.  When  the  radius  bar  and  piston  rod  are  attached  to  the  links  at  the  same  distance 
from  the  beam. 

Rtle. — First,  From  the  radius  of  the  beam,  divided  by  twice  the  length  of  the  parallel  bar, 
subtract  unity. 

Secondly,  Find  the  square  root  of  the  difference  between  the  square  of  the  radius  of  the 
beam,  and  the  square  of  the  half  length  of  the  stroke,  and  add  this  root  to  the  radius  of  the 
beam. 

Thirdly,  Multiply  together  the  numbers  so  found,  and  the  product  added  to  the  length  of 
the  parallel  bar  will  give  the  length  of  the  radius  bar.  (235.) 

Example. — Let  the  radius  of  the  beam  be  11  feet,  the  length  of  stroke  5,  and  the  length  of 
the  parallel  bar  4 feet 

First  operation. 

Parallel  bar  4 feet  8)11 

2 . 

— 1*375 

8 Subtract  1 


*375  1 

Beam  1 1 feet 
11 

121 

125 

50 


Second  operation. 
Stroke  5 feet 

Half  2*5 
2-5 


6-25 6-25 


114*75 

Square  root  10-71 
Beam  11 

21-71 

» ThU  difference  may  ■omeiinota  be  negative ; in  that  co*r  the  final  product  murt  lie  mbtraeled  from  the  length  of  the 
parallel  bar  (ice  nett  Example). 
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Third  operation*  21*71 

♦375 

10855 

15197 

6513 

8*14125 

Parallel  bar  4 
Radius  bar  12*14  feet. 

II.  When  the  radius  bar  and  piston  rod  arc  attached  to  the  links  at  different  distances 
from  the  beam. 

Rule. — Multiply  the  radius  of  the  beam  by  the  distance  of  the  radius  bar,  and  divide  the 
product  by  the  distance  of  the  piston  rod  or  cross  head,  for  the  prepared  length  of  the  beam. 

Also,  multiply  the  length  of  the  stroke  by  the  distance  of  the  radius  bar,  and  divide  the 
product  by  the  distance  of  the  piston  rod,  for  the  prepared  length  of  stroke. 

And  to  the  length  of  the  parallel  bar  add  the  prepared  length  of  the  beam,  and  subtract 
its  true  length,  for  the  prepared  length  of  the  parallel  bar. 

The  values  thus  deduced  will  then  Ik*  the  lengths  of  the  Ijcain,  stroke,  and  parallel  bar, 
prepared  for  the  calculation  of  the  length  of  the  radius,  according  to  Rule  I.  (236.) 

Example. — Let  the  radius  of  the  beam  be  64  inches,  the  parallel  bar  50  inches,  the  stroke 
42  inches,  the  radius  bar  connected  G3  inches  from  the  beam,  and  the  piston  rod  con- 
nected 84  inches  from  the  beam. 

Beam  64  Stroke  42 

68  68 


512  336 

384  252 


1 4352  (51*81, 

84)  2856  (34,  prepared  stroke. 

420  prepared  beam 

252 

152 

336 

84 

336 

680 

* 

6?2 

80 

51*81 

Parallel  bar 

50-00 

101*81 
Beam  64 '(X) 


37*81  prepared  parallel  bar. 
2 


75*62 
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75*62)  51*810  ( 0*6851  Beam  51*81  Half  stroke  17 
45  372  1-0000  51*81  17 

64380  - 3149  5181  119 

60496  41448  17 

5181  

38840  25905  289 

37810  

2684*2761 

10300  289* 


2395*2761  (48*94 
16  51-81  beam 


88|795  100-75 

704 


969|91 27 
8721 

97S4j40661 

100-75 
-•31  49 

90675 
40300 
10075 
. 30225 


-31*726175 

Parallel  bar  37*81 

Radius  bar  6*08  inches. 

22.  To  find  the  lengths  of  the  parallel  bar  and  radius  bar,  when  the  latter  works  from  a 
stated  centre,  as  is  generally  the  case  for  marine  engines. 

Rule. — Prepare  the  lengths  of  the  beam  and  stroke  as  directed  in  the  last  rule,  and  then 
proceed  as  follows : 

From  the  square  of  the  radius  of  the  beam  subtract  the  square  of  half  the  length  of  stroke, 
and  take  the  square  root  of  the  remainder. 

To  this  square  root  add  the  horizontal  distance  between  the  centres  of  the  beam  and  radius 
bar ; to  the  same  root  add  the  radius  of  the  beam. 

Multiply  the  latter  of  these  into  half  the  radius  of  the  beam,  and  divide  by  the  former; 
then  the  quotient  subtracted  from  the  radius  of  the  beam  will  give  the  distance  of  the  con- 
necting bar  from  the  centre  of  the  !>eam. 

By  subtracting  this  distance  from  the  true  radius  of  the  beam,  we  get  the  length  of  the 
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parallel  bar;  and  by  subtracting  it  from  the  horizontal  distance  of  the  centres  we  get  the 
length  of  the  radius  rod.  (2dd.) 

Example. — Taking  the  same  rase  as  that  of  the  preceding  rule,  we  shall  have  the  radius  of 
the  beam  h i inches,  the  length  of  stroke  32  inches,  the  radius  rod  connected  68  inches 
from  the  beam,  the  piston  rod  connected  SI  inches  from  the  beam,  and  the  horizontal 
distance  between  the  centres  of  the  radius  bar  and  beam  20*08  inches,  to  find  the 
suitable  lengths  of  the  parallel  bar  and  radius  liar. 

Beam  64  Stroke  42 

68  68 

512  336 

381  252 


84)  4352  (51*81,  prepared  beam  84)  2856  (34,  prepared  stroke. 
420  252 


152  336 

84  336 


680  * 

6?2 

80 

Beam  51*81  Half  stroke  17 

51*81  17 


119 

17 

289 


2681*2761 

289 


51  81 
4144  8 
5181 
25905 


2395*2761  ( 48*94 


16 

88  | 795 
701 


Hor.  dist. 
centres 


| 20-08 


6902 


- - - - 48*94 
Beam  51*81 


100*75 
Half  beam  25*9 


969  | 9127 
8721 

9784  1 40661 


90675 

50375 

20150 


2609*425 

2/ 
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69*02 ) 2609*425  (37*81 

20706 

53882 

48314 


55685 

55216 

4690 

Beam  51*81 
Subtract  37*81 

14*00  connecting  bar  from  centre  of  beam. 

True  radius  of  beam  64  Hor.  dist.  of  centres  20*08 
14  14 

Parallel  bar  50  inches.  Radius  bar  6*08  inches. 

These  results  exactly  correspond  with  the  original  data. 

Note  1.  For  marine  engines,  the  distance  from  the  beam  at  which  the  radius  bar  is  con- 
nected, is  the  perpendicular  height  of  the  centre  of  the  radius  bar  above  the  axis  of  the  lieam 
when  horizontal ; and  the  distance  at  which  the  piston  rod  is  connected  is  the  perpendicular 
height  of  the  cross  head  above  the  axis  of  the  beam  at  half  stroke,  and  may  be  found  by 
taking  the  height  of  the  lowest  position  of  the  cross  head,  and  increasing  it  by  half  the  length 
of  the  stroke. 

Also,  the  length  of  the  connoting  rod  which  works  the  crank  is  the  perpendicular  distance 
between  the  centre  of  the  sliaft  and  the  centre  of  the  l>cam. 

Note  2.  Calculations  of  parallel  motions  will  be  rather  more  accurate  if  the  length  of  stroke 
be  diminished  by  its  one-sixth  part,  before  it  is  used ; and  in  fitting  them  they  should  be 
adjusted  at  one-sixth  of  the  half  stroke  from  each  end,  instead  of  the  top  and  bottom  of  the 
stroke. 


PRESSURE  ON  THE  PISTON. 

23.  To  find  the  mean  pressure  of  the  steam  on  the  piston  when  it  is  worked  expansively. 

Rvli. — Divide  the  length  of  the  stroke  by  the  distance  the  piston  moves  before  the  steam 
is  shut  off,  and  the  quotient  will  express  the  relative  expansion  it  undergoes.  With  this 
number  take  out  the  multiplier  from  the  annexed  table,  and  multiply  it  into  the  full  pressure 
per  square  inch  of  the  steam  on  entering  the  cylinder.  The  product  will  be  the  mean  pressure 
per  inch,  or  that  pressure  which,  continued  uniformly  throughout  the  whole  length  of  the 
stroke,  would  produce  the  same  effect.  (155.) 
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Multiplier  for  Mean  Pressure  of  Steam  worked  Expansively. 


KeUtive 

Expansion. 

Multiplier. 

Relative 

Expansion. 

• 

Multiplier. 

Relative 

Expansion. 

Multiplier. 

Hr  la  tire 
Expansion. 

Multiplier. 

; 6 » '.’1  ci  i ei  ti  c 
18888888888 

10000 

09957 
•9853  ‘ 
■9710  J 
9546  1” 
•9370  *'* 
■9188  189 
•9004  184 
•8821  183 
•8641  184 
0-8466 

2 000 
2*  100 
2*200 
2*300 
2*400 
2*500 
2*600 
2*700 
2*800 
2*900 
3*000 

08466  17, 
*8295  ' 

8129  60 
”69  “ 
•7814  2 
•7665  149 
•7521  144 
■7382  139 
■7249  133 
•7120  129 
0-6995  l25 

3000 

8*100 

3*200 

3*300 

8*400 

3*500 

8*600 

3*700 

3*800 

3*900 

4000 

0.6995  120 
■6875  ,15 
•6760  3 

6648  08 
•6540  ,,, 
■6436  104 
•6336  140 
■6239  97 
•6145  94 
•6054  41 
0-5966  88 

4*000 

4*100 

4*200 

4-300 

4*400 

4-500 

4GOO 

4*700 

4-800 

4*900 

5000 

0 5966  0, 
*5880  ” 
•5798  “ 

*5640 
•5564  I* 
5491 
•5420  '■ 
•5351  69 
•5284  47  1 

0-5219  45 

Example. — Suppose  the  steam  to  enter  the  cylinders  at  a pressure  of  50  tbs.  on  the  square 
inch,  and  to  he  shut  off  after  the  piston  has  moved  16  inches;  and  let  the  length  of 
stroke  be  4 feet  6 inches  or  54  inches. 

16)  54  (3*375,  relative  expansion. 

48 

60 

48 

120 

112 


80 

80 

The  relative  expansion  falls  between  3*3  and  3*4.  Referring  to  the  table,  the  multiplier  for 
3*3  is  0*6648 ; and  in  passing  to  3*4  we  see  that  it  decreases  by  the  printed  difference  108. 
Hence,  multiplying  108  by  *75  and  subtracting  the  product  81  from  0*6648,  the  remainder 
0*6567  is  the  multiplier  answering  to  3*375.  Therefore,  multiply  0*6567  by  50  lbs.  and  we 
have  32*83  Tbs.  per  square  inch,  the  mean  pressure  required. 

In  practice  a small  extra  portion  of  steam  will  occupy  the  clearance  of  the  cylinder.  The 
power  of  this  portion  is  obviously  lost  at  the  beginning  of  the  stroke,  but  when  the  steam  is 
shut  off,  it  will  evidently  afford  some  slight  assistance  in  the  expansion,  since  a greater  volume 
of  steam  must  lose  less  pressure  in  expanding  through  the  same  distance.  The  additional  aid 
thus  derived  is,  however,  extremely  small  in ’respect  of  the  portion  of  steam  expended;  and  as 
the  quantity  of  clearance  is  generally  very  small  (the  smaller  the  better)  the  effect  of  it  is  dis- 
regarded in  the  above  rule.  It  would  be  of  little  avail  to  include  the  effect  of  the  clearance  of 
the  cylinder,  when  the  influence  of  other  causes,  such  as  friction,  waste,  &c.,  which  vary  in 
different  engines,  can  be  but  imperfectly  estimated.  In  cases,  if  there  be  any,  where  the 
accuracy  of  information  on  these  points  is  such  as  to  be  relied  upon,  the  following  rule  may  be 
adopted. 

Rule. — To  the  distance  moved  by  the  piston  before  the  steam  is  cut  off,  and  to  the  actual 
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length  of  the  stroke  of  the  piston,  add  the  length  of  the  clearance,  and  call  the  sums  the 
increased  distance  and  the  increased  stroke.  Diride  the  increased  stroke  by  the  increased 
distance,  and  the  quotient  will  express  the  true  relative  expansion  of  the  steam.  With  this 
number  take  out  the  multiplier  from  the  table,  and  multiply  it  into  the  increased  stroke  ; the 
product  will  represent  the  entire  effort  of  the  steam.  From  this  subtract  tlic  length  of  clear- 
ance, and  the  remainder  will  be  the  actual  effort.  Lastly,  multiply  the  actual  effort  by  the 
full  pressure  per  square  inch  in  the  cylinder,  and  divide  the  product  by  the  actual  length  of 
stroke,  ami  the  result  will  be  the  mean  pressure  of  the  steam  exercised  upon  each  square  inch 
of  the  piston. 

The  latter  part  of  the  rule  may  be  more  simply  performed  thus : having  taken  out  the 
multiplier,  subtract  it  from  HXMX),  multiply  the  remainder  by  the  length  of  the  clearance,  and 
divide  the  product  by  the  true  length  of  stroke.  Subtract  the  quotient  from  the  multiplier, 
and  the  remainder  will  be  the  corrected  multiplier,  to  be  multiplied  into  the  full  pressure?  to 
get  the  mean  pressure. 

Example. — Take  the  preceding  example,  and  suppose  the  clearance  of  the  cylinder  to  be  one 


inch  at  each  end. 

Distance 

Hi  inches 

Stroke 

54  inches 

Clearance 

1 .. 

Clearance 

1 „ 

17 

55 

17)  55  (3*235,  relative  expansion 
51 

40 

34 


51 

•JO 

With  3*235  we  find  multiplier,  from  table,  0*6/21. 
1*0000 

0*6721  0*6721 


0*3279 
Clearance  1 


Stroke  54)  *3279  (61 
324 

39 


- Subtract  61 


0*6660 

Pressure  50  lbs. 


Mean  pressure  33*300  tbs.  per  square  inch. 

The  former  rule,  which  supposes  no  clearance,  gave  32*83.  It  hence  appears  that  the  addi- 
tional -Aith  t,f  the  quantity  of  steam  used  only  increases  the  mean  pressure  by  0*4 7 j or  about 
1 lb.  on  each  square  inch. 
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The  preceding  rules  determine  the  mean  pressure,  which  is  equivalent  to  the  entire  action 
of  the  steam.  To  get  the  mean  effective  pressure  it  must  be  diminished  by  an  estimated 
amount  of  the  resistance  and  friction  of  the  parts  of  the  engine ; and  for  condensing  engines 
an  addition  of  about  13  lbs.  per  square  inch  must  be  added  as  the  pressure  acquired  by  the 
partial  vacuum. 


POWER. 

24.  To  find  the  power  of  an  engine. 

Rule. — Multiply  double  the  length  of  stroke  by  the  number  of  strokes  per  minute,  and  wc 
get  the  velocity  of  the  piston  per  minute. 

If  the  engine  works  expansively,  find  the  mean  effective  pressure  by  the  foregoing  rules. 

Multiply  the  square  of  the  cylinder’s  diameter  in  inches  by  the  mean  effective  pressure  on 
the  piston  in  lbs.  per  square  inch,  and  by  the  velocity  of  the  piston ; point  off  three  figures 
and  divide  the  product  by  42,  and  the  quotient  will  express  the  number  of  horses’  power.  (19/.) 

Example, — I>ct  the  diameter  of  the  cylinder  be  30  inches,  the  length  of  stroke  4 feet,  the 
nundter  of  strokes  per  minute  24,  and  the  mean  effective  pressure  on  the  piston  4 lbs. 
per  square  inch. 

8 feet  x 24  = 192  feet  per  minute 


Diameter  36  inches 

36 

316 

108 

1236 

Mean  pressure 

4 tbs. 

5184 

Velocity 

192  feet 

10368 

46656 

5184 


42)  993j328  (23 horse  power. 

84 

155 

126 

293 

25.  To  find  the  quantity  of  water  required  for  steam. 

Rule. — Find  the  volume  of  steam  from  a cubic  foot  of  water  by  rule  No.  2. 

Multiply  the  square  of  the  diameter  of  the  cylinder  in  inches  by  half  the  velocity  of  the 
piston  in  inches,  or  six  times  the  velocity  in  feet  per  minute ; cut  off  two  figures  from  the 
right  hand,  divide  by  11,  and  the  quotient  will  express  the  cubic  feet  of  steam  effectively 
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expended  per  minute.  Divide  this  by  the  volume  from  a cubic  foot  of  water,  and  we  get  the 
cubic  feet  of  water  required  per  minute. 

Example. — Let  the  diameter  of  the  cylinder  be  30  inches,  the  velocity  of  the  piston  120  feet 
per  minute,  the  temperature  of  the  steam  250°,  and  its  elastic  force  29  tbs.  on  the 
square  inch. 

250° 

Add  459 

709 

Multiply  by  38 

5672 

2127 

Elastic  force  29)  26942  (929  cubic  feet  of  steam 

2G1  from  1 cubic  foot  of 

water. 

K4 

58 


262 


Diameter  30  inches 
30 

900 

6 x 120  = 720 
Divide  by  11)646000 

589  cubic  feet  of  steam  per  minute. 

929)  589*0  (0*634  cubic  foot  of  water 
5574  required  per  minute. 

3160 

2787 

3730 

Some  addition  should  be  made  to  the  result  for  clearance  of  the  cylinder,  escape  through  the 
valves,  and  waste. 

The  quantity  of  water  required  serves  to  determine  the  dimensions  of  the  hot  water  pump. 
About  12  times  the  quantity  is  necessary  for  condensation. 

LOCOMOTIVE  ENGINES. 

26,  To  find  the  effective  force  of  gravity  when  an  engine  and  train  are  running  upon  an  in- 
clined plane. 

Rri.K. — Multiply  the  gross  load  in  tons  by  2240  and  divide  the  product  by  the  length  of 
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the  plane  corresponding  to  an  ascent  or  descent  of  unity.  The  quotient  will  be  the  force  in 
tbs.  acting  down  the  plane. 

Example. — Let  the  engine  be  12  tons,  the  tender  7 tons,  and  the  carriages  and  load  105 
tons;  and  suppose  the  inclination  of  the  railway  to  be  1 in  128. 

Engine  1 2 tons. 

Tender  ^ ,, 

Train  105  „ 

Gross  load  1 21  „ 

Multiply  by  2240 

4960 

248 

248 

129)  277760  (2170  tbs.,  the  force  required. 

256 

217 

128 

896 

896 

* 

27.  To  find  the  tension  on  the  circumference  of  the  driving  wheels,  or  the  resistance  to 
traction. 

Rule.— Multiply  the  gross  load,  expressed  in  tons,  by  8,  and  the  product  anil  be  the 
number  of  tbs.  resistance  if  the  engine  and  train  move  horizontally  : for  ascending  an  inclined 
plane  the  effect  of  gravity,  calculated  by  the  last  rule,  must  be  added ; and  for  descending  an 
inclined  plane  the  effect  of  gravity  must  be  subtracted. 

Example . — Take  the  same  case  as  before. 

Engine  1 2 tons. 

Tender  7 » 

Train  105  n 

124 

8 

992  tbs.  traction  on  a horizontal  line  of  railway. 

If  the  engine  and  train  be  ascending  an  incline  of  1 in  128,  we  have  by  the  example  of 
last  rule. 

Effect  of  gravity  2170  tbs. 

Add  992  „ 

3162  lbs.  traction  up  the  plane. 
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28.  To  find  the  pressure  of  the  steam  in  the  cylinder. 

Rule. — Determine  the  resistance  to  traction  by  the  last  rule;  add  to  it  an  eighth  part  for 
the  additional  friction  it  causes  on  the  engine,  and  6 lbs.  per  ton  of  the  weight  of  the  engine 
for  its  own  separate  friction.  The  sura  will  express  the  whole  force  or  resistance  to  he 
overcome  by  the  engine.  Multiply  this  resistance  at  the  circumference  of  the  wheel  by  its 
diameter  in  inches,  and  then  divide  by  the  product  of  the  square  of  the  diameter  of  the 
cylinder  into  the  length  of  the  stroke.  The  quotient  will  express  the  effective  pressure  on 
the  piston  in  ltis.  per  square  inch  ; and,  adding  14*7  the.  for  the  pressure  of  the  atmosphere, 
the  result  will  be  the  pressure  of  the  steam  in  tbs.  per  square  inch. 

Example  1. — The  weight  of  the  engine  is  12  tons,  the  tender  7 tons,  the  train  50  tons,  the 
diameter  of  the  driving  wheels  54  inches,  the  diameter  of  the  cylinder  12  inches,  and  the 
length  of  the  stroke  18  inches.  It  is  required  to  find  the  pressure  of  steam  in  the  cylinder  to 
sustain  an  uniform  velocity  up  an  incline  of  1 in  140. 


Engine 

12 

tons. 

Gross  load  69 

Tender 

7 

>» 

2240 

Train 

50 

» 

20160 

Gross  load 

69 

JJ 

13440 

140)  154560(1104  lbs.  effect  of  gravity. 

Horizontal  traction  552  Tbs.  140 

145 

140 

560 

560 


* 

Gravity  1104  lbs. 
Horizontal  traction  552  „ 


Inclined  traction  1656  „ 

up  the  plane. 

Additional  friction  207  „ 

one-eighth. 

Engine  „ 72 

Diameter  1 
eviinder  / 

— 

Resistance  1935 

12 

Wheel  54 

144 

7740 

Stroke  18 

9675 

1152 

2592)  104490  ( 

40‘3  Tbs.  effective  pressure. 

144 

10368 

14*7  „ atmospheric  „ 

Divisor  2592 

8100 

55*0  lbs.  pressure  of  steam  per  square 

7776 

inch. 

324 

The  consumption  of  water  may  hence  be  calculated  by  No.  25. 


Digitized  by  Coogle 


RULES  FOR  CALCULATING  THE  STEAM  ENGINE. 


229 


***  The  two  preceding  rules  are  founded  on  the  Chev.  dc  Panil>our’s  estimation  of  the 
resistances  experienced  by  locomotive  engines,  stated  at  the  foot  of  page  185 ; which  are, 
doubtless,  good  approximations  to  the  truth  with  the  usual  proportions  and  velocities  of 
locomotives ; but  it  should  be  observed,  that  in  the  determination  of  these  resistances,  the 
experimental  data  are  all  necessarily  affected  by  the  resistance  of  the  atmosphere,  which  varies 
nearly  as  the  square  of  the  velocity.  It  is  evident  that  the  results  must  involve  an  average 
value  of  the  atmospheric  resistance  for  the  experiments  adopted,  and  that  no  material  cor- 
rection will  therefore  lie  required,  on  account  of  the  atmosphere,  with  ordinary  velocities, 
though  some  additional  resistance  should  be  added  for  very  high  velocities.  It  may  also  be 
a question  whether  the  resistance  of  the  carriages,  Ac.,  would  at  all  be  affected  by  altering 
the  diameters  of  the  running  wheels. 

29.  To  determine  the  power  of  a locomotive  engine. 

Rule. — Find  the  effective  pressure  on  the  piston  by  the  last  rule,  and  thence  the  power 
by  the  rule  of  No.  24. 

The  following  method,  however,  will  be  found  to  be  more  convenient  and  useful  in  practice. 

Calculate  the  resistance  by  the  last  rule;  multiply  by  8 times  the  velocity  in  miles  per 
hour ; point  off  3 figures  from  the  right  hand,  and  divide  by  3.  The  result  will  express  the 
number  of  horses’  power. 

Example. — Take  the  last  case,  and  suppose  the  velocity  to  l>c  1 2 miles  an  hour. 

The  resistance  has  already  liccn  calculated,  1935  tbs. 

Resistance  1935  lbs. 

8 times  speed  96  miles. 

11610 

17415 

3)  185*760 

6 1 *92  horse  power. 

30.  The  power  of  a locomotive  engine  being  known,  it  is  required  to  determine  the  speed 
under  any  given  circumstances  of  load,  inclination  of  railway,  Ac. 

Rule. — Find  the  whole  resistance  in  lbs.  overcome,  by  the  rule  of  No.  28;  multiply  the 
number  of  horses’  power  by  375,  and  the  product  will  be  a constant  number  to  be  divided  by 
the  resistance  to  obtain  the  velocity  in  miles  per  hour. 

Erample. — Taking  the  same  case  as  before,  we  have, 

Horse  power  61*92 
3 75 

30960 

43344 

18576 

Constant  number  23220*00 
*9 
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Resistance  1935)  23220  (12  miles  per  hoar  in  ascending  the  plane. 
1935 


3870 

3870 

* 

For  the  velocity  when  the  railway  is  horizontal,  we  have. 

Horizontal  traction  552  lbs. 

Additional  friction  69  „ 

Engine  „ 72  » 

Resistance  693)  23220  (33*5  miles  per  hour. 

2079 

2130 

2079 

351 

The  force  arising  from  gravity  being  greater  than  the  horizontal  traction,  in  tliis  example, 
the  carriages  would  of  themselves  run  down  the  inclined  plane  with  an  accelerated  velocity ; 


and  this  would  be  the  case  on 

all  inclinations  greater  than  1 in  280. 

Example  2. — To  find  the  greatest  uniform  velocity  of  the  same  engine  and  train  down  an 

inclination  of  1 in  600. 

Engine 

12  tons. 

Gross  load  69 

Tender 

7 * 

2240 

Train 

50  „ 

20160 

Gross  load 

69  „ 

13140 

8 

6,00)  1545,60 

Horizontal  traction 

552  ft*. 

257*6  lbs.  effect  of  gravity. 

Horizontal  traction  552*0  lbs. 

Gravity  257*6  „ 


Inclined  traction  294*4  „ down  the  plane. 

Additional  friction  36*8  „ one-eighth. 

Engine  72*0  „ 

Resistance  403*2  „ 

403*2)  23220*0  (57*6  miles  per  hour. 
20160 

30600 

28224 


2376 
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The  velocity  would,  therefore,  he  about  57 i miles  per  hour;  but  this  is  sure  to  be  in 
excess,  since  at  such  high  velocities  the  resistance  offered  by  the  atmosphere  must  be  very 
considerable. 

For  any  particular  engine  the  constant  number,  which  forms  the  dividend,  when  once 
prepared,  will  be  ready  for  general  application. 

In  the  calculation  of  the  average  speed,  the  distances  traversed,  or  the  times  of  transit,  due 
allowances  should  be  made  for  the  intervals  spent  in  the  generation  of  motion.  Nearly 
one-half  of  the  time  elapsed,  or  one-lialf  of  the  distances  passed  over,  in  the  gradual  pro- 
duction and  annihilation  of  the  velocities,  may  be  considered  as  lost. 


Formul.e  for  calculating  the  effects  of  the  Screw  Propeller,  when  applied  to 

steam  vessels. 


r = the  radius  of  the  screw  in  feet. 

h = the  pitch,  also  in  feet 

ir  = 3*14159  log.  w =0*49715. 


c 


V>  7T 

Yg'  550 


log.  c = 7*75506. 


* = — log.  S»  = 0-79818. 

2 7T 

v = the  velocity  of  the  vessel  in  feet  per  second,  or  the  velocity  in  miles  per  hour  mul- 
tiplied into  H* 

u = the  velocity  of  a point  in  the  screw  at  the  distance  k from  the  axis. 

S = the  effective  resisting  surface  of  the  vessel. 

A = *>{^-hyp.log.  (l  + £)}. 


Number  of  revolutions  per  second  = « . 

h 

Horse  power  of  engine  = c A (u  — e)*.  w 
Horse  power  effective  = c A (s  - c)*.  v 


In  the  absence  of  better  information,  the  value  of  S may  be  roughly  estimated  at  about 
one-fifth  or  one-sixth  of  (tonnage)  t,  according  to  the  construction  of  the  vessel. 

The  larger  the  diameter  and  the  less  the  pitch  of  the  screw,  the  greater  will  be  the  pro- 
portion of  effective  power  on  the  vessel. 
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Page  155  line  3 from  bottom,  omit  = at  the  end. 

„ 158  Tredgold  has  made  use  of  the  moment  of  the  pressure  of  the  steam  instead  of  the  actual 

pressure  on  the  parts. 

The  force  at  the  distance  x from  E is/y  rf  x,  which  multiplied  into  2 it  (r  -f  x),  the  space 
described,  gives  2 fwydx  (r  + x)  ; and  the  integral  is/ it  a y (2  r + o),  the  power  expended 
on  each  revolution.  It  is  hence  plain  that  no  power  is  lost,  the  factor  troy  (2r  + fl|  being 
the  volume  of  steam  employed  at  the  pressure  /. 

..  164 1 

166  J ttr,d  <*ber  part*  depending  on  the  same,  are  incorrect  in  principle. 

The  greatest  effect  is  generally  produced  with  the  least  velocity ; the  effect  being  the 
effective  force  multiplied  into  the  sj*ace  through  which  it  is  exerted. 

„ 263  line  1 1 from  bottom,  for  tecond  read  minute. 

„ 393  lines  4 and  5 from  bottom,  transpose  urn.  and  lxiu. 

APPENDIX. 

Page  128  at  the  bottom  on  the  left,  for  r <**  sin.  & read  2 r a3  sin.  0. 

Plate  xi.  The  adjustment  of  the  parallel  motion  is  wrong  ; the  same  radius  bar  will  not  do  for  both 
ends  of  the  beam.  In  the  plate,  the  motions  for  the  cylinders  and  air  pump  are  correct;  but 
the  pump  rods  on  the  left  cannot  move  in  straight  lines  with  such  an  arrangement. 

We  are  indebted  to  Professor  Willis,  of  Cambridge,  for  a notice  of  this  error. 
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12 
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steam  navigation  in  Britain  success- 
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43 
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. 21 
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18 
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312,313 
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Boiler  with  internal  flue 

. 2L  22 

— — tube 

22 

Boilers,  cast  iron  . 

• 933 

formed  of  plates 

251,  App.  8 

■■  copper 

. App.  A 

construction  of  copper 

App.  10 

of  the  African  steam  vessel 

of  war. 

description  of  (Plate  22)  . 355 

— of  the  Medea  steam  vessel  of  war, 

description  of  (Plate  23)  ibid 

— surface  for  fire  . 116 

— space  for  steam  and  water  in  1 20.  122 

— power  of  low  pressure  . 122 


form  of 

. . ibid 

Watt's 

. . 1 25. 

strength  of 

249.  251.252 

size  of 

. 126,  133 

--  cylindrical 

126,  260 

125.  126 

spherical  . 

252 

tubular  . 

221 

Rumford’s 

. . 122 

Woolf’s 

122 

1-30 

- ■ steam  carriage 

. 130,  132 

supply 

130.  135xl2IL  143 

■ steam  boat 

iai 

high  pressure 

. . 126 

portable 

. . 122 

apparatus  for 

135 

. 135,  136 

practical  rules  for 

. App.  207 

marine 

. App.  1 

coating  for 

. App.  1 6 

incrustation  of  not  greater  in 

a voyage  to  the  Mediterranean,  than  on 
any  otlier  voyage  of  similar  duration  App.  3 
circulating  pipes  and  dampers 


for  . . . , App.  LJ 

brine  pump  for  App.  2,  3 

■ ■ Maudslay  and  Field's,  expe- 
riments on  . . App.  2 

blowing-off  cocks  . App.  6 


Kingston’s  safety  valve  for  App.  7 


raoi 

Boilers,  marine,  water  ways  of  . App.  20 

flues  of  . . App.  21 

detector  pipe  for  . App.  21 

glass  water  gauges  and  cop- 
per floats  for  . . . App.  22 

reverse  valves  for  . App . 22 

Boiling  point  of  solutions  . . 60 

Bossut  ....  32.  291 
Boulton  . . 29 

Boulton  and  Watt  . 

. . 24.  163.  170.  192.  193.  208.  218 

Bramah,  Joseph  . . &L4Q*  2LL  222 

Bramah  and  Dickinson's  rotary  engine  . 32 
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*s  four-way  cock  . . 212 

Brindley  . . .21 

Brunei  . . . .hi 

Brunton’s  fire  place  . . 124 

Bucket,  air  pump  . . . 205 


Bury,  Edward,  of  Liverpool  (Plates  of  the 

Tiger's  marine  engines  1 1 1,  and  1 1 1 A)  497 

C. 


Cagni&rd  dc  la  Tour,  experiments  by  7^,  73,  75,  78 
Canal,  Tabic  I.  of  experiments  made  on  the 


Forth  and  Clyde 

App.  *201 

Table  II.  Monkland 

. ibid 

Canal  boats 

221 

Carbon,  effect  as  fuel 

mi 

Carbonic  acid 

. 80,81 

Carburet  of  sulphur 
Carriage,  steam  (Plate  20) 

zz 

42.  119.  120.  132. 

284.  403.  407 

Cartwright,  Dr.  Edmund 

34.  218.  2*23 

’»  engines 

23 

’•  piston 

34,  33.  218 

Cataract 

23,  265 

Cements 

. 2M 

iron 

ibid 

Centre  of  pressure  of  a paddle 

App.  44 

investigation 

of  . 

App.  45 

Charcoal,  effect  of  . 

lflZ 

Chose  water  engine 

23,  188.  216 

Chelsea  water- works  engine  ( Plate) 

84,  65, 

86,  87,  88)  . 

UH 

Digitized  by  Google 


INDEX. 


235 


PAOE 
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100 
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■ tops  . 

1M 

App.  21 1 
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Zi 

Clack  valve 

204.  205 

Clement,  M. 

Z1 

Clinkers 

133.  134 

Coal,  effect  of 

17.  112.  113 

■■  engines  for  drawing 

. 229 

Cock,  four- way,  to  cut  off  steam  at  any 

portion  of  the  stroke  . 13*  40*  211.  212 

double  passaged 

219 

Cocks 

203.  211 

construction  of  .. 

. 211 

Coke 

112.  115 

Colchis  and  Jason,  Russian  steam 

ships  of 

war  ( Plates  .of  engines  and  vessels  43, 

44.  45.  4G.  108.  109.  1101 

369*  492 

Combined  engines  22,  LiiL,  L&L  ISC,  199 

Combustion  and  combustibles 

105.  114 

Combustion,  process  of  . 

in 

Comet,  first  steam  boat  in  Europe  ( Plate  93)  470 

Condensation 

6*  25*  34,  146 

■ .■■■■■  principles  of 

14G,  150 

Conderwers  . 26,  21.  Si  86,  169 

Condenser  gauge  „ 

266 

Condensing  engines,  nature  of 

i&L 

■ — construction  of 

. 1M 

proportion  of  parts 

187, 

190.  192.  195 

■ ■ power  of 

188.  190.  191.  196.  198.  201 
application  of  189.  191,  197 


Conical  valves 

205 

- ■ ■ pendulum  . 

261.  263 

practical  rules  for 

App.  213 

Connecting  rod  . . 229, 

230*  242 

— — to  find  the  length  of 

. 2M 

Contractions  in  pipes,  effect  of 

. hfi, 

Copper,  precipitation  of,  by  iron 

App.  5 

funnels,  failure  of 

App.  12 

boilers,  advantages  of 

ibid 

Corn  mills 

. 2M 

Cornish  reports  . . 276. 

277.  278 

Cooling,  loss  of  force  by 

. 92*95 

PACK 

Colton  mills  . or-2 

Counter  . , . 070 

Counter  weight  . 10*  I'M*  256*  260 

Crampton,  T.,  his  drawings  of  Hague'* 
slides  (Plate  G9)  . 

Crank  . . . 27.  228 

strength  of  . . . ‘££2 

table  of  the  variation  of  rotary  force  of  230 
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expression  for  effective  leverage  of  App.  175 

" 1 expressions  for  angular  velocity  of  for 

one  engine  . . App.  177 
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expressions  for  greatest  deviation  from 

mean  value  . . . ibid 

position  of.  when  velocity  is  greatest 

. . App.  180 
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ibid 
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liquids  from  which  they  were  generated  82 
— — — of  steam  or  vapour  produced  by 
increased  temperature  does  not  follow 
the  same  law,  when  it  is  not  in  contact 
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WORKS  RECENTLY  PUBLISHED, 


ON  THE  VARIOrB  BRANCHES  OF 


ARCHITECTURE,  CIVIL  ENGINEERING,  MECHANICS,  &c.  &e. 

BY  JOHN  WE  ALE, 

!8rCCB8SOR  TO  THE  LATE  JOS1AH  TAYLOR,  1 

ARCHITECTURAL  LIBRARY,  59,  HIGH  HOLBORN; 

Where  an  Extensive  Stock  of  all  the  Reproved  Publication!}  relating  to  the  above  Subjects,  and  the  Fine  Arts,  whether  Foreign  or 
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8rcl)ttccturt,  engineering,  Srt, 


TREDGOLD  ON  THE  STEAM  ENGINE,  AND  ON  STEAM  NAVIGATION, 

Is  now  before  the  public.  These  very  important  and  interesting  volumes,  comprising  1 25  very  elaborate  and  beautifully  engraved 
Plate*,  are,  in  Sections,  Elevations,  Plans,  Details,  &c.,  of  the  highest  utility  to  the  Engineer  and  Student,  to  Manufacturers  of 
Marine,  Locomotive,  and  Land  Engines; — the  science  being  elucidated  and  explained  by  the  most  eminent  practical  men  of  Britain. 
In  2 4to.  vols.,  price  £3  3a.,  entitled 

THE  STEAM  ENGINE, 

Comprising  an  account  of  its  invention  and  progressive  improvement,  with  an  investigation  of  its  raiNrirLis,  and  the 
proportion*  of  its  PARTa  for  KPPiciKNrr  and  sTaKNOTH  ; detailing  also  its  application  to  Navigation,  Mining,  Impelling 
Machines,  &c.,  and  the  Result  in  numerous  Table*  for  Practical  LTsc,  with  Notes,  Corrections,  and  New  Example*,  relating  to 
Locomotive  and  other  Engines. 

Revised  and  Edited  bt  W.  S.  B.  WOOLHOUSE,  Eoq.,  F.R.A.S.,  &c. 

The  algebraic  part*  transformed  into  easy  practical  Rule*,  accompanied  by  Examples  familiarly  explained  for  the  Working 
Engineer,  with  an  ample 

APPENDIX  ON  STEAM  NAVIGATION, 

Its  present  and  progressive  state,  by  illustration  of  the  various  Examples  of  Eugincs  constructed  for  Sen,  War,  and  Packet 
V easels,  and  River  Boats,  by  the  most  eminent  Makers  of  England  and  Scotland,  drawn  out  in  Plans,  Elevations,  Sections,  and 
Details,  with  a Scientific  Account  of  each,  and  on 

STEAM  NAVAL  ARCHITECTURE, 

Showing,  by  existing  and  the  latest  Example*,  the  Construction  of  War,  Sea.  and  Packet  Vessels  ; their  Naval  Architecture,  as 
applied  to  the  Impelling  Power  of  Steam  for  Sea  und  River  purpose*.  This  portion  of  the  work  is  edited  by  several  very  eminent 
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J.  FI  NCI  I AM,  Esq.,  H.  M.  Dockyard,  Shcrreesa, 
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Lieut.  R.N. 
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WORKS  PUBLISHED  BY  JOHN  WEALE, 


TREDGOLD  ON  THE  STEAM  ENGINE,  AND  ON  STEAM  NAVIGATION. 


LIST  OP  PLATES. 


I to  90.  TV  tame  subject*  a*  ui  tV  panioiu  edition,  with  wunl  cwrertiuni 
mw  run*. 

10  R.  The  *cr*ral  Or«J*r»  of  Parallel  Mrtinn  JO.  Knjmr  of  Iho  Bed  Rover,  Suir  F-lrra- 
XI  Mr  KiflfOMii'o  Valves,  *•  IHled  ••  board  lun,  owl  Plan 

Hra-pumg  SlrMn-*r*»cl»  (■«  Bloe-otf,  31.  I luminal  faction  of  <btto, 

Injorlnai,  .ml  H.ml  Puaoj.  So  Vdm  Ti  Cm  HccIimi*  ditto,  uilli  PoJdlr* 

XX.  Bn>n  uf  b>r  Sum  Vote!  <d  S3,  fiule  ElmLne  a t (be  Eitinat  d thr 

War  African.  Pula  of  E|r}(*'<  Strom  Ship  Nile. 


13  Hmlrr*  rt  brr  M«$r*tjr-»  Hiram  Vraael  of  3M-  Plan  c4  ditto,  with  Paddlr*. 

War  Mode*.  9L-  Cma  Sort  hum  ditto,  *buwing  Boiler* 

X4.  Mrtffta't  Paddle  Wbrel  — Hrawmid*  and  P«mot. 

Piddle  VM.  3d.  Sfrtluti  at  I’eAJk  Wbrel  ditto 

1.1.  Pout  lima  if  a Pleat  nf  a Radiotun  Paddle  3?.  PUu  of  Kllfftli*  uf  Ucf  SttiMt 

Wheel  in  a Vcurl  in  UuUun-  Pioatum*  Sblp  «f  War  Fhimil. 

of  a Pint  of  a Vrrtu-aUjr  Aetxng  Wheel  3*.  Sidr  Fl««aliua  of  ditto, 
in  a owl  im  NoMi.  .Ip.  Can  SMtiai  nf  ditto,  >bn*ill|  PailiUa 

Si.  Cycloidal  Paddlr  Wbrel  (Ittrd  to  the  and  (oewtrurt  ion  of  Hhif>. 


t no.  Scctun,  of  ditto,  ahimin)  Palilln  1 
and  Lnnttrurtion  of  Hhip. 


Mauilalai,  Pirld  and  Ca.-  I'cwla*  d a 
Pleat  u{  B r*r1aidal  Pa.l.Ur  Wbrri.  41. 

17-  Captain  Ohnr't.  K N , Five  Point,  bum 

« ourtra  at  Sailing  a .Steam  Vraart.  49 . 

10.  Her  Majesty  ".  Xr+m  Hhi®  <i  War  Pbo- 

nit  radinp  at  IhlfcrciH  |V*nt*  in  the  43. 
Wind.  « ono 


41.  Set  tioh  uf  tat  «f  the  K inti  im  of  the 
lam  Jain.  Prtuu.ular  (voipaa)  Parkrt. 
4X.  Ikx>r*  of  brr  Main*}'*  tifajw  Hermca, 
-Spitfire.  a ad  Firefly. 

43-  Plan  of  I he  Encmra  of  the  Imperial 
Hn«un  xtrain  Ship*  Jaum  and  < ok  Van - 


Wind.  4 lira*.  Mowian  Hrrain  Ship#  Ja*on  and  t ulcVi. 

9.  Trial  at  Hailmtr  brr  Ma^rrty'e  Strain  44.  faction  <4  ditto. 

Shin  of  War  Mni.-*  airani.t  the  Calc*  44.  leaoarttiabnal  Section  of  lUfto. 
donia,  Vanguard.  awl  A.ia.  411.  Sn-tuut  at  the  Shaft,  SceUua  aliaft  ttwlrf*, 

ditto. 

VI  ARINA  ENGINES  P1TTKO  WITH  MR.  SAHIKL  11  All's  PATENT 

CONDENSERS. 

?.  EfonlMM  «f  Mr  Samuel  llall'a  Patent  tbe  William  WUVlfarrr  Hull  and  Inn- 

(ewdenaiac  Eftfpar*  of  Ike  St.  (ieorire  dun  Packet.  fated  w\lb  Mr  -SUbbtl 

Mram  Parkel  t'«»|iaaf'»  Vr*ae|  Hrtin-  Hall'.  Coodtnaet*.  Plan, 

lea,  made  by  Mom.  FawtrU  ami  SS.  Kleralimi  uf  dittu. 

PntoD,  A-1.  Crua*  Section  of  ditto. 

N.  faction  of  ditto.  M.  lemri'udinal  Sertion  ofdillo. 

‘J.  Flrvitlun  of  the  Hngi  M ofber  Majrwty'*  05,  Kir.attonol  the  Fngiw  • of  IV  St.  frfowge 
mram  *ibip  Mnnrra.  fitted  aitb  Mr*«r»  Ninon  Paekrt  ( 'ompany'a  Ship  Tiger. 

Seaward" • Eamo  awl  Mr.  Samuel  fltled  ailb  Mr.  Edward  Burg's  Kopnr 

llall'a  r«adnwn.  aod  Mr  Kamurl  Hall"*  lomtcnaei*.  See 

4.  Section  of  ditto.  plate.  Ill  and  119. 

I.  limn.  Hall'.,  of  I tariffed,  Engiar*  of 

WITHOUT  MR.  SAMVEL  KALL'h  PATENT  CONDKXSKRS. 
d A.  Me.ar*.  Hall'*,  of  ttartfnrd,  Patent  jy.  Mwn.  Furtairn  awl  Murray 'a  Engine 
Fiipiae*.  fitted  U)  tV  Steam  Packet  of  Twenty  llutse  Power.  Plan 

Hart  turd.  M.  Ditto  See  tlun. 

,E  It.  lJitto.  Plan.  Elmattuo  dittu.  10.  Ditto  Front  KIcvation  and  Back  Elca- 


fll.  Plan.  factional  Plan. 

Ay.  sretomal  Elevation- 
111.  Croat  factional  F l.ratinn- 
Ot.  Elevation  at  a Is.vatntite  F«»ine.  tna- 
nufactureil  bj  Me**r*.  Stepbrnaon.  if 
Nrweaatla,  For  the  Stanbouc  and  Tine 
Hail  any. 

da.  lengilufina!  Seetion  nf  ditto, 
fei.  Speiny  and  Hal  an  re  Safety  Valrra. 

*;  A Cyt Under  rarer  and  * -inReeting 
Kola. 

67  U.  Pi. ton  and  Cylinder. 

6a.  Bailor  Sooting  A M-bur*e  Fiigiac.  at  the 
monufartory  uf  Mraar*.  WLilwtetb  amd 


Mr.  Naplrr.  uf  <iU>puw, 


70  H.  I'rtiat  Sretian  ditln. 

71.  Mr  IWaAe'*  Itot ary  Engine,  Klrrafiotia 
71.  IKS  to.  SectlutM. 

HTRAM  NAVAL 
01  TV  rennet,  the  dm  steam-hnu  m 
Futope,  iiokMiUi-tH  t-y  Mr  Henry  Hell, 
uf  liUyiv,  fur  lie  Clyde  Hi*rr. 

04.  View  uf  the  Paiha'.  Strom  Ye*ir1  uf 
War,  tlir  Nile,  at  Hr» — ia  tbr  Nila. 

01.  Vicar «f  tbe  linn.  Kaat  India Cumpany'a 
seeaiu  Veaael  Beremre,  at  .Sea.  off  lluoi* 

0f>  slirrf  Draught  and  lice*  of  Bottom  of 


mnanirtm  at  Calr-utta  b.  Alnander 
Hendetoaif.  Eto.— Cbiaeif  lu*»ed. 

0K.  Herne  Hot  *h-am  Picket  Hr>l  Hover— 
Hraugfat,  IwAttou,  and  Plus  tf  Heck. 


J3.  Ayre’.  C tmtn.anre  fne  PrcmOng  • 1*0- 
irmuiti.e  Faeroe  from  H muon*  off  a 
Railway . 

74  10  81  A,,  43  B.,  *3  C.  Very  rtabi.ntr  Dia* 
gram..  Seetluna  of  Paddlr  U teri.  <4 
vatioii*  Intention*  ami  l '*e«  Tbr  wrfiyeet 
maeb  ampUAed,  and  dmnbed  try,  A A. 
Monaar.  Fwf  Tbe  Plate*  arc  drawn 
nut  to  a large  Seale. 

•4.  Mms,  Maadilay  aod  Fwld'.  fc-mrb 
Cylinder  Kogine,  crrrted  at  t'VUea 
Water-wueha.  KWvaUou. 
si.  Plan,  brr  turn  ditto* 

Ml.  Hertmna  ditto. 

•7-  Hoilrr*  <4  ditto. 

»8.  Detail,  ditto, 

*0.  A very  elaborately  Sbided  Elr-ralme  of  a 
l-orauitStre  Euinat.  madr  by  M«wn 
Mrpbraaoa.  if  Ncwrawtle,  far'  tbe  I .ra- 
don and  IWrmingfvani  K*i  I way 
to  lemgitudinal  Serttuo  ditto. 

01 . Cr»o*  sectvm*  ditto. 

VI.  Plan,  detail,  ditto 

ARCHITECT  Villi. 

101.  I'pper  and  Lover  Deck*  of  ditto. 

1U.  SretiuM  if  ditto, 
tin.  View  of  ditto  at  Sea.  off  Athrtu, 
lOl.  Draught.  Bottom,  and  Pr.if.lr  .f  Steam 
Vranal  of  U u ; Egyptian  the  Nde. 

104-  Deeds  «f  Ditto. 

| Off.  KeeDiCM  uf  ditto, 
in*  Nertinn*.  IV tail,  of  illtto. 
ten.  Draught.  HrtUaw.  and  Pruf.le  of  hi*  lo>- 
lierial  Ma^ealy'a  Armed  Strain  VcwmI* 
4 olribaa  and  Ja»on. 

in®.  I Wch*  «f  ditto 
lit,  View,  of  ditto  at  Sea. 

III.  TV  nger  si  (iourgc’t  Comput;  Ra- 


il!. TV  Tiger  SI.  U«utgcrt  C«m|«at;  fat- 
glue*.  ElctaiK*. 

Ill  A 1 lit  to.  faction. 

111.  Draught,  lie.,  of  tbe  Firebrand,  from 
tbe  Drawing  of  Jaanet  II  lan|.  R^, 
Ilk  Portrait  <4  tbe  late  Mr.  Wan 
114.  Portrait  «f  tbe  late  Mr.  Tredgiid. 


Engine*,  fltled  in  the  Steam  Packet 
DartfanL 

1 H 111  Lin,  Plan.  Klrratiun  dltfu. 

6 A.  Cnraa  Swetaoa  datlu.  Iraogitwiuul 
Sectaw  ditto 
6 B.  Ditto.  Urtto. 


Such  pemwis  u prefer  the  Plate*  printctl  no  Atlas  t 


Iwk,  inj  I'mfilr.  the  Drawing  of  Jasne*  II  |*ang. 

f 100-  Draught.  Predlr,  and  Rottow  of  her  III.  Portrait  <4  I be  late  Mr.  Walt 

Mmewtj'a  Steam  Veaael  of  War  tbe  Ilf.  Portrait  of  tbe  late  Mr.  TrcdgiAd. 
Medea. 

AMERICAN  HTRAM  NAVIGATION. 

til.  Thirty  horae  power,  low  pre**ure  i Kd-  Cnlted  State*'  Steam  Frigate  at  War. 

null  Antbuni , IMW:  Engine  fur  a Huai.  Fwlluo 

Ilf.  Draught  of'  tbs  Water  Unrw  uf  Lbr  11”.  View  uf  ditto. 

In  all  l .’j  ptatci,  in  siffr  of  single,  rimihlr,  treble,  ami  quaitmple  of  the  book. 
rt,  can  have)  tltriu  upon  application,  by  paying  the  extra  cost. 


Shortly  Krill  be  published,  in  one  n»L  8vo.  wHli  scieral  Ptatea, 

AN  ATTEMPT  TO  DEVELOP  THE  LAW  OF  STORMS, 

By  means  of  facts  arranged  according  to  place  and  time;  and  hence  to  point  out  a cause  for  (lie  VARIABLE  WINDS,  with  a new  to  practical  t)as 

in  NAVIGATION. 

By  Lirvtenaxt>Colonrl  W.  REID,  of  the  Royal  Engineers. 

**  The  bonnes*  commenced  by  the  reading  of  a short  paper  • On  Storm*,"  by  l,ieiit.-Col.  Reid,  of  the  Engineers,  with  occashmal  comments,  ried  pace,  in 
which  he  brought  forward  and  unfolded  one  of  chose  auhjert*  which  will  make  the  meetings  uf  the  British  Askotriafion  ineiikocalde  in  the  annals  of  science. 
ll»  inipuriaiice  in  every  point  of  view  cannot  lie  over-ratnl. — The  (taper  was  heard  throughout  with  much  applautc,  and  at  its  rlnae  the  tame  *cntiiorut  was 
loudly  rxpreued.  Sir  John  Ilertchcl  spoke  higidy  in  cammeodation  of  CoL  Rrid’a  paper,  and  of  ihe  important  consequence*  to  which  tlie  further  Uivestigtlkm 
of  ihe  subject  and  (he  accumulatioo  of  dau  must  lead." — Lilrrary  Gosrtt*,  Aug.  2b,  1&38.  Report  uf  lltc  .Meeting  of  the  British  Association  at  NrweasUe. 


TRANSACTIOXS  OF  THE  INSTITUTION  OF  CIVIL  ENGINEERS, 

Vol.  2,  4to.,  uniform  with  the  tir?t  volume : 23  engraved  Plates,  by  the  best  artists.  Price  £1  8*. 

The  following  arr  some  of  the  public  works  and  uriginaJ  coiiunuiikatiKibs  eontainetl  therein : 

Tike  Tewkesbury  Secern  Bridge,  designed  by  Thomas  Telford  (three  Plain.)  Wooden  Bridge  over  ihe  Calder  (Plate).  By  Wr.  Bull,  Aaaoe.In»t.C.E. 

By  Vf.  Mackenzie.  M.Iast.  C.E.  River  Scouring  Machine  (Flair).  By  W.  B.  Hays,  Aaaor.last.CJL 

The  Torpoint  Floating  Bridge  (live  Flam).  By  James  M.  Rmdrt.  M.lnst.C.E.  ExjieriiuenU  on  ihe  Strength  of  Cast  Iron  (three  Plate*).  By  Francis 
I hops  at  South  Shields  (two  Plate*).  By  Tlwmas  E.  Harriwit,  kl.lust.C.E.  Bramah,  M.lnat.C.E. 

The  Toughal  Bridge,  dcaignrd  by  A.  S'immo  (two  Plates).  By  John  E.  Exju-riments  on  the  Strength  of  American  Timber.  By  lieutenant  lien  item, 
Jones.  Aiaoc.In»it.C.E.  R.K_  Aasoc.liut.C.E. 

Lift*  on  the  Grand  Western  Canal  (three  Plates).  By  James  Green,  M.ltut.C.E,  Experiments  on  the  Power  of  Men.  By  Joshua  Field,  V.P.ItutX.E. 
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ARCHITECTURAL  LIBRARY,  59,  HIGH  HOLBORN. 


On  a Meilxn!  of  Maiiii*  perfcrt  Sjibem  of  Metal,  Sion**.  Ac.  By  Henry  Guy.  ‘ On  the  Tml»  of  Wheel*.  By  Profenwr  Willi*,  Hon.M.laxt.C.1. 

On  the  CuQiTTurtiqn  of  Hallway*  of  COHtlRRMS  bearing  (one  Plate).  By  John  Ou  a Iteciprorating  Light  for  Light- buotea.  By  J.  T.  South,  Captain  Madras 


Kcy  noUU,  Asxh-.IdM.C.E. 

On  the  Application  of  .Steam  a*  a Moving  Power.  By  G.  !L  Palmer, 
M.lnat.C.E 

On  the  tlxpaimoa  of  Steam  iu  Mime  of  the  Cornish  Engines.  By  W.  J. 
Hen  wood. 

On  the  Effective  Power  of  the  High  Pressure  Expansive  Condensing  Engines. 
By  Thomas  Wickaleed,  M.lnot.C.E. 


Engineer*,  As»nc.ln«t.C.E. 

On  the  Evaysmtion  of  Water  far  tlie  Boilers  of  Steam  Engii>e«-  By  Josiah 
Carter,  M.lnat.C.B. 

On  Certain  Power  of  Locomotive  Engine*.  By  Edward  Wood. 

Experiment*  on  tlie  Flow  of  Water  through  Pipes.  By  X.  S,  Provi*. 
M.lnot.C.E. 


LIST  OP  PLATES. 


TEWKESBURY  BRIDGE. 


I.  (Wnml  Plan  and  Kleewim  of  the  Bridge-  K*pmni**rt*  on  A**nrm  Tim  her,  and 
9.  I Mails  irf  the  Ssniir  Wee*.  of  Mr  Meauood'r  Paper  on  the  f«a h 

3.  IhUu,  Ion  tl'urk.  Uugum. 

4.  Diagram*  illuatntir*  of  Lira*.  Denunn’s 

DROPS  AT  SOUTH  aillRl.08. 

T.  X.  IIARRIIKIN,  M.INMT.C.E. 


Tit R roUOHALL  BRIOOK. 


S.  Fleral**  l*i  Serttop*  of  thr  Drops 
fi.  G*nml  Plan  and  Detail*. 

7.  Plus  an. I Snlluns  dlu**rWIT*  of  Mr. 


*.  Plan,  Ehvation,  and  IVlsili  of  I hr 
Vaiin  lliltai  ow  1-.-  (alder-  Ilj 

w«.  ttuii 


I try  n*  ■hi*' a Payer  uu  Ihdsiii  it  Con-  9 Dimrauu  Uluatntlve  of  Pmfraac*  Wilin’* 
tmisuus  Bearing.  Paper  on  llic  Ter  lb  uf  Wietta. 

EXPERIMENTS  ON  CART  IRON. 
ra**CI»  IIBLAMAM,  M-IXBT.C-E. 

10.  Plan.  Etevatkn,  and  ."Wtanu  <4  ibr  Pro*.  1 1 and  I J Plan*  and  Srcliwoa  *4  thr  Ream*, 
tag  M actinic  fur  KXpenmentaJ  Brain*. 


J.  E.  JOXKH. 

19.  Per*pmive  V*»  <4  the  Bridge  and  IS.  Klrvuiun,  Plan,  and  Knrtinn  of  «h*  Ms- 
lituund  Plan.  rtufic  for  Cl r*nm^  Small  Hirer* 

l«.  Detail*. 

CANAL  LIFTS. 

JAM1*  OREEM,  M.INBT.C.R. 

Id.  Plan  of  thr  LUfei.  1*.  Rod  Klmtim. 

I*.  Side  Klrvatiuli. 

THR  TORPOINT  FLOATING  BRIDGE. 

[ 19-  Plan  and  Srciina  >4  the  River.  13.  End  VVu  without  thr  Drawbridge,  and 

9*.  Side  Klctalrai  aad  Plan  uf  ihc  Brule*.  Ttuniefw  Setlion  tbttAigh  thr  Centre. 

II.  Lcasrilwdinal  JwvIhsb  ihmugb  the  Cent**,  U UMieitudiw*l  Sccfiun  and  Plan,  (buwmg 
•ud  PUnabuartng  Che  Brain*  awiTonbrn  ihr  Machiunv 
»hwb  carry  the  Deck. 


PUBLIC  WORKS  OF  GREAT  BRITAIN; 

CONSISTING  OP 

Railways.  Rails.  Chair*,  Blocks,  Cuttings,  Embankments,  Tunnels,  Oblique  Arches,  Viaducts,  Bridge*,  Stations,  Locomotive 
Engine*,  Ac. ; Cast-Iron  Bridges,  Iron  and  Gas  Works,  Canals,  Lock-gates.  Centering.  Masonry  and  Brickwork  for  Canal  Tunnels ; 
Canal  Boats,  the  London  and  Liverpool  Docks,  Plans  and  Dimension*,  Dock -gate*,  Walls,  (juays,  and  their  Masonry ; Mooring- 
chains,  Plan  of  the  Harbour  and  Port  of  London,  and  other  important  Engineering  Works,  with  Description*  and  Specifications ; 
the  whole  rendered  of  the  utmost  utility  to  the  Civil  Engineer  and  to  the  Nobility  and  Gentry,  as  monuments  of  the  useful  arts  in 
this  country,  and  os  example*  to  the  Foreign  Engineer. 

Edited  bt  F.  W.  SIMMS.  C.E. 

153  Plates,  engraved  in  the  best  style  of  art.  half-bound,  very  neat,  Price  £4  4*. 

Tbi*  work  is  on  an  imperial  folio  size,  the  Drawings  and  Engravings  have  been  executed  by  eminent  Artists,  and  no  expense 
has  been  spured  in  rendering  it  highly  essential  to  the  Civil  Engineer  and  Student ; also,  a*  an  ornamental  volume  of  Practical 
Representations  of  important  Engineering  Works  in  several  part*  of  the  kingdom.  The  work  is  bound  in  half-morocco.  There 
are  some  Piute*  in  the  volume  that  may  be  preferred  in  Colours,  via.,  the  elaborate  subject  of  the  Blisworth  Cuttings  in  the 
Birmingham  Rail  line,  18  Plates,  geologically  coloured;  Glasgow  and  Gaimkirk  Railway  Cutting  through  Moss,  geologically 
coloured ; the  Plan  and  Map  of  the  Port  of  Loudon,  showing  it*  dock*,  wharfs,  manufactories,  steam  engines,  and  iron  work*.  &.c. 
making  21  Plates,  to  be  carefully  coloured,  and  for  which  an  additional  £1  will  be  charged. 

THE  FOLLOWING  IS  A NUMERICAL  LIST  OF  THE  PLATES, 

COMPRISING  THB  BNOINRBRINO  WORK*  OP 


LONDON  AND  BIRMINGHAM  RAILWAT. 
RORKRT  ITirnOMIN.  *.*<4-,  C.K. 


I,  f,rwAinFncr*Bc«U>PrimnM*-tuHTuitn«l.  17  *nd  IB.  Beetm**  of  Pnmrcae-hiH  and 
S.  Engine  Station  few  Hoi  Waur,  Wat-  N,.nh  Chureb  Tunnel*. 

ford.  IB-  Arrliilrrliifwl  Prune  at  Farther  Entrant*. 

S.  Chimney*  U CntaAm. — Piaad  K»-  30  tots.  Working  Section*  ot  Kmljukimnl* 
oinr  Station.  ud  Colling*  nn  lb*  tune  n«wr  Hliawortb. 

4.  Grand  Entrant*.  Kutlnn-Mjuare.  M Mvd  91-  I'adrrartting  Hoik  at  llhmrictb 

t.  Plus  <4  Eiutm-suiiar*  HiaIiuii  l*r*r  Seale  I, 

4.  UnrW  jrTmind  Work  and  Chknncy*.  33  uni  a Hrlaining  Walla,  Detail*,  Re., 
1'am.fen  town-  ditto. 

7.  P****ng*r  Hold,  Kuwton  Ntatiim.  X*  and  IS.  t'ndmrtting  ditto. 

6-  Ktaabcpe-plare  Mid  Pufc-urvH  Bridge*.  34  and  J~ • Watt  End  uf  BliannrUi  Cutiing. 

0 Imei  Bridgr  art*  Hr-renl'«  Canal  **•  Kihby  Tujoirl— KI*v»l«n  of  Entrance. 

I*.  IVLaila  uf  liliu.  *Q.  I>it«ii  .VcDmi,  Ibrltul*.  Ac. 


* nf  lihrm*  in  lb*  Uuiiact.  in  to  *,*. 


13.  Btirlgp  nw  W»t£oni-  4N.  Hall*,  fifty  puuiul*  •dftU. 

13.  Hndfr  out  lUilnmi  •*  Watford.  49-  Ml*,  w.iiy-ftie  pound*  nifkl. 

I*.  Vuiliici  o<i«r  Coin*,  wu  Waifurd.  M.  Mr.  Burk't  Chain. 

IS.  Brule*  orrv  Kieratiun,  Smrtk  at  Wat-  31.  Plan*  1 4 Crmaing*  from 
ford  TNuiurL  olb*r. 

IB.  Bmuw  Skrw  Bridge.  39.  Turnraili. 

33.  Finn  IT***  Carriigea. 


GREAT  WESTERN  RAILWAY. 

j.  k.  aar nil,  a*a.,  c.k. 

67  and  IS.  Maidenhead  Bridge. 
SOUTHAMPTON  RAILWAT. 


vg,  Omipaittnu  Hrirtgr  «rrrr  Rjulwy. 
60  and  61  Ditto  Bndgr  wide*  ditto. 
49.  EmWnkment. 


4v,  Ner'kingtr  Yiadnrt. 
6fl.  Senion  of  ditto. 

S7.  Sp*  Huad  VMilud. 


GREENWICH  RAILWAT. 

COL.  LANDMAXN.  C.E. 

6*.  Vrlm  t4  ditto 

<9  and  7#  Viaduct*  and  Oblique  Arybn 
C ROT  DON  RAILWAY. 


! 71  *nd  79.  Nrw  Cma  Rridge  SeeOai 
Haul*,  and  CneUnum*  iWanug  - 


jo*,  ciaaa,  p.xu.,  c.a. 

— Section  i d bmknieaU.  E*nh  Carriage,  and  De- 
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THAME*  AND  BRISTOL  JUNCTION  RAILWAY. 

W.  HU9KINU,  EMU.,  C.R. 

7*  and  74,  Tunnel*.  Dsi^n,  Rail*.  Chun,  Detail*,  Fuuadtfiimi,  he. 

OLASOOW  AND  OA1HNKIRK. 

MEIIUu  MI  1.LCK  AXD  GRAINGER,  XOINUVRGU.  C.K. 
74.  Tranent  Section  at  RohmjrKan,  Mow,  Hiraunchain  Ittilw*T 
Ac.  7®.  W***un 

;«  CuwptfWin  ef  Rail*  of  different  Hail*  it*  - an.  Flu  Haiti. 

7J.  ChuI,  Ucemutiie  F.apnr,  oil  New-  ■].  U*k.  WUajti.  and  Bcll't  Hi 
raitk  anil  Carliate  Railaay.  a*.  Ditto  HtUia  Rail. 

7*.  StefAwntun’*  EagiM,  llanpj  t onilte,  on  (J  NKttknfi. 

CANALS. 

W.  T.  CLARK,  ltd.,  C.K. 


hi  Seetttm  TLunee  and  Medway  Canal. 

RJ.  Tran, 1 1 IntUuaarntt  fc*  ditto. 

MI.  Tunnel  Entfanet  uod  Ctun  Scrtluu  ditto. 
07.  Tide  leek*  ifcltii. 

**.  !*•»«,  Ac-,  diltn. 
eu-  On MritiMn . 

yu.  I'iHim  1*1  are  ditin. 

91 . Rrt*|»rrtivc  VlM  ditto. 

91  Harr.-** lie  Tuaud. 


91.  MnakiaotncTyriuTC  Canal.  0.  Hock,  K*q-, 

9*.  (iluuoctier  and  Btfketty  Canal.  T.  Tel- 
rued.  »:•*.,  C.E. 

94  tn  ur  Hall  Wharf.  Si*  J. 

ICrr.T.I,  O.B, 

9a.  |t*|Ttliml  Pur 

9V  to  1UJ . Hi*li  lfrtdge  carl-iron  , Stafford- 


lea.  Doubt*  - turning  Hndge.  R.  Wall 
E«t-,  C.E. 

IK1  and  tot.  Hoad  Heidfa*. 

lOi.  11-raMiigham  and  1-iTrrpocJ  CaaaL 

ltd  leek  with  Minglr  Hat*  ditto. 

10;  Gate*  and  Valero  ditto, 
lu*  Ru-k*  and  Pui»<«*  ditto. 

109-  Double  Val»e  ditto. 

II#.  I^tr  VaKe.  Rw-bdale  Canal. 

III.  Mrrw>  and  lrarll  HuaU. 
tit-  Grand ‘Trunk  Rest. 


Ill  and  111.  liigfigate  Road.  J.  Mai-ariD,  |»|.  Ijeerptnl  Dock*. 

TORT  OF  LONDON. 


Eaq.,  C.E. 

Ml.  Grew  Bridge  VaOrT. 

I IS.  117.  and  IJ*.  lUwdt,  Cutrma,  Ac, 
up.  Cube  Own*. 

ISO.  Coking  Coal. 

131  and  lit.  lUwt  Parnate 

Its.  Lift  Hamper. 

lit  b>  It;.  Steel  Futuaraa. 

IW.  Minrdittn. 

1*J  and  I jo.  Ua*  Work*.  W'Jliani  Ricbanl- 
1.  Kaq.,  C K,,  Dudley, 


ISt  Plan  of  Poet  and  ITarhmir. 

1U.  HettiDphere,  with  Guidon  in  the  renter, 
•bun  liik  the  ideanUgr*  uf  ua  cunuaercia) 


I J<  lamdim  BnSp 

13*  Plan  of  St.  KaUuria*  Dorks. 

Irt  Gate*  «i  ditto. 

IS?.  Plan  uf Gate*  4iHo. 
iw.  Aiu-W-e  t.e  the  Collar  of  Hrel  Post  led 
Lock  Gale*  ditto. 

Itp.  CaU  I tun  Send  Bridge,  St.  Katharine 
1*k4* 

1 10.  I'laa  «d  London  Dock* 

141.  Front  Elrration  of  Lock  Gates,  London 
Ducks. 


149.  Rack  ditto  ditto. 

14*.  I Mail*  ditto  ditto 

144.  Ran  of  Wta*  India  Dork*. 

146.  Plan  ef  East  India  ditto. 


141.  Nrw  Mooting  (ham  Lighter. 

I4P-  Plan  of  the  Mooruig*.  Dtptfurd 
Reach. 

14*  Plan  uf  Mooring  Chain  — I*  Luaka,  | 
St, id.  and  1 Shackle*,  he. 

16).  Mounug  Ship*. 

I6S.  Hrrtioo  of  Hoff. 

I At-  Coffer-dam*. 


1. 
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PAPERS  ON  SUBJECTS  CONNECTED  WITH  THE  DITIES  OF  THE  CORPS  OF  ROYAL 

ENGINEERS. 

Vol.  ],  4to.,  with  wvenl  Hates,  Price  lfo. 


6. 

PAPERS  ON  SUBJECTS  CONNECTED  WITH  THE  DUTIES  OF  THE  CORPS  OF  ROYAL 

ENGINEERS. 

Just  published,  vol.  2,  with  several  Plates,  Price  £1. 


CONTENTS. 


i.  On  Intrenchment*  at  Support*  iu  Battle,  and  o«  the  Necetaiiy  of  Com- 
pMlf  the  Military  Organization  of  the  Royal  Engineers.  By  Lieutenant- 
Colonel  Ur.  id,  Royal  E gin  cere. 

II.  Note*  on  the  Charges  of  Military  Man.  By  Lieutenant  Daxtaox,  Royal 
Engineers. 

hi.  Account  of  the  Demolition  of  tbe  Glacirre  Bastion  at  (Quebec,  in 

IW. 

iv.  Memoranda  on  the  Demolition  of  tbe  South  Pace  of  Port  Scltulemhrrg, 
Corfu.  By  Major  Marshall,  Royal  Engineer*. 

v.  A »hnrt  Account  of  tbe  Demolition  of  the  Pier*  of  the  Entrance  Chamber 
of  the  large  Dawn  at  Flushing,  in  1809.  By  Colonel  Kanahawe,  Royal 
Engineer*. 

n.  Extract  of  a letter  from  Colour-Sergeant  Karri*,  Royal  Sapper*  atul 
Miner*,  to  Colonel  Paslbv,  Royal  Engineer*,  giving  an  Account  of  the 
Mode  In  which  a Stranded  Ship  ua*  blown  to  piece*. 

tii.  Note*  on  tlie  Formation  of  Breaehe*  hy  Artillery,  containing  an  Abstract 
of  tlxc  Experiment*  at  Metz,  and  an  Account  of  the  Practice  against  Car- 
not'* Wall  at  Woolwich.  By  Lieutenant  Daxiwox,  Royal  Engineers. 

Vlll.  Memoir  on  the  Fortifteatiom  in  WeaKrii  Germany,  from  OlmervatiiMU 
made  ill  the  yon  1890  and  1831.  By  Licutenant-Crdoorl  Blanmhard, 
Royal  Engineera. 

ia.  Ob  Con  loured  Plan*  and  Defilade.  By  Lieutenant  Harm  a**,  Royal 
Engineer*. 

a.  Report  on  the  Manchester.  Cheshire,  Staflonbhirr.  and  the  South  Union 
I joes  of  Railway  (by  order  of  the  Manter-Gcocral  and  Board  of  Ordnance). 
By  Captain  ALoanaOM,  Royal  Euginecre. 

xi.  Hsileaii  Dam*.  By  lieutenant  Dknirox,  Royal  Engineer*. 

xn.  A Memorandum  of  tlan  Manner  in  which  the  several  Repair*  of  the 
Chain-Pier  at  Brighton  haxe  been  executed,  together  with  aome  Reflection* 
on  it*  Conit  ruction  and  Durability.  By  Major  Plena,  Royal  Engineer*. 


kill.  Furtlier  Observation*  on  the  Moving  of  the  Shingle  of  the  Beach  along 
the  Coast.  By  Lieutenant  .Colonel  Rain,  Royal  Engineer*. 

XIV.  Coast  Defence*  in  Holland.  By  Captain  SaxdhaM,  Royal  Engineer*. 

xv.  On  Hurricane*.  By  lieule/iant^Colonel  Kbip,  Royal  Engineera. 

xvt.  On  the  Fact  of  Small  Fish  falling  during  Rain  in  India.  By  Captain 
C.  W.  Grant,  Bombay  Enginrere, 

xvii.  Instruction*  for  Making  and  Restricting  Meteorological  Observation* 
at  various  Station*  in  Southern  Africa,  and  other  Countries  in  the  South 
Seat,  a*  alko  at  Sea.  By  Sir  John  F.  Hrr*cheu  K.H.,  F.R.S. 

xvin.  On  the  Con.itrurtion  of  Barrack*  for  Tropical  Climate*.  By  Captain 
Smtto,  Royal  Engineer*. 

xix.  Memorandum  relative  to  a System  of  Barrack*  for  the  Wert  Indie*, 
reruni  mended  by  Colonel  Sir  C.  F.  Smith,  C.B.,  R-F-,  and  approved  hy  the 
Matter-General  and  Board  of  Onlnauce.  By  Captain  Bkanhultb,  Royal 
Engineer*. 

xx.  Description  of  Barracks  at  Lucca,  iu  Jamaica. 

axi.  Memorandum  with  reference  to  tbe  amunpanying  Sketche*  of  the 
Officer*’  Barrack*  erected  at  George  Tow  n,  Dcmcrara.  By  Mr,  Cuming, 
Clerk  uf  Work*.  U.  E.  I).,  Cork. 

xxii.  Captain  Sandhain't  Mode  of  Curing  or  Improving  Smoky  Chimney*  ■, 
with  Remarks  alto  «m  Count  Rumford1*  System,  Ac.  Communicated  hy 
Colonrl  Pauley,  C.B.,  Royal  Engineer*. 

xxiti.  Nutea  on  Coocrete.  Hy  Lieutenant  Dxnimjv,  Royal  Engineer*. 

xxiv.  Extract  of  a Paper  on  a Reflecting  I-erel,  invented  by  Licnt.-Col. 
Bcrku  du  Corps  du  Genie.  (From  the  • Memorial  du  Gcnie.’j  Translated 
hy  Lieutenant  Toluxd,  Royal  Engineer*. 

xxv.  Memorandiuu  on  Paving  Stable*.  By  Captain  Ainaaaox,  Royal  En- 

xxvi.  A Method  of  taking  Penpeetive  ontlinea  from  Nature.  By  Samvkl 
B.  How lett,  Esq.,  Chief  Draflanian,  Ordnance. 
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SKETCH  OF  THE  CIVIL  ENGINEERING  OF  NORTH  AMERICA. 

Comprising  Remark,  on  (he  Harbours,  River  and  Lake  Navigation,  Light-house.,  Steam. navigation,  Water.works,  Canal, 
ttoada.  Railways,  Bridges,  and  other  works  in  that  country. 

By  DAVID  STEVENSON,  Civil  Engineer. 


CONTENTS. 


Chaf.  I. — Harbour*.  Natural  faciliti**  for  the  formation  of  Harbour*  on 
the  American  Cow? — Tide* — Construction  of  Quay*  and  Jetties — Crane* 
— Graving  Docks— Screw  l)r»rk* — Hydraulic  Dork* — handing  Slip*,  &r.— 
New  York — Boston — Philadelphia — Baltimore — Charleston — New  Orleans 
—■Quebec — Montreal — Halifax. 

Chaf.  II.— Lake  Navigation.  Great  Western  Lake* — Ontario— Erie — 
(Ionia  — Michigan — Superior — Welland  Canal — Lake  Harbour* — Cm. 
stnjrtkin  of  Pier*.  Break -waters,  Ac. — Buffalo — Erie — Oswego — Ton  mi  to — 
Kingston — Veurb  employed  in  Lake  Navigation,  Ac.— Lake  Champlain. 

Chap.  HI. — Rivrn  Navigation.  The  alzea  and  coarse*  of  the  North 
American  Rlvm  influenced  by  tlie  Alleghany  ansi  Rocky  Mountain*— 
Rivers  flowing  into  the  Pacific  Ocean — Rivers  flowing  into  the  Gulf  of  St. 
Lawrence — River  St.  Lawrence- — Lake*,  Rapid*,  and  Islands  nn  the  River 
— Lachuie  Canal— St.  lawrenct  Canal — TV  Ottawa — Ruleau  Canal  — 
Towing  TrsseU  on  the  St.  lawrtnce — Tide* — Predicts—  Pilots,  Ac. — River* 
rising  on  the  east  of  (lie  Alleghany  Mountains,  nnd  flowing  into  the  Atlantic 
Ocean,  and  north-east  corner  of  the  Gulf  of  Mexico — The  Connecticut — 
Hudson — Delaware — Susquehanna — Potaparo— Potomac,  Ac. — Mississippi 
and  its  tributaries  -The  Yasoo — Ohio  — Rod  River— Arkansas  — White 
River — St.  Francis — Missouri  — Illinois,  Ac. — State  of  the  Navigation— 
" Rafts” — Construction  of  Vessel  for  removing  **  Snags,”  Ac.,  Ac. 

Chap.  IV. — Stkam  Navigation.  Introduction  of  Stcaoi  Navigation  into 
the  United  States— Difference  between  the  Steam  Navigation  of  America 
and  tliat  of  Europe — Three  classes  of  Steamer*  employed  in  America— 
Eastern  Water,  Western  Water,  and  Lake  Steamer*— Characteristic*  of 
tbe»e  different  cIrmc* — Steamer*  on  the  Hudson  — Dimension*  of  lire 
•*  Rochester  ” — Construction  of  the  Hulls  of  the  American  Vessel* — Ar- 
raagrarent  of  tV  Cahins — Engine  Praxuiag—  Engines—  Beam* — Mode  of 
Steering — Rudder — Sea- Boat* — Dimension*  of  the  " Naragauvelt” — Cabins 
— Engine*— Paddle  Wheels— Boiler* — Maximum  speed  of  the  *•  Rochester” 
— Power  of  tire  Engine* — Mississippi  Steamer*  — Their  arrangement — 
Engine*— Butler* — l^ake  Steamers — St.  Lawnacc  Steamer* — Explosions  of 
Sleam-Bntlm — Table  of  the  Dimensions  of  several  American  Steamers. 

Chap.  V. — Fuat  and  Material*.  Fuel  used  in  Steam  Engine*  and  for 
domestic  ptir|xjws— Wood— Bit iiminou*  Coal — Anthracite  Coal-  Pcnnsvl- 
yanian  Coal  Mines— Boilers  foe  the  conilmitiiHi  of  Anthracite  Coal — Build- 
ing Material* — Brick — Marble  — Marble  Quarries  of  New  England  ami 
Pennsylvania — Granite— Timber — Mode  of  conducting  tbe  “Timber  Trade  ” 
— “ Booms  r' — Raft*  on  the  St.  Lawrence,  and  on  the  Rhine  — Woods 

chiefly  used  in  America — Live  Oak— White  Oak — Cedar — Locust— Pine 

“ Shingles  ”—  Dimensions  of  American  Purest  Trees. 

Chap.  VL — Canal*.  Internal  Improvements  of  North  America— Great  ex- 
lent  of  the  Canals  ami  Railway* — Introduction  of  Canal*  into  the  United 
States  and  Canada — Great  length  of  the  American  Canal*— Small  area  of 
their  Cruas  Section* — North  Holland  Ship  Canal  — Difference  between 


Aiiivicn  ami  BritMl  »mk>— IV  of  Wood  xtry  fnrnd  in  Amort.*— 
wooden  Caoal-lonck*.  Aqueduct*.  Ac. — Artificial  navigation  of  tire  country 
stopped  by  ice — Tolla  levied,  and  mode  of  travelling  on  the  American 
Lanai*— Means  used  in  America  for  fonning  water-communications — Slack- 
water  navigation  on  tire  River  Schuylkill.  Ac.  — Construction  of  Dam*. 
Canals, — l-ock* — Erie  Canal — Canal  Bavin  at  Albany — Morris  Canal — In- 
clined Planes  for  Canal  lifts.  Ac. 

Chap.  VII. — Roam.  Condition  of  the  American  Roads — H Corduroy  Rood*” 
*ti,u,mrK  *°  Erie— New  England  Roads— The  “National 
Road  —The  “ Macadanizod  Road  '—City  Road*— Cauaewaving  or  Pitch- 
ing—Bnck  Pavement*— Macadami/iog— Tessellated  wooden  Pavement*  used 
in  New  York  and  in  St.  Pctcrsburgh. 

Chap.  VIII.— Bridqkm.  Great  Extent  of  many  of  the  American  Bridge*— 
Different  Construction*  adopted  in  America — Bridges  over  the  Delaware  at 
Trenton,  the  Schuylkill  at  Philadelphia,  the  Susquehanna  at  Columbia,  the 
Rapid*  at  the  fall*  of  Niagara,  Ac-— Town’s  “ Patent  Utticc  Briilge 
Long  s “ Patent  Truas  Bridge./* 

Chap.  IX. —Rail WAV*.  F.uropean  Railways— Introduction  of  Railvigvs  into 
the  1 1 luted  States — Tbe  European  eon  struct  Ion  of  Railway*  unsuitable  for 
America— Attempt*  of  tire  American  Engineer*  to  construct  a Railwav  not 
likely  to  be  affected  by  trust— Construction*  of  the  Boston  and  Lowell, 
New  tork  and  Patcnmi.  Saratoga  and  Scheaertndv.  Newcastle  and  Freoch- 
town  Philadelphia  and  Columbia.  Boston  and  Providence,  Philadelphia  and 
Norristown,  New  York  ansi  Haerirm,  Buffalo  and  Niagara,  Camden  and 
Amboy,  Brooklyn  and  Jamaica,  and  the  Charleston  and  Augusta,  Railroad* 
—Rati*,  Chairs.  Blocks,  and  Sleeper*  used  in  tbe  United  States— Original 
Cost  of  American  Railways— F.xpenre  of  upholding  them— Power  employed 
on  the  American  Railway*— Horse-power— locomotive  Engine*—  Lorenmv 
tive  Engine  Works  in  the  United  State*— Construction  of  the  Engine*— 
Guanl  used  in  America — Fuel — Engine  for  burning  Anthracite  Coal— Sta- 
tionary Engines— Description  of  the  Stationary  Engines,  Inclined  Planes, 
and  other  works  on  the  Alleghany  Railway  — Railway  from  Lake  Champlain 
to  tire  St.  Lawrence  in  Canada. 

Chaf.  X.— Watrr-Wobkb.  Pairmount  WiUer-works  at  Philadelphia— Con. 
Htructsnii  of  the  Dam  over  the  River  Schuylkill— Pump,  and  Water-wheels 
— Reservoir*,  At— Tbe  Water- works  of  Richmond  in  Virginia— Pittsburg 
— Montreal — CTncirmatti — AHnuiy— ' Troy — Wells  for  supplying  New  York 
and  Boston— Plan  for  improving  tbe  supply  of  Water  for  New  York.  Ac. 

Chaf.  XI.— I.ighthoi  ak*.— Great  extent  of  coast  under  the  superintendence 
of  the  Lighthouse  Establishment— Introduction  of  Sea  Light*  in  America— 
Description  of  tire  prerent  establishment— Number  of  Liglitbuuses,  Floating 
Light*,  and  Buoy* — Management— Supcrinteisdeiita — Light-Kceyier*— Sup- 
pbe*  of  Store*,  At — Lighting  Apparatus — Distinctions  of  Light*. 

Chaf.  XI 1. — Hot'AR.uoviNC—  Not*  ox  th k M anv rACTonik*  at  Lowell. 


THE  HARBOUR  AND  PORT  OF  LONDON, 

SCIENTIFICALLY,  COUMRRCI  Al-l.T.  ANB  HISTORIC  ALLY  DBncailucn. 

Containing  Accounts  of  the  History,  Privileges,  Functions,  and  Government  thereof ; of  it*  Extent,  Divirion*,  and  Jurisdiction* 
Municipal  and  Commercial;  of  it*  Docks,  Piers,  Quay*,  Embankments,  Mooring*,  ami  other  Engineering  Work*;  Tidal  and  other 
Otwrvations,  and  every  other  necessary  information  relative  thereto,  accompanied  by  Chart*  of  the  Port  and  it*  Dependencies  its 
Shoals  and  Sounding*,  surveyed  by  order  of  the  Port  of  London  Improvement  Committee;  Plana  of  Dock*.  Gates,  Piers  Swivel 
Bridge*,  Methods  of  Mooring  Vessels,  &c..  aa  directed  by  the  Corporation  By-Laws,  Ac..  &c..  Ac. 

By  JAMES  ELMES, 

Architect  and  Civil  Engineer,  Survey  or  of  the  Port  of  London. 

22  Plates,  large  folio,  bound.  Price  £1  Is. 


I 


Digitized  by  Google 


WORKS  PU BI-SHED  BY  JOHN  WEALE, 


fi 


9- 

CHEVALIER  DE  PAMIIOOR'S  WORKS. 


A NEW  THEORY  OF  STEAM  ENGINES; 

Being  the  several  paper*  read  at  the  Institute  of  France. 

By  the  Chevalier  F.  M.  G.  DE  PAM  BO  UR, 

Author  of  a Practical  Treatise  on  Locomotive  Engine*. 

In  flta.,  Price  2>. 


In  the  Pre«,  in  flvo.,  with  Plate*.  a Second  Edition  of 

A PRACTICAL  TREATISE  ON  LOCOMOTIVE 
ENGINES  UPON  RAILWAYS; 

!|  The  construction.  the  mode  of  acting,  and  tlvc  effect  of  Engine*  in  conveying 

f heavy  load* ; the  nwan*  of  ascertaining,  on  a general  inspection  of  the  Ma- 
chine, the  velocity  with  which  it  will  draw  a given  load,  and  the  results  it 
will  produce  under  various  circumstances  and  in  different  localities  ; the  pn>- 
!;  portions  which  ought  to  lie  adopted  in  tlie  cnovinirtion  of  an  Engine,  to  j 
I make  it  answer  am  intended  purpose;  the  quantity  of  fuel  anti  water  re-  I 
| quired,  Ac. ; with  Practical  Tabic*,  showing  at  once  the  results  of  the  i 
FormokB:  vovni»kd  upon  a ckeat  many  new  kx  kkrim  r*»ts  made  on  | 
i a large  scnle,  m a daily  practice  on  the  Ijrrrponl  and  Manchester,  and  other  ■ 
| Railways,  with  different  Engines  anil  trains  of  Carriages.  To  whirh  is  added, 
an  Appendix,  nbowiug  the  expense  of  conveying  Goods  by  means  of  Loco* 
j motives  on  Railroads. 

By  the  Chevalier  F.  M.  G.  DE  PAMBOl.R. 


11. 

In  the  Autumn  will  he  published. 

AN  ANALYTICAL  THEORY  OF  THE  STEAM 
ENGINE; 

A work  showing  the  inaccuracy  of  the  methods  in  use  to  valuate  the  effects 
and  proportion*  of  Steam  Engines,  and  containing,  for  stationary  or  loco- 
motive. high  or  low  pressure  engines,  working  with  nr  without  expansion, 
and  with  or  without  condensation.  a series  of  formulae  fur  determining  the 
j velocity  which  an  engine  will  make  with  a given  load ; the  load  it  will  |wt  in 
motion  at  a given  velocity,  the  evaporation  of  which  it  mud  lie  capable  to  . 
' fulfil  wanted  condition*  ; the  useful  effect  whirh  it  will  produce,  either  at  a 
! fixed  velocity,  or  at  the  velocity  of  maximum  of  useful  effect,  valued  either  in 
horse  power,  or  by  the  weight  railed  to  a given  height  in  a minute  ; the 
effect  resulting  from  the  consumption  of  a known  quantity  of  water  or  coal ; 
the  rate  of  expaudoii  at  which  the  steam  must  work,  in  order  to  obtain  from 
the  engine  wanted  effects,  &e, 

By  the  Chevalier  F.  M.  G.  DE  PAMBOI  R. 

- '*• 

Second  Edition,  with  Additional  Corrections,  iu  flvo..  with  a fine  Frontispiece 
of  a I-oeomotive  F.ngine,  Price  8t. 

ANALYSIS  OF  RAILWAYS; 

Conuirting  of  Rrjvorl*  tif  Railways  projected  in  England  and 
Wale* ; to  which  arc  added,  a Table  of  Distanccn  from  the  pro- 
I posed  London  Terminus  to  Light  well-known  Places  in  the 
! Metropolis,  with  a copious  Glossary,  and  itevernl  Useful  Tables. 
By  FRANCIS  WHISHAW,  C.E.,  M.Inat.C.E. 


10. 

SECTIO-PLANOGRAPHY ; 

i A DKSCai  I’TION  or  MR.  MACN'XILL's  METHOD  or  LATINO  DOWN 
RAILWAY  aRCTION*  AND  FLANS  IN  iCXTA-POSITION. 

As  adopted  by  the  Standing  Order  Committee  of  the  House  of 
Commons,  1837. 

By  FRED.  W.  SIMMS.  Civil  Engineer. 

With  (hiding  Plates,  in  4 to..  Price  3a. 
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14. 

COLONEL  PASLEY  S COMPREHENSIVE  WORK  ON- 
GEOMETRY. 


Second  Edition,  much  enlarges  1.  Price  I fir-  cloth  hoards,  (instead  of  £1  <«.), 

A COMPLETE  COURSE  OF  PRACTICAL 
GEOMETRY  AND  PL-VN  DRAWING; 

Treated  on  a principle  of  Peculiar  Perspicuity.  Adapted  either  fur  Classes, 
nr  for  Self- Instruction.  Originally  published  as  the  first  volume  of  a Course 
of  Military  Instruction. 

By  C.  W.  PASLEY,  C.B..  Colonel  Royal  Engineers,  r.R.S.,  Ac.  Ac. 

ADVERTISEMENT  TO  THE  PRESENT  EDITION. 

The  utility  of  thia  •*  Course  of  I ‘radical  Geometry  " ha*  now  beta  proved 
by  the  experience  of  Don  than  fivr-and-twenty  years.  In  1812,  when  it  wax 
first  introduced  by  authority  as  a part  of  the  Instruction  of  the  Non-Commis- 
sioned Officers  mid  Soldier*  of  the  Royal  Engineer  Department,  not  one  in  a 
hundred  of  these  men  knew  anything  of  Geometry  or  of  Plan  Drawing,  ami 
they  hail  nothing  of  that  reputation  for  superior  intelligence  and  acquirements 
by  which  they  have  since  become  distinguished  ; but  such  was  their  improve, 
men!  in  a few  years  afterwards,  in  consequence  of  the  system  alluded  to.  that 
when  live  Trigommiet rival  Survey  of  Ireland  was  set  on  foot,  under  tlie  able 
direction  of  Colonel  Colby,  be  applied  to  have  tlie  details  of  this  important 
service  executed  by  tlie  Royal  Sapjiers  and  Miners,  as  a military  duty,  under 
tlie  superintendence  of  the  Officer*  of  Royal  Engineers  by  whom  they  are 
commanded.  Tlie  then  Master-General  of  the  Ordnance  having  approved  nf 
this  suggestion,  in  1821  volunteer*  were  selected  from  the  Companies  on  home 
service  to  lie  specialty  instructed,  and  afterwards  employed  as  surveyors,  to 
whom  recruits  have  sine*!  beets  added  every  year.  Tlie  whole  of  these  men 
commenced  by  learning  such  ports  of  the  present  Course  of  Practical  Geo- 
metry" as  were  considered  MCCtuiyi  after  which  they  studied  Mensuration 
and  tlie  simpler  jwrts  of  Elementary  Fortification,  also  according  to  thr  system 
of  tlie  Author ; aiwl.  finally,  they  were  instructed  and  exercised  in  surveying 
according  to  rules  laid  ibiwn  by  Colonel  Colby  himself.  The  whole  of  the 
preliminary  Instruction  of  tlwsr  Military  Surveyors,  usually  occupying  about 
eight  months,  lias  hitherto  lieen  earned  on  at  Chatham,  from  whence,  when 
qualified,  they  are  sent  to  Ireland,  to  join  Colonel  Colby’s  command.  For 
many  years  past  no  less  than  three  Companies  of  Royal  Sappers  and  Miners, 
whose  present  establishment,  if  complete,  would  amount  to  nearly  270.  and 
has  always  considerably  exceeded  180  men,  have  been  employed  under  his 
orders  in  the  Trigonometrical  Survey  of  that  country,  and  the  greatest  part  of 
the  work  Isas  beea  done  by  them  or  under  their  superintendence,  foe  although 
a proportion  of  Civil  Surveyor*,  gradually  Increasing  to  more  than  a thousand, 
have  alsu  been  employed,  they  have  only  acted  as  assistants  to  the  former. 

Thus  the  system  of  instruction,  of  which  this  Course  form*  a part,  by  sup- 
plying in  a short  tunc  a much  greater  number  of  qualified  surveyors  than  could 
possibly  have  ntlverwise  lieen  obtained,  has  enabled  tlie  Ordnance  Department 
to  undertake  tlie  Survey  of  Ireland  on  a scale  of  unparalleled  magnitude,  aod 
at  a comparatively  moderate  c\|iense ; for,  whilst  these  men  have  each  had 
their  respective  task*  allotted  to  them,  and  laid  down  their  special  survey* 
on  paper,  calculating  also  the  emit  cuts  of  the  portions  of  ground  surveyed  by 
them  In  acres,  rood*.  Ac.,  and  thus  preparing,  under  the  personal  superin- 
tendence of  their  own  Officers,  the  materials  for  the  future  survey*  of  parishes 
and  counties,  other  talented  and  scientific  Officers  of  Engineers,  not  attached 
to  the  alM«e.iiienri<ined  Companies  have  lieen  employed  with  indefatigable  real 
in  fixing  the  princi|ial  Trigonometrical  Stations,  and  in  making  the  Geodevicml 
and  Astronomical  Observation*  and  Calculation*  necessary  fur  determining  all 
the  great  Triangles,  afterwanU  to  be  subdivided  into  smaller  ones,  as  thr 
elementary  portion*  of  the  proposed  map*,  to  he  filled  in  from  the  special 
survey*  before  alluded  to.  Thu*,  by  the  judicious  arrangements  of  the  scientific 
Officer  in  charge  nf  that  great  national  undertaking,  and  especially  by  the 
admirable  sulxlnrtiott  of  laluMir  lie  hat  introduced,  by  employing  every  officer 
and  man  under  him,  according  to  tbrir  respective  qualification*,  and  liv  having 
accurately  defined  the  duties  amt  responsibility  of  each  individual,  the  Trigo- 
nometrical Survey  of  Ireland  has  been  executed,  as  far  as  it  goes,  in  llir  most 
creditable  manner,  and  also,  there  is  reason  to  believe,  with  far  greater  accuracy 
than  any  former  survey  of  a similar  nature. 

The  Author  concludes  by  observing,  that  all  the  remaining  copies  of  the 
second  edition  of  this  “ Course  of  Practical  Goran  dry  ” have  hecu  railed  in, 
and  are  now  re- issued.  in  their  present  form,  on  terms  more  advantageous  to 
the  public. 
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15. 

Juft  published, 

THE  PRACTICE  OF  MAKING  AND  REPAIRING 
ROADS ; 

OF  t'ONRTRrcn NO  rOOTFATIlfl,  FENCING,  AND  DRAINS; 

Also  a Method  of  cuiuparing  Roods  with  reference  to  the  Power  of  Draught 
required:  with  Practical  Observations.  intended  to  simplify  the  node  of 
estimating  Earth-work  in  Cutting*  ami  Embankment*. 

By  THOM  AS  HUGHES,  Eoq.,  Cml  Engincrr. 

Svo.,  hound,  Price  3r,  W. 


16. 

ILLUSTRATIONS  OF  THE  LONDON  ANI) 
BIRMINGHAM  RAILWAY; 

INRCRIRKD,  nr  PERMISSION,  TO  TKK  DIRECTORS  AND  THE 
RNOINKKR  OP  THE  COMPANY. 

A Scries  of  Lithographed  Sketches  on  the  I/mdon  ami  Birmlriglurti  Rail  wav. 

By  JOHN  C.  BOURNE. 

With  Topographical  and  Descriptive  Account*  of  the  Origin,  Progveaa,  and  | 
(General  Esecution  of  this  Great  National  Murk. 

By  JOHN  BRITTON,  F.S.A. 

It  i*  proposed  that  this  work,  which  will  illustrate  the  most  interesting 
object*  ami  feature*  on  tine  Line  of  Railway  between  London  and  Hirming- 
liani.  shall  correspond  in  size  and  style  of  execution  with  the  splendid  publi- 
cations uf  Roan*  it*.  Lewis  Hard! no.  and  Sraxrina.  Hu*  sire  ■;  I mp«cri*l 
Folio)  and  style  will  enable  the  artist  to  represent  many  of  the  Architectural 
and  Engineering;  feature*  of  the  work*  in  a manner  calculated  to  give  correct 
information  to  the  man  of  science,  as  well  as  to  the  topographer  and  the 
amateur. 

The  First  Number,  Price  XI  It,,  with  Eight  Drawings,  was  published 
September  the  1st ; ami  the  remainder  will  speedily  fallow. 

The  Series  will  consist  of  Thirty-two  finished  Skrtehe*.  a*  executed  by  the 
Artist  on  the  respective  spot*,  and  transfem-d  by  himself  to  atone  with 
smipiilntif.  fidelity.  At  the  conclusion  of  the  Work,  and  with  lit*  last  Num- 
ber, will  lie  f/rr^nted  to  the  $ulm*ril>m,  a brief  Topographical  and  Da- 
nCRtmvR  Account  of  the  Origin,  Progress,  and  general  Execution,  of  this 
great  nation al  Line  of  Railway. 


|wper.  in  live  Dividing  Engine  contrived  hy  the  Author,  the  figure*  and  in- 
scription* having  been  previously  printed  dry.  Hy  this  arrangement  the  eon- 
fusion  of  Crowded  scales  is  entirely  avoided,  and  any  of  then  nay  l«e  applied 
direct  to  the  drawing,  or  compared  with  otic  Mother,  without  "the  employ- 
ment of  the  compasses.  The  material  of  the  scales  and  of  ilie  drawing  paper 
being  ioektical,  they  will  lie  found  well  adapted  to  the  majority  of  the  draw- 
ings used  in  common  practice.  Nmaeroua  experiment*  un  this  Isead  arc  detailed. 

The  Card  Scales  are  made  up  in  sealed  envelope*,  containing  small  num- 
ber*, at  9*.  the  doer  it,  or  separately  at  one  shilling  each,  to  that  any  selection 
can  lx'  made. 

They  are  also  laid  down  on  wood,  ivory,  ami  metal,  of  tl«e  usual  and  several 
tsn*  el  and  economical  forms,  and  any  varieties  not  described  will  be  laid  down 
to  any  given  data. 

lists,  with  full  particulars  uf  sire.  Ac.,  for  circulation  by  post,  may  be  had 
on  application  (if  by  letter,  pant  paid). 
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la  Rvo.,  cloth.  Price  2a.  6d. 

A NEW  SYSTEM  OF  SCALES  OF  EQUAL 
PARTS, 

Applicable  to  various  purposes  of  Engineering,  Architectural  and  General 
Science.  Illustrated  by  a Fac-similc  of  the  Scales  on  Copper-plate. 

By  CHARLES  HOLTZAPFFBL, 

Associate  of  the  Institution  of  Civil  Engineer*. 

The  System  is  an  extension  and  generalization  of  the  common  binary  ap- 
plication of  drawing  scale*,  a*  the  foot  rule  on  the  one  hand,  ami  the  reduced 
scales  of  1,2,  3,  iucliet,  Ac..  to  the  foot  oil  the  other.  They  are  applicable 
not  only  to  all  the  ordinary  parpnaet  of  drawing,  hut  also  to  various  relations 
of  numerical,  geometrical,  and  physical  qualities,  which  may  lie  read  on  in- 
spection. These  operatiem*  would  otherwise  require  constant  and  tedious 
calculations,  or  extensive  sets  of  tables,  vrry  few  of  which  exist. 

The  Proportional  Scale*  for  Line*  are  fur  the  enlargement  or  diminution 
of  drawings,  models,  Ac.,  in  any  of  the  400  distinct  proportion*  expressed  in 
the  Table  which  accompanies  them,  mi  as  to  suit  all  transposition*  of  scale, 
or  the  limitations  of  the  drawing  paper,  copper-plate,  Ac,  Ac.  The  Projuir- 
tional  Scales  fur  I’tanes  and  Solids  apply,  with  the  same  simplicity,  to  the 
grrsM  of  Riqierficc*  and  the  rrmlmti  of  solids,  regular  or  irregular.  The  Pro- 
portional Scales  for  the  Weights  and  Measures  of  Bodies  denote  ou  inspection 
all  relations  of  weight  ami  lwlk,  as  of  tout,  cwts..  or  pounds;  or  cubic  yard*, 
find,  and  indies,  Ac.  Any  two  of  these  tealc*  may  bo  compared. 

The  Comparative  Seales  for  all  Denominations  of  Weights  and  Measure* 
of  all  Countries  show,  in  the  like  n tanner,  the  corresjtomlenee  of  any  two 
measures  uf  a kind.  Numerous  examples  of  the  whole,  particularly  suited  to 
!|  Engineering,  Construction,  and  Science  generally  , are  given  at  length. 

As  the  least  expensive  fabric,  each  scale  is  ruled  on  a different  slip  of  card 


18. 

Just  published.  Price  Hr.  <W.  an  cloth,  with  four  Plates,  * 

A PRACTICAL  ESSAY  ON  STEAM-ENGINE 

BOILERS, 

Their  general  construction,  and  management,  including  important  olisersatio.is 
ou  RAILWAY  LOCOMOTIVE  ENGINES,  and  n«  the  cause*  and  mean*  i f 
preventing  EXPLOSIONS. 

By  R.  ARMSTRONG,  Civil  Engineer. 

* Thia  «•«*»«•  ermuina  ample  riwtew*  U»M  Its  author  n »i-JI  a/qiuunte-l  with  the 
of  whir*  It  tnMv.'-  M Sin-beater  Tune*. 

• We  b*if  pw  Ihratieh  tEi-  h-mk  with  much  ptrsewtr  and  instrurtmn  and  hi-artily  rt- 

nmmciJ  it*  »I  Urn  inn  |«ruuil  to  <>ur  readers. '—Civil  Kngimvr  and  Arrlutnrt'*  Journal  U.v 

March.  ISIS. 


19. 

Just  published,  hamlsomely  Engraved  oat  Sled. 

(size  16  inctm  hy  10)  inches,) 

A CHART  OF  THE  HARBOUR  AND  TORT  OF 
LONDON, 

Exhibiting  tlte  River  Thames  and  the  adjacent  Dneks  from  London  Bridge  to 
Hugxhy’s  Hole,  aod  including  tlie  Greenwich  Railway,  the  projected  line  of 
the  Comnscicial,  and  the  eutamewemeat  of  the  Croydon  Railway. 

lu  this  Chart  the  l.ow- water  Mark,  Soundings,  Shoal*,  and  other  im- 
portant features,  are  Inserted  from  the  mow  recent  survey*  *,  ami,  from  the 
care  which  boa  Itecu  exercised  iu  indicating  correctly  the  various  Wharfs, 
Dock-yanls,  Wnrelwuties,  and  Factories,  on  each  side  of  the  River,  it  will  he 
found  uf  great  utility  to  all  persons  engaged  in  nautical  or  commercial  pursuits. 
Price  2«.  M.  plain,  3*.  coloured. 


20. 

In  Bvo„  with  several  Plates,  Price  16», 

A TREATISE  ON  THE  STRENGTH  OF  TIMBER, 
CAST  IRON,  MALLEABLE  IRON,  AND  OTHER 
MATERIALS, 

With  Rules  for  Application  in  Architecture.  Construction  of  Suspension 
Bridges,  Railways,  Ac.;  with  an  Appendix  on  the  Powers  of  Locomotive 
Engines  on  Horizontal  Plums  and  Gradients. 

By  PETER  BARLOW,  P.R.S.,  Ac.,  Ac. 

21. 

In  the  Press, 

A TREATISE  ON  HYDRAULICS, 

Which  will  lie  found  of  considerable  value  to  tlic  Practical  Civil  Engineer. 
Translated  from  the  Prenrh  of  Mon.  T.  P.  IPAubnisson  dc  Voisins,  Ing>  meur 
en  Chef  au  Carps  K«ya)  ile*  Mine*,  Ac.,  Ac. 

By  RICH  \RD  BEAM  1811,  bq.,  C.E.,  F.R.S.,  Ac.  Ac. 

Content*  of  the  Work. — On  Running  Waters  in  Canals,  Riven,  Conduits, 
and  Jet*  d’Eau,  and  which,  in  the  original,  ocrupir*  236  page*. 

The  Second  Part  to  exhibit  water  as  a motive  power,  and  to  allow  its 
applicability  to  various  Machines,  313  pogrs. 

The  whole  to  1m-  rum  pressed  in  an  octavo  volume,  w ith  several  Platen.  A 
Prospectus,  explaining  at  large  the  extent  ami  utility  of  the  wuvk,  will  shortly 
be  issued. 


Digitized  by  Google 


WORKS  PUBLISHED  BY  JOHN  YVF.ALE, 


Preparing  for  publication,  in  one  large  fyet  convenient'!  volume,  Bvrx.,  comprising  Ififl  pUtrv,  price  3A»„  to  be  Mailed  in  Monthly  Paris,  beginning  with  January 
nut.  and  continued  tuuiilklv  tilt  the  Twelve  Parts  arc  out,  cadi  charged  3*.,  in  a neat  wrapper,  and  delivered  on  Magazine  day, 

A THEORETICAL,  ELEMENTAL,  AND  PRACTICAL  TREATISE  ON  THE  PRINCIPLE, 
CONSTRUCTION,  AND  THE  ARCHITECTURE  OF  BRIDGES, 


In  all  parts  of  the  World,  whether  of  Stone,  Brick.  Wood,  or  Wire,  and  Suspension. 
Dr.  Hutton,  L.L.D.,  F.E.S.,  Thomas  Tkltord,  C.E.,  F.R.S.,  Joseph  Gwilt.  F.S.A.,  k 


The  work  is  based  on  the  Principle*  of 
Dr.  Hutton,  L.L.D.,  F.R.S.,  Thomas  Tklpord,  C.E.,  F.R.S.,  Joseph  Gwilt.  F.S.A.,  Architect,  and  John  Seaward,  F.R.S..C.E. 
Illustrated  by  known  esteemed  examples. 

Tin*  works  of  Pcrrooct,  Gauthcv,  Wicbeeking,  and  other  eminent  Foreign  Author*,  will  be  consulted,  and  their  excellences 
made  available,  and  the  gratuitous  services  of  several  eminent  Civil  Engineers  will  be  accepted. 

The  Publication  of  the  ‘Public  Works  of  Great  Britain,'  and  'Trcdgold  on  the  Steam  Engine,'  having  released  the  eminent 
Engravers  employed  thereon.  Mr.  Wade  has  renewed  their  services  for  tin,**  very  essential  work. 

Subscribers  are  solicited  to  send  their  name*,  addressed  to  Mr.  Wealc,  and  those  whose  names  are  registered  before  the  1st  of 
December,  will  be  entitled  to  the  Parts  at  Sr.  6rf.  each ; the  whole  thereby  will  cost  only  30s. 


ELEMENTARY  PRINCIPLES  OF 

I CARPENTRY,  &c. 

A Treatise  on  the  Pressure  tad  Equilibrium  of  Beams  and  Timber  Frame*, 
the  Rewstanre  of  Timber*,  toil  the  Coaatnactioa  of  Floor*,  Roofs,  Centres, 
Bridge*,  Air. ; with  Practical  Rules  and  Example*.  To  which  is  added,  bo 
I Esaay  on  the  Nature  and  Properties  of  Timber;  including  the  Method*  of 
Seavining.  amt  the  Cum  and  Prevention  of  Decay  ; with  Dewriptiona  of 
the  Kindt  of  Wood  used  in  Building : also  numerous  Table*  of  Scantlings  of 
Timber  fur  different  purposes,  the  Specific  Gravities  of  Materials.  Ac.  illus- 
trated bjr  22  Engraving*. 

By  THOMAS  TREDCOLD,  Civil  Engineer. 

4to„  XI  4a.  boards. 


AN  ESSAY  ON  THE  MODERN  SYSTEM  OF 
FORTIFICATION 

Adopted  on  the  Rhine  and  Danube,  and  followed  in  all  the  works  constructed 
aince  the  Peace  of  1815,  in  Germany.  Illustrated  by  a copious  Memoir  on 
the  Fortress  of  Cohlcnu,  ami  accompanied  by  beautiful  Plans  and  Sections  of 
the  works  of  that  place. 

By  Lieutenant-Colonel  J.  II.  IIL'MFREY.  K.S.P., 

Formerly  of  the  Royal  Artillery  and  Royal  Staff  Corpa,  and  late  Commanding 
Engineer  to  the  corps  of  Cantabria.  author  of  several  Military  Works,  Ac. 
I»ug  resident  in  Germany,  where  he  hail  opportunities  of  collecting  in* 
formation  from  the  hot  source*. 

Price  7s.  6d. 


AN  ELEMENTARY  INVESTIGATION  OF  THE 
THEORY  OF  NUMBERS, 

With  its  Application  to  the  Indeterminate  and  Diophantinr  Analyiis,  the 
Analytical  and  Geometrical  Division  of  the  Circle,  and  several  other  curious 
Algebraical  and  Arithmetical  Problems. 

By  PETER  BARLOW,  Esq..  P.R.S.,  M.Inat.C.E.,  and  of  several  other 
learned  Societies  and  Academics. 

In  8vo..  upwards  of  500  pages,  Price  Br 


A PRACTICAL  TREATISE  ON  THE  PRINCIPLES 
AND  PRACTICE  OP  T11E  ART  OF  LEVELLING, 

With  Practical  Elucidations  and  Illustrations,  ami  Rules  for  Making  Roads 
upon  the  principle  of  Tat-runn;  together  with  Mr.  Macnrill’*  Instrument 
for  the  Estimating  of  Roads,  Ac. — A work  moat  essential  to  the  Student. 
With  Plates,  8 vo..  Price  6». 


| A TREATISE  ON  NAVIGATION  BY  STEAM; 

Comprising  a HIBTOmr  of  the  steam  bngini,  and  an  Essay  towards  a 
System  of  the  naval  tactics  rictruAa  to  steam  navigation. 

By  SIR  JOHN  ROSS,  R.N.,  K.S.,  Ac.  Ac. 

In  4to.,  with  Plates.  Price  XI  1«. 


Nearly  ready,  a New  Edition,  with  Additions,  by  G.  Rennie,  E*q.,  C.E.,  F.R.S. 

PRACTICAL  ESSAYS  ON  MILL-WORK  AND 
OTHER  MACHINERY. 

On  the  Teeth  of  Wheels,  the  Shafts,  Gudgeons,  and  Journals  of  Machine*; 
the  Couplings  and  Bearings  uf  Shafts  ; disengaging  and  re -engaging  Machinery 
in  Motion;  equalizing  the  Motions  of  Mills;  clanging  the  Velocity  uf 
Macliines  in  Mutton ; the  Framing  of  Mill-Work.  Ac. ; with  various  useful 
Table*. 

By  ROBERT  BUCHANAN,  Engineer. 

Revised,  with  Notes  and  Additional  Article*,  containing  new  Researches  on 
v mitosis  Mechanical  Subject*, 

By  THOMAS  TREDCOLD,  Civil  Engineer. 

Illustrated  by  Plates  and  Numerous  Figures,  2 volt.  Bio.  XI  4«,  hoards. 


SUSPENSION  BRIDGES. 

A SCIENTIFIC  and  an  HISTORICAL  and  DESCRIPTIVE  ACCOUNT  of 
the  SUSPENSION  BRIDGE  constructed  over  the  MENAI  STRAIT,  in 
North  Males;  with  a brief  Notice  cf  CONWAY  BRIDGE.  From  Designs 
by  and  under  the  direction  of  Thomas  T ilford,  F.R.S.,  L.  and  E.,  Ac.  Ac., 
and  Alexander  Paovu*.  Esq.,  Resident  Engineer. 

Large  Alla*  folio,  17  vrrv  finely  enfraved  plates.  Price  X4  14a,  Cd. — A few 
copies  only  of  proof*  on  India  paper.  Price  £6  (it. 


CEMENTS. 

A PRACTICAL  and  SCIENTIFIC  TREATISE  on  the  Ounce  and  Preparation 
of  the  Material*  for,  and  the  Manufacture  and  Apydiration  of,  Caleerou* 
Mortars  and  Cements,  .Artificial  and  Natural,  supported  by  an  Extensive 
Scries  of  Original  Experiment*.  By  Mr.  L-  J.  Vicat,  Chief  F.nginccr  of 
ICiMsl.t,  Ac.  Translated  from  the  French,  with  numerous  and  valuable  Ad- 
dition*. and  Evplanainry  Note*,  comprehending  the  most  import  ant  known 
Facts  in  tlii*  Science,  and  with  additional  new  Experiment*  and  Remarks. 

By  Captain  J.  T.  SMITH,  Madras  Engineers. 

In  Bvo.,  with  Plates. 
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31. 

OBSERVATIONS  ON  LIMES  AND  CALCEROUS 
CEMENTS, 

A*  applied  to  tbr  Formation  of  Mortars,  Sturroe*.  anil  Concrete;  togrtlver 
with  deduced  from  N iimemo*  Experiment-.,  for  milking  an  Artificial 

M ater  Cement,  similar  in  its  Properties,  ami  equal  in  Etfickmey,  to  the  best 
Natural  English  Cements,  iiupnsjHTlj  »tylcd  Roman  Cement*. 

By  Colonel  PAS  LEY,  Royal  Engineer*,  C.B.,  F.R.8.,  Ac.  te 
In  6vo.,  with  numerous  Wood-Cuts. 


32. 

THE  CARPENTER  AND  JOINER’S  ASSISTANT, 

Chaining  IVactical  Rules  for  nuking  all  Wind*  of  Joints,  and  various  methods 
of  hltigfing  them  together : for  hanging  of  Door*  ; for  fitting  up  Windows 
and  Shutters ; for  the  constnirtMin  of  Floor*,  Partition*,  Soffits,  Groins, 
A relics  for  Masonry  ; for  roust  rutting  Roofs  in  the  best  manner  from  a given 
quantity  nf  Timber.  Ac.  Also  Extracts  from  M.  Bclidor,  M.  4u  Hamel,  M. 
de  Bulfon,  dee.,  on  live  strength  of  Timber.  Illustrated  with  7'J  Plates. 

By  PETER  NICHOLSON,  Architect. 

4to.,  Price  £1  Is.  Revised  and  correctcxL 


33. 

THE  CARPENTER’S  NEW  GUIDE, 

| Being  a complete  Book  of  I Joe*  for  Carpentry  and  Joinery,  treating  fully  on 
Practical  Geometry,  So  flits,  Brick  and  Plaster  Gnniu,  Niches  of  every  df- 
i trnptkm,  Skylights,  Lines  for  Hixif*  and  Monies;  with  a great  variety  of 
Designs  for  Roofs.  Trowed  Girders,  Floor*,  Domes,  Bridges,  Ac.,  on  84 
Cop|wr-plates  t including  Mime  Obsenatiuiu  anil  LalcuialUuu  on  the  Strength 
i uf  Timber. 

By  P.  NICHOLSON. 

4 to..  Price  £1  la.  Corrected  and  enlarged. 


34. 

A PRACTICAL  ESSAY  ON  THE  STRENGTH 
OP  CAST  IRON  AND  OTHER  Ml.TAI.S; 

Intended  for  tire  Assistance  of  Engineers,  Iron-Masters,  Millwright*.  Archi- 
tect*. Founders,  Smith*,  and  others  engaged  ia  the  Construction  of  Ma- 
chine*. Building*.  Ac.  Containing  Practical  Rule*.  Table*,  and  Examples, 
founded  on  a Series  of  new  Experiment*;  with  an  extensive  Table  of  the 
Properties  uf  Matenai*.  Illustrated  by  Eight  Plates  and  several  Wood -cut*. 
By  THOMAS  TREDGOLD,  Civil  Engineer. 

Third  Edition,  improved  and  enlarged,  8vn„  Price  12*.  Iioard*. 


35. 

MAKING  AND  REPAIRING  ROADS. 

i RCI.ES  for  MAKING  and  REPAIRING  ROADS,  as  laid  down  by  the  Ittc 
Thomas  Tai.roan,  Eml,  Civil  Engineer.  Extracted,  with  addition*,  from  a 
Treatise  oe  the  Principles  and  Practice  of  Levelling. 

By  P.  W.  SIMMS,  Surveyor  and  Civil  Engineer. 

8vo„  with  two  large  folding  Plates  uf  Sections  of  Roods,  Price  2*. 


A TREATISE  ON  MILLS; 

In  Poor  Part*.  Part  Fir*t,  on  Circular  Motion ; Part  Second,  on  the  Maxi- 
[ mum  of  Moving  Bodies,  Machines,  Engine*,  Ac. : Part  Third,  on  the  Velocity 
; of  Effluent  Water;  Part  Fourth,  Experiments  on  Circular  Motion,  Water- 
Wheels,  Ac. 

By  JOHN  BANKS.  Lecturer  on  Experimental  Philosophy. 

Four  Plate*.  Second  Edition,  Price  8*.  board*. 


37. 

A TREATISE  ON  RIVERS  AND  TORRENTS, 

With  the  METHOD  of  REGULATING  their  COURSE  and  CHANNELS. 

By  Paul  Frim,  Memlier  of  numerous  Arad  rime*.  To  which  i*  addevl.  An 
ESSAY  on  NAVIGABLE  CANALS,  by  the  *ame. 

Translated  by  Major-General  JOHN  GARST1N. 

4 to.,  with  Plate*.  Price  lir. 


38. 

SECOND  REPORT  ON  THE  LONDON  AND 
BIRMINGHAM  RAILWAY, 

Founded  on  an  Inspection  of,  ami  Experiments  made  on,  the  Liverpool  anil 
Manchester  Railway. 

By  PETER  BARLOW,  F.R.S.,  Ac.  Ac. 

Wood -cuts,  8vo.  Price  3*. 


39. 

AN  ESSAY  ON  THE  CONSTRUCTION  OF  THE 
FIVE  ARCHITECTURAL  SECTIONS  OF  CAST-  ’ 
IRON  BEAMS, 

Employed  aa  Girder*,  Bre*aummer«,  ami  other  Horizontal  Support*  for  ■ 
Buildinp,  Ac. 

By  WILLIAM  TURNBULL 
Wood-cut*,  Bvn.  Price  4*.  6 if. 

•„*  Tlii*  Work  may  appropriately  lie  called  a Supplement  to  Tmumou*. 


40. 

A PRACTICAL  TREATISE  ON  THE  CONSTRUC- 
TION OF  OBLIQUE  ARCHES. 

By  JOHN  HART.  Nun. 

8xo.,  New  Edition,  with  teveral  Plate*.  Price  6*. 


41. 

NAVAL  ARCHITECTURE; 

Or,  the  RUDIMENTS  ami  RULES  of  SHIP-BUILDING;  exemplified  in  a 
SERIES  of  DRAUGHTS  and  PLANS;  with  Observations  tending  to  the 
further  Improvement  of  that  Important  Art.  Dediratcd  fry  perou.wiou  to 
Hi*  Mijestr. 

By  MARMADUKE  STALKARTT. 

Third  Edition.  Folio,  with  a large  Alla*  of  Plates,  Price  £4  4*. 


42. 

PERSPECTIVE  SIMPLIFIED. 

Easy  and  Practical  Rule*  explained  for  the  Pmfenskmal  Student  in  the  Fine 
Art*,  and  the  Amateur. 

By  7..  LAURENCE,  Esq.,  Stamford  Hill. 

In  8vo.,  with  several  Illustrative  Plate*,  Price  It, 


43. 

Supplementary  and  Fifth  Volume  to  tl*e  Antiquities  of  Athena,  bv 
It.  CL  Cockerell,  Esq.,  Ac. 

ANTIQUITIES  OF  ATHENS  AND  OTHER 
PLACES  OF  GREECE,  SICILY,  Ac. 

Supplementary  to  the  Antiquities  in  Athens,  by  JAMF.S  STUART,  F.R.S.,  ij 
F.S.A.,  and  NICHOLAS  REVETT ; delineated  and  illustrated  by  IL  C.  j 
Cockkekll.  R.A.,  F.S.A.,  W.  Kiwsraiao,  T.  L Donaldson,  Member  of  the  I, 
Institute  of  Park,  \V,  Jknkin*.  sad  W.  Rail-ton,  Architect*. 

Imperial  folio,  uniform  with  the  Original  Edition  of  Stuart  and  Rev  fit,  [J 
and  the  Dilettanti  Works.  Very  finely  printed,  and  with  numerous  beautiful  j 
Plntr*  of  Plans,  Elevations,  Sections,  View*,  Ornaments,  Ac-  Id  extra  cloth  ij 
hoard*  and  lettered,  Price  lie. 
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WORKS  PUBLISHED  BY  JOHN  WHALE, 


44. 

ARCHITECTURE  OF  THE  METROPOLIS. 

DEDICATE l>  TO  »TDMY  KM1RKE,  ARCHITECT,  M.A.,  EDA 

A New  and  Considerably  Enlarged  Edition,  with  many  Additional  Subjects  ami  Plates,  of 

ILLUSTRATIONS  OF  THE  PUBLIC  BUILDINGS  OF  LONDON, 

In  Two  Volumes  8vo.,  with  1C5  Engravings,  originally  edited  by  the  late  Auaurruft  PuoiN,  £#q . , Architect,  and  John 
Britton,  Ecq.»  F.S.A.,  Ac.,  and  now  newly  Edited  and  Enlarged 
By  W.  H.  LEEDS.  Esq. 

Manifold  n*  are  tlie  pahliratKin*  whirli  represent  the  various  structures  of  i us  authentic  and  tolerable  complete  record*  of  many  building#  which  no 

the  metropolis,  this  U the  only  worts  which  describes  them,  not  ad  itbitum,  in  ! longer  exnt.  Among  these  arc  Carlton  llaircr.,  illustrated  with  several 

views,  which  even,  when  perfect ty  comet,  ibrnr  no  more  titan  the  general  ' plates,  including  sections,  and  a pluu  of  the  private  apartments ; the  late 

aspect  ami  locality  of  each  building  from  a certain  point,  and  consequently  Evui.i-h  Opera  IIui'»b;  Mr.  Sash'*  Gallery,  which  ha*  since  been  dis- 

atford  no  information  beyond  mere  external  ajqiearaucc — -but  exhibit*  them  ■ mantled  of  iu  rmi  dlidimcntv  5 nml  The  Hoval  Exchange. 
an-kilerttraUji  by  mean*  of  plans,  elcsnt inns,  and  ivraainnally  liotli  sections,  1 Among  (he  subject#  Introduced  in  this  New  Edition  will  he  found  the 
and  interior  perspective  views.  Thus,  a far  iiMire  ooaiplcie  and  ron-cct  know-  following:—  The  Teavellhilm'  Clvu  IIocrk — London  I'nivkreitv — Sr, 

ledge  may  be  obtained  of  each  rdirire,  in  its  entire  anungviuent  ia  all  its  parta  G antic.  / 4 IIukmtai. — Gateway.  Green  l**rk  — Pa«r  Office — Fimi-  ! 

anil  di(m-n*ionk.  than  hy  pictorial  view#  of  them.  [ maoEHi*  Hall — St.  l)t!N«TJut*«,  Fleet  Street;  and,  for  (he  accommniUtion  1 

As  stortie*  for  the  Architect,  the  subjects  eontainrd  in  these  volume*  of  the  imreh-wn  of  ttie  |«riucr  E'hlioii.  all  the  Plates  non  added  will  I*-  j 

strongly  recommend  thciuMlfM,  more  part icviLarly  so,  as  cif  1li«  majority  of  also  puVi  ,h«  I with  their  nrrauquiiying  lettcr-prrvi,  in  a separate  form,  to 

them,  no  plans  and  elevations  an*  to  lie  met  with  in  any  oilier  publication,  acne  a»  a Supplement  to  then  Volumes, 
which  materially  enhances  the  inUTvat  of  tlui  collection,  and  it  present!*  to  ■ 


45. 

A TREATISE  ON  THE  LAW  OF  DILAPIDATIONS 
AND  N USANCES. 

By  DAVID  GIBBONS.  Esq.,  of  the  Middle  Temple,  Special  Pleader. 
Dedicated  Id  live  Honourable  Sir  John  Taylor  Coleridge,  Knt.,  one  of  Her 
Majesty's  Justices  of  the  Court  of  Quern'*  Bench. 

The  design  of  the  present  work  ia  to  liriug  into  one  view  that  branch  of 
live  law  ill  which  architect*  and  surveyor*  are  principally  interested,  and  to 
funiish  them  with  some  rule  by  which  to  e*1liu*te  Dilapidations:  and  for  lids 
jnirjnnc  1 have  atnted  the  effect  of  all  the  authorities  of  law  which  I have 
though*  could  be  usefully  referred  to  upon  the  subject.  The  more  important 
case*  (most  of  which  are  modem}  are  given  at  length,  so  that  the  reader  may 
distinctly  tindendand  tine  principles  enounced  hy  them,  and  perceive  the 
11. aimer  in  which  they  ore  applied.  The  term  Dilapidation,  literally  speaking, 
is  under*! c*  11I  to  mean  the  depreciation  or  weanug  away  of  a building.  I, 
however,  have  nut  confined  myself  to  this  narrow  detmition,  lmt  have  treated 
under  the  head  of  Dilapidation*,  of  the  general  obligation  to  iim-  immoveable 
printers y ini|iosed  hy  the  nature  of  the  tenure,  and  the  dra*ri|>tioti  of  tin: 
tenement,  including  the  oMigarion  to  eultivale  lands,  the  right  to  tinilicr.  and 
other  analogous  obligation*  and  rights.  The  first  chapter  i»  devoted  to 
Ecclesiastical  Dilapidations — a subject  of  especial  interest  to  chat  highly 
respectable  and  inthi*  ulinl  body  of  men,  the  |tarochial  clergy  ; and,  to  make 
my  work  mure  B«rfol  and  complete,  I have  added,  l*y  way  of  Appendix,  the 
statute  commonly  called  Gilbert'*  Act,  and  the  amending  art,  reerntly  ItfiMght 
in  hy  the  Archbishop  of  Canterbury,  far  promoting  the  residence  of  the  pa- 
rochial clergy,  by  making  provision  for  the  building  and  repairing  glebe  Iioum  s, 
1 have  also  treated  of  the  obligation  of  the  public  to  repair  Churches, 
Highway*.  Bridges,  and  Sewers,  which.  I doulu  not,  will  lie  found  interesting 
to  those  who  are  concerned  in  estimating  the  Dilapidations,  ansi  executing 
the  rejiair*,  of  such  building*  and  works.  A*  somewhat  analogous  to  Dilajn- 
dations  I have  added  a chapter  on  Nuisance*,  relating  to  lauds  and  homes,  in 
which  1 have  discussed  the  obligation  ami  right*  aromg  from  neighbourhood, 
and  the  manner  in  whk-h  those  cawmciit*  are  acquired,  which  are  essential  to 
the  well  Iwing  of  a house,  such  as  the  rigid  to  foundation*.  to  window-light#, 
ami  water-course*.  Question*  ujh»ii  this  subject  must  very  frequently  occur 
to  architect*  in  planning  building*  or  improvement*,  and  it  is,  undoubtedly, 
important  that  they  stioubl  know  the  law, — Preface. 


46. 

ROYAL  PARKS. 

Shortly  will  he  published,  in  Royal  Quarto.  40  Hates,  very  neatly  engraved, 
Price  XI  11a.  M. 

THE  ORNAMENTAL  IRON  WORK  AND  LODGES 
OP  THE  ROYAL  PARKS. 

Dn«i>*>  mole  b>  JAMES  I1AKBW8I.L  .nH  C.  J.  RICHARDSON,  Eiqi- 

Architects,  expressly  for  the  work. 


47. 

GEOLOGICAL  STRUCTURE  OF  ENGLAND, 
IRELAND,  AND  SCOTLAND. 

An  Index  Geological  Map  of  the  British  Isles ; constructed  from  published 
lineament*,  cnmmuniratiofi*  of  eminent  geologist#,  and  (seminal  investigation. 
By  JOHN  PHILLIPS,  P.R.S.,  G.S. 

Professor  of  Geology  in  King’s  College,  London. 

Engraved  hy  J.  W.  LOWS Y. 

One  Urge  sheet,  very  accurately  coloured,  sire  w ithin  the  line  tif  work, 
25)  inches  by  IB).  Price  10*. 


48. 

MATERIALS  FOR  A CUALCOGBAPIIIC  AND  LITERARY 

HISTORY  OF  BRITISH  ARCHITECTURE, 

COLLECTED  riU'M  EX.VKrU'.s  or  L1VIVO  naiTI^H  ARCHITECT*. 

To  lie  Edited  by  V.  IL  LEEDS,  Esq. 

It  is  prop-vied  to  publish  Part  1.  (in  Jan.  18311)  as  an  experiment,  consisting  of 
THE  TRAVELLERS'  CLl  IMlOl  SE  IN  PALL-MALL.  LONDON. 

By  CHARLES  BARRY.  E*q„  Architect  and  F.R.S. 

Drawn  to  a Tenth  Seale,  in  royal  l to.,  with  great  cire  and  accuracy,  by  Mr. 
Hewitt,  cuiupn-uug  ten  Drawings  of  Elevations.  Hans,  Sections,  aud  Detail*, 
to  lie  engraved  hy  J.  I.KkEliX.— Price  15s. 

■ The  stuiljr  of  lb*  Travellers'  Chib-h -use.  the  wntk  H Mr.  Barry,  cannot  fait  to  entire* 
tlin-  --ilirtr  ul  U*!c.  anil  enc  un  ♦xnilrnt  <Cirrrtiiiii  1«*  threr  M,jvri*|a,  untixrd  idea  of 
uvtnWrtural  brj«l>  aiul  rt.inliinalii>s  m dowrstir  *n  tiil<rturr," — newnirrUt  AilillrM,  Ar- 
tkilwclur*)  JWirii'ij.’junc  I4b.  I<CW. 

PTOCTWtiitc*  with  an  AdilrcM  will  accompany.  $uli*crihm*  names  to  be 
forwarded  to  Mr.  Weals, 


4D. 

HISTORY  AND  DESCRIPTION  OF  THE  LATE 
HOUSES  OF  PARLIAMENT  AND  ANCIENT  j 
PALATIAL  EDIFICES  OF  WESTMINSTER.  f 

By  JOHN  BRITTON  and  EDWARD  W.  I1RATLBT, 

Author*  of  very  numerous  Antiquarian  and  Topographical  publication* ; Fellows 
of  the  Society  of  Antiquarian*  of  London,  and  of  several  other  Sonetira. 

In  large  and  thick  Hen.,  containing  15  very  beautiful  and  interesting  Plates 
neat  ia  cloth  I mania.  Price  .til  1*.  Ob  royal  paper,  £2  2t.  In  4to.,  to  lx* 
uniform  with  Mr.  Britton's  Cathedrals,  X4  4*.  Very  few  Copie*  of  Proof*  j 
and  Et-  lung*  in  imperial  Kvo.,  X4  4«. 
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50. 

GOTHIC  ARCHITECTURE. 

The  following  very  valuable  and  interesting  Work  ha*  been  withheld  from 
for  IpVinlt  at  ei^I.t  vents ; the  puKicut.Mn  price  was  fixed  j*t  XJ  fob, 
Iml.  na  a favonrnUe  purchase  bn*  been  made,  the  price  is  sow  l&t.  in  extra 
cloth  lioard*.  ami  ktlemi. 

A SERIES  OF  ANCIENT  BAPTISMAL  FONTS, 
NORMAN,  EARLY  ENGLISH,  DECORATED 
ENGLISH,  AND  PERPENDICULAR  ENGLISH. 

Drawn  by  P.  SIMPSON,  Jun.,  uni  Engraved  hy  R.  ROBERTS. 

Large  fivox,  containing  40  very  hmuliliilly  Engraved  Plate*,  in  the  bod  stxle 
of  that  Art,  and  the  Text  mitten  hy  an  accomplished  and  lah-nted  Gentle* 
' man,  wlmta  attain  n rut  * in  Architecture  and  Antiquity  arc  aril  known  and 
appreciated. 

A few  capita  on  luce  ]M|*r.  price  A’ I K*. ; and  only  tlx  copies  India 
proof*,  with  Etching*,  at  £2  2s.  ’ 

51. 

THE  MONUMENTAL  REMAINS  OF  NOBLE 
AND  EMINENT  PERSONS, 

Comprising  the  Sepukliral  Antiquities  nf  Great  Britain,  engraved  from 

Dinning*  hy 

EDWARD  BLOKE,  Architect,  P.S.A. 

With  Hbturical  and  Biogra|diical  lUustraiiona. 

CONTENT*. 

1.  EVuiw,  Qur^n  ef  Edward  tlur  First.  1?.  John  G«nr.  St.  Sariwr's  t'Ann-A. 

HV*f<«iiMfer  .IwV'j.— I _>o.  tv— 

a.  Kfte*  W l lie  ***I-  11.  Ki~r  llfiiry  V*  Emftb  ind  k»  Qufcn. 

3.  Nrii.n  Fill  Hue^x  *4  UvJale.  Br  !%,'*■  I •i.lwtr'v  OiMriiraL-Ull 

f4«rrt.-i»i,  l}.  h'tfifj  the >■»<. 

4.  As xu»r  «lr  Vi,l.*r,  Furl  rf  Frwhrvkr.  vt.  Th>uuM  F.Uulan,  Kart  <4  Arundel. 

l*Wu.i Hf.'rr  IW>j  - l.iri.  ,4<VmiIW  Vbnrfk.  -tm. 

5.  Sir  Jinn'*  Uiiu»i«*.  Bo*gi**  CftmtrcK.  ft.  JLiIjit,  N»vj|e.  Bari  of  WrsduurUml. 

—13*1.  t t>\,re*.- i«u. 

0.  Ocnwe  AInril.  Admiral  uf  tlir  Ciilqac  71-  Ait . .i..  i.f.  MX  Karl  ut  Iaai^Us.  ftoug.W* 
P,*r<».  ItYi.  /irt.-ii  l Mvrr h. — Xadnr.  4'A«'<A  -Mm. 

7.  PhUirp*.  Wu..  r.  i.f  F.branl  the  TaUrd.  a*.  II li U..I.1  Bnurtaoa.  Fart  of  Wirx'ek. 

I»  • If * ,nt*.r  i;«y.  /J.-a.M'A.jH.ji,  I * t)*t,  - 1 uy. 

*•  FC-i^y  i>(  tl--  wnn  . 94-  l.itnjr  .4  l hr  some. 

>■  IK  llpaar!.  .Slip,  F.«H  of  tVarwii-A.  «.  3.  :.I.  Jl.  >»,'  «,  liuketdScmerwt.  H'lm- 

t.„f„  V. —Irf  It  14. 

|iul»p  <4  4.|inirester>  it. 
• iM+y. — 1440. 

. hirj.  Ti ll/it/tin  Ckurrk.  - 

157? 

. Ar.IiY«t  jm  Wnrtiom  an. I Pjrkliani. 

I'aiili'/U'v  C -iMra. it. — Illy, 

'.  Mxejmrrt  PlunUtr'iut,  Cuuni  -.*  ft  Kah*. 
luifj.  t 'tirnt  i IJturrA,  il.in.  ,'Wwrr.  - 
Oil. 


•jm'Wiwi  CAn*~\.  ItWaiCt.  — 1370. 

. Edward,  roim  <e  U «!*..  4.™ i.r-s.cy 

t *tkr4mt.— l.ipd. 

. Frfiav  u<  D»  »mnr. 

. Knur  Kilwnrd  Iri*  T_jJ.  H’ra/rtnWre 
— i.ir*. 

. V.V-*}  tl  tlx  »»mt. 

, TtimuM  Unit. til.  Ki, hi'ii  of  Ihiriiam. 

Umi'.Iom  r»w^f«r.— 1 mi. 

. U'dliain  nf  U i (bunt.  Ili.hop  of  XVi*. 


One  Urge  folio.  Tlic  iilate*  enernved  in  the  finest  style  of  Art.  Cloth 
buoriLt.  IlTU/oL  Price  £1  I0». 


Shortly  will  he  publish.-. I.  in  imperial  folio,  aV.nt  25  I'latei,  Engraved  ami 
Ulhiigmi.I.i  il  in  the  licit  *tylc, 

MR.  HOPPER’S  DESIGNS  FOR  THE  NEW 
HOUSES  OF  PARLIAMENT. 

Cciuiiting  1‘l.lis  Elenrtkiw,  .ml  Vi<w»  of  thr  Inti-nor. 

Only  a Limited  number  will  lie  priuted. 


53. 

BUIDGEN’S  INTERIOR  DECORATIONS,  DE- 
TAILS, AND  VIEWS  OF  SEFTON  CHURCH, 
IN  LANCASHIRE, 

Errrt«l  hy  the  Molinnu  funily  fthe  anmtor*  of  the  prewnt  Earl  of  Seflonl, 
in  tlie  eariy  part  of  the  rrign  of  llenrr  till. 

The  Hate*  (.14  In  number)  dbplas  tbe  betnliful  Style  of  the  Twlor  Age  in 
Details,  Ornament*,  Section*.,  and  View*.  Etched  in  a maitcriv  »t)lc  oif  art. 
In  folto  sire,  Price  ill  la.  in  board*. 


54. 

DRAWINGS  OF  THE  FINEST  EXISTING  SPE- 
CIMENS OF  ANCIENT  HALF-TIMBERED 
HOUSES  OF  ENGLAND, 

And  of  their  Detail*;  with  an  Embv,  dwming  tbe  Claixibcation  of  tbe  Style, 
ami  tlie  Age  to  uhirli  it  belong*. 

By  M.  HABERSHON.  Arcliilret. 

Pam  I.  II.  6t  III.,  7a.  each ; to  be  completed  lu  t»  parts,  M\al  4to. 

The  work  will  contain  altont  Twenty  View*,  taken  from  the  flnc*t 
remaining  Specimens  nf  this  intercitmg  braueli  of  tlie  Ancient  Architecture 
of  England,  eoi:i)ifi»ine  Manor  II<m*o,  Town  Resideiwe*.  and  Cottnge*,  *ojne 
of  which  are  particularly  striking  and  nifiure»<jue ; and.  in  order  to  give  a 
inure  ronqditc  iHii'tration  0/  it,  »»rh  View*  will  he  nrwuupanieii  by  Drawings 
to  a large  icale  nf  Chimney*.  Tracery,  l*orrli«,  Diwira,  Window*,  and  other 
IhlfiiK  To  vili.rh  will  lie  added,  an  Essay,  giving  a General  Historical 
\ lew  of  English  Architecture. 


55. 

CLARK’S  ELIZABETH  IAN  ARCHITECTURE, 

With  Plate*,  imperial  Bvu.,  cloth  Iioards,  ill  la. 


CONTENTS. 


tVioiLied'"f>  Ifiiu*-  Sumy,  buj]t  lq  Sir 

Thniuai  C#«-jI, 

KMiw  Hihim*.  P«.r*  Sir  llriri  Marnart). 

||  'i  v.  r»  • re  -*ir  1 1,  - H< ii 
4ir»1l  A II  t3,tlir*lur«-.  >*4  IVlrrWurl.uiUK*. 
Mjnurlil  HUI,  N.-r  -■  S.liuiU  i*( 

-Vr'i!  Til  ll:iii.  Til. Hu..*  Vikl  itJ. 


tjuivn'*  lli  i l *i»  U niter  lUdogk. 

CtuttlHun.  Ovlnn;»liir».  Wnlicf  Jour*. 
Hrrmuu  Hvil,  t lir.lnrr , Si*  U iltrf  Ikcfrtto. 


Hnllini)  H'Wi'r.  Mvtfltrwv,  NtWilurCanr. 
Ili^rM.  i Hiw.  KuAdX. 

Stnrtr  Fla r*.  Siiaw*.  HkImII. 

MiTaUKiiu  IIuiim  . .VHi«*nHt«bu*,  Sir  Kitwuril 

Phi  pa. 

\tv»i.,-,.il  Hwrte.  tVom»«rr»Xifr. 
Wdrbitnl  Plant,  ihwti,  Scr  F.dward  CuJ. 
firjirr. 

fjn.r’.  C nmrr.  S 

K^^lniry  II  e*.  I^ed  M-MMnule. 

>Uat  MbwhII.  N*-*:wll. 

Old  Hunt,  orur  Uuuoicf,  Ac. 


st. 

SPECIMENS  OF  THE  ARCHITECTURE  OF  THE 
REIGNS  OF  QUEEN  ELIZABETH  AND  KING 
JAMES  1., 

From  Drawing*  hy  Chabmh  James  Richardson,  Gkorc,*  Mooue,  and 
other  Arelutcds,  with  Olrscnalions  and  Descriptions  of  the  Plate*. 

Sixty  Plate*,  Tille-Page  printed  in  eolouni  and  gold,  elegantly  half-lionnd  in 
tnururoo,  and  letleirtt,  Pdvp  ill  1C». 

Eishteen  PUte*  illustrate  the  Old  Manor  lliiuw,  thr  Gardena,  Termer*,  Sc. 
at  CUvertnn,  tlse  Seal  of  George  Vision,  E»i|. — »ix  the  Dtike  of  Kingston's 
Picturesque  Home  at  Ur**U‘onl— and  eight  the  prinedy  Manucm  of  Lonl 
Holland  bt  Kensington. 

Tlie  volume  contain*  examples  of  Ceiling*.  I’orrhry,  Hahi%tnule»,  Screen*, 
Staircase*.  Monmuents.  Pu-piK  Sc. ; and  a rich  eoUcithm  of  Fae-umile*  of 
Uld  Eiudidi  Drawings,  cliicdy  uf  John  Thar]>e’*,  tbe  most  eminent  Artist  in 
Queen  Eliubcth's  time. 


57. 

HAKEWELL’S  ATTEMPT  TO  DETERMINE  THE 
EXACT  CHARACTER  OF  ELIZABETH  I AN 
ARCHITECTURE, 

Illustrated  hy  Parallel*  0#  Dnrtno  Home,  Hatfield,  l-onghatc,  and  Wollaton, 
in  Englnnd  ; the  TaHar-m  delta  Cancdlaria,  at  Home. 

The  Plate*  (8  in  nnmhcr)  consist  of  compartments  of  the  Pallaz/o  della 
Cancellaria,  at  Home,  by  llramaatc.  1405;  and  l^mpleate.  by  John  of  Pa>lua, 
154".  t ompartiiirnt  af  tl>e  South  Fmol  of  llatlichl,  lull,  with  Compartnicnt 
of  Wollalon  Hall,  13H0 ; Doeton  lloitse.  Buck* — a Plan.  Screen  in  thr  Hall; 
Longitudinal  Section  of  tbe  Stairraae ; Transveru*  Section  of  the  Stairrmc; 
Chinines  .piece  in  Qnt'cn  F.liralwtli'*  rnntn ; Ceiling  in  the  same  rnmu  ; a 
fmoit  view  4if  tlie  Quern  occupsc*  tlie  centre  eonipartinent ; the  i*orre*|ioiMiiiig 
compartment*  are  rtlled  with  the  Portmits  of  her  principal  Minuter*  in 
pn>^lr.  In  Hvo.,  extra  cloth  l*o*rd*.  and  lettered,  Price  7*. — 25  copies  arc 
pruned  on  India  paper,  Price  10».  lid.  Second  Edition,  corrected. 


flF- 


-1st 


Digitized  by  Google 


12 


WORKS  PUBLISHED  BY  JOHN  WEALE, 


38. 


MOLLER’S  GERMAN  GOTHIC  ARCHITECTURE, 

TraiulatciL  With  Notes  and  IlluatmtMo*  by  W.  11.  LEEDS. 

8vo„  cloth  boards,  ami  lettered,  Price  8a. 


59. 

GERMAN  GOTHIC  ARCHITECTURE. 

MEMORIALS  OF  GERMAN  ARCHITECTURE; 

Or,  the  ARCHITECTURAL  ANTIQUITIES  OP  GERMANY. 

Uy  GEORGE  MOLLER,  of  DtmaUdt,  Architect  to  the  Grand  Duke  of  Hw*e. 
2 vols.,  large  folio,  with  130  Plate*,  a Description  of  each  Edifice,  and  an 
Essay  OB  tlie  Qri^l  anil  PkOgRtOft  of  Gotluc  Arehilcclure,  with  ttfclfW  to 
ith  Origin  and  Progrt**  in  England ; in  the  German  Language.  accouipaiocd 
l»y  an  English  Tran  »lu  turn. 

In  8vo.,  with  Notes  and  Illustrations  by  W.  II.  LEEDS.  Price  £4  4#. 

' Thr  Tfra—illmn.  or  Eatty  (Rwin . b»«  not  yet,  aa  far  a*  I know , imh  nl  aaudl  <*Htuut 
iiimE-o.  I »r  MUVr.  Iioarrrt.  in  tfcr  ■>  b.«  »il«u>.W  ISrnWmnrUcr,  tuu  m-ciitly 

given  -«  rtcelUnt  rr-  n-wBUh'  ma  of  ilw  I'slbrdral  at  Lunbunt-  "ii  Ibr  lahn.  wbirb  -*  ■ 
very  ailnnmiilr  .(«in»-ii  of  tVi«  kind ; mil  hw  notkal  the  hateramhatt  »n-t  tra?<*UKm 
iiU*-»-  »t  --b  lln»  edlAre  Mfint  t"  wwpjr  in  thr  ,ln  i l..j«mrnt  of  (hr  German  rtylf.* — 
Vt'tirwriT*  Nutt*  on  German  Cburrbc*.  p.  *5. 

• TVrr  dill,  5./nm-f.  •eicral  mln*lrlr  jrutilieationa,  with  *ro*l  T',»E'*.  thr  •lihjeet  <4 

German  ATriiiunurr,  anil  nuwc  will  i.rabaldy  a|i|wsr  in  a abort  owe-  Itr  Midlir1*  • "tk 
llH-iiknu>tilrr  >Vr  Dnriirlira  SaulmiH  uln^Jt  muuu»  tttrllmi  apminen*  irf  rtrn  «i«> 
uf  (rtf  man  tiuilihne*.  and  offei*  adihtinnal  iniinat  ami  IkhuI)  in  nib  new  number."— 
MTh-w*II'»  Note lirrmaa  t'buirhf*.  |tp.  H,  » 

• Tbf  CSuarrli  of  St.  Caibartne.  at  it|i|ieiiVicu,  rvar  Worm*,  ahn  in  :ort  a ruin.  L*  another 
fir,.  nampW  of  Iho  »tvlr,  anil  ha*  Iwrw  worthily  dJiutratci  in  the  ma*nuWnt  wart  of  l>r. 
llnlltr.' — tVbcnrcU'a  NnUi*  on  German  ChuirliB,  |»-  1IS> 

Several  copies  of  Seventy-taro  Plates,  making  VoL  L,  have  been  sold  in  this 
country  *.  souse  copies  of  the  2nd  VoL  to  nuke  up  tliesc  sets  can  be  had  for 
£2  12a.  Cd. 


61. 

Part  1.  Royal  -Ito.  with  Platea. 

PROLUSIONES  ARCHITECTONICS ; 

Or.  ESSAYS  on  Mitytcta  connected  with  GRECIAN  and  ROM  AN  ARCHI- 
TECTURE. Illustrated  hv  Forty  Engravings  by  eminent  Artist*.  Dedicated, 
by  permission,  to  the  Earl  Grkt,  K.G. 

By  WILLIAM  WILKINS,  A.M.,  R.A.,  P.R.S.. 

Formerly  a Senior  Fellow  of  Cain*  College,  in  the  University  of  Cambridge; 

Professor  of  Architecture  m the  Royal  Academy  of  Arts. 

For  the  convenience  of  purchasers,  this  work  is  to  Ik?  published  in  Two  Parts. 


64. 


GO. 

MOORE'S  LIST  OF  THE  PRINCIPAL  CASTLES 
AND  MONASTERIES  IN  GREAT  BRITAIN. 

8ra.  Price  3a.  (Published  at  7a.) 


62. 

LETTERS  OF  AN  ARCHITECT  FROM  FRANCE, 
ITALY,  AND  GREECE; 

Or,  CRITICAL  REMARKS  on  CONTINENTAL  ARCHITECTURE.  AN. 
Cl  ENT  and  MODERN,  and  on  the  CLASSIC  ARCHITECTURE  of  GREECE. 
Written  in  a Serka  of  Letter*. 

By  JOSEPH  WOODS,  F.A.S.,  F.L.S.,  F.G.S.,  Ac. 

2 tola  Ito.,  upwards  of  70  Plates  and  Wood-cats,  Price  £2  2i. 


63. 

8vo.,  with  Plates,  Price  7a. 

VENTILATION,  WARMING,  AND  TRANS- 
MISSION OF  SOUND. 

REPORT  OF  THR  COW MITTOK  OF  THE  IlCK'SK  OF  COMMON*  OH  VENTILATION, 
WARMING.  AND  TRANSMISSION  OF  SOUND, 

Abbreviated,  with  Note*. 

By  W\  S.  INMAN.  Architect,  P.LBJL 


Cmr  I . Thr  Art  of  Cnnttroreing  Ktun 
•ml  UiHLuftW  mill  Eurtbrn  YY*11>  it-tilt: rwijf, 
twin*  inti Ili|til‘!«'  e*»  »U  rl»**r»,  and  t«i  lie 
n*n«  lawrwwnt  '«  hailiUnK,  with  Wnnd^itfi 
uf  tool*.  plMi<.  *n*i  «erti>wi*.  Ar. 

tl.  On  Brit  i*.  bow  lSr*y  itt  to  he  idran- 
itnnitli  applied  lar.ni^AftlunwUli  rauiavd 
ra/tli  ; nil™  fur  M-lectim*  the  beat  cwrtb.  Sr. 
Ill-  On  (be  Mttwsfsrtmr  and  Cborni  uf 


THE  PROFESSIONAL  PRACTICE  OF  ARCHI- 
TECTS AND  THAT  OF  MEASURING  SUR- 
VEYORS, 

And  reference  to  BUILDERS,  Ac.  Ac.,  from  the  time  of  the  celebrated  Earl 
of  Burlington. 

By  JAMES  NOBLE,  Architect,  F.I.B-A. 

8vo.,  ill  u*t  rated  with  a very  fine  Front  itpiece  by  Gladwin,  of  *T.  rACl/a 
CATHEDRAL.  Ektr*  (loth  ItOUJiL*.  IVlCC  lttl.  6d. 


Nearly  remiy,  the  f]deiwl»d  Puhlicntjon,  by  C.  R.  COCKERELL,  R.A-,  F.SA. 
of  a work  an 

TIIF.  ANTIQUITIES  OF  GREECE; 

•KINO  T1IK  TLMrLK  UF  JL'FtTKR  rANIIKLLCNICn,  AND  OTKKR  ANTlQCmC* 
AT  AGINA. 

Containing  20  Plate*,  executed  by  the  best  Artuls,  and  in  the  mat*  cUhorate 
number:  ilhtttratiiig  tlie  detail  of  Coiutructioa,  Sculpture,  ami  Paintuig  nf 
that  remark aMe  example  nf  the  Arehaic  Style,  no  singular  in  it*  pretervat  uio, 
and  in  it*  indication  of  a udmiii  of  those  Arts,  as  practised  by  the  Greeks. 
Published  by  Subscription. 

In  imperial  folio.  Price  £3  3a.  plain  ; £4  4s.  coloured. 


66. 

THE  UNEDITED  ANTIQUITIES  OF  ATTICA. 

By  the  Society  of  Dilettanti.  Comprising  tlie  Architectural  Remains  of 
F.lriMM,  Khamnus,  Sunium.  and  Thuricn*. 

78  very  fine  Plates,  royal  folio,  neat  in  doth  boanii  and  lettered. 

Price  69  3l 


67. 

8vo.,  with  Plates,  Price  7s. 

COTTAGES  AND  HOUSES  FOR  THE 
PEASANTRY  AND  EMIGRANTS. 

RLRMKNTARY  AND  PRACTICAL  IXNTRUCnONS  ON  Tilt  ART  OF  HUILD1XU 
COTTA6R-*  AND  HOUSRS  FOR  THR  HCMRLKR  CLAASRA. 

All  ea*y  Method  of  Constructing  Earthen  Wall*,  adapted  to  the  Erection  of 
Uwelling-hiMiMM,  Agricultural  and  other  Ihiihling*,  surjiatsing  thnv  hu'dt  of 
Timber  in  comfort  and  sta’iility,  and  njiialliiig  tl>o*e  built  of  Brick,  and  at  a 
coiuMlerablc  anting.  To  wluch  ate  added.  Practical  Treatise*  on  the  Manu. 
fact ii re  of  Brick*  and  Lime;  on  the  Art*  nf  Digging  Well*  and  Draining; 
Hearing  and  Managing  a Vegetable  Garden  ; Management  of  Stock,  Ac.  For 
the  u«c  nf  Emigrants ; for  the  better  lodging  «f  the  Pravantry  of  Great 
Britain  and  Ireland ; and  the  Improvement  uf  thuac  Districts  to  which  the 
benevolence  of  landed  IVoprieturs  ii  now  directed. 

By  WILLIAM  WILDS,  Surveywr. 

Tlie  work  cunt  aim  : — 


IV.  On  IV  PmpmiM,  L‘*e*.  and  Uanu- 
fitrvurr  uf  Liim-. 

V.  On  ff«4  IVjat.  IHuning.  Well- 

Making,  hr.  ; on  Fwl,  cm  OartURina  | what 
quantity  ni  1-snd  *o5l  » Funuly  m en- 
ImMV  . Pork,  Kg**.  MiU,  and 

Ilfrot  ; Ml  th*  Kryinr.x  at  Hog*. 

Poultry,  Bn»,  and  Art  <1  making  uf  C 
Neap,  Storing  Prut,  EioaU,  Ar 


68. 

A SERIES  OF  DESIGNS  FOR  VILLAS  AND 
COUNTRY  HOUSES, 

Adapted  with  Economy  to  the  Comfort*,  and  to  the  Elegances  of  Modem 
Ufc,  with  Plans  and  EipUnatimu  to  eaclL 
By  C.  A.  BUSBY,  Architect. 

In  4to.  Plate*,  my  neatly  coloured,  cloth  buonLs  and  lettered.  Price  16#. 


►v 
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Second  Edition,  4u>.  Price  £1  1*. 

DESIGNS  FOR  VILLAS  AND  OTHER  RURAL 
BUILDINGS. 

By  the  late  EDMUND  A1KIN,  Architect. 

Ensravril  on  31  Plates,  with  Plana  nnii  Elevations,  elegantly  colmsrrd,  and 
an  Introductory  Essay,  containing  Remarks  on  the  prevailing  Defects  of 
Modern  Architecture,  amt  on  the  Investigation  of  the  Style  betf  adapted  for 
the  Dwellings  of  the  IVesent  Times.  Dedicated  to  the  late  Thomas  Hope,  Esq. 

• Uixlrra  Arxhitcct*  pmfr»«  lo  imitate  *MkpM  <&unplr«.  Mid  iUi  ■»  in  «Jumn»,  «nUb- 
Uturv*.  unit  Iwftt  nnrr  in  thr  irrnrrU  «IIe«C.  U it  that  thf  J imitate  liliiuUj . 

■U.VxU  wnilnUn||  into  those  iinnrvplr*  uud  that  «»»trui  »Lirh  la  sujenur  to  the  <i»u.U 
that  runic  iWm  .*  Thu  is  a .ulijcct  »hich  it  m»j  ht  awful  ainl  lutac.uog  to  pursue.'  — 
Vide  IturodiKtiun. 


COMPLETE  ASSISTANT  for  the  Landed  Proprietor, 

Eatatc  anil  House  Agent,  Land  Steward,  Proctor,  Architect,  &c.,Bvix,  Price  16*. 


70. 

DESIGNS  FOR  RURAL  CHURCHES. 

By  GEORGE  E.  HAMILTON.  Architect. 

16  Plates,  large  4tn.,  Price  16*. 


71. 

A POPULAR  TREATISE  ON  THE  WARMING 
AND  VENTILATION  OF  BUILDINGS, 

Showing  the  advantage*  of  the  Improved  System  of  Heated  Water  Circulation, 

Ac.,  Ac.,  Ac. 

By  CHARLES  JAMES  RICHARDSON,  Architect. 

In  Byo.,  illustrated  with  Eighteen  large  folding  Plates,  Price  ltl*.  6tf. 


72. 

THE  PRACTICAL  HOUSE  CARPENTER,  OR 
YOUTH’S  INSTRUCTOR; 

Containing  a meat  variety  of  useful  Designs  in  Carpentry  and  Architect  ore ; 
a*  Centering  for  Groin*.  Niches,  Ac.;  Examples  for  Rtxifs,  Skylights.  Ac.; 
Design*  for  Chimney-pieces,  Shop  Fronts,  Door  Cases;  Section  of  a Dining- 
Room  and  Library ; variety  of  Staircases,  with  many  other  important  Articles 
and  useful  Embellishment*.  The  whole  illustrated  and  made  perfectly  easy 
by  14#  4 to.  Copper-plates,  with  Explanations  to  each. 

By  WILLIAM  PAIN.  The  Sixth  Edition,  Price  IS*. 


73. 

TABLES  FOR  THE  PURCHASING  OF  ESTATES, 

Freehold,  Copyhold,  or  leasehold.  Annuities,  Ac.,  and  fur  the  Renewing  of 
latases  h id  under  Cathedral  Churches,  Colleges,  or  other  Corporate  Bodies,  for 
Terms  of  Year*  rerlain,  and  for  Live* ; also,  (or  valuing  Reversionary  Estates, 
Deferred  Annuities,  Next  Presentations,  Ac.  Together  with  acvcral  useful 
ami  interesting  Tables  euunectcd  with  the  subject.  Also,  the  PWo  Table*  of 
Compound  Interest. 

By  W.  IN  WOOD,  Architect  and  Surveyor, 
lit  small  B vo.,  for  a Pocket-Book.  A New  Edition,  with  the  Government 
TaUes  of  Annuities.  Ihrice  7*.  board*. 


74. 

A MANUAL  OF  THE  LAW  OF  FIXTURES. 

lly  DAVII)  GIBBONS,  Esq.,  of  the  Middle  Temple,  Special  Header. 

12 mo..  Price  3*.  6d. 

•,*  A work  purposely  written  for  the  tue  of  Builders.  1 1 wise  Agents,  sod 
House  and  I .and  Proprietor*. 


IJnrlintnrnt. 

VARIOUS  PAMPHLETS  ON  THE  QUESTION  OF 
THE  COMPETITION  AND  STYLES  OF  THE 
NEW  HOUSES  OF  PARLIAMENT. 

77. 

Observation*  mi  a l-eller  from  W.  K.  Hamilton.  Etq.  to  the  Earl  of  Elgin 
on  the  New  House*  of  Parliament.  By  Colonel  J.  It  Jackson.  8vo.  la. 

78. 

A Letter  to  the  Right  Hon.  Sir  Robert  Peel,  Bart.,  on  the  Expediency  of  a 
I tetter  Control  over  Buildings  erected  at  the  Public  Expense,  aud  on  the 
Subject  of  Rebuilding  the  Houses  of  Parliament.  By  Luut.-Lutund  the  liun. 
Sir  Edwaiui  Cl'mv.  Hvu.  1*.  1835. 

79. 

Hopper  vtrtw  CtWT  on  the  subject  of  Rebuilding  the  Houses  of  Par- 
liament. Kvo.  I*. 

80. 

Thoughts  on  the  Expediency  of  a better  system  of  Control  and  Siipcrvbinn 
over  Building*  erected  at  the  Public  Expense,  ami  on  the  subjecl  of  Rebuilding 
the  Houses  of  Parliament.  By  I-irnt.-Col.  the  lion.  Sir  Edwari»Cu*t.  8ro,  I*. 

81. 

An  Apology  for  the  Architectural  Monatroaitka  of  Lomlou,  and  a Refutation 
of  thr  many  Mis-statements  respecting  the  Practice  of  Architecture  in  this 
Country.  Contained  in  a Letter  written  by  Lieut,. Colonel  the  Hon.  Sir  Ed- 
ward Cut,  to  the  Right  Hon.  Sir  Robert  Peel,  Bart-,  M.P.  8vo.  I*.  1835, 

82. 

Strirturm  on  Architectural  Manstmaitira,  and  Suggestion*  for  an  lm|*ove- 
nrieot  in  the  Direction  of  Public  Works.  By  Juvaka.  Bvxk  W.  1835. 

83. 

The  New  lion**  of  Parliament,  Remarks  as  u»  Site,  Ac.  By  Charles 
Fuwlkr,  Architect.  Bvo.  6 d.  1836. 

84. 

A Letter  to  A.  W.  I lake  well,  Architect,  in  Answer  to  his  Reflections  nm  the 
Style  for  Rebuilding  the  Houses  of  Parliament,  (tv  K.  Welry  Pugin,  Archi- 
tect. M.  1835. 

85. 

Answer  to  Thoughts  on  the  Rebuilding  (he  Houses  of  Pariiamest-  By  D. 
Fkrrky.  Architect.  Grf.  1835. 

86. 

An  Apology  for  tltc  Designs  of  the  Houses  of  Parliament,  marked  “ Phil- 
Airhiiiu-des,"  exliibited  at  the  National  Gallery,  with  a Defence  Of  thr  Report 
of  the  Commissioners  appointed  by  HU  Utc  Majesty  to  examine  and  report 
upon  the  Plans  which  might  be  offered  hv  the  Competitors  for  Rebuilding  the 
I (wise*  of  Parliament.  4 to.  1*.  6if.  Second  Edition,  with  some  additional 
Criticisms.  1836. 

87. 

letter  from  AY.  IL  Hamilton,  Esq.,  tn  the  Earl  of  Elgin,  on  the  New 
Houses  of  ParUameut.  8vo.  Second  Edition,  1*. 

88. 

Second  letter  bv  Mr.  Hamilton,  on  the  same  Subject.  8vo.  I*.  6<f. 

89. 

Third  LettcT  by  Mr.  Hamilton,  on  the  tame  Subject.  Hvo.  1*. 


t 


75. 

THE  BUILDING  ACT  {at  Large),  aide  References. 

With  Extracts  from  the  Sweep*'  Act* ; ami  with  Explanatory  Notea  and  Case*. 
By  A.  AlNGER,  Architect. 

Price  2*.  6 rf.  pocket  sue,  doth  boards. 


, DO. 

ON  THE  SAFETY  LAMP, 

For  Preventing  Explosions  In  Mines,  Iluusia  Lighted  by  Gas,  Spirit  Ware- 
houses, or  Magazine*  in  Ships,  Ac.;  with  Researches  on  Flame.. 

By  SIR  HUMPHREY  DAVY,  Bart. 

Hvo.  volume,  with  a folding  Plate,  Price  5s. 
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A TREATISE  OX  ISOMETRICAL  DRAWING, 

A*  to  Gralngfeal  and  Mining  Pin..*,  Picturesque  Delineations  of 

Onnniental  Gnmn  S.  PiT>pf<ti»e  Views  Mmt  Working  Plan*  of  Building*  Mid 
Machinery.  *ml  to  General  Purpose*  of  Civil  Engineering ; with  Details  of 
improved  Methods  of  preening  Plans  mid  Records  of  £ui>tcrnui**u  Operation* 
in  Mining  Districts.  W'«]i  34  I'upprr-fibue  Engraving*. 

By  T.  SOPWITII.  M f-C-E. — Hvo.  Price  10*. 


A SET  OF  PROJECTING  AND  PARALLEL 
RULERS, 

For  constructing  Working  Plana  and  Drawing*  in  hometrkal  and  other  Model 

of  Projection. 

Invented  by  T.  SOPWITII.  Second  Edition,  with  examples.  Price  3*.  M. 


93. 

GEOLOGICAL  SECTIONS 

Of  lloty&dd,  lludgitl  Cross  Vein,  and  Silver  Baud  F.rnd  Mines,  in  Albion  Moor 
and  T'^dalc.  showing  the  varnr.i*  Sirau  and  Subterranean  4>|>eratii>iii.  En- 
graved mi  tli/cc  coloured  Plates,  with  description*,  \c.  Price  Ida.  tic/. 


94. 

AN  ACCOUNT  OF  THE  MINING  DISTRICTS 

Of  Alston  Moor,  Weardnle.  and  Te<">tlale.  in  Cumlirrlaikd  and  Durham:  l)c- 
scrij'iivt'  Shfti  hes  of  the  Scenery,  Antuputir*.  Geology,  and  Mining  Dictation* 
in  the  l |>5*cr  Daic*  of  the  River*  Tyne,  Wear,  and  Tees.  12nio.  Pnce  4c.  firf. 


93. 

tfhnamrnts. 

GRECIAN  ORNAMENTS. 

A SEUIES  of  EXAMPLES,  in  21  Plates  of  GRECIAN  ORNAMENT,  in 
royal  folio,  very  finely  engraved  from  Drawings  inode  by  the  must  celebrated 
Architect*.  Price  13#. 

CONTENTS  OF  TUB  WORK. 


I kr  tills  cf  tW  Ceibnjt  of  the  PW-pyJiea,  at 

nmk 

Onlrr  of  iM-  AoUr  ill  t Be  Inner  Vestibule*, 
wt  Kiwis. 

Ca|ntsJ  lit  lb*-  As<m*  *1  Inry*.  si  Elrod* 

Ftwemrnl*  f.  •I?*',  st  4 ! u«i«- 

Tll«  ami  uit*r  IMoil*  ol  the  Temple  uf 
I'unu  llulitilrj.  il  LtcOsi*. 

Ck|>iul*  mill  I'tt.Qf  uf  li k Trnaple  uf  Ns* 
tnrvis,  at  iUnuaw. 

Oma<iu*ntal  Muubnoc,  WnnMmpi 

U lull  rwr  f.irn.M',  Hi*  Faintid  Mouhtinn 
o4  tne  Panel*  »1  tin-  Latuna*i  j.  tie.  Ar.  uf 
the  Temple  uf  KtWlis,  St  tUmineiu. 

DrtniU  uf  Hur  Ri.nf,  TiL.np.  At-  cf  the 
Tempi*  uf  Ni-rufM*.  at  Hfcismt. 

The  * ■'**  * -4  iwpiili  i.rsl  lta«.rr<  •(*  f-unil 

in  the  Ccll.i  «4  the  Temple  ul  Ttnsus,  u 
BkoitiM*. 

Alb.  man  Sr?ulfhr*l  Marbles.  ftynli.  and 
TnsKplis,  si  1 >rkm- 

RnroLDtusv  «f  tK-  On£*r  «f  fhr  Peri«tyle 
op  A H.  ..f,  On.swMiiu.  Ae.  of  ibe  Tnn|  le 
•4  A|-  ll>.  Kpiosnt*.  nt 

Ikrliiits  C<  S ul|.iufe  l s.mI  Fooled  Shalt,  uf 
fuluisms  < 4 Um  Sulttmanruus  < tuuui  cr, 
at  Jtjrrr»». 

Retrtnrol  tllFTalsvB  to  the  Enttsnrv  of  the 


Sni,t<fr*r>»i.mOismlw*«t  Myrro*.  corn- 
■*«*b  t 41, ,1  I he  Tr-vmnr  <J  Air'll*. 
Hnrlilr  it.  |r,  m die  p.»*r*,iuii  <4  Mr  «ro- 

f ....  st  At Ic  iK. 

TVrmiotta  Amenta.  at  Athena,  and  MaH.le 
ft  'rertiit.  (rai  Ifrlphi. 

Fibuier  t apital*  from  RtrsKmice  and  Holt. 


Frmvnts  from  Halicarnassus.  Tern,  and 
Tempi*  of  Arulln.  at  Hrui.-li.Ais,  near 

Xlilelna. 

Entn*i*  ' t the  Ctiluitun  of  Ihr  Forliru  %4  the 

of  the  N«eth  Win t ef  tbs 

of  tbe  TVmfde  of  Tliraeus. 

of  the  Ti*i|ile  of  ]44>ms,  or  Par- 
thenon. 

of  the  n»eei>air  Mnnunwnt  of  Ljai- 

min. 

of  the  CVfinnn*  <f  the  Ncrtli  Fortieo 

uf  the  Triple  Tempts,  tmutil  the  Kmh- 


ut  the  CulunMM  ef  the  Kmt  Portico 
uf  that  TmsjiV. 

uf  the  Trmplr  ef  Jiipitir  Panbrlie. 

nma,  at  ,K.|nna. 

of  the  Columns  nt  the  Paomm  of  the 

•uae  Tempts. 

Thi«  nssit  i*  t*rr  ilr»irih|s  f«  SrulpttT*.  M'^sllits.  Mwiu.  ji  dedstun*  fur  Mi.rm- 
mm«».  Tunili*.  TmIiIm*.  a.  Hml.l.  r*.  and  ArrhiUit*  Tlii»e  aho  tiir  liilrtianti 

n et  <<  tin  I'nedhted  ArrU.|.-.tie«  uf  Atlira.  anil  Ihr  Si|iyf*IRi  iit:irr  1-.  hainr  uf  Aiiiii|iiMid  if  1 
ti rrrrr,  hicdf.  Be.,  mil  cut  need  llu*  wurk,  oa  the  roh.ert*  ors  wlirtd  fr:ta  Lhnu 

96. 

CHIPPENDALE’S  133  DESIGNS  OF  INTERIOR 

DECORATIONS  IN  THF.  OLD  PRENC1I  STYLES,  for  Carvers,  Cabinet.  \ 
Maker*,  Ornamental  Funtcre,  Briaa.' Worker*,  MiakUeni,  Chasm.  Silver* 
ainitha,  General  Designers,  and  iVrcbitcrta.  Fifty  Plate*  4ui_  enasuttug  of  i 


HalL  Glass,  and  !*irture- Frames.  Chimney- 1’iecea,  Stamla  far  China,  Ac., 
Clock  ami  Watch  Case*.  Ginutdidea.  Bracki  t.*,  Grates,  Lanterns,  OniuueutaJ 
Furniture,  and  Ceilings.  Royal  4 Us.  Price  £1  la. 

97. 

SPECIMENS  OF  THE  CELEBRATED  ORNA- 
MENTS an.i  INTERIOR  DECORATIONS  .rf  the  AGE  of  LOUIS  XIV.. 
selected  from  the  magnificent  nark  of  Mciaeocwicy.  I&  I1ate»,  4to„  Price 
lQc.  Crf. 

98. 

CHIPPENDALE’S  DESIGNS  for  Scorn**,  Chimney 

nnd  laiokinsr-Glat*  Fnunci,  in  the  old  French  style;  arlnjitnl fur Garvert  ami 
Gilders,  Calaurt- Makers,  Modrllen,  Ac.  Eleven  Plate**.  4 to.  IMee  7r. 

99. 

HOSKING  AND  JENKINS’S  SELECTION  OF 

ARCIIITKCTI  RAL  and  oslier  ORNAMENTS.  GREEK,  ROMAN,  and 
ITALIAN.  23  Plate*,  cloth  board*,  folio,  XJ  2*.  1927. 

100. 

DESIGNS  FOR  VASES,  on  17  Plates.  12mo.  4 s.  6d. 

101. 

DESIGNS  for  CHIMNEY-PIECES  and  CHIMNEY 

GLASSES,  the  one  a!»ve  the  Miter,  in  the*  time*  of  Inigo  Judea  and  Sir 
John  You  burgh.  10  Plain,  »vo..  Price  4a. 

102. 

A BOOK  OF  ORNAMENTS,  suitable  for  Beginners. 

lJy  THOMAS  I'ETHER,  Cancr.  3 Plato,  obloog.  ITice  la.  eW. 

103. 

ETCHINGS,  representing  the  BEST  EXAMPLES  of 

ANCIENT  ORNAMENTAL  ARCHITECTURE,  drawn  from  the  Original* 
in  Rome.  FRAGMENTS  uf  GRECIAN  ORN  AMENT,  in  fo4io,  126  Plate*. 
Iward*  oc  numlicr*.  Price  X2  10*. 

104. 

ORNAMENTS  DISPLAYED,  on  a full  .lizc  for  working, 

proper  fur  all  Carver*.  Painter*,  Ac.,  coruakltag  a variety  of  Accurate  F.s- 
on»|4r*  uf  Foliage  and  Frieros,  on  33  folio  Plate*,  engraved  in  imitation 
of  Chalk  Drawing*,  Price  13*. 

105. 

Just  published. 

THE  UPHOLSTERER’S  SKETCH  ROOK 

Of  Original  Design*  for  Fashionable  Draperies,  Ac.  Ua,  16  Plate*.  Price  12*. 

106. 

DKOIGVM  AND  VOU*  or  norsRUOL.0  FV IlNtTfat,  LTUOLSrr.KT,  AND 
DECORATION*. 

DESIGNS  OF  HOUSEHOLD  FURNITURE,  VA- 
LANCES AND  DRAPERIES, 

CouaiMing  of  New  Design*  for  Fashionable  Upholstery  Work- 
By  T.  KINO. 

With  30  Plates,  eolourril  in  n tmperior  manner  nnd  hotprrswd,  liound  in  cloth, 
and  goUl  lettered,  with  a letter-prrw  deacri|i«ive  h*t  of  the  contents.  Price 

xi  u. 

Tlii*  work  contains  a variety  of  Ynlnurc*  anil  Draperies  of  the  richest  «h> 
M'ri|KiDn.  adapted  fur  Dining  and  Drawing-room*,  with  many  novel  Designs 
for  Four-post  and  French  BnU. 

Aa  a limited  ■ timber  of  thu  work  m prepared,  order*  are  requested  as  early 
as  powihlr. 
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UPHOLSTERERS’  ACCELERATOR, 

Being  Rules  fur  Cutting  wid  Forming  Draperies,  Valance*,  fkc.,  accompanied 
hv  appropriate  Rrmnrk*.  iuiiI  containing  a full  Deamptioa  of  a New  System, 
which  will  greatly  facilitate  ami  improve  the  execution. 

By  T.  KINO. 

Containing  37  Plate*.  ami  44  page*  of  lcttcr*pre*a,  Brice  £1,  4to,  post, 
coaintcm  paper,  1.x#. 

108.  ■ 

DECORATIONS  FOR  WINDOWS  AND  BEDS, 

Consisting  of  100  Kudiioitalde  Design*  fur  Upholstery  Work,  with  the  Va- 
rirtie*  of  tint  present  .Style,  iliviile«l  into  part*. 

By  T.  KINO, 

On  00  Plate*,  conveniently  small  for  the  pocket,  Price  £13#. 

10D. 

MODERN  DESIGNS  FOR  DRAPERY  AND 
VALANCES, 

biapliyed  i a Beds  and  Window*.  By  T.  KING.  Price  15*.  CTilutut.il,  containing 
21  Plate*.  4 to.  demy,  holMiuirad. 

110. 

UPHOLSTERERS’  POCKET  COLLECTION  OF 
FASHIONABLE  DESIGNS; 

Containing  Example*  of  a pleasing  Effect  jiroduiml  by  the  mart  Economical 
Meant.  By  T.  KING. 

Price  14*.,  cuulaining  32  coloured  Plates. 

111. 

Just  published.  3 Parts,  Price  £1  10#. 

WORKING  ORNAMENTS  AND  FORMS, 

Pull  size,  for  the  use  of  the  Cabinet  Manufacturer,  Chair  and  Sofa  .Maker, 
Carter,  and  Turner.  By  T.  KING. 

112. 

CABINET-MAKERS’  SKETCH  BOOK. 

By  T.  KING. 

2 toll.,  large  4to.,  60  Plates,  Price  £2  5#. 

113. 

SUPPLEMENTARY  PLATES 

fi  To  the  work  entitled  “The  Modem  Style  ixf  Cabinet  Work  Exemplified  in 
New  Designs.”  By  T.  KING. 

The  Supplementary  Plate*  eoniixl  of  68  New  Designs,  on  28  Plates, 

Price  £1  and  £1  5*. 

114. 

THE  MODERN  STYLE  OF  CABINET  WORK 
EXEMPLIFIED  IN  NEW  DESIGNS, 

On  72  Plates,  containing  227  Designs  for  Cabinet  Work. 

By  T.  KING. 

Price  £2  medium  4 to.,  half-bound  ; common  edition,  £1  12*.  in  boards. 

115. 

DESIGNS  FOR  CARVING  AND  GILDING, 

With  Original  Patterns  for  Toilette  Glasses. 

By  T.  RING. 

Price  £1,  42  Plate*,  on  myal  4lo„  manv  of  which  are  neatly  coloured. 

m 


R.  MAIXWARING’S  CHAIR-MAKERS’  GUIDE, 

200  Genteel  Design*  (1766).  8vo.,  Price  5«. 

117. 

HOUSEHOLD  FURNITURE. 

In  the  taste  of  a century  ago,  containing  upwards  of  350  Designs  oo  120 
Plates.  Large  8xo.,  1‘ricc  7#, 

118. 

SHOP  FRONTS  AND  EXTERIOR  DOORS, 

Displaying  the  moat  approved  nf  1/imtnn  excretion,  ami  selected  ns  hring 
ttm»c  of  the  best  taste  and  greatest  variety;  drawn  to  a scale  In  accurate 
aneaaurement,  accompanied  by  tbe  proper  Sections  nrxd  Plans,  with  several 
New  Design*  of  great  practicability ; for  the  use  of  the  Architect,  Builder, 
and  Joiner. 

By  T.  KING. 

Price  16a.,  18  Plate*,  on  folio  demy. 


f it*  kuni,  staring  eoaaurucL.rij  iXr  grnius  of 


ARCHITECTURAL  AND  ENGINEERING  PRINTS. 

KNGRAYKD  IN  QUARTO  h|ZB, 

SIB  CHRISTOPHER  WREN’S  ARCHITECTURE. 

1 10.  Plan  nf  tit.  pin*  I tr-cign  *’f  l*t  Piul'«,  I*. 

1 SM.  KIe%  at  hoi  awl  SmIiiO  <>f  efuv  < li.u  li.  It.  Of. 

111.  lalrrvo  <■(  M.  Su  jilirn'*,  \VntLc~.i,  I*. 

1*9.  Sntian  nf  St.  Jjir,-.  , ITiurrk,  Pformhllj,  I#. 

IZI.  lljMif  itf  |)a  Thratrr  >.1  CHfurtl,  I*. 

IS#.  Plan  fertile  IMwiMin?  of  IW  City  nf  LcwV«,  I*. 

It*.  Ekvarton,  Pisa.  nnd  Oct-noo  tf  the  CoUrtc  cf  Phi tlriana,  Iamihin.  li.  tU. 

Ilrt.  Kfcvstlon  irf  iht  T'iwcr  u>)  of  St.  l‘ir»Uu'»  m the  Ka*l,  l-umlim—  I’lnMum 
and  Sotiun  of  IxitbnUr  Sjon,  U.  U. 

127. 

WESTMINSTER  HAM,. 

Sertiroi  fr«m  atlll*',wrrmmt  ky  Sir.  Genre*  Alim.  IVrk  id  the  Work*  to  *.r  Retort 
St-irke,  Anfcttert  to  tUe  iuc  JlciiuntK-a  . Very  ntutlj  eimmiv.l  by  Mr.  H*waawusvu. 
Kulln  • uk.  a*,  dil. 


section  op  st.  Paul’s  cathedral. 

Tni  Atraivti  Srinm*  Emuvuio  hjf  Om*.  i>f  i!>c  Kumnm  «f  Hr  Pun.'iCo 
maiAi.  dmiruid  ■ftf  .-.Uf  (•  Ike  omc.-.l  iMruixn  of  fur  thnMmiln  r Wren ; oxrry 
fine  large  Pri*t.  tliuaioa  UUunrtijr  lb*  ■-»**•  Uiix  li  •-»  if  that  martiiUrrnt  V.ilHli'e.  Prin  !#* 
TTtU  i*  a marniVmt  Plate,  »*<  only* 

Sir  Christopher  Wren. 

The  following  Prints,  Stix  ike,  are  Gtl.  each ; 4to  lire,  on  Inilia  paper,  I*,  each. 
I«N  Hr-  flnennnvti**  Villa.  *.  I>.  Burtc*. 

IS*  C*«M»e  i haml.  *.  Newman. 

1st.  Yo#k  tfuim.  Water  <•*;«.•  I.  I.Jnnea. 

IM.  tinnier*.-!  House,  , KfetuOtwa,  Inurlur*,  ami  View*;.  C.  (lunVn. 

I XL  h»rirl;uf  A,l>.  I.  AiLiiii- 

ISI.  (‘aUnn1  Ml  Phriiriano.  a.  Win.  . 

11',  Nr»fHr.  I.  JUnre. 

lid.  Chun lx  W S4  Piter  le  Poor.  I,  Oibson. 

11?.  Knit  India  llniiw.  I,  Jum>. 

130.  A«M»unih  uu  Kmiiu.  %.  1 t mti. 

130.  r^.utcl»  at  .If.  Ui  rvT.  3.  lli»Xc»w. 

M*.  < hwrrh  nf  Ail  |.  N#»k- 

|*|.  IVewinm'ler  ll.dl.  *-  N**h. 

ItJ.  Hani*in'Tt«r  II  >uw.  I.  I.  June*. 

I At.  Miuoi-ifi  llwtv.  1.  Danrr.  \r. 

1*4.  CiihdIi  Km  OHIrv.  I.  ALnlum. 

I«J-  ITnomiti  Ctuli  Houm.  i.  U .ikina  amt  Oamly. 

t«<i.  Tr>wr  <f  Itow  I'liiirrh-  |.  Wren. 

I*?.  We*tD.in*»er  AM»-y  i luirrh  6.  Wrea. 

I*-  Hall,  t bn»t'»  llo«>Atal.  I.  Shaw, 
toy.  ( uitoa  Pulari  i.  Sit  H.  Ta«w. 

IS#-  Cnlliinr  Of  Ploiriii*.  tn:l  t imn  Club  Hmi.r.  L Sir  M.  Mmirkr- 
ISI.  TVvrarwa  in  thr  IU*(nii'*  Park.  1.  Nlik  awl  1*.  Hiirt-.v 
lit.  CMUHil  (M5rr.  Ac.  I.  Xnunt. 

IM.  Hank  of  R.  Knai*. 

lb*,  lout  touru.  Wctmlmtei  t.  Hoaae. 

IM.  Huuxrcf  laird.,  Kr.  S.  Soane. 

ISA.  rv>Iii**r*»m.  Ri-riu'.  Pari.  I.  D.  Hortoe. 

It?.  Ilanmrr  t |.  CoAmll. 

IM.  Trmpk  Aar  ' I.  Wren, 
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|tfl.  ll-.iM-./Mr.  Na*h,  kr.  9.  Nm»h . 

Reigravc  anil  Km  >n  Sqoara*  t-  N*«h. 

Ifil.  Mr  Kemp'*  Villa.  t Krmfall, 

Id*.  I.  ■:«!«,  S->.*th*irh.  and  Waterloo  Bridge*.  0.  ftennic. 

163.  Bridge  nf  hh.ritriA.**.  I,  Mvluc. 

I6«.  Hn.lgv  iif  W«*tmin*4rv.  9.  l-aluttr. 

irti,  Kina  * Kiitraacr.  IIoiiw^ImiIi,  s. -ixw*  and  Interior  VV*».  3.  Hotac. 
loti,  Plw  »'..l  Inti  i'-  f*  ot  st.  WaRironh.  a.  Wim- 

I*?.  Plan  u»d  Interior*  uf  Temple  Cliuir-h.  3.  Wren. 

)<H.  Filial,  Elrrataco*.  Mill  Srvlutll  (<  I'uiliW  H«UW.  LcrAMi  3.  L*i&(, 

]6q.  Bui  and  Klntlin  if  I'llrtidn  llouir.  Vault. 

1711.  Pi***,  Klrtilwn*.  Vimi,  ami  S/rltrai*  rf  S<.  Patti' a Callinlral.  i.  Vm. 

IJI.  Kfoati*m  md  Srrtinn*  «f  *(.  Mutin'*  Cfcwvb.  3-  (i*bh*. 

17*.  PJ**.  Section.  mhI  Klt  ifcUoo  <4  tbe  tjucen**  Thwrtrw.  a.  Kwh  and  KrpLa*. 

173.  Pita  ami  Elevation  <4  tUf-  liK-rama.  PWm  an<l  M-:cnn. 

I7«  f'Un,  KlrrMinn.  and  Interior  Vr»  of  ll.111utrk.ri  'JVtrn,  Nt>h. 

I7i*  H*«.  Nufe  Rlwaltun,  end  lainmefU'i •uauuitt  Abbry.  a. 

i;«*.  Finn,  Ktcvntsu,  Burikin  and  Interior  «f  m M»r»  WVlaMli,  3.  Hualuawor, 

177.  Pint.  KI11  ki jilt,  and  Section  <--f  St.  Pint  Reiuml  MKit  * Krpcuii. 

17a,  FL»a  a «d  Klmimn  of  !>•  *N>m  Muiiiiral.  I.rai*. 

173.  rtm  ami  Klnaiiun*  of  ilur]inirt<n  Ibxue.  I*juI  Burlington  and  Colin  Campbell- 
Isl'.  KUtnta<«>  anil  Srrtiint*  ot  -M.  Hruli-'a  t Lurch  t.  Wien, 
lai  tnloinra  nf  sir  Juh~.  s.im*^  Home . a.  S-on*. 

IK*  Plan.  Klcvatura.  and  m-ctom  of  -St.  Paul  1 «nai  Garden.  lrufu  Jones 

loj.  FIi-i,iu.;,  ,.f  (he  I Kwh-cnee.  a.  Jrrmaa. 

IM.  Plan  and  Kteiali-n  uf  the  Uu*»ifl  ln«Hltt'N», 

|K»-  Interior  of  tlir  of  tin -mi*  ii  upe.  I *t).  3.  Ff<fW. 

IhA  Plan,  Kbra'inti,  ami  Vura  of  lb*  I.'ihrari  ■>(  tL*  Lond“U  Inrtiturian.  3.  Ilrnrdra- 
187  l*1un.  i£il  TraMurw  amt  Lungauilmal  .iorlMn  <d  K-ug  Hcaty  7Lh*  Chapel.  3,  Be* 
gun  IM. 

IM  Plan,  Kteratmn*.  inter*.#*.  and  Section*  <4  t omit  Garden  Theatre.  0.  Sr  Briar! 
South*. 

IVJ.  Plan  and  Flnulfca  uf  Sr  Jidm  Nol'a  Hmu*.  Null. 

130,  Plan  anil  TrH»*ev*n  Hurtioa  uf  SI.  Janie*'*,  Piccadilly.  Wlttt. 

Ipl.  lnicfi.iT  ed  Ptvrmwwc*'  Hall.  Sandhy. 

1 92.  linn,  KMima,  and  Kwn  m of  Si.  Ut«‘i  f%wh.  Cbrlwa.  9.  Saragc. 

19a.  Eltv.ii  ion*.  Bwihw,  and  Plan  ifM.  PariCTM'  l Lurch.  4.  loaned. 

ISM-  Plan  and  ilimliiiti  uf  All  Siiiib  C'liutrh,  Poplar.  H .'In 
I ti'< . Ki-rafinn  mul  Aertu**  ot  «.  l»unuxji'*-iii-ilir-Ka»l.  Wren. 

19*.  > Imnun  nnd  Hm1j,d  *4  Cfcnrrli-  Won. 

J97.  Plan  Mini  K1«uIjl«  -4  M . Mant-'ionc  f 'fanrrb  Hmnlaickr. 

lyt.  Plan,  Sn-tloMa.  and  lutcr.r  of  tin-  ll  tain  Cxiiulir  I hajol.  Mucadctda.  3.  Keamia. 
19*1.  Plan,  and  lianlra  »unt  «d  tin-  ilrm.ti  31  un-m  OJd.u  IVuc't. 
ami.  Plan  and  Hlniliia  if  «hc  llw  «.  MnU.  Kent. 

**1.  Plan  and  Klcnrtwn  cd  tW  \'il!a  of  Janru-*  liurt  -a.  K»q.  Burton 
8>)3.  Vicn  i,f  Ik-  i:*«i  Mile  <4  IM»r**u-  i*.[uarc-  Hawn. 

»3.  PUa.  Vk»,  Seitnuif,  »n.i  lutrn-«a<4  I'niry  l^nc-  TfirnnT.  0 B.  Wyatt. 

PH.  View  of  thr  iMrlM of  tlic  Ktarli<li  ll|cn  llou*e.  Bnulff. 
an:..  View  uf  the  ladcna*  ot  Die  Am|ihnlmirc.  WoiauniW  Bndf^. 

20h.  A Vita  of  Bhuhfriua'  Brliltw.  w.ih  Plan  and  a H/rtv-o.  of  the  JlUtilr  Arch,  •hoola^ 
Ilia  Ccaire  and  lVxi-»iruciu.ti.  Very  nratly  cnatand  hy  Dubnurg.  Ftm  Urge  prim,  7*. 

an,*.  View  of  the  Use  Klhr.t  *1  Arch  llr.V  uwu  the  Tweed  at  KalaO.  CttMltti  hy 
the  laic  Julio  Hrmur,  K*i|..  t'icil  Eneiarr;.  L*kf)tc  print.  I*. 

Jo*  Vww  «f  the  otitcnne  "f  Ittorkfriaai'  Bridge,  by  R-  Mylne.  Kn  prat  cl  by  the  tele- 
bniieil  PSraneoi,  loirgc  prim,  «•,  id. 

aop.  View  nf  the  Ptogtraa  of  the  Firtl  Arth  of  tiam  lamdija  Bridge,  with  Centering 
1*.  «rf 

y I a.  Vow  nf  the  MmaS  Su*|Mn*iati  Bridge.  By  W.  A-  Puma.  R*v,  C K„  Ar.  Fine 
Urge  print,  ?*•  India,  J«u.  \ 

all.  Viewed  thcCaol  Iran  HA^ee  acre**  the  <>nlu«  CUnal.  By  K.  I lei.  Iren*.  I^rge 
RV.  U-  ftf- 

aia.  VUw  of  Hanunenauth  SK*pcn**ot»  Bridire.  Ftroly  engnitad,  farur  *i»e.  v 
til,  r!nat..  n and  PUm  of  the  fact  Irw»  Bridge  «Wf  Ike  n«a  Aw  at  lladiUeoey  la 
YorhuLirc.  tereted  by  tl»c  IU.ltccl»jrC'oni|Miny,  lie  itw<i>lt  Cilynn,  Koj  , F.ll.S.  Large  aurc,  fia. 
114-  PUn  and  KWuionof  Shrew  Uriilgr.  Ir.  64. 

til.  TV  Durton  VwWt  on  the  t.rjml  JuBrtaa  RmJwwy  wrr  the  valley  of  the  Warner, 
Ihw  Urawuig*  by  Otuegc  Stefdnaoon.  Km|.,  very  tealy  engratoL  Je.  India  peoufa,  7»-  W. 


1)0.  Rtovatfam  and  Snrtioa  drawn  to  a large  aralr,  of  a Lighthmtie  Co  be  erected  at  the 
Cajw  of  Uik»S  How  t ilf-  rwd  and  drawn  In  Juna  AudVy,  A<axtan(  Knoimen*  Offirr  at 
thr  fape,  ami  deiftciled  to  l^ewlruatal-lirnreal  th*  Itichtllon  *jH.llur»r*  Vnian,  K.C.B, 
and  Ilia  Eacellency  Lacuteitam-Oenanii  Sir  Hcwytailu  l>  Urban.  Very  nratly  cngraird,  lie. 

*1 7-  !>»•  Osife  Hollar ’a  ttn  KUb.  irate  Ivtailcd  Platta  of  the  Cathnlnd  of  Cnlofnc,  «q 
nine  very  largr  »u«l  tlinrU,  *liowinr  the  t-.inureH  detail  to  a huso;  andn  the*  terr  flue 
Kfurturr  oca iif  caand  with  se  MrpVn**  Chapel.  Olanriw  CaUednl,  and  m -r  luAdirea 

uf  thr  V.t  age  of  Arrhitectute  in  th>  Country.  WUh  « tmt.  mimII  folio,  in  the  Uremia 
laoguagr.  Jt  l 4e. 

liw.  Mr.  Britl.«>‘»  View*  of  the  Wat  Fnmla  of  It  Knelt**  Cathedral*,  folio  me,  tu. : 
acquMiated,  10*.  64. 

119-  lfr.  Bril  tun '■  Seviaa  of  Pictarewioe  Vlewa  of  tV  Interior  of  It  Cathedral*,  with  a 
Ikwtlrr  «d  A er hiicr turtl  aad  hc-ulpturaJ  Umacrant,  fidin  aiie.  tu. 

wo.  Vardy'a  FVnijKTlive  View  of  the  Gothic  Hall.  HibiiIuq  Court,  finely  engraved, 
foliu,  i*. 

Ml.  Sir.  Coney'*  View  «■(  the  Intcnie  ct  the  Cathedral  at  Milan,  fine  large  print,  te. 

939.  Weal  Frau  of  Petetfainaagb  Cathadnd,  Stk  large  print.  3*.  V. 

IM  Geometniwl  Ki.1%1  of  the  Wmt  Pron*  of  the  Cathedral  .if  St.  Paul’.,  londnn. 
bef  jo-  the  Rrc ; St.  Ste-Wti'*,  Wnrvi : .stnxhurg.  Cologne,  the  Tower  id  Mcchlui.  and 
the  Uerat  Pyramid  nf  Kgypt,  tn  one  *r«lr.  foh*r  fmnt,  M. 

n«.  Plan  of  Watoiinatar  Hall  and  thr  adjareot  law  Court*.  U. 

»S.  Chtncei  of  thr  Pari»h  Chlifrit  of  Stratford  ojKcn  Avon,  'the  SfMaadnim  «f  Hhak . 
vprare  , '•hnwiug  the  New  Timber  Rind  detigaed  by  H.  KguUuu,  Kaq.,  Aeviiitect,  ful» 


797  'IV  Colambtt*  W Great  Amertean  Raft  mm  landed  by  Captain  M'Krllan,  R.N.. 
length  301  fcet.  htewdih  3*  fn-l.  depth  t4  hold  JO  fcet,  »0yu  rwiaice  tuta.  built  at  UneUt . 
I KM,  by  Chacini  Wood,  U.  64. 

3*1.  HcmUfierr  pteyweted  e*j  thr  place  nf  the  hoeiaon  «f  lamdon,  Ir.  M. 

919-  Vga  of  the  Weat  Front  of  the  Prupylara  at  Arbm*.  Kn,  U.  fid. 

W.  Map  uf  Atnra  with  pan  of  flrotia.  improved  Crum  the  riwoalww  of  recent  tra- 
vdiera,  partietiloely  by  Captain  Swoth.  K.K.,  1*.  lid. 

1*1.  IV evrart*  of  Pirnmni  Arehvtrrta  and  Krwriiirrr* . mm  who  have  done  honour  to 
lllUmn.  Kngrated  if)  the  best  Myle  by  mperiar  aetiaU,  ftdk>  and  *M  auea,  at  l*.  the  Set : 
|.  So  Oiri*tnjiber  Wren.  h.  Jama  Wart. 

3.  JatliC*  StUMt.  0.  Humtihte',  Krrilrm. 

3.  Ntchulm  Itevett.  7.  l*h.nnaa  jVlf»rd. 


«.  »sf  Wdtiiun  Onmbfn. 


A-  Thinna*  Tkwdgtdd. 


2X1.  Sir.  Blair'*  drawing  of  » Cocinthial  Capital,  I ithcyrrapbed.  Urge  *ue.  b W 

*34.  Sir.  Kerrey-*  lira  daign  fur  the  Watering  P-aor  at  Himntrtnoulh  near  Cheiatrbserh, 
Hiato,  Urge  inr,  ‘4*.  Ad. 

33-V  Sir.  (VSin't  large  LitbxnphM  Pr.nt  et  the  Luodra*  and  Biroainghaai  Radway 
K11  trance  hint  *d  tbe  lomduu  *tatiun,  !*. 

33fi.  The  Civil  Engineer.  onginiJIy  poSSuhed  by  Blunt  and  R.  M.  Wrj-.Vrnwin.  and  *nb- 
•e^fwentiy  continued  t>y  Blunt;  Part*  t.  3.  3,  and  Put*  A,  B,  m«npri*ing 

*•  Bimltm  and  Watt'*  Pertai.V  lit  cun  Kngtnc,  draan  to  a huge  eralr,  PUr#* 
I to  I*. 

t.  Marine  -Stem  Kngiee*  and  Jlarhlnery.  Steam  ('«***  Mill*.  Ac.,  Plata  1 to  JO. 

9.  Sugar  Mill,  on  bwvjKntal  and  vertwd  maMiarthm.  Scram  Coen  Mill*,  the 
Rent  ud  ¥■  array  Sewer*.  Siuirra,  kf. ; Smith'*  K-cgr,  and  t.rrwt  K-«gr  liuiuujrr, 
Plata  t to  10. 

4.  or  A.  !te*  Entrance  Gita,  String  Bralpw,  Canal  Bridge,  spmfteirtjjn  of 
tb*  work*.  Ae  , of  thr  Glimrotrv  and  Hitbrlrj  f anal : VVMcT.wbrcl*  and  Inn 
Re.-i'«  i Pi »n*,  Srrtion*.  *nd  Mm  Inner » <4  tbe  Wraam  CiJIlcry.  Ac.,  PUtr*  1 to  10. 

S • or  H llrtdga  and  Vladort*.  with  the  origuul  S|«ftiiraii->n*  of  Dir  UaH  <n 
and  Hinninglum  lloilnat  ; Dm  Uannotite  arui  Bogie  Elngioe*  nf  do-  in  detail. 
The  <k»hI*.  Waggon*,  Train,  \r.,  ptair*  I to  )•• 

Be* iila  which.  Doer  gr  in  4te*.  .'1  Pan*  at  IrMrr-pir**.  de*cnp4i«e  of  all  the 
Plate*-—  41  la.  each  Pari,  abd  to  be  bad  in  tqtaraie  Put* 


Bntirr  tljr  Immrliuitr  p.iironajir  of  ftatr  iHairalttt, 


Hit  Grace  the  (late'  Duke  of  Sutherland. —The  B%fct  lloManiik  tb«  Earl  of  Balnma.  — Tlir  Right  Honoiirsblr  UmoirhaTn  uid  Van. — Lord  Visctiont 
>aiiriim.  M.P.-  -The  Rijrlu  Honourable  Sir  Robert  Pool,  Hart,,  M.P. — Tlic  (late)  Right  llutiourablr  William  HiukimMi.  M.P. — The  (late)  Sir  Jo*cph  Hind), 
Uart. — The  Hydrographic  Office,  Admiralty. — William  Ewart,  Eaq.,  M.P. — WilUacn  Yatca  Perl,  Eaq.,  M.P. — General  Gascoyne. — Sir  Hcrtan  Taylor. 
— oiinithu*  Crcgorj,  L.L.D.,  F.K..V.S.,  Prufcntor  of  Matlx-iuaties  un  the  Rutal  MthUry  Academy,  Moolwich,  Ac.  Ac.  Ac.. 

AND  DC  Die  AT  KD,  HY  PEILMiastOy,  TU  THE  WoaalllPrt'L  THK  MAYnR  AND  COMMON  COUNCIL, 

A TRIGONOMETRICAL  PLAN  OF  THE  TOWN  AND  PORT  OF  LIVERPOOL. 

INCLUDING  THK  MOST  POPULOUS  PART  OP  THK  ENVIRONS  OP  KIRKDALK,  KVRRTON,  LOW- HILL,  KOOK-  HILL, 

AND  TOXTKTII-PAKK. 

FROM  ACTUAL  SURVEY.  BY  MICHAEL  ALEXANDER  CAGE. 

Price — Mounted  on  linen,  with  mahogany  ruller,  full  coloured,  varnished.  Ac.,  or,  elegantly  hound  fur  the  library,  in  a Ixroh  foeni.  gill  And  leltercd,  £3  10*.— 

Mount rd  on  linrn,  full  coloured,  Ac.,  and  in  a neat  com,  £3. 


%*•  Orders  Wholesale  or  Retail  executed  anti  sent  to  any  part  of  the  World. 


PAINTS. I»  BY  W.  II V UHLS,  («VCCK»*Olt  TO  MR.  VALPY,}  KING**  HEAD  COURT,  OOVUH  »UUARK- 
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